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Hydraulic Equipment. , . soe + s + + ... 536 Forward Oblique Sight Cameras . . . . , .. 622 
Fuselage Bulkhead Station 239.75 Lower Camera Station 3, 3A, 4 and HA Left ana 
Hydraulic Equipment. . . . . . + + ... 5368 Right Oblique and Alternate Vertical - 
Intermedlate Fuselage Hydraulic Equipment Camera Installation. . . . . . , . o... 624 ` 
Installation. . . . . e... 9 n ο ο 5. . . 580 Camera Station 3 and 1 Camera Mount 
LH Fuselage Station 311-7/16 To Station 423 ` Adapter Horizontal and Oblique LH and 
Lower Hydraulic Equipment, . ous ce ο ee DE. RH Positioning Beam Assembly. . , . . , , , 625 
LH Fuselage Station 311-7/16 To Station 423 Station 2 Prime Vertical Camera Installation . 626 
Lower Hydraulic Lines. . . . . . . . 2... 544 Model A16VF Aerial Viewfinder Installation . . (627 
Fuselage Intermediate Section Hydraulic Fuselage Station O To Station 224-5/8 Camera 
Equipment Installation . . ° = + s s + ως 516 Vacuum System Equipment Installation, . . . 628 
LH Fuselage Station 224-5/8 To Station Fuselage Station 224-5/8 Tc Station 424-5/8 
311-7/16 Lower Hydraulic Equipment . . . . 548 Camera Vacuum System Line Installation. . . 630 
RH Fuselage Station 311-2/16 To Station 423 Forward Fuselage Oxygen System Equipment 
Lower Hydraulic Equipment. . . . 2.5.2. 550 Installation. . . να Re. AST RU A dy ur ᾱ 632 
RH Fuselage Station 311-7/16 To Station 123 Forward Puselage Oxygen System Equipment 
Lower Hydraulic Lines. . . . . . , . . . . 552 Installation. .. a , . . . . SA 634 
RH Fuselage Station 224-5/8 To Station 
311-7/16 Lower Hydraulic Equipment . . . , 554 MAIN ALIGHTING GEAR . . . . . .. + + + + + e . 636 
LH Fuselage Intermediate Section Hydraulic 
Equipment Installation co... ον, 556 Main Landing Gear Installation te + + ew es 636 
LH Intermediate Fuselage Hydraulic Main Landing Gear Brace Assembly . . . . ,., . 639 
Equipment Installation . ....., εν . 558 Main Alighting Gear Drag Brace Shock Strut 
Hydraulic Bomb Door Shuttle Valve Assembly. . 561 Assembly, . . . . . . . . . ,. . wo i£ ea ck BHO 
RH Intermediate Fuselage Hydraulic LH and RH Main Landing Gear Wheel Door Assembly 642 
‘Equipment Installation . . M + s s + o o 562 Main Landing Gear Wheel Door Aft Locking 
Hydraulic Relief and By-Pass Valve Panel Mechanism. ...,.,.,,.,., cee ew ww) 644 
Assembly A 15: Main Alighting Gear Truss Installation. . . . 646 
Hydraulic Boost Relief Valves and Flow Main Alighting Gear Wheel Door Release 
Divider Panel Assembly . . . . . e... 566 Mechanism... . . . . . .. uw i. 648 
Hydraulic Boost Relief Valve and Flow Hydraulic Main Landing Gear Actuating 
Divider Panel Assembly and Fittings. . . . 568 Cylinder Assembly . . , , .. "m 649 
Hydraulic Rudder Boost Filler Hand Hydraulic Main Landing Gear Door Actuating 
Pump Assembly. ......, «le E93 x DTO Cylinder Assembly Sec ..:1..... 650 
Fuselage Rear Hydraulic Equipment Main Landing Gear Cylinder Assembly. . . . , , 651 
Installation. . . . . . . , . ... e... 572 Main Landing Gear Tube Bungee an3 Door 
Rudder and Elevator Boost System Hydraulic : Assembly. . . . . ,. ., Qf 6.2.5... 652 
Equipment Installation . . , . co 51h Main Landing Gear Shock Strut Assembly . . . , 654 
Rudder and Elevator Upper Hydraulic Main Alighting Gear Wheel Door Electrical 
Boost Equipment. , . . ... . . . . , ο κ 576 Switch Installation . . . . . .. X od. ἃ 656 2 
Rudder and Elevator Lower Hydraulic Main Alighting Gear Uplock Electrical Switch 
Boost Equipment. . . , . . . . . νο, . 578 Installation... . , , , ..,. . .., 7 658 
Hydraulic Rudder Boost Valve Assembly . . . . 580 Main Alighting Gear Wheel Door Open Switch 
Rudder and Elevator Lower Hydraulic Installation. . . . . , , η. 660 
Boost Lines. , , . ras 903 Se oe s xo. DB? Electrical Main Alighting Gear Downlock 
Hydraulic Emergency Ruddér Boost Pump | Switch Installation . . . . cr... 662 
Assembly . . . . . . . . . . . . . ee τν κ 584 
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Electrical Main Alighting Gear Ground 
Safety Switch Installation ....... 


AUXILIARY ALIGHTING GEAR . . . . + + + + «ο 


Auxiliary Alighting Gear Installation . . 
Auxiliary Alighting Gear Door Mechanism . . 
Auxiliary Landing Gear Downlock 
Installation . . . d.e. rs 
Auxiliary Landing Gear `Bungee and 
Plunger Assemblies . . 
LH and RH Auxiliary Alighting Gear "Wheel 
Door Assemblies. . . uo do UA 
Hydraulic Nose Landing Gear Downlock 
Release Cylinder Assembly. . . . v.s 
Auxiliary Landing Gear Piston Assembly. RAS 


Auxiliary Landing Gear Shock Strut Assembly . 


Hydraulic Nose Landing Gear ACUNA SENE 
Cylinder Assembly. . ERU 

Auxiliary Landing Gear Shimmy Damper 
Assembly . 
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SECTION 1 


INTRODUCTION 





` 


This Illustrated Parts Breakdown is applicable to the Navy Model AJ-2P Aircraft manufac- 
tured by North American Aviation, Inc. of Columbus, Ohio. 


Supplementary information on the operation, repair and maintenance may be found in the 
following publications: 


AN 01-60AABA-1 Flight Handbook 
AN O1-60AABA-2 Handbook of Maintenance Instruction 
AN 01-60AAA-3 Handbook of Structural Repair 


The purpose of the IPB is to list the items necessary for support of the article. This 
breakdown will be used for requisitioning, storing, issuing, and identifying parts and 
for illustrating assembly and disassembly relationship. 


This Catalog is divided into three sections: 


Section I Introduction 
Section II Group Assembly Parts List 
Section III Numerical Index 


NOTE: In order to expedite the delivery of Spare Parts, the Aireraft Model, Serial 
Number, Part Number and Title should be supplied when requesting parts. The exact 
position, function and other pertinent data contributing to the adequate identification 
of parts, if supplied with the requisition, may well avoid costly delay in procurement. 


Q.E.C.A. EXPLANATION 


Quick Engine Change Assembly Parts are indicated in the Group Assembly Parts List, 
Section II, by a symbol * preceding the part number. 


The figures to be referred to for a complete listing of Q.E.C.A. parts are indicated by 
an * to the left of the figure title under the POWER PLANT SECTIONS of the TABLE OF 
CONTENTS. 








Section I 


. ΑΝ O1-60AABA-À 
Introduction 


"USABLE ON CODE" EXPLANATION 


"Usable on Coding" has been employed throughout this Catalog to indicate the applica- 
bility of certain parts. These "Usable on Codes", when decoded by use of the Master 
Code, indicate the Navy Serial Numbers of the Aircraft on which the coded parts may 
be used. 

For example, 


the "Usable on Code" (L) after a part would indicate that this part is 


specifically used on Aircraft bearing Navy Serial Numbers 128043 thru 128045, 


Parts not coded are usable on all AJ-2P Aircraft. 


mu MASTER CODE 
Usable Navy Usable Navy 
on Code Model Serial Numbers on Code Model Serial Numbers 
AJ-2P . ο nt 6e ALE s. . AJ-2P . . 128043 thru 128049, 
(128043 thru 128054, 128051, 129187,thru 129189, 
129185 thru 129195, 129192, 129193, 
130422 thru 130425 and 130422 thru 130425 and 
134073 thru 134075) 134073 thru 134075 
T... . AJ-2P . . . 128043, 128049, 128051 
A. . AJ-2P . . 128043, 128044 τος . AJ-2P ... . 128043, 128049, 128051, 
B. . AJ-2P . . 128043, 128044, 128048 129185 thru 129189, 
128049, 128051, 129192 thru 129194, 
129186 thru 129189, 130422 thru 130425 and 
129191 thru 129195, 134073 thru 134075 
130422 thru 130425 and. Ns . AJ-2P . . 128043, 128049, 128051, 
134073 thru 134075 - . 129186 thru 129189 and 
C . AJ-2P . . 128043, 128044, 128049, 129192 thru 129194 
5 128051, 129186 thru 129189, Ww. . AJ-9P . . 128043, 128049, 128051, 
129192 thru 129191, ; 129186 thru 129189, 
130422 thru 130425 and 129192 thru 129194, 
134073 thru 134075 130422 thru 130425 and 
D. . AJ-2P . . 128043, 128044, 128049, 134073 thru 134075 
128051, 129187 thru 129189, X. . AJ-2P . . . 128043 thru 128050 
130423 thru 130425 and Y... . AJ-2P . . . 128043 thru 128051, 
134073 thru 134075 128053, 128054 and 
E. . AJ-2P . . 128043, 128044, 128053, 129185 thru 129189 
128054, 129185 thru 129195, Z. . . . AJ-2P . . . 128043 thru 128052 
130422 thru 130425 and AA . 4 . . AJ-2P . . . 128043 thru 128053 
134073 thru 134075 AB... . AJ-2P . . . 128043 thru 128054 
F. . AJ-2P . . 128043, 128044, AC . AJ-2P . . 128043 thru 128054, 129185, 
129186 thru 129189, 129191 thru 129195, 
129192 thru 129194, 130422 thru 130425 and 
130422 thru 130425 and 134073 thru 134075 
134073 thru 134075 AD. . AJ-2P . . 128043 thru 128054 and 
G. . AJ-2P . . 128043, 128044, 129185 thru 129189 
129186 thru 129190, ΑΕ. . AJ-2P . . . 128043 thru 128054 ana 
129194 thru 129195, 129185 thru 129191 
130422 thru 130425 and AF . AJ-2P . . 128043 thru 128054 and 
134073 thru 134075 129185 thru 129195 
H. . AJ-2P . . 128043, 128044, AG . AJ-2P . . 128043 thru 128054, 
129187 thru 129189, 129185 thru 129195 and 
129193 thru 129195, 130422 
130422 thru 130425 and AH . . AJ-2P . . . 128043 thru 128054, 
134073 thru 134075 129185 thru 129195 and 
J . AJ-2P . . 128043, 128044, 130422 thru 130425 
129194, 129195, AJ.. . AJ-2P . . 128043 thru 128054, 
130422 thru 130425 and 129185 thru 129195, 
134073 thru 134075 130422 thru 130425 and 
Kans; ος . AJ-2P . . 128043, 128044, 134073 
130422 thru 130425 and AK . . AJ-2P . . 128044 
134073 thru 131075 AL. . AJ-2P . . 128044, 128045 and 130424 
L. . AJ-2P . . . 128043 thru 128045 AM. . AJ-2P . . . 128044 thru 128048, 128050, 
M. . AJ-2P . . 128043 thru 128045, 128052 thru 128054 
128053, 128054, AN . . AJ-2P . 128044 thru 128048, 128050, 
129185 thru 129195, 128052 thru 128054, 129185, 
130422 thru 130425 and 129190, 129191 and 129195 
134073 thru 134075 ΑΡ. . AJ-2P . . 128044 thru 128048, 128050, 
Nos ç . AJ-2P . . 128043, 128045 thru 128054, 128053, 128054, 129185, 
129185 thru 129195, 129190, 129191 and 129195 
130422 thru 130425 and AQ . . . AJ-2P . . 128044 thru 128048, 128050, 
134073 thru 134075 128053, 128054, 129185, 
Ps . AJ-2P . . 128043 thru 128048 129186, 129190, 129191, 
Q. . AJ-2P . . 128043 thru 128048, 129194 and 129195 
128050 thru 128054, AR. . AJ-2P . . 128044 thru 128048, 128053, 
129185, 129186, 128054, 129185, 129190, 
129190 thru 129195 and 129191 and 129195 
130422 AS . . AJ-2P . . . 128045 thru 128047, 128050, 
R . AJ-2P . . 128043 thru 128049 128052 thru 128054, 129185 
and 129190 
2 














Usable 

on Code Model 

AT. . . . AJ-2P . . 
AU. . . . AJ-2P . . 
AV. . . . AJ-2P . š 
AW. . . . AJ-2P . 
ΑΧ... . AJ-2P . . 
AY. . . . AJ-2P . 
AZ. . . . AJ-2P . 
BA. . . . AJ-2P . . 
BB. . . . AJ-2P ... 
BC. . . . AJ-2P . . 
BD. . . . AJ-2P . 
BE, . . . AJ-2P .. 
BF. . . « AJ-2P κ. . 
BG. . . . AJ-2P . . 
BH. . . . AJ-2P .. 
BJ. . . . AJ-2P . 
BK. . . . AJ-2P . 
BL. . . . AJ-2P .. 
BM. o e < AJ-9P ¿ . 
ΒΝ... . AJ-2P . 
BP. . . . AJ-2P .. 
BQ. . . . AJ-92P . . 


ΑΝ O1-60AABA-! 


MASTER 


Navy 
Serial Numbers 


. 128045 thru 128047, 


128052 thru 128054, 129185 
and 129190 


. 128045 thru 128048 
. 128045 thru 128048, 128050, 


128052 thru 128054, 129190, 
129191, 129195, 

130422 thru 130425 and 
134073 thru 134075 


. 128045 thru 128048, 128050, 


128052 thru 128054, 129185, 
129190, 129191 and 129195 


. 128045 thru 128048, 128050, 


128052 thru 128054, 129185, 
129186, 129190 thru 129195 
and 130422 


. 128045 thru 128048, 128050, 


128053, 128054, 129185, 
129190 and 129191 


. 128045, 128048 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128045 thru 128051 


128015 thru 128051 
128053, 128054, 129185, 
129190, 129191 and 129195 


. 128045 thru 128054, 129185, 


and 129191 thru 129193 


. 128045 thru 128054, 129185, 
129186 and 129190 thru 129192 | 
. 128045, 128053, 128054, 
129185 and 129191 thru 129193 
. 128046 thru 128051 
. 128046 thru 128052 
. 128046 thru 128054 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128047 
. 128047 thru 128054 


129185 thru 129195 
130422 thru 130425 and 
134073 thru 134075 


. 128049 thru 128054 


129185 thru 129195, 
130h22 thru 130125 and 
134073 thru 134075 


. 128049, 128051, 


129186 thru 129189, 
129192 thru 129194, 
130422 thru 130425 and 
134073 thru 134075 


. 128049, 129187 thr 129189, 


130423 thru 130425 and 
134073 thru 134075 


. 128050 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128050, 128052 thru 128054, 


129190, 129191 and 129195 
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CODE (Cont) 


Usable 

on Code Model 
BR. . . AJ-2P . 
BS. . AJ-2P . 
BT. . AJ-2P . 
BU. . AJ-2P , 
BV. . AJ-2P . 
BW. . AJ-2P . 
BX. . . AJ-2P . 
BY. . AJ-2P . 
BZ. . AJ-2P . 
CA. . AJ-2P . 
CB. e . AJ-2P , 
CC. . AJ-2P . 
CD. . . AJ-2P . . 
CE. . AJ-2P . 
CF. . AJ-2P . 
CG. . AJ-2P . 
CH. . . AJ-2P . 
CJ. . AJ-2P . 
CK. . AJ-2P . 
CL. . AJ-2P . 
CM. . AJ-2P . 
CN. . . AJ-2P . 


Section | 
Introduction 


Navy 
Serial Numbers 


. 128051 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128051, 128053, 129054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128053, 128054 and 129185 
. 128053, 128054, 


129185 thru 129195, 

130422 thru 130425 and 
134073 thru 134075 

128054, 129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 129185 thru 


130422 thru 
134073 thru 


129195, 
130425 and 
134075 


. 129185, 129190, 129191 


and 129195 

129186 thru 129189, 
129192 thru 129194, 
130422 thru 130425 and 
134073 thru 134075 
129186 thru 129190 


. 129190 thru 129193 
. 199190 thru 129195 and 


130422 


. 129190 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129191 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129192 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129194, 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 130422 thru 130425 and 


134073 thru 134075 


. 130423 thru 130425 and 


134073 thru 134075 


. 134073 thru 134075 
. 134074 and 134075 


128043, 128044, 128049, 
128051, 129187, 129189, 
129192, 130422 and 
134075 


. 128045, 128048, 128050, 


128053, 129186, 129190, 
129191, 129193 and 
129195 


. 129190 thru 129195 
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"HOW TO USE THE PARTS CATALOG 






when the Part Number is not known +... 


] Determine the location of the part in relation to the major groups of the 
° airplane: Wing, Tail, Fuselage, Alighting Gear, Power Plant and Loose 
Equipment. : 


Y 


Turn to the Table of Contents. Under each of the major group headings 

e will be found a list of all illustrations comprising that group. From this list 
select the illustration most likely to contain the desired part; or Consult 
one of the Complete System Installation Drawings which appear as the last 
pages of Section II. These illustrations show complete functional systems 
(Fuel, Hydraulic, Electrical, etc), and serve as a visual index to the equip- 
ment throughout the catalog. i 


3 Refer to the page number indicated and 
e find desired part on illustration.’ ate 





4 Note the Figure Number of the illustra- 
° tion.and the Index Number of the part. 
Refer to the corresponding Figure;Index 
Number on the Assembly List page for 
Part Number, Nomenclature, etc. 
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] Find the Port Numbeg jn the Numerical 
* index. Note Figure and the Index 
Number where the part is called out 
in Group Assembly Parts List. 
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Introduction 


SECTION II—GROUP ASSEMBLY PARTS LIST illustrates and lists parts which are 
stocked or likely to be stocked as being capable of replacement. Parts which have 
lost their individual identity as a result of 


being fabricated into a permanent assembly 
are not listed. 






1 Tes. 7 
d 13501 -2 YN OUTBOARD win 

1 FIGURE NUMBER—The number of the illustration in which the EN οἱ ὁ ` ciem s for Acar breakdown)? κ” 

assembly or part is shown. -18901- WÜ WING ASSEMPIY, Complete RH... . .. . . Sava 

ly or pa +2  181-14001-1 INBOARD WING ASSEMBLY, Complete LH .. . 1 



























i 
Z Ὁ = 5 «o co mn 4 wr — 












2 INDEX NUMBER—The number assigned to the assembly or τ 
rt to permit cross reference between the nomenclature and 181-15001-2 , INBOARD WING ASSEMBLY, Complete RH ... 
pal pe , D 
illustration. 3 382-24205-3 . SHIM, Inboard wing see n tt ttt 
- - - : nocàrd WINK CY C ae dh s sre escis mar ee P SUS U A 
3 PART NUMBER—North American part numbers are derived do Ane a T," Inboard swing. fold lot fitting: sx si sa asss 
from North American drawing numbers. In all instances, the -τ ]81-14110 RETAINER ASSEMBLY, Inboard wing fold p 
part number contains the drawing number. However, in some ATTACHING PARTS. ' 
cases, the part number may be composed of the drawing num- -8 AN509-10R22 — . SCREW ooo 
ber plus dosh number suffixes. Such parts, like all other North -9 181-14025 ` TU . PIN ASSEMBLY, Inboard wing to outboard wing upper hinge . . 
American parts, may be found on the basic North American zd oust " (magnetic ESA I — 1 
drawing. For explanation of drawing numbering system see 181-10020.2 x τ ο ΡΠ upper aca ient Mic 2 
page 6. E SP1561-832- 
" ΜΗ POE 83528 y TR Buttock plane 29 
4 When LEFT AND RIGHT-HAND PARTS are listed together under xs 181-13020-2 H RIB ASSEMBLY, NL plane AN i Ai p 
coe indes number, the left-hand parts are shown on the -1ih lààM98 ^ [OI PITIN Fuel ο εαν panel τα wing center ecctios Τε 
: -15 AN3-11 BOLT (magnetic inspected) 7 
5 REF—40) indicates non-procurable parts (b) each subsequent ae S As D SPACER er or tt ttt E T tent mtr 
time that the same part number appears the word "Reference" -18 2w1-13-28-63 bi pm ak e € à 
is inserted to indicote that provisioning review for the item hos 33 48365-1032 ZEN ΚΤ .......... .. ................. . 2 
been previously considered in total. i 
6 "UNITS PER ASSEMBLY"-— Contains the number of units re- 4 
quired per one next assembly. Section Ill 
-23 Numerico! Index of Special Tools & Equipment 
AR indicates “As Required''——No specific quantity. μη NR Lun vini be 
-25 cram Parr ocurrio co va 
8 ATTACHING PARTS are listed immediately after the item being -26 Com wow U 
attached and preceding any components of the item. Symbol a ἘΠΕ Ὃ ο Waa toe ring attaching 
(---*---) indicates close of attaching parts. -29 tin AND INSTALLATION, Engine hoisting 
-30 rum 3 . Engine hoisting 
9 (GFP) indicates government-furnished property. (No detail a mms ~ 
breakdown is furnished in this catalog for these parts). See 3 MUN κ, 14 
NavAer 00-500. 35 SLING ASSEMBLY. Airplane complete hoisting 
236 ` Fuselage rear section hosting 
10 VENDORS’ CODE shown after title—for complete firm name =i YORE ASIENBLY; Beer fueetade hritiag mnm 
and address, see Alphabetical List of Vendors (page 9). 39 8 5 
Iio = intermediate boiatin 
11 USEABLE ON CODE—For explanation see poge 2. uz RSZNA i SLiNG sua ASSEMBLY, Wi beret Eneraediats Helsing Ui 
ΚῊ SLING SUB ASSEMBLY, Wind pene! intermediate hoisting center 
12 (MAGNETIC INSPECTED) indicates 100% inspection in accord- E. Γρ ον aid seit eeepc PEEB 
ance with MIL-1-6868A. κ . mel intermediate forward hosting 
-46 
Ta G panel intermediate Inboard aft hoisting 
T3 INDENTATIONS of titles indicate the relationship of each item =h 3 vel Itermetate outbnaro aff hoisting 
to its next higher assembly. For example, the items shown in 50 FITTING lec OAMI SON 
column 3 are the component parts of 181-13020-1 and -51 BOUT. Fuselage station 32 and 125.123 hoisting 
181-13020-2 Rib Assemblies. -52 FITTING ASSEMDLY, Fuselage station 733. holsting 


ft howting 
, Fuselage station $3 forward hoisting 
irplane complete hoisting 





ADAPTOR, Proiracior surface control 


SECTION III — NUMERICAL INDEX is the index for the 
catalog, and in addition lists all part numbers on the air- 
plane for source code and microfilm information. This 


Section ΙΙ! 
Numerical Index of Contractor Ports 







vocac — e 
COU« κραχ numsen 
μι 
ση 


section is divided into three groups—“Numericol Index 
of Speciol Tools ond Equipment”, “Numericol Index of 
Contractor Parts” and “Numerical Index of Standard and 
Vendor's Parts”. 





181- 14167- ἃ 
181-14167-2 
181-14167-3 







x 140-42 
14 STOCK NUMBERS as established by the Aviation Supply Office. 


15 The TOTAL QUANTITY COLUMN lists the total quantity of parts per aircraft. 


16 SOURCE CODES as established by the Bureau of Aeronautics—tor definition see 
page 8. 


17 The NUMERICAL ARRANGEMENT is in accordance with specification MIL-B-5005A. 
18 AGURE AND INDEX NUMBER—where parts are illustrated and listed. 

19 MICROFILM INDEX NUMBERS as established: by the Bureau of Aeronautics. 

20 (USE-------) indicates the superseding part. 


21 COMMERCIAL PARTS and parts for which no part number is available are listed 
at the beginning of the third group of the Numerical Index in alphabetical order. 


22 For STANDARD PARTS, including the Contractor’s Standards, only one figure and 
index number is listed. 


11-1029-2 
191 41193 x 
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N.A.A. DRAWING NUMBERING SYSTEM 


Numbers are assigned to North American Aviation Drawings in accord- 
ance with the chart on the opposite page. The basic number (number after 
the dash) assigned a drawing is determined by the function it performs. For 
example, Electrical Drawings are assigned numbers in the 54000 series, Hy- 
draulics Drawings in the 58000 series, etc. The identity of a part is determined 
by the functional group for which it was designed, regardless of its location 
in the airplane or of its method of attachment. The number before the dash 
is the North American Aviation Model Designation for the airplane for which 
the part was originally designed. However, a part originally designed for 
one model may be used on any other model and if the part remains the 
same the drawing number also remains the same. 





















.A.A. Part numbers consist of a number, 
alphabetical letter and another number. The alpha- 
betical letter in this Part Number arrangement is taken 
from the first letter of the descriptive noun identifying 
the part. In some cases the basic number is the part 
number while in others, dash number coding is added 


to completely define the size, material, etc. For example, Y 
4B12-2, 5B7, 6C8, 2N1, 2P3-3, 6R1-2, 754-10-10, etc. | emamoes [5] 
548 LE. VAS OL ÍU 


YE v - ag VT eee sa era ty ee AED A, EQNS 
JED OW Α.Σ): -MA € Su&3. CONTRACTORS LOCIS 34505 χα τ 
«εν,πεο PTO M», 
4290000 DOING. 


[2 222 WAS "eo ΙΕ 
























P |102-54259 















HOSE € GRIND SQUARE ROUND ENO OF roo 










\ THIS END ONLY COM ; TOP COWL. MIST 
1 BE PARMLEL 7ο à 
z BASE LINE Next assemblies of part. 
a FREE LENGTH 
Ὁ Ὁ 
KA 





2% 







BASE LINE Number required per air- 


«059 WURE_DIA. plane per next assembly. 

FACTIVE CONS $$ δια, y 

4 INACTIVE COM LARGE END, § INACTIVE CON. SMALL EMO. 
σά7Ζο7ας Coles 

A) LOADIISLOS 2216. WHEN 
COMPRE S SED TO # LENGTH, 
HEAT SPRING AT 525° £ FUR 

PMINGIES AFTER FORMING 


































Duseo ow 93/0 (18-109 41-1600) 9 #4601 y SUBS) 












MAP Ze 15253 TO PUPA TER 52 INCE, τ AND (WAY 
¥ AMAT? 940-1200. ARE GS = 7755 Es) RAFAEL 7779.53 $ SUBS. 





VO APP EG -J 7222 NCC” 
ETS WALEED THUS Cusen AV E-518 
LUBFLANE SERIAL ID cO 9- uo Y 
SUBSEQUENT. _ 



























NORTH AMERICAN AVIATION. h«. 


INGLEWOOD CAL ORNA. 


a SPRING -¿OS. GEAR POS. INI 
= Lt SWITCH PRO, ú 
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Code symbols refer to 
notes on face of Dwg. 


102-Prefix indicates that part was first 


designed for Ν.Α.) Model 102 (P-51B). 
Model Column shows all mod- 


` els on which part is used. 


Basic Number in 54000 series indicates o 
port designed for the Eiectricol System. (See 
chort on opposite poge.) 


H-175-00-13A 
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03001 05001 





6100! 


FIXED GUN 
INSTALLATION 


63001 
BOMB 
INSTALLATION 


65001 


PYROTECHNICS 
INSTALLATION 


67001. 


TOW TARGET 
INSTALLATION 





60001 
ARMAMENT 





52101 
CONTROL STICK 
OR WHEEL 
INSTALLATION 





62001 


FLEXIBLE GUN 
INSTALLATION 


64001 
TORPEDO 
INSTALLATION 


6600! 


GUN CAMERA 
INSTALLATION 


68001 





ROCKET 
INSTALLATION 















52201 
ELEVATOR 
CONTROL 
INSTALLATION 


POWER PLANT 
INSTALLATION 


51001 


INSTRUMENT 
INSTALLATION 










54001 
ELECTRICAL 
EQUIPMENT 
INSTALLATION 








55001 
MOORING- TOWING 
HANDLING GEAR 
(INSTALLATION 






INSTALLATION 





57001 
FLOTATION 
GEAR 
INSTALLATION 
41001 
ENGINE 


52001 
SURFACE 
CONTROL 
INSTALLATION 









52301 
AILERON 


CONTROL 
INSTALLATION 


52401 
RUDDER 


CONTROL 
INSTALLATION 

























72001 
AVIGATION 






ΤΙΟΟΙ 
COMMUNICATION 
EQUIPMENT 
INSTALLATION 


EQUIPMENT 
INSTALLATION 









73301 

OXYGEN 
EQUIPMENT 

INSTALLATION 






EQUIPMENT 
INSTALLATION 





FURNISHINGS 
INSTALLATION 


INSTALLATION 





58001 
HYDRAULIC 
SYSTEM 
INSTALLATION 


H-275-00-14 












52501 52601 52701 
TRIM TAB SLOT 8 FLAP|| DIVE BRAKE 
CONTROL CONTROL CONTROL 

INSTALLATION] | INSTALLATION | | INSTALLATION 











31001 
FUSELAGE 
COVER 
INSTALLATION 


31101 
FUSELAGE 
GENERAL FRAME 
ASSEMBLY 


COCKPIT 
ENCLOSURE 
INSTALLATION 


33101 
CHASSIS 
ASSEMBLY 
33401 
BRAKE 
CONTROL 
INSTALLATION 


34001 
AUXILIARY 
LANDING GEAR 
INSTALLATION 
sa] | — 
CATION 34101 
CHASSIS 
4600! ASSEMBLY. 
COOLING 
INSTALLATION 
RAKE 
47001 GONTROL 
LUBRICATING INSTALL ATION 
SYSTEM 
INSTALLATION 
35001 
MAIN FLOAT 
INSTALLATION 
49001 35191 
AUXILIARY 
MAIN_FLOAT 
PROPULSION ARIN ΤΟΝ 


WIND RD TEC HANDBOOK |MOCKUP| FIELD 


32001 
ENGINE 


NACELLE 
INSTALLATION 


32101 
ENGINE 
NACELLE FRAME 
ASSEMBLY 


NACELLE 
ENGINE MOUNT 
ASSEMBLY 


ILLUSTRATIONS 


20001 


EMPENNAGE 
INSTALLATION 


21001 
HORIZONTAL. 
STABILIZER 

ASSEMBLY 


22001 


ELEVATOR 
ASSEMBLY 


23001 
VERTICAL 
STABILIZER 
ASSEMBLY 


24001 


RUDDER 
ASSEMBLY 


33001 


LANDING GEAR 
INSTALLATION 


33301 
FAIRING 
INSTALLATION 


33901 


SERVICE 


10001 


WING 
INSTALLATION 


33501 
RETRACTING : 
MECHANISM 
INSTALLATION 


SKI ASSEMBLY 
INSTALLATION 


34501 
RETRACTING 
MECHANISM 
INSTALLATION 


3600! 
WING TIP 


FLOAT 
INSTALLATION 


SKI 
INSTALLATION 


3! 
FUSELAGE 
OIVE FLAPS 
INSTALLATION 





LOWER 
OUTER PANEL 
ASSEMBLY 


ASSEMBLY 
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SOURCE CODE DEFINITIONS 


CODE 'P"—PARTS UNDER 
INVENTORY STOCK CONTROL 


(1) CODE “'P'' is applied to parts which are procured 


in view of relatively high usage. Code ''P” parts 
may be requisitioned and installed by any main- 
tenance level, unless followed by the letter — 
“Ὁ”, which restricts requisition and replacement 
to Depot (O&R) level only. Restricted service 
monufacture is considered practicable but only 
after an attempt hos been made to procure from 
Supply Sources. In lieu of Procurement of "P" 
Coded parts, the Department may designate o 
Depot (O&RI level activity to manufacture supply 
requirements for the Program. 


CODE "P!" is applied to parts which are very 
difficult or uneconomical to manufacture. Service 
manufacture is considered impracticable. Code 
P! parts may be requisitioned ond installed by 
any maintenance level, unless followed by the 
letter —"O'' which restricts requisition and re- 
placement to Depot (O8R) level only. 


CODE ''M” MANUFACTURE, 
PARTS NOT PROCURED 


(1) CODE "M" is applied to parts which are within 


the facilities of any activity to manufacture. Pro- 
curement and stocking are not justified in view 
of the relatively low usage, or storage and in- 
stallation factors, of these parts. Needs are to be 
met by loco! manufacture as required. 


CODE "M1!" is applied to parts which can be 
manufactured only by utilizing the facilities of 
the Depot (O&R) activity. Procurement and stock- 
ing of these parts are not justified in view of 
their relatively low usage and installation fac- 
tors. The needs of all activities are to be met 
through salvage, or by Depot (O&R) level manv- 
facture. 


CODE “A” ASSEMBLE — 


ASSEMBLY NOT PROCURED 


(1) CODE "A" is applied to assemblies made up of 


two or more units each of which carry individual 
port numbers ond description, and which may be 
assembled by any Maintenance level. 





SOURCE CODING — Source coding as applied to the numericol index has been assigned by Department representatives. 


(2) CODE “A1” is applied to assemblies made up of 
two or more parts each of which carry individual 
port numbers and description, and: which may 
be ossembled only by activities having Depot 
(082) facilities. 


CODE “X” PARTS CONSIDERED 
IMPRACTICABLE FOR MANUFAC- 
TURE OR PROCUREMENT 


(1) CODE "X" is applied to Main Structural Mem- 
bers or similar parts which, if required, would 
suggest extensive aircraft or equipment recon- 
ditioning. The need of a part, or parts, coded 
“X" (wing spor caps, center section structure) 
should normally result in a recommendation to 
retire the aircraft or equipment from Service. 


CODE “X1” is applied to parts for which pro- 
curement of the next larger assembly is justi- 
fied; e.g., as integral detail part, such as welded 
segments, inseparable from its assembly; o part 
machined in a matched set; or a part of an 
assembly which, if required, would suggest ex- 
tensive reconditioning of each assembly. 


CODE "X2" is applied to parts which are neither 
Procurred nor stocked. Activities requiring such 
parts shall attempt to obtain from salvage; if 
not obtainable from salvage, such parts shall be 
requisitioned through normal supply channels 
with supporting justification. 


CODE * PARTS NOT PROCURED, 
MANUFACTURED OR STOCKED 


(1) CODE * applies to installation drawings, dia- 
grams, instructions or field service drawings, 
basic drawing numbers which cannot be pro- 
curred or manufactured and obsolete parts. 
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ALPHABETICAL LIST OF VENDORS CODES 
A 
AA . . . . Air Associates Incorporated AP . . a . Adel Division 
Hackensack, New Jersey General Metals Corporation 
10777 Van Owen 
AADZ. . . . Aircraft Bolt and Rivet Co. : Burbank, California 
Pasadena, California - 
AQ . . . . Aeroquip Corporation 
AAEE. . . ; Aeroflex Laboratories, Inc. Jackson, Michigan 
34-6 Skillman Avenue 
Long Island City, New York AR . . . . American Brass Company, The 
Box 1031 
AB . .. . Allen Bradley Company Waterbury 90, Connecticut 
3929 North 19th Street 
Milwaukee 4, Wisconsin ARC . . . . Aircraft Radio Corporation 
TOB-10 Main Street 
ACA . . . . American Chain & Cable Co., Inc. Boonton, New Jersey 
Automotive & Aircraft Division) 
01 Stevenson Building ARP . . . . Aircraft Marine Products, Inc. 
Detroit 2, Michigan Harrisburg, Pennsylvania 
ACH . . . . American Cabinet Hardware Corp. ARX . . . . Airex Manufacturing Company 
416 South Main Street Long Island City, New York 
Rockrord, Illinois 
ASCO, . . . American Screw Company 
ADE . . . . Advance Electric and Relay Co. Willimantic, Connecticut 
2535 North Naomi Street 
Burbank, California ASE . . . . American Seating Company 


Grand Rapids, Michigan 
AEO . . . . Aerotec Corporation, The 


% The Thermix Corporation . Allied Aircraft Company 
Comly Avenue 5536 Satsuma Avenue ΄ 
Greenwich, Connecticut North Hollywood, California 
AEP . . . . Aircraft Engineering Products Inc. B 
Clifton, New Jersey 
BCC . . . . Barber-Colman Company 
AFT . . ... Federal Laboratories Inc. 321 East Third Street 
Pittsburgh, Pennsylvania Rockford, Illinois 
AIK . . . . Abrams Instrument Corporation BCO . . . . Barco Manufacturing Company 
Lansing, Michigan Wolcott and Winnemac Avenue 
Chicago, Illinois 
AIR . , . . Airesearch Manufacturing Co. 
% Air Supply Co. ΒΡΕ . . . . Bird Engineering Company 
5959 West 3rd Street Cleveland, Ohio 
Los Angeles, California š 
: BE . .. . Burndy Engineering Company, The 
AL . .. . Alemite Division 107 Bruckner Boulevard 
Stewart Warner Corporation New York 5l, New York 


Chicago, Illinois 
; BHH . . . . Buggie, H. H. Company 
ALE . . . . Allison Division 2113 Madison Avenue 
General Motors Corporation Toledo 1, Ohio 
Indianapolis, Indiana 
BLC . . . . Barry Corporation 
ΑΝ... . . Allen Manufacturing Co., The 180 Sidney Street 
133 Sheldon Street Cambridge, Massachusetts 
Hartford, Connecticut 
BMC . . . . Bardwell & McAlister, Inc. 


AMK . . . . American Metal Hose P. O. Box 1310 
American Brass Company Hollywood, California 
698 South Main Street 
Waterbury, Connecticut BNL . . . . Bunnel, J. H. € Company 
New York, New York 
AMLP. . . . American Latex Products Corp. 
921 Venice Building BIL . . . . Bristol Company, The 
Los Angeles, Californla 125 Bristol Road 


Waterbury, Connecticut 
AMP . . . . American Phenolic Corporation 
1858 South 54th Street BTP . . . . Bertea Products Manufacturing Co. 
Chicago 50, Illinois 1450 North Lake 
Pasadena, California 
ANE . . . . Anemostat Corporation of America 
10 East 39th BX . .. . Bendix Aviation Corporation 
New York, New York Fisher Building 
Detroit, Michigan 
ΑΟΕ . . . . Acro Switch Division 


Acro Manufacturing Company C 
2040 East Main Street 
Columbus, Ohio CA . . Clark Aero Hydraulics, Inc. 


Pasadena, California 
ANP , . . . Anchor Packing Company 
119 Federal Street CARM. . . . Carma Manufacturing Company 
Philadelphia, Pennsylvania 1151 South Broadway 
Los Angeles, California 
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CAV . 


CCH . 


CED . 


CIC 


CIN 


CLP . 


CLR . 


COE 


cP . 


DARL. 


DILC. 


DUC 


DUME. 


DZ . 
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ALPHABETICAL LIST OF VENDORS CODES (Cont) 


C 
Chicago Aerial Survey Company 
322 South Michigan Avenue 
Chicago !, Illinois 


Chapin, Charles E. Company 


: East Rutherford, New Jersey 


Cannon Electric Co. 
3209 Humboldt Street 
Los Angeles 31, California 


Acragage Company 
Milford, Connecticut 


Cinch Manufacturing Corporation 
1026 Homan Avenue 
Chicago 24, Illinois 


C and J Plastic Products Company 
Los Angeles, California 


Camloc Fastener Company 
420 Lexington Avenue 
New York, New York 


Cole Electric Products Company 
Div. of Federal Electric Products Co. 
Long Island City, New York 


Clarostat Manufacturing Co., Inc. 
Dover, New Hampshire 


Cook Electric Company 
2710 Southport Avenue 
Chicago 14, Illinois 


Cleveland Pneumatic Tool Company 
3781 East 77th Street 
Cleveland 5, Ohio 


California Rubber Products, Inc. 
Hawthorne, California 


Casco Products Corporation 
Bridgeport, Connecticut 


Curtis Automotive Devices, Inc. 
Dayton, Ohio 


Cutler-Hammer, Incorporated 
315 North l2th Street 
Milwaukee, Wisconsin 


D 
Darling, R. E. 
4718 Bethesda Avenue 
Bethesda 14, Maryland 


Dielectric Laboratories of Calif. 
Los Angeles, California 


. Delron Company, Incorporated, The 


2306 East 38th Street 
Los Angeles, California 


Denison Engineering Company, The 
1160 Dublin Road 
Columbus 16, Ohio 


Ducommun, M. Manufacturing Company 
580 Fifth Avenue 
New York 19, New York 


Duconamun Metals & Supply Co. 
4890 Alemeda Street 
Los Angeles, California 


Dzus Fastener Co., Inc. 
Babylon, New York 


Dialetric Laboratories, Incorporated 
5317 North Ravenswood Avenue 
Chicago ΠΟ, Illinois 


FAC .. 


GCM . . 


GCO . 


G .. 


GDR . 


GE .. 


GFE 


GLI.. 


GMC .. 


GPC. . 


GT .. 


GY 27 


E 


Eclipse Pioneer Division 
(Bendix Aviation Corporation) 
43 Williams Avenue 

Teterboro, New Jersey 


Edison, Thomas A., Incorporated 
West Orange, New Jersey 





Electric Auto-Lite Company, The 
Toledo 1, Ohio 


. Electro-Switch & Controls, Inc. 


Culver City, California 


Elastic Stop Nut Corporation 
2330 Vauxhall Road 
Union, New Jersey 


F 


Fairchild Camera & Inst. Corp. ΕΙ 
Div. (Fairchild Aviation Corp.) 

8806 Van Wyck Boulevard 

Jamaica, New York 


Fafnir Bearing Company, The 
Victory Square 
New Britain, Connecticut’ 


. Fenwal, Incorporated 


Ashland, Massachusetts 


Frederick Flader, Incorporated 
North Tonawanda, New York 


Frampton Electric Company 
999 East First Street 
Dayton, Ohio 





G 


General Ceramics & Steatite Corp. 
Crow's Mill Road 

Keasby, New Jersey 

General Controls Company 

805 Allen Avenue 

Glendale, California 


Goodrich, B. F. Company, The 
Akron, Ohio 


Grand Rapids Metalcraft Corp. 
Division F. L. Jacobs Co. 
Grand Rapids, Michigan 


General Electric Company 
Schenectady, New York 


Green Fuel Economizer Co., Inc. i 
Beacon, New York 


Globe Industries, Incorporated 
1250 Sunrise Place 
Dayton, Ohio 


Grimes Manufacturing Company 
Urbana, Ohio 


Gladden Products 
635 West Colorado Street 
Glendale 4, California 





Gits Brothers Manufacturing Co. 
1848-62 South Kilbourne Avenue 
Chicago 23, Illinois 


Goodyear Tire & Rubber Co., The 
(Goodyear Aircraft Corporation) 
Akron, Ohio 

H 


Heim Company, The 
Fairfleld, Connecticut 
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H 
HEGE, .'. . Henry Engineering Company KOVC. . . . Koehler Valve Company 
Burbank, California Dayton, Ohio 
HEM . . . . Hartman Electrical Mfg. Co. KWC . . . . Keystone Watch Case Division 
Mansfield, Ohio Riverside Metal Company 
Σ Riverside, New Jersey 
HFP . . . . Hoof Products Company 
6543 South Laramie Ave, L 
Chicago 38, Illinois 
LC . . . . Lawrence, A. C. Leather Co. 
HGP . . . , Hess, Greiner and Polland Peabody, Massachusetts 
Los Angeles, California 
LEL . . . . Leland Electric Co., The 
HLF , . . . Halfco Products Company 1501 Leo Street 
211 South Beverly Drive Dayton 4, Ohio 


Beverly Hills, California 
LMD . . . . Long Manufacturing Division 
HOOV, . . . Hoover Electric Company Borg-Warner Corporation 
2102 South Stoner Detroit, Michigan 
Los Angeles, California 


LMW , . . . Liberty Mirrow Division 
HOQ . . . . The Hoover Company Liberty-Owens-Ford Glass Co. 
North Canton, Ohio Brackenridge, Pennsylvania 
HPL . . . . Cam-Stat, Incorporated LNS . . + Laminated Shim Company, Inc. 
Division Henry Paul Company Glenbrook, Connecticut 
11883 West Olympic Boulevard 
Los Angeles 64, California LO . .. . Lord Manufacturing Company 
: 1639 West 12th Street 
HPT . . . . Helipot Corporation ° Erie, Pennsylvania 
916 Meridam Avenue 
South Pasadena, Calif. : LR . . . . Leach Relay Company 
5915 Avalon Boulevard 
HS . .. . Hamilton Standard Propeller Div. Los Angeles, California 
Division United Aircraft Corp. 
East Hartford, Connecticut . LTF , . . . Littlefuse, Incorporated 
. 4765 Ravenswood Avenue 
i HTEC, . . . Hardman Tool and Engineering Co. Chicago 40, Illinois 
Southgate, California 
LYQ . . . . Hansen-Lynn Co., Inc. 
HWL . . . . Hartwell Aviation Supply Company Burbank, California 
9035 Venice Boulevard é 
Los Angeles 34, California M 
HYAW. . . . Haydon, A. W. Company MAFN. .'. . Micro Metal Products 
232 North Elm Street Los Angeles, California 
Waterbury, Connecticut 
MAL . . . . Mallory, P, R. & Co., Inc. 
HYP , . . . Hydropack-Hydraulic Plastic Accessories 3029 East Washington St. 
5717 South Hoover Street Indianapolis, Indiana 
Los Angeles, California 
MAR . . . . Marman Products Company 
I 940 East Redondo Boulevard 


Inglewood, California 
IPC , . . . Industrial Products Compan, 
(Division of Knudsen, Inc.) MCD . . . . McDermott, Patrick Company 
Danbury, Connecticut West Pico Blvd. & Grand Ave. 
Los Angeles, California 





ITRC. . . . International Rectifier Corp. 
Los Angeles, California MCQ . . . . McQuay-Norris Manufacturing Co. 
Electrical Products Division 
J 1737 Massachusetts Avenue 
Indianapolis, Indiana 
JM . . . . Johns Manville Corporation 
22 East 40th Street MCS . . . . Micro-Switch Division 
New York 16, New York Minneapolis-Honeywell Regulator Co. 
Freeport, Illinois 
JOI .. . . Joy Manufacturing Company 
A Pittsburg, Pennsylvania MGL . . . . McGill Manufacturing Co., Inc. 
1100 North Lafayette Street 
Jewell Summer Company Valparaiso, Indiana 
407 Commercial Center Street 
Beverly Hills, California MH . .. . Minneapolis -Honeywell Regulator Co. 
3 2709 Fourth Avenue, South 
K Minneapolis, Minnesota ` 
KOE . . . . Koehler Aircraft Products Co. MKL . . . . Manadnock Mills 
814 Vermont Avenue 901 East 14th Street 
Dayton, Ohio San Leandro, California 
Revised 15 September 1955 11 
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MSC . 


MSE 


MTY , 


ΝΑ. 


NEUS. 


NI 


NJ . 


NL , 


NLC . 


NYB . 


OHM . 


OM . 


OPS , 


PA , 


ΑΝ 01-60AABA-4 





ALPHABETICAL LIST OF VENDORS CODES (Cont) 


M 


. Marquette Metal Products Co. 


1145 Galewood Drive 
Cleveland 10, Ohio 


. Marvel-Schebler Carburetor Div. 


Borg-Warner Corporation 
Flint 2, Michigan 


. Maybar Corporation 


200 North Avenue 
Los Angeles 42, California 


Maltby, Edward D. Company 
1718 South Flower Street 
Los Angeles, California 


Robert Moline Company 
North Hollywood, California 


N 


North American Aviation, Inc. 
4300 East 5th Avenue 
Columbus 16, Ohio 


New Departure Division 
General Motors Corporation 
Bristol, Connecticut 


Neuscholtz Engineering Company 
Los Angeles, California 


. Nice Ball Bearing Company 


2925 Hunting Park Avenue 
Philadelphia 40, Pennsylvania 


North & Judd Manufacturing Co. 
New Britain, Connecticut 


National Lock Washer Co., The 
65 Johnson Street 
Newark 5, New Jersey 


National Lock Company 
Rockford, Illinois 


Neon Products, Inc. 
Lima, Ohio 


. Nutt-Shel Company 


Los Angeles, California 


. New York Air Brake Company 


422 Lexington Avenue 
New York 17, New York 


ο 


Ohm Wire & Cable Corp. 
Brooklyn, New York 


Ohmite Manufacturing Company 
4835-55 West Flournoy Street 
Chicago, Illinois 


Operating Maintenance Specialties, Inc 


Charlotte, North Carolina 
P 


Parker Appliance Co., The 
17325 Euclid Avenue 
Cleveland, Ohio 


Pacific Airmotive Corp, 
2940 North Hollywood Way 
Burbank, California 


Pacific Division Corp, 
(Bendix Aviation Corp.) 
11600 Sherman Way 

North Hollywood, California 


PK , 


PR, 


PUP 


PWD , 


RAI, 


RBC 


RH , 


RHS . 


ROS , 


RUV . 


RYY , 


SA . 


SD . 


SHA . 


SHP , 


Parker-Kalon Corp. 
208 Varick Street 
New York, New York 


Pioneer Instrument Division 
Bendix Aviation Corporation 
Teterboro, New Jersey 


Purolator Products, Ing. - 


Rahway, New Jersey 


Pratt & Whitney Division 
Niles-Bement-Pond Company 
West Hartford 1, Connecticut 


R 


. Robinson Aviation, Inc. 


. Rubbercraft Corp. of Calif., Ltd. 


18 Industrial Avenue 
Teterboro, New Jersey 


Radio Television Supply Co. 
Los Angeles, California 


112 East 17th Street 
Los Angeles, California 


. Roller Bearing Co, of America 


Trenton 3, New Jersey 


. Rohr Aireraft Corporation 


. 


. 


Chula Vista, California 


Hetherington, Incorporated 
Sharon Hill, Pennsylvania 


Rosen, A. W. & Company 
1801 1st Avenue 
New York City, New York 


Rosan, Incorporated 
5224 Southern Avenue 
South Gate, California 


Vought Company 
Beverly Hills, Calif, 


Roylyn Incorporated 
1706 Standard Avenue 
Glendale, California 


Roberts, E. V. Company 
5014 Venice Boulevard 
Los Angeles, California 


S 


. Simmonds Aerocessories, Inc. 


New York, New York 


Struthers-Dunn, Incorporated 
1310 Quarry Street 
Philadelphia 7, Pennsylvania 


. Soderberg Manufacturing Co, 


Pasadena, California 


Shakeproof, Incorporated 
Division Illinois Tool Works 
Chicago, Illinois 


Shafer Bearing Corporation 
1412 West Washington Blvd, 
Chicago, Illinois 


Screw Machine Parts Company 


"Providence, Rhode Island 


Revised 15 September 1955 




















SKP 
SMP 
SNT 


SPR 


SQ 


SVL 


SW . 


TEP 
TE 


TIN . 


TOR . 


UA 


UC 
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8 


Skinner Purifiers Division 
Bendix Aviation Corporation 
1500 Trombly Avenue 
Detroit, Michigan 


Shellmar Products, Co. 
Mount Vernon, Ohio 


. Scintilla Magneto Division 


Bendix Aviation Corporation 
Sidney, New York 


. Sprague Electric Company 


201 Beaver Street 
North Adams, Massachusetts 


. Spencer Thermostat Division 


Metals and Controls Corp. 
Attleboro, Massachusetts 


. Square "D" Company 


6060 Rivard Street 
Detroit 11, Michigan 


. Meletron Corporation 


950 North Highland 
Los Angeles 38, Calif. 


Stratos Division 
Fairchild Engine and Airplane Corp. 
Bay Shore L. I., New York 


. Saval Manufacturing Company 


. 


. Tinnerman Products, 


Succ. by Wm. R. Whittaker Co., Ltd. 
Los Angeles, California 


Stewart-Warner Corp. 
Diversey at Wolcott 
Chicago, Illinois 


T 


Technical Appliance Corp. 
Sherburne, New York 


Timken Roller Bearing Co., The 
Canton, Ohio 


Inc. 
2079 Fulton Road 
Cleveland 13, Ohio 


. Torrington Company, The 


Torrington, Connecticut 


Thompson Products, Inc. 
23555 Euclid Avenue 
Cleveland 3, Ohio 


. Trane Company, The 


LaCrosse, Wisconsin 


U 


. United Aircraft Products, Inc. 


1116 Bolender Avenue 
Dayton 1, Ohio 


. United-Carr Fastener Corp. 


31 Ames Street 
Cambridge H2, Massachusetts 


Revised 15 September 1955 





UCI 


UG 


VCH 


VEE 


VI 


VMB. 


WAEC. 


WAH 


WD 


WFRC. 


WGW 


WIG 


WK 


WMAC. 


WOF ` 


WS 


WTR 


WX 


. Ucinite Company, 


The 
Newtonville, Massachusetts 


U. S. Gage Division 
American Machine & Metals Inc. 
Sellersville 31, Pennsylvania 


V 


. Vapor Heating Corporation 


4501 West 16th Street 
Chicago, Illinois 


. Veeder Root, Incorporated 


Hartford, Connecticut 


. Vickers, Incorporated 


1400 Oakman Blvd. 
Detroit 33, Michigan 


Vinson Manufacturing Co. 
Van Nuys, California 


W 


. Waterman Engineering Co. 


Evanston, Illinois 
Weston Hydraulics Ltd. 
Los Angeles, California 


White, S. S. Dental Mfg. 
10 East 4Oth Street 
New York 16, New York 


Co. 


. Franklin C. Wolfe Company 


Beverly Hills, California 


. Western Gear Works 
- 417 Ninth Avenue 


Seattle 4, Washington 


. Wiggins, E. B. Oil Tool Co. 


2424 East Olympic Bivd. 
Los Angeles 23, California 


. Walter Kidde & Company, Inc. 


675 Main Street 
Bellville 9, New Jersey 


. Wemac Company 


Inglewood, California 


. Wolf Frank Mfg. Co., The 


Philadelphia, Pennsylvania 


. Weston Electric Instrument Corp. 


Newark, New Jersey 


. Whittaker, Wm. R. Company 


915 North Citrus Avenue 
Los Angeles 38, California 


. Westinghouse Electric Corp. 


Pittsburg, Pennsylvania 
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H-175-00-1A 
FIGURE 1 - EXPLODED VIEW OF COMPLETE AIRCRAFT 
Index Figure Index Figure 
Νο. Nos. No. Nos. 
J -Wing- «ulcus toos 2-51 T. dback Mechanism . . . . . 383 
2 Empennage . . . . . . . . . . 52-65 8' Αα resting Gear . . . . ον. 384-390 
i Fuselage .......... 66-352 9 J-23 Power Plant . . . . . . 391-393 
Main Alighting Gear . . . . . 353-369 10 P-:.30 Power rF.-nt . . . . . 294-413 
5 Auxiliary Alighting Gear .. 310-381 ο A uox la 415-435 
6 Catapult Mechanism ..... 382 ° Ecolpment . . . . . . . 436-447 
ον —— U U YS YY es Ss es EEN ee ee 
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FIGURE 2 - LH AND RH SPARE OUTER WING PANEL ASSEMBLY 


FIGURE & ] PART 
INDEX. NUMBER NUMBER 1 
2-1 146-12901-201 


146-12901-202 
156-12601-101 
156-12601-102 ; 


146-15001-201 . 
146-15001-202 š 
146-15201-11 . 


146-15201-12 : 


146-15201-101 d 


146-15201-102 E 


146-12401-201 z 
146-12401-202 . 
WITH A KIT OF 
156-11107 
AN5816-2 5 
156-51105-5 » 
AN4 -30A ; 
AN3-6N 5 
ΑΝΟΘΟΡΗ16 
AN960C1H16L 
AN365-428 š 
156-51106-1 š 
156-51106-11 





2 3 4 


5 


6 


WING ASSEMBLY, 
WING ASSEMBLY, 
COMPLETE EXCEPT FOR THE FOLLOWING PARTS: 
. AILERON ASSEMBLY, 
. AILERON ASSEMBLY, 

SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 
SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 


. TUBE 
FITTING, 
BOLT . 
BOLT . 
WASHER 
WASHER 
NUT . . 
SUPPORT 
SUPPORT 


7 


WING OUTER PANEL ASSEMBLY, 
WING OUTER PANEL ASSEMBLY, . 
Outer panel complete LH 
Outer panel complete RH 





H-175-12-10 





NOMENCLATURE 


LH spare 
RH spare 


Covered LH 
Covered RH 


(see figure 5) 
SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 
ALL GOVERNMENT FURNISHED EQUIPMENT WITH THE ADDITION OF 
TIP INSTALLATION, 

TIP INSTALLATION, 

THE FOLLOWING PARTS: 
BOOM ASSEMBLY, 


`. +... 


INSTALLA 


Wing outer 
(Navy Stock No. R 
Airspeed boom 


Wing LH 
Wing RH 


TION, 
INSTALLATION, 


WOP 


. 


ee ee 


Airspeed boom wing outer 


| 


| 


see figure T 
see figure T 


[ 


- SEAL AND COUNTERBALANCE INSTALLATION, 


see figure 3) . 
see figure 3). 


aB- 


nel airspeed . . 
T-3305) (GFP) . 


front spar support 


UNITS 

PER ASSY. 

x "P 1 

E EN 1 

see figure 1 se 1 

see figure 1 , 1 

} beware - b 

S δ. 3:4 a 1 

Aileron LH ... Ref 

Aileron RH . . . Ref 

Aileron LH . . . . Ref 

Aileron RH .. . Ref 
THE FOLLOWING PARTS: 

z e - Ref' 

* — Ref 

* x a ee . 1 

ary ο cel. ae us: 1 

ne eee E 1 

ἂν μὲν ο) hy, Tere E 1 

sere DELIS WU uro οφ 4 

Pm 4 

er ike ee, cw we. 4 

E Me! Ca. ὃν TE 3 

panel ... Ref 

panel . ; . Ref 


Airspeed boom wing outer 
e ————————— 


USEABLE ON 
CODE 
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H-175-10-1A 
FIGURE 3 - WING INSTALLATION 
` FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 











146-10001-201 WING INSTALLATION , . . s + + + + + + « os . s s 5 om + + oo Ref 
| -1 175-11601 . WING ASSY, Center sect. complete ES fig. 9 for σημ, 1 P 
175-11601-11 . WING ASSY, Center sect. complete (see fig. 9 for breakdown). 1 BL 
ATTACHING PARTS A 
-2 NAS152DH45 . BOLT, Internal wrenching steel 3/4-16 (magnetic inspected) . 2 
1N4-1216 . NUT, Barrel 3/4-16 thread (magnetic inspected) (NA) aua τῷ. ο 2 
2W10-12 . WASHER, Countersunk 3/4 ID (NA). . . . . +. + PME 2 
2W1A149-40-64 . WASHER, Plain (NA). . ... +. + ee eee + + . t . t nn 2 
-3 NAS156DH52 . BOLT, Internal wrenching steel 1/14 (magnetic inspected) . . 2 
1N4-1614 . NUT, Barrel 1/14 thread (NA) (magnetic inspected). . . . . . 2 
NAS143-16C . WASHER, 4130 steel. countersunk... . Se gan a ον e së E 2 
-4 NAS144 -16 . BOLT, Internal wrenching steel 1/4-28. . . EEA “510 
2W10-À . WASHER, Plain (NA)... .. + + + + sç s s s s s ee ee ee) 12 
ANQ60D416 . WASHER . . . . % 4 ὁ 4 à 9 «€ * ο ὁ ο 4 5 « ὁ ο 4 4 4. 9 ο 3 2 
AN365-428 ΝΕ uve oom elus Paty rey Sot tai” Pos’ ay ο ϱ wena a Aas ah CONUS 2 
-5 169-31256-1 . FITTING, Fuselage station 254-5/8 side load LH. . . . +. + + 1 
-6 169-31256-2 . FITTING, Fuselage station 254-5/8 side load RH . . . . . + . 1 
-7 AN6-10A . BOLT (magnetic inspected). . . . . . . . + + + * ° e 12 
AN365-624 . NUT (magnetic inspected) . . . . . . , + + + + . . ° aw. S 5 


AN960D616 . S WASHER . + > μμ ὁ Ὁ ο... 


16 
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PART 
NUMBER 


AN6-12A 
AN365-624 
AN960D616 
4B21S6-012 
NAS146-19 
2W10-6 
AN960D616 
AN365-624 
AN509-10R10 
AN365-1032 
AN960D10 


ecu 


156-12601-101 
156-12601-102 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
BOLT (magnetic inspected) . . εν NS te eh 16 
NUT (magnetic inspected). . . . . . + + +< + s s + s + s + ο 16 
WASHER. ... "art 32 
BUSHING, Spacer (NA). ο μμ πο ο ρω 16 
BOLT, Internal wrenching steel 3/8-24 . . . . . . . . . eee 14 
WASHER, Plain (NA). > 2 e e x a a. ο νο ca IA OR Y HER IN Ç 14 
WASHER. -——— PIX 14 
NUT Ga Xo ο kc we X30 ]* Dk ὦ Ba aa TRO BA AU Ses ca de. eae We 14 
SCREW Z W ο ο ο ο E ο see GS deer le ee e os wore ` (BD 
NUT. ER RI ο ενα A Woo TEC κ.α ᾱ I OE UCET εκ 26 
WASHER. αρ RIRS BESAR HE ος CUR 1 τε" Ὁ OD UE WS: ds S 26 
WING ASSEMBLY, Outer panel complete LH. . . . . e e + < «es 1 
WING ASSEMBLY, Outer panel complete RH. "CAP 1 


(see figure 4 for detail breakdown) 


ATTACHING PARTS 


146-11056 
146-11059 
146-11043 
146-11061 
9C1P3-3 

5R10 
NAS51-75 
9C1P3-5 
9C1P3-10 
146-11190-1 
146-11190-2 
99836 
2W1AL20-24-64 
151-54350 
99834-11-1.090 
99834-1-.130 
99834-2-.160 
99834-2-.190 
146-11290-1 
146-11290-2 


9983 
2W1AL20-24 ~64 
151-54350 
99834-11-1.090 
99834-3-.290 


146-18001-1 
146-18001-2 


---ᾱἘ--- 


146-18003-21 
146-18003 -22 


146-18002-21 
146-18002-22 


146-12401-201 
146-12401-202 
NAS205-12 
146-12401-11 
146-12401-12 
146-12403-3 
146-12403-4 
NAS205-12 
146-12401-112 


146-12401-120 


AN509-10-12 
146-12401-21 
146-12401-22 
146-12401-71 
146-12401-72 
146-12401-25 
146-12401-27 
146-12401-23 
146-12401-24 
SP1561-832-11 
146-12401-111 
146-12401-112 
146-12401-141 
146-12401-142 
175-12407-1 
175-12407-2 
NAS205-12 
146-12401-63 
146-12401-64 
175-51021-1 & 2 


5. ° ... 9 s 0 0 9 s sn 3 9 9 $9 9$ s s 9» 5 


NUT, Wing Joint pin retaining . . . . . + + . . è > 
RING, Wing joint pin nut retainer... 

PIN, Wing joint center spar outboard panel "attaching 
SPRING, Wing joint pin retaining nut CODE "m 
CHAIN, No. 1 safety 3 inches long (NA). š 
RING, Chain retainer (NA) ERIN E ὃς e τῷ 
RING. ... Pasto 
CHAIN, No. Y safety 10 inches long (NA) . z a 
CHAIN, No. 1 safety 5 inches long (RH wing upper 
DOOR ASSEMBLY, Wing folding joint forward LH. 
DOOR ASSEMBLY, Wing folding joint forward RH. 

. PIN, Fastener i" died. S st Reid t ed Shey fel qe 


eee .. ... O. ... as "n 
$9922] |] 57-721. ὁ 9 6 ὁ 9 ο ο ο ο ο ο 


= š 
. o Yo. 9 ὁ 2 ο 0» Co o. ὁ ὁ ο ὁ 5c ο 5 ο ο 
° 
& "e Ὁ ὁ ο ch c ο Q < ο ὁ o wo S ὁ 


ο εν ER Pe Ge E 


er 
. WASHER, Plain (NA) . . . . eee . 
* SPRING, Electrical gun port door open indicat rs 
; STUD, Fastener (UC). . e - +< soso ss o o . 
* STUD, Fastener (UC). . . Y uo RC OR RD ra i 
ə STUD, Fastener (UC). . . « + +< +s s αι. i 
. STUD, Fastener (UC). .:. . . +. + atte) v cris * 
DOOR ASSEMBLY, Wing folding joint aft LH. A . 
DOOR ASSEMBLY, Wing folding joint aft RH. . . . š 
. PIN, Fastener [τ ai oi ayn al ον ον "δὰ τόν. ak τεὸς ο ua . 
- WASHER, Plain (NA) . . . . NUNT ^ . 
. SPRING, Electric gun port door open indicator switc 
. STUD, Fastener [0 aici cer at SRI e E AUR ws Dee ES os 
. STUD, Fastener (UC). . . « « + +s + s ὁ + » ew ° n 


FLAP ASSEMBLY, Wing inboard landing LH. . . ; s + + + +s + .. 

FLAP ASSEMBLY, Wing inboard landing RH. . . . . . + + +s « è è 
(see figure 14 for detail breakdown) 

HINGE INSTALLATION, Wing inboard landing flap outboard LH . . 

HINGE INSTALLATION, Wing inboard landing flap outboard RH . . Ref 
(see figure 14 for detail breakdown) 

HINGE INSTALLATION, Wing inboard landing flap inboard LH. . . Ref 


Pr ΝΙΝ ΟΝ = iB fO. == = TO TO O OA EB. i LO. + CO 47 r+ += 


E 
D 
"5 


HINGE INSTALLATION, Wing inboard landing flap inboard RH. . . Ref 
(see figure 14 for detail breakdown) 

TIP INSTALLATION, Wing LH . , . . « + +< + + + «© © oos o o o Ref 
TIP INSTALLATION, Wing RH... +. . . «© « © Ref 
. SCREW, 100° flat head Phillips recess “alloy steel 10-32. . 125 
. COVER INSTALLATION, Wing tip LH. . . . + + + < . . + . s . Ref 
. COVER INSTALLATION, Wing tip RH. . . . owner κ. ABE 
im? y COVER, Wing tip tank forward attachment LH < ° e “e ο ο 1 
$^ COVER, Wing tip tank forward attachment RH . . . s e > 1 
wi! cg SCREW, 100° flat head Phillips recess alloy steel 10-32 


. COVER, Tip tank fuel and pressure lines connection . 
access LH 
a? ον COVER, Tip tank fuel and pressure lines connection . 
access RH 
2s x SCREW (4 required on RH) 
+. TIP ASSEMBLY, Wing aft LH. . . . 
. TIP ASSEMBLY, Wing aft RH. . . . 
. TIP ASSEMBLY, Wing forward LH. . 
. TIP ASSEMBLY, Wing forward RH. . 
‘ag? be SEAL, Wing tip forward LH and RH. 
s. ode SEAL, Wing tip forward LH and RH. 
» d COVER, Wing tip forward LH . . . . 
"EC COVER, Wing tip forward RH . . ο. . 
$7 SCREW ASSEMBLY (SH). ck . 
. TIP ASSEMBLY, Wing tip station ip to pius 1 
. ΠΡ ASSEMBLY, Wing tip station -1 to pius 1 
. TIP ASSEMBLY, Wing intermediate LH . . . . +. + 
I 


TIP ASSEMBLY, Wing intermediate RH . . . . . 
. COVER, Wing tip fuel gage co-axial cable attaching LH 
+.” ‘COVER, Wing tip fuel gage co-axial cable attaching RH 
SCREW, 100° flat head Phillips recess alloy steel 10-32 
STRIP, wing tip close out LH in a e. ç 2. ss * x 
STRIP, Wing tip close out RH... z 
NSTRUMENT EQUIPMENT INSTALLATION, wing fuel quantity gage. 
system (see figure 32 for detail breakdown) 


sp m PEP Pee fe PN 














Section ll 


ki -6 -4 
Group Assembly Parts List κια 


WING (Cont) 





e FIGURE ! - LH AND RH COMPLETE OUTER PANEL WING ASSEMBLY 
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USEABLE ON 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE CODE 


156-12601-101 WING ASSEMBLY, Outer panel complete LH . . . . s . , + + ο + x 
see figure 3 for next assembly) 





156-12501-102 WING ASSEMBLY, Outer panel complete RH . . .. . . . + + + s x Ref 
(see figure 3 for next assembly) 

zl 146-12001-201 . WING ASSEMBLY, Outer panel ΙΗ... ............. a 
146-12001-102 . WING ASSEMBLY, Outer panel RH . . . . . .. + + s + + s s sn 1 
146-12401-101 « >. TIP INSTALLATION, Wing LH. . . &. & 2 + + + + s .» we * 9 Ref 
146-12401-102 . . TIP INSTALLATION, Wing RH... . ο "ΝΕΤ, 

-2 146-12401-31 : | . RIB ASSEMBLY, Wing tip station 21. Sel De 1 
146-12401-32 . . . RIB ASSEMBLY, Wing tip station 21.224 RH. . . D y 1 

-3 146-12404-1 "ND FITTING, Fuel tip tank station 21.22H support LH. 1 
146-12404-2 2 5 . FITTING, Fuel tip tank station 21.224 support RH . 1 

-4 146-12401-51 τὸν εν RIB ASSEMBLY, Wing tip station plus 2 LH. . . eee 1 
146-12401-52 ` < . RIB ASSEMBLY, Wing tip station plus 2 RH. . . . . . . 1 

ES 146-12401-61 . . . RIB ASSEMBLY, Wing tip station 2 LH. . . . . . . . . 1 
146-12401-62 β- ὦ RIB ASSEMBLY, Wing tip station 2 RH......... 1 
146-12292-1 ` | RIB INSTALLATION, Wing station 292 LH. . . . . . . . . . Ref 
146-12292-2 : > RIB INSTALLATION, Wing station 7 RH. . . . . . . . . . . Ref 
146-12292-11 š úl . RIB SUB ASSEMBLY BH Qu ID ἀν ales o ee Sw "X 1 
146-12292-12 » . . RIB SUB ASSEMBLY RH . . < + + . < . . d; W. udi μα 1 
146-12292-21 ES = RIB SUB ASSEMBLY LH a s « ¿ . . . 4... 4.4 . . ὁ «ο 1 
146-12292-22 T . . RIB SUB ASSEMBLY RH . X . « . . o oo. o o... ο Q 1 

-6 146-11057 . . . SUPPORT, Wing joint pin pulling a ος NN EE 2 

zm 146-12292-79 . . . DOOR, Close out access. ... "S P att 1 
NAS221-9 e Q^ T w SCREW, Brazier head Phillips recess 10- “30 Bee. pl ih isk Ok 6 
NAS222-13 . . . SCREW, Brazier head Phillips recess 1/4-28, . . . . . 2 

-8 146-12292-83 . . . DOOR, Close out access. . . eT ser αν ὧν pecie ον 1 
NAS221-10 eae SCREW, Brazier head Phillips recess 10- Sog qur Telus 19 
NAS222-12 . . . SCREW, Brazier head Phillips recess 1/4-28. . . . . . 4 
9C1-3-7 š CHAIN, No. 1 safety (7 inches) (NA). . . . . . . . . 2 
5R10 š RING, Chain retainer (NA). . . . PPM 4 
146-12109-101 PANEL INSTALLATION, Outer panel leading “edge skin LH . . Ref 

(supersedes 146- 12109-1) 
146-12109-102 * PANEL INSTALLATION, Outer panel leading edge skin RH. . Ref 
(supersedes 146- 12109-2) 

-9 146-12109-113 + . . DOOR, Outer panel leading edge skin LH. ....... 1 
146-12109-114 + . . DOOR, Outer panel leading edge skin RH. ....... 1 
9C1-2-7 l i CHAIN, No. 1 saret (7 inches) (NA). . . . . ὃν . . 1 
AN509P10RT7 e w > SCREW... ^ de Iw ee oe) 23 
146-12003-1 > a œ SPAR INSTALLATION, “Wing outer panel front LH. . . . . Ref 
146-12003-2 + + . SPAR INSTALLATION, Wing outer panel front ΒΗ... . . Ref 

-10 146-12418 . + . . ANGLE, Station "419 WOP tip tank fitting support. . 1 
146-12201-1 . . SKIN INSTALLATION, WOP upper intermediate LH . . . . . . Ref 
146-12201-2 + . SKIN INSTALLATION, WOP upper intermediate RH . . . . . . Ref 

-11 146-55005 . . +. SCREW, Wing outer panel sling attaching . . . . . . + 4 

-12 146-21101-29 . . . DOOR, Aileron boost mechanism access LH. . . . . + + 1 
146-12201-30 + . . DOOR, Aileron boost mechanism access RH....... 1 
NAS205-9 SCREW, 100° flush head Phillips recess 10-32. tre d 50 

-13 146-12201-27 š DOOR, Aileron hinge access LH . . .. "νον, 1 
146-21101-28 ° DOOR; Aileron hinge access RH . . . . , , , + + eee 1 
AN509-10R11 iT ας. di SCREW oe uM Gee WE te. ba Hel ον ο. Ὅς s 16 
9C1P2-6 . . . CHAIN, Νο. `o "safety (6' inches) (NA). 2 Sha: Duel 2 
5R10 . . . RING, Chain retainer (NA). . . . ων ç a ee wee 2 

-14 2J1 i JACK ASSEMBLY, Fuel nozzle grounding. . om . 1 
146-12101-1 be «ὦ SKIN INSTALLATION, Wing outer panel upper forward LH. -- Ref 
146-12101-2 + . SKIN INSTALLATION, Wing outer panel upper forward RH. . Ref 
146-12103 . . . DOOR ASSEMBLY, Drop tank mechanism access ...... 1 

-15 146-12103-3 - + . DOOR, Drop tank mechanism access . . . . . PE 1 
146-12103-7 A . . HINGE, Half drop tank mechanism access , . . . . . 1 
146-12103-9 š š HINGE, Half drop tank mechanism access ...... 1 
146-12103-11 - + . . PIN, Drop tank mechanism access. . . . . . + + < . 1 
99834-1-150 al US TODO. (UC) ca ceo ον de e ae sO ae) a 2 
99836 $5 a? ᾱ CROSS PIN (UC). . . . I ας. 2 

-16 146-12101-11 ὁ DOOR ASSEMBLY, Remote compass access ` (left wing only) 1 
146-12317 ex Lud. 2; WINDOM, WOP remote indicating compass cover. . . . 1 
NAS200-1032BC10 E uy e SCREW, Flush head 100° countersunk Phillips. . . . 34. 

recess brass cadmium plated 
146-12050-1 š FITTING INSTALLATION, Wing joint rear spar outboard LH . Ref 
146-12050-2 3 FITTING INSTALLATION, Wing joint rear spar outboard RH . Ref 

-17 146-12051-1 š . FITTING, Wing joint rear spar outboard LH...... 1 
146-12051-2 š . FITTING, Wing joint rear spar outboard RH... . T 1 
146-12040-1 + . FITTING INSTALLATION, Wing joint center spar outbd LE. , Ref 
146-12040-2 š . FITTING INSTALLATION, Wing joint center spar outbd RH. . Ref 

-18 146-12041-1 . . . FITTING ASSEMBLY, Wing joint WOP upper outboard LH. . 1 
146-12041-2 A . FITTING ASSEMBLY, Wing joint WOP upper outboard RH. . 1 
146-11055 + + . . BUSHING, Wing Joint center spar fitting. ..... 2 
175-11054 2 . . NUT, Wing folding mechanism attaching. . . . . +. + 4 

(supersedes AN366F62! for future procurement) 

-19 146-12042-1 . . . FITTING ASSY, Wing joint center sect outbd lower LH . 1 
146-12042-2 . . . FITTING ASSY, Wing joint center sect outbd lower RH. 1 
146-11055 . . . . BUSHING, Wing Joint center spar fitting. . . . . 2 
146-12030-1 . FITTING INSTALLATION, Wing joint front spar outbd LH . . Ref. 
146-1 2030-2 . . FITTING INSTALLATION, Wing joint front spar outbd RH. . Ref 

-20 146-12031-1 . + . FITTING, Wing joint front spar outboard LH. ..... 1 
146-12031-2 es FITTING, Wing joint front spar outboard RH. ..... 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE a PER ASSY. COpE ` 
m 146-15002-11 . .. HINGE INSTALLATION, Wing sta 291.905 aileron inbd LH. . . Ref š 
146-15002-12 . . HINGE INSTALLATION, Wing station 291.905 aileron. . . . . Ref 
inboard RH (see figure 6 for detail breakdown) 
156-15003-11 . . HINGE INSTALLATION, Wing station 352 aileron center LH. . Ref 
156-15003-12 ‘ . HINGE INSTALLATION, Wing station 352 aileron center RH. . Ref 
-(see figure 6 for detail breakdown) 
146-15006-11 . . HINGE INSTALLATION, Wing station 419.175 aileron. . . . . Ref 
I outboard LH ` 
146-15006-12 . . HINGE INSTALLATION, Wing station 419.175 aileron. . . . . Ref 
outboard RH (see figure 6 for detail breakdown) 
146-12202-101 . .--PANEL INSTALLATION, Wing outer panel lower intermediate . Ref 
skin RH {supersedes 146-12202-1) 
146-12202-102 . . PANEL INSTALLATION, Wing outer panel lower intermediate . Ref 
skin RH (supersedes 146-12202-2) 


-21 134-54210-5 . FLANGE ASSEMBLY, Port formation light mounting LH. . . Ref 


AN872-1 e uw o ο ο αν ο ο Ye Car ο dei oes ο ο 1 
-22 175-12203 . . . DOOR ASSEMBLY, WOP drop tank mechanism access. .... 1 
98265-1-130 . « « . STUD vols ——— d baatar raS ο FS: αρ.” 2 
99836 + < < > PIN μον... Ὃν a eh e e S O 1 
175-12203-7 . . `. . HALF HINGE, WOP drop tank mechanism access. . . . 1 
175-12203-5 . . . . HALF HINGE, WOP drop tank mechanism access. . . . 1 
156-51106-1 . . SUPPORT INSTALLATION, Airspeed boom wing outer panel. . Ref 


(see figure 34 for detail breakdown) 


156-12102-201 . PANEL INSTALLATION, WOP lower forward skin LH. . Ref 





156-12102-2 . . PANEL INSTALLATION, WOP lower forward skin RH...... Ref 
-23 156-12105-11 . . . DOOR ASSEMBLY, WOP lines access jd LH and RH)... 1 
9C1-2-7 . . + . CHAIN, No. 1 safety (7 inches) (NA). . . . . . +. + 1 
AN509P10R8 . a m GSORBWG. s. ac a Soal IUS Um a. δν δι a e -ϕ- ὦ 34 
-24 156-12105-13 . . . DOOR ASSEMBLY, WOP lines access outbd (LH and RH). .. 1 
9C1-2-7 Sc cen E CHAIN, No. 1 safety (7 inches) (NA). . . . . . +. + 1 
AN509P10R8 Ve SCREW; x cu “is ceo sé SEIS Ew S ρα OL 
-25 156-12104-1 . . . DOOR ASSEMBLY, WOP lines access LH . . . . . "aun 1 
156-12104-2 . . . DOOR ASSEMBLY, WOP lines access RH . . . . . + + ees 1 
9C1-2-8 . . . . CHAIN, No. 1 safety (8 inches) (NA). ....... 1 
AN509P10R8 ο a ο ee EA quis hee, Ya? ea Ma Sd λος Ὅν SU Sores e 21 
-26 156-12102-50 . . . DOOR, Wing outer panel lower forward skin RH..... 1 
9C1-2-7 ` . . . CHAIN, No. 1 safety (7 inches) (NA). . . . . +. . + 1 
AN960D3 ow, eo Ge WASHER e: i Go de αν Oe dV AE A 1 
AN509P10R7 š . cow SS CREW Qoo xw n κ.α: A A e ee 25 
-eT 146-15001-301 . AILERON ASSEMBLY, Covered LH (see figure 7 for detail. ... 1 AB 
breakdown)  . 
146-15001-302 . AILERON ASSEMBLY, Covered RH . . « , es s © © © © © * * * n 1 AB 
(see figure 7 for detail breakdown) 
146-15001-201 . AILERON ASSEMBLY, Covered LH (supersedes 146-15001-101). . . 1 BW 
(see figure 7 for detail breakdown) 
146-15001-202 . AILERON ASSEMBLY, Covered RH (supersedes 146-15001-102). . . 1 BW 
(see figure 7 for detail breakdown) 
146-15002-21 . HINGE INSTALLATION, Wing station 291.905 aileron inbd LH. . Ref 
146-15002-22 . HINGE INSTALLATION, Wing station 291.905 aileron inbd RH. . Ref 
(see figure 6 for detail breakdown) 
156-15003-21 . HINGE INSTALLATION, Wing station 352 aileron center LH... Ref 
156-15003-22 . HINGE INSTALLATION, Wing station 352 aileron center RH... Ref 
. (see figure 6 for detail breakdown) 
146-15006-21 _ HINGE INSTALLATION, Wing station 419.175 aileron outbd LH. . Ref 
146-15006-22 . HINGE INSTALLATION, Wing station 419.175 aileron outbd RH. . Ref 
(see figure 6 for detail breakdown) 
146-15201-11 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron ΓΗ... . . . . Ref 
146-15201-12 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH... ὁ . . Ref 
(see figure 5 for detail breakdown) 
146-48620-17 . LINES INSTALLATION, Drop tank WOP fuel and air LH. . . . . . Ref 
146-48620-18 . LINES INSTALLATION, Drop tank WOP fuel and air RH. . . . . . Ref 
(see figure 17 for detail breakdown) 
146-48751-1 . MECHANISM INSTALLATION, Wing tip fuel tank release LH. . . . Ref 
146-48751-2 . MECHANISM INSTALLATION, Wing tip fuel tank.release RH. . . . Ref 
(see figure 20 for detail breakdown) 
175-51012 . TRANSMITTER INSTALLATION, Remote compass instrument. . . . . Ref 
(LH wing only) (see figure 31 for detail breakdown) 
146-52006-1 . SURFACE CONTRÓLS INSTALLATION, Wing outboard panel LH. . . . Ref 
146-52006-2 . SURFACE CONTROLS INSTALLATION, Wing outboard panel RH. . . . Ref 
(see figure 38 for detail breakdown) 
146-54014-1 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WOP LH . . . . . . Ref 
146-54014-2 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WOP LH . . . . . . Ref 
(see figure 31 for detail breakdown) 
156-58012-1 . HYDRAULIC EQUIPMENT INSTALLATION WOP LH. . . . +. + + + + + +. Ref 
156-58012-2 . HYDRAULIC EQUIPMENT INSTALLATION WOP RH. . . . +. + + + + + + Ref 
. (see figure 41 for detail breakdown) 
146-58066-1 . HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating. . Ref 
š cylinder LH 
'146-58066-2 . HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating. . Ref 


cylinder RH (see figure 50 for detail breakdown) 
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FIGURE 5 - AILERON SEALS AND COUNTERBALANCES 





FIGURE & PART UNITS |. USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
5 AILERON SEAL AND COUNTERBALANCES 
146-15201-101 . SEAL AND COUNTERBALANCE INSTALLATION, Ail, LH eee fig. n Ref 
146-15201-102 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. RH (see fig. 7). Ref 
-1 146-15202-1 . . SEAL ASSEMBLY, Aileron outboard. . e.s e + + + es eo 1 
-2 146-15202-11 . . SEAL ASSEMBLY, Aileron inboard . . . . . +. + + + + + ee 1 
-3 146-15201-23 . . RETAINER, Aileron seal LH. . . « . + + + + © eseo 1 
s 146-15201-24 αἱ RETAINER, Aileron seal RH. ......::::: . 1 
-4 146-15201-25 y RETAINER, Aileron seal . . . . , + 4 + + + > ee * * « 1 
-5 146-15201-27 . . RETAINER, Aileron seal , . . , , + + + + + s + + oeoo 1 
-6 146-15201-29 . . RETAINER, Aileron seal . . , , + + + + + + + we * we we n 1 
-7 146-15201-31 . . RETAINER, Aileron seal LH. , . . , + + + + + + * * * * » 1 
146-15201-32 . . RETAINER, Aileron seal RH. . . . , + + +s + + ee * * ° 1 
-8 146-15201-33 . . RETAINER, Aileron seal LH. , ... + + s © + os ooo 1 
146-15201-34 . . RETAINER, Aileron seal RH. . . . , + + +s 4 e 2. +... . +... 1 
-9 146-15201-35 . . RETAINER, Alleron seal . . . ο . + + + * + e e e ο ο. 1 
-10 146-15201-37 . . RETAINER, Aileron seal . . . +. + + + + + + + s + * * * n 1 
-11 146-15201-39 . . RETAINER, Aileron seal . . +. +. + + + + * +. * * ew * * * . 1 
-12 146-15201-41 . . RETAINER, Aileron seal LH. . . .. + + +s + + + +... * +. 1 
146-15201-42 . . RETAINER, Aileron seal ΒΗ... . . + + +s + + . + eee + 1 
-13 AN3-4A esce BOLT sa ὦ E ο 39 
-14 AN960D10L .« . WASHER . . « . à ὁ te ο 4 » ο fe. ὁ ὁ ὁ ὁ ο * * 6 * ο 5 ο. 39 
-15 146-15201-43 . .. BLOCK, Outboard balsawood. . . . +. . . + + + * * - . 2 
-16 146-15201-45 . . BLOCK, Inboard balsawood . . . . . «ια. 2 
-17 156-15043 . . COUNTERBALANCE, Aileron first. . . ο , + + +. + ee +. +. +. 1 
-18 156-15044 . . COUNTERBALANCE, Aileron second . . +. +. +. + + + + + eee 1 
-19 156-15045 ` . COUNTERBALANCE, Aileron third. . . . s e + + + + + + . o. 1 
-20 156-15046 ` | COUNTERBALANCE, Aileron fourth . . . . se ; + + + + eo 1 
146-15201-11 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. LH (sss fig. a}: Ref 
146-15201-12 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. RH (see fig. 4). Ref 
-21 146-15201-15 . . RETAINER, Aileron seal . . . . . . + + s ee ee * * * n 1 
-22 146-15201-9 . . RETAINER, Aileron seal LH, . . . +. +. + + + © . © © © +. + 1 
146-15201-10 . . RETAINER, Aileron seal RH. . . , + + + + + + + * * +... + 1 
-23 146-15201-7 . . RETAINER, Aileron seal LH. , . . ee + + + «ο... 1 
146-15201-8 . RETAINER, Aileron seal RH. . . . + + + . . = 4 * eseo 1 
-24 146-15201-19 . . RETAINER, Aileron seal . . . . . + + + += + + ee + < . ° 1 
-25 146-15201-17 . . RETAINER, Aileron seal . . . ¿ . + +s + + + ee * + * * +. 1 
-26 146-15201-5 . . RETAINER, Aileron seal LH. . . . +. + . < © * . © © © +. ° 1 
146-15201-6 . . RETAINER, Aileron seal ΒΗ... , . + + + + + = * * * * * 1 
-27 146-15201-3 . . RETAINER, Aileron seal LH. . . . , . + < 4 © < . +.» +. n 1 
146-15201-4 . . RETAINER, Aileron seal ΒΗ... . + + + + + ee * * * +. 1 
-28 146-15201-13 ` . RETAINER, Alleron seal LH. . . . . esos + +s + + + + + +. 1 
146-15201-14 . . RETAINER, Alleron seal RH. . . . + + + s + © . ee * * n 1 
-29 AN520-10R10 e . SCREW, . . « ο» - « ὁ + < s e « e ο ὁ s s ο 5 < s * ο. `31 
-30 AN960D10L « « WASHER  ὁ 6 @ α 4 à » * € o * 4 o ο » . κ 3. 4 κ «4 α 31 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
6 AILERON HINGES 
146-15002-11 . HINGE INSTALLATION, Wing station 291.905 aileron inboard LH. Ref 
see figure 4 for next assembly) 
146-15002-12 . HINGE INSTALLATION, Wing station 291.905 aileron inboard RH. Ref 
see figure 4 for next assembly) 
-1 146-15010-1 + . BRACKET ASSEMBLY, Aileron inboard hinge . . . . . . . à 1 
-2 NAS75-6-004 - . . BUSHING, Plain press fit steel . . T 2 
-3 175-15009 . . LINK ASSEMBLY, Aileron hinge superseded “by 184- 15009). . 1 
184-15009 . . LINK ASSEMBLY, Aileron hinge (supersedes 175-15009 for. . 1 
future procurement) 
-4 175-15012 + « RACE, Aileron inboard and outboard hinge bearing inner. . 1 
-5 B912XP Sa BEARING (TOR) . Πο ; HONEC 1 
-6 146-523101-1 + . CLIP, Aileron lock cable outboard retainer LH | Sets 1 
146-523101-2 . . CLIP, Aileron lock cable outboard retainer RH: ΜΗ 1 
-τ ΑΝ320-6 . . NUT (magnetic inspected). . . . . . . . . . 9 S detis 1 
-8 AN960D616 . . WASHER. .. .. a A v de 3 
-9 NAS56-16 1 BOLT, Close tolerance alloy steel 3/8- eos PNEU ο. 1 
(magnetic inspected 
146-15002-21 . HINGE INSTALLATION, Wing station 291.905 aileron inboard LH. Ref 
(see figure Ë for next assembly 
146-15002-22 . HINGE INSTALLATION, Wing station 291.905 aileron inboard RH. Ref 
(see figure 4 for next assembly) 
-10 AN365-428 . . NUT (magnetic inspected). . . . . . e e . .. +, + 0 eee 1 
-11 AN960D416 š - WASHER. . . . QUU TE Ie ταὶ cu U ST SM CR A ne 1 
-12 NAS75-4-011 s . BUSHING, Plain press “pit "steel. A E Q LS rhet er «ρας 1 
-13 NAS54A23 + . BOLT, Close tolerance alloy steel 1/4- 28. PEE 1 
(magnetic inspected) 
156-15003-11 . HINGE INSTALLATION, Wing station 352 aileron center LH . . Ref 
(see figure ἡ for next assembly) 
156-15003-12 HINGE INSTALLATION, Wing station 352 aileron center RH . . . Ref 


(see figure 4 for next assembly) 
FITTING ASSEMBLY, Aileron center hinge LH . 
FITTING ASSEMBLY, Aileron center hinge RH . . 
FITTING, Aileron center hinge outboard LH. 


-14 156-15014-11 
156-15014-12 . 
-15 156-15011-3 : 


156-15014-4 : . FITTING, Aileron center hinge outboard RH... . IS 
-16 156-15014-5 : . FITTING, Aileron center hinge inboard LH . . .. ies 
156-15014-6 ç . FITTING, Aileron center hinge inboard RH . . . . 4 
-17 AN365-428 . 2o NUT. ὁ Ὁ cer 6 EAS AI €. ὃς δν UE UR eee S S TRO wees es 
-18 AN960D/116 š se WASHER ia 503 0909 ο ο Gk a aay e qa (S ee ae cetus 
-19 AN4-41A BOLT... site KE Q g eel NUT a) Ue Te ae A a A 


FITTING ASSEMBLY, WOP ail. center hinge support upper LH. 
FITTING ASSEMBLY, WOP ail. center hinge support upper RH. 
FITTING ASSEMBLY, WOP ail. center hinge support lower LH. 
FITTING ASSEMBLY, WOP ail. center hinge support lower RH. 
. BUSHING, Flanged press fit steel . . . . . . . . + < + 
FITTING, Ail. center hinge hyd cylinder forward support . 
BUSHING, Hydraulic cylinder to spar attaching ...... 
NUT (magnetic inspected) (EN). νον eee 5 
WASHER. . . S. ak WP ale? ue he? d μι niet $m te os 
WASHER, Plain (NA) . NT ela αν -- 
BOLT Internal wrenchin "steel 1/2-20 (magnetic inspected) 
NUT {magnetic inspected SENI. ο ο ος 
WASHER. . . d.h UTE A ο πα. 
WASHER, Countersunk `(NA) ; A rds ce viet. R 
BOLT, Internal wrenching steel "3/8- 24 (magnetic inspected) 
HINGE INSTALLATION Wing station 352 aileron center LH . . . 
(see figure 4 for next assembly) 


-20 156-12352-7 
156-12352-8 
-21 156-12352-9 
156-12352-10 
-22 NAS77 -8-34 
-23 146-15047 
-24 146-15018 
-25 12B080 š 
-26 AN960D816 š 
-27 2w10-8 ME 
-28 NAS148-33 š 
-29 12B064 
-30 AN960D616 
-31 2W10-6 
-32 NAS146-31 
156-15003-21 


et o] . ο ο n9 ο 
.. * 9 9 9 9 9 s 0 s s + s f? e + . 


ee eee 


5 fO fO fO fO fO fO fO FO TO I2 H3 EJ ES H2. ES PNP PRP EEE Pe 


5 9 o“ ο 


o 


156-15003-22 HINGE INSTALLATION, Wing station 352 aileron center RH . . . Ref 

(see figure 4 for next assembly) 
-33 AN365-918 . . NUT (magnetic inspected). . . . . . .. +, + + + + + eee 1 
-34 AN960D916 . . WASHER. . . — Qu rm 2 
-35 AN179-24A . . BOLT (magnetic inspected) . 1 
146-15006-11 . HINGE INSTALLATION, Wing station 419. 175 aileron outboard “LH Ref 


(see figure 4 for next assembly) 
HINGE INSTALLATION, Wing station 419.175 aileron outboard RH Ref 


146-15006-12 
see figure 4 for next assembly) 





-36 146-15011-1 + . BRACKET ASSEMBLY, Aileron outboard hinge. . . . . .. .. 1 
-37 NAS75-6-004 - . . BUSHING, Plain press fit steel . . P 2 
-38 175-15009 . . LINK ASSEMBLY, Aileron hinge {superseded by 184-15009). 1 

184 -15009 ` | LINK ASSEMBLY, Aileron hinge (supersedes 175-15009 for. 1 

future procurement) 

-39 175-15012 . . RACE, Aileron inboard and outboard hinge ρω inner. 1 
-40 B912XP 2o. . BEARING (TOR) Ll i45 ance durs ο eae es 1 
-41 AN320-6 > LL A νυν Et ed DR IS WERT e ne in 1 
-42 AN960D616 ai. a WASHER ¿a ai d gy Vert is a eI Am ο ο ω- Ὁ οφ aS 3 
-43 AN960D616L . . WASHER. . . . .. Ὁ Ὁ, ος στι Ss 1 
-44 NAS56-16 . . BOLT, Close tolerance alloy steel 3/8- oli. pn os dodi μες 1 


(magnetic inspected) 


146-15006-21 . HINGE INSTALLATION, Wing station 419.175 aileron outboard LH Ref 

(see figure for next assembly 
146-15006-22 . HINGE INSTALLATION, Wing station 419.175 aileron outboard RH Ref 

(see figure 4 for next assembly) 
-45 AN365-428 . . NUT (magnetic inspected). . . . . . ... + + + + + + + ee 1 
-46 NAS75-4-011 : BUSHING, Plain press fit steel. . o dere ο. 1 
-47 NAS54A23 BOLT, Close tolerance alloy steel 1/4- DB LN tee don 1 
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FIGURE 7 - LH AND RH COVERED AILERON ASSEMBLY 
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FIGURE A PART 
INDEX NUMBER NUMBER 
7 146-15001-201 
146-15001-301 
146-15001-202 
146-15001-302 
146-15005-1 
146-15005-2 
-1 146-15005-21 
146-15005-22 
-2 9C1-3-3 
5R10 
NAS221-8 
AN507-1032R10 
-3 146-15005-119 
146-15005-120 
-4 146-15005-12 
146-15005-12 
-5 146-15106 
-6 156-15107 
-7 NR4L8 
-8 146-15110 
-9 146-15109-1 
-10 NAST7-7 -40 
-11 NAS2-101 
-12 146-15108 
-13 FRE! -5 
-14 AN365-428 
-15 ANQ60D416 
-16 AN960D416L 
-17 NAS54A13 
-18 146-15111 
2 -19 NAS54A17 
-20 AN365-428 
-21 ANQ60D416 
-22 146-15112 
-23 AF84-12A 
146-15101-1 
146-15101-2 
-24 146-15101-11 
146-15101-12 
-25 146-15105-1 
146-15105-2 
-26 AN201K4A 
-27 146-15103-1 
146-15103-2 
-28 AN201K4A 
-29 146-15104 
-30 AN960D10L 
-31 NAS221-10 
-32 AN/ASA3 
AN515-6R7 
AN960D6L 
-33 AN365-428 
-34 AN960D416 
-35 AN960DÀ16L 
-36 NASS5HA12 
-37 AN320-4 
-38 AN960D416 
-39 AN960D416L 
-40 AN24-15 
-41 146-15001-63 
-42 901 -3-5 
5R10 
NAS205-9 
-43 AN/ASA3 
AN515-6R7 
AN9GOD6L 
-44 175-15050-1 
175-15050-2 
AN509-10R9 
9C1-3-5 
5R10 
146-15002-1 
146-15002-2 
-45 146-15007-1 
146-15007-2 
-46 NAS75-4-012 
156-15003-1 
156-15003-2 


AILERON ASSEMBLY, 


AILERON ASSEMBLY, 
AILERON ASSEMBLY, 


AILERON ASSEMBLY, 


e 0 9 o9 ... 9 ut » 9 9 9 9 9 9 ὁ ο 9 ὁ 9? ο 9 ο s. € 9 ew 9 ο 5 : 2 


. ` + . 4 a o9 c9 a c9 s ο +ç +ç 9 1 5 


2 3 4 5 é 7 NOMENCLATURE 


(see figure 4 for next assembly) 


Covered RH 
(see figure 4 for next assembly) 


NOSE ASSEMBLY, Aileron LH . . . . +. + 
NOSE ASSEMBLY, Aileron RH... š 
. DOOR ASSEMBLY, 
. DOOR ASSEMBLY, 
. - CHAIN, 
. RING, Chain retainer (NA) . 
. SCREW, 
+ SCREW . . . . 
. BRACKET, Aileron trim "tab “actuator 
» BRACKET, Aileron trim tab actuator 
. BRACKET, Aileron trim tab actuator 
BRACKET,  Aileron trim tab actuator 
HINGE, 
BRACKET ASSEMBLY, 
(supersedes 146-15107-1) 
. BEARING (FAF) de 
SUPPORT, Aileron tab "pellerank A 
BELLCRANK ASSEMBLY, 
BUSHING, Flanged press fit steel . 
. FITTING, Lubrication . . š 
ROD ASSEMBLY, Aileron tab actuating 
. END, Rod (SHA)... ee τος fon κ 
NUT (magnetic inspected) ο οι res ove 
WASHER . . . . +. +... . +. 
WASHER . . . . + 


BOLT, 


(magnetic inspected) 
BUSHING, Aileron tab bellcrank . 
BOLT, 

(magnetic inspected) 

NUT (magnetic Inspes tea) ere us. 22 
WASHER. . + 
BUSHING, 
BOT.... By SE s ey, ο A 
TAB INSTALLATION, Aileron trim LH. . 
TAB INSTALLATION, Aileron trim RH . . 
. TAB ASSEMBLY, Aileron trim LH ^.. 
TAB ASSEMBLY,  Aileron trim RH 
HINGE ASSEMBLY, 
. HINGE ASSEMBLY, 
“ . BEARING... . 
HINGE ASSEMBLY, 
HINGE ASSEMBLY, 
. BEARING . . . + s 
FITTING, 
WASHER . . . 
SCREW, 
STATIC DISCHARGER (FLFR) . 
. SCREW .. sss + © © ο ο 
. WASHER. . κ ὁ 
NUT (magnetic “anspected) | š 


WASHER . . . . + + + . . 


WASHER . ` ` nee 
BOLT, 


e... 9 o9 0 s 9 s 9 9 s q o ο ο 


Close tolerance `alloy stee 
(magnetic inspected) 
. NUT (magnetic inspected) . . 
+ WASHER . . . « + + + + wae 
¿ MASHER, 2.02 9 Q < las. oe 
BOLT (magnetic inspected) . . 
DOOR, š 


CHAIN, 


Access. ο 
No. 1 safety (5 “inches ) (NA) . 
RING, Chain retainer (NA) . . š 
SCREW, 100° flat head Phillips recess 
STATIC DISCHARGER (FLFR) ......- 
SCREW . . . . + © + + s ο on 0.000. z 
WASHER . . . . 
DOOR ASSEMBLY, 
DOOR ASSEMBLY, 
SCREW - < + 2 o9 xD W. ος a ος Be 
CHAIN, No. 1 safety (5 inches) ΠΑ}. 
RING, Chain retainer (NA) . 

HINGE INSTALLATION, 

inboard LH 
HINGE INSTALLATION, 
inboard RH 

. HINGE ASSEMBLY, 

. HINGE ASSEMBLY,  Aileron inboard RH 
. . BUSHING, Plain press fit steel 
HINGE INSTALLATION, 
INGE 


"Trim tab follow-up box a 
Trim tab.follow-up box 


. 


LH 
RH 
LH 
RH 


. 
. 
. 


access LH 
access RH 


Aileron inboard LH . 


. 


Aileron tab actuating 


Close tolerance alloy steel 1/4- 28` 


Glose tolerance alloy steel i/à- 28` 


Aileron “tab “actuator attachment 


. 


Brazier head Phillips recess 


ee . ee 


allo 


Covered LH (supersedes 146-15001-101) 


Covered LH (τ fig. 4 for next assembly) 
supersedes 146-15001-102) 


Covered RH (see fig. 4 for next assembly) 
Aileron trim tàb "mechanism access LH 


Aileron trim tab mechanism access RH 
No. 1 safety (3 inches) (NA) 


Brazier head Phillips recess “alloy "steel “el 32 


Aileron tab inboard and outboard forward 
Aileron tab center hinge n 


+ + * + tg * 9 n9 


. ` . . ο n9 : 


Aileron tab outboard "aft LH 
Aileron tab outboard aft RH 


Aileron tab inboard aft LH 
Aileron tab inboard aft RH 
Alleron tab “center aft hinge 


alloy 


` 


1 1/4-28 


Gro... .. 


Wing station "201. 1905 “aileron 
Wing station 291.905 aileron .... 


Wing sta 352 aileron center LH 


UNITS USEABLE ON 
PER ASSY. CODE 


Ref BW 


Ref AB 
Ref BW 


Ref AB 


` ` o9 9 * n n 


e. . 1 
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. . ο 
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Section [| 


Group Assembly Parts List 


ΑΝ O1-60AABA-À 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
7-47 146-15016 . . BRACKET, Aileron operating mechanism . . . . νε 1 
-48 146-15015-1 . . BRACKET ASSEMBLY, Aileron spar center hinge LH Li 1 
146-15015-2 . . BRACKET ASSEMBLY; Aileron spar center hinge RH..... 1 
-49 NASTT-9-15 + + . BUSHING, Flanged press fit steel . . . . .. .... 1 
-50 NAS77-12-15 " . BUSHING, Flanged press fit steel . . . . .. + +. + x + 
-51 ATOP - . . BEARING (TOR)... et 1 
146-15006-1 . HINGE INSTALLATION, Wing station "hig. 175. “aileron a σὰ 
outboard LH ' 
146-15006-2 . HINGE INSTALLATION, Wing station 419.175 aileron . . . . . Ref 
outboard RH ^ 
-52 146-15008-1 . . FITTING ASSEMBLY, Aileron outboard hinge LH 3 der X. 1% 1 
146-15008-2 + . FITTING ASSEMBLY, Aileron outboard hinge RH ...... 1 
d -53 NAS75-4-012 + + < BUSHING, Plain press fit steel ... £. SL WC err UIS 1 
| -54 29202-2R . ACTUATOR ASSEMBLY, Linear [Am e ted IUE T νι fS YY YQ Le es S. NS πὸ 1 AB 
34546 . ACTUATOR ASEEMBLY, Linear (AIR) 2. x13». 739 Cer ame τω, BOS 1 BW 
146-15201-101 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH ..... Ref 


146-15201-102 
146-54250-101 
146-54250-102 
146-54250-201 
146-54250-202 


(see figure 5 for detail breakdown) 

SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH . . . . . Ref 
(see figure 5 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator LH . Ref AB 
(see figure 35 for detail breakdow) 

BOX INSTALLATION, Electrical aileron trim tab actuator RH . Ref AB 
(see figure 35 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator LH . Ref BW 
(see.figure 35 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator RH . Ref BW 
(see figure 35 for detail breakdown) 














Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 





H-175-11-7B 


FIGURE 8 - WING CENTER SECTION SEALS AND RADIO EQUIPMnn1' 








- ROURE I 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8 WING CENTER SECTION SEALS AND RADIO EQUIPMENT 
175-73560-1 . SEAL INSTALLATION, WCS sta 99.75 nose fire LH. . - ++ + * + Ref 
(see figure 9 for next assembly) 
175-73560-2 . SEAL INSTALLATION, WCS sta 99.75 nose fire RH. . » + + + + . Ref 


(see figure 9 for next assembly) 


-1 175-73565 . SEAL, WCS sta 99.75 nose lower outboard fire LH . ο +. + + 


è 1 

175-73569 > SEAL, WCS sta 99.75 nose lower outboard fire RH . . +. + + 1 

-2 160-73566-201 2 SEAL, WCS sta 99.75 nose lower outboard fire LH. . +. + +» 1 
160-73566-202 n SEAL, WCS sta 99.75 nose lower outboard fire RH . . +. + + 1 

-3 146-73564-101 » “SEAL, WCS ¡sta 99.75 nose lower outboard fire LH . . . + + 1 
146-73564-102 . .. SEAL, WCS sta 99.75 nose lower outboard fire RH...-. » 1 

-4 160- 73567 -10 . . SEAL, WCS sta 99.75 nose lower outboard fire LH . . +. + + 1 
160-73568-202 . . SEAL, WCS sta 99.75 nose lower outboard fire RH . . +. + +. 1 
146-71008 . RADIO EQUIPMENT INSTALLATION, Wing center section . ce e > 1 

i (see figure 9 for next assembly 

-5 AN931-3-5 . . GROMMET . , e ec + s. e o o s tt ttt ° soU. αὶ Tel te? “ὁ 5 
-6 CX1301/AR . . CORD, Microphone headset (GFP). . « ee ee n ° ° ES 2 
AN515-6R11 QU. SCREW e €. e x 0$ 0:3 9 «5-5 Be el ὁ» 5. 5 5 € mom s 6 
AN365-632 Cu NUT aw. ο ο e umo ἀν drm ΓΕΝ 6 e rum pL moe ow . 6 

-T ATU /ARN-1 + . ANTENNA ASSEMBLY (GPP). MODE ο Y Sbi: O e. 1 
-8 PL259A ` . PLUG (AMP). . . + + + + > + ee ° ° t n n] ο eee 1 
-9 AN515-8R8 IDEE SCREW e PER hse A MU ον Ἡ 4 
-10 2W18-8L ` . WASHER, Flat (NA) . νο + eee ee ee ° ° t t ° ° UE 8 
-11 M359A . . ADAPTER (AMP) ¿la em je, ey ge^ ie lea ole ses. te ο e S yes St d l 
-12 AN365-832 s. «ΝΠ... > < o o è e ° wk 4 
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Section l! 
Group Assembly Parts List 


AN O1-60AABA-4 - 


WING (Cont) 








AJ-2P-4-11-1 


FIGURE 9 - COMPLETE CENTER SECTION WING ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
9 175-11601 WING ASSEMBLY, Center section complete. . . . . . . . . . . . + Ref P 
(see figure 3 for next assembly) 
175-11601-11 WING ASSEMBLY, Center section complete. . . . . . . . + + + + + Ref BL 
(see figure 3 for next assembly) 
-1 156-11001-200 . WING ASSEMBLY, Center sect. (see fig. 10 for detail breakdown) 1 
146-11310-100 . ROD INSTALLATION, WCS fuel cell tie (supersedes -146-11310). Ref 
-2 146-11310-71 + . ROD ASSEMBLY, WCS fuel cell tie station 39.375. . . . . + 1 
(supersedes -146-11310-21) : 
-3 146-11310-61 + > ROD ASSEMBLY, WCS fuel cell tie station 27. . . . . . . . 1 


(supersedes -146-11310-11) 
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AN 01-60AABA-4 


WING (Cont) 


Section II 
Group Assembly Parts List 


FIGURE & PART 
INDEX NUMBER 


146-11310-91 


-4 146-11310-101 

-5 146-11319 

-6 2W2SP21-38-125 

-7 2W1AL18-52-156 

-8 AN365-428 

-9 AN310-4 

-10 AF934-20 

-11 146-11323 

-12 146-11316 

-13 146-11313 

-14 146-11324 

-15 146-11325 
175-73560-1 
175-73560-2 
146-71008 

-16 146-18501-1 

-17 146-18501-2 


160-11202-31 
160-11202-32 
-18 160-11202-117 
160-11202-118 


NOMENCLATURE 


ATTACHING PARTS 


AN960D10 
AN3-5A 
146-52616-1 
146-52616-2 
-19 146-52614-1 
146-52614-2 
146-18003-1 
146-18003-2 


146-18502-1 
146-18502-2 


146-18503-21 


146-32601-201 
146-32601-202 


175-40001 


146 -48130-1 
146-48130-2 


175-48131-1 
175-48131-2 


175-48008-1 
175-48008-2 


175-48140-1 
175-48140-2 


160-48621-3 
160-48621-4 


175-51011 
146-52005 
175-53433 
146-54013-25 
146-54040-51 
146-54040-52 
146 -54040-53 
146-54040-54 


Revised 15 September 1955 


UNITS 
PER ASSY. 


U 


SEABLE ON 


CODE 





ROD ASSEMBLY, WCS fuel cell tie station 54.5. 1 
(supersedes -146-11310-31) 
. ROD ASSEMBLY, WCS fuel cell tie station 64.5. ... 1 
(supersedes -146-11310-41) 
ROD ASSEMBLY, WCS fuel cell tie station 115.125 . 1 
(supersedes -146-11310-51) 
. SEAL, Wing center section fuel cell tie rod upper ç 12 
` WASHER, Thrust (NA) . . . . . . . . ... .. . ° + . 12 
. WASHER, Plain (NA)... νον ο ο CR as s š 8 
. NUT (magnetic inspected). x, acc SS ες š z š š 18. 
NUT .. 3 2 
PACKING (supersedes AN622T7- 20 for future procurement) τ 10 
WASHER, Wing center section fuel cell tie rod . by 2 
lower seal retaining 
. PLUG, WCS fuel cell tie rod lower seal retaining. 3 8 
WASHER, WCS fuel cell tie rod lower locking . . à 8 
SPACER, WCS fuel cell tie rod lower station 39. 375. ο. 2 
PLUG, WCS station 39.375 fuel cell tie rod lower. . . +. . 2 
SEAL INSTALLATION, WCS station 99.75 nose fire LH. . . . . . Ref 
(see figure 8 for detail breakdown) 
SEAL INSTALLATION, WCS station 99.75 nose fire RH. Ref 
(see figure 8 for detail breakdown) 
RADIO EQUIPMENT INSTALLATION, Wing center section. . Ref 
(see figure 8 for detail breakdown) 
FLAP ASSEMBLY, Wing outboard landing LH. . . . + +. +. + . 1 
(see figure 15 for detail breakdown) 
FLAP ASSEMBLY, Wing outboard landing RH. .....-. 1 
(see figure 15 for detail breakdown) 
COVER INSTALLATION, WCS lower intermediate skin LH. . . . . Ref 
COVER INSTALLATION, WCS lower intermediate skin RH.... + Ref 
DOOR, WCS station 149 access LH. « . , + +s +< s we ewe 1 
DOOR, WCS station 149 access RH . ... + + + + + * * * ° 1 
S AMASHER A ο og do Sa PS ee, erat 8 
oo BOLT cuc E 9 nor Ve: e ὃς e hos 6) e 16 
COVER INSTALLATION, Outboard flap actuator LH. . . . + + + + 1 
COVER INSTALLATION, Outboard flap actuator RH. . . + + + + + 1 
. COVER ASSEMBLY, Outboard flap actuator aft LH . . . . + + 1 
. COVER ASSEMBLY, Outboard flap actuator aft RH . κω ora 1 
HINGE INSTALLATION, Wing inboard landing flap outboard LH. . Ref 
HINGE INSTALLATION, Wing inboard landing flap outboard RH. . Ref 


(see figure 14 for 
HINGE INSTALLATION, Wing 
HINGE INSTALLATION, Wing 
(see figure 15 for 


detail breakdown) 
outboard landing flap inboard LH. . ‘Ref 
outboard landing flap inboard RH. . Ref 
detail breakdown) 


(see figure 434 for detail breakdown) 


HINGE INSTALLATION, Outboard landing flap outboard ... . Ref 
(see figure 15 for detail breakdown) 
NACELLE INSTALLATION, Engine LH. . . . + + + + © © * * * + Ref 
NACELLE INSTALLATION, Engine RH. . DP ο. οί CE Ref 
(see figure 415 for detail breakdown) 
POWER PLANT INSTALLATION, R2800 nacelle. . . . . + + + < ° Ref 
(see figure 417 for detail breakdown) 
LINER INSTALLATION, WCS fuel LH. . . Bhs ver fee I. TER URS REL 
LINER INSTALLATION, WCS fuel RH. . . s COE wo IE AR οκ 6 Ref 
(see figure 16 for detail breakdown) 
FUEL SYSTEM INSTALLATION, WCS LH . . s + + + + © * © * * ° Ref P 
FUEL SYSTEM INSTALLATION, WCS RH. . lA ον N eh .ᾱ Ref P 
(see figure 24 for detail breakdown) ` 
FUEL SYSTEM INSTALLATION, WCS LH . . . + + + + © © * © © ° Ref BL 
FUEL SYSTEM INSTALLATION, WCS RH . . . 9 ... « ο ο Ref BL, 
(see figure 24 for detail breakdown) ` 
VENT INSTALLATION, WCS fuel LH . . . . + + + + * + ο... Ref 
VENT INSTALLATION, WCS fuel RH. . ecd Se vec a x^ Πες 
(see figure 23 for detail breakdown) 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS LH. . . .. Ref 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS RH ar ses xu Ref 
š (see figure 18 for detail " breakdown) 
INSTRUMENT EQUIPMENT INSTALLATION, WCS . +. . + + + © * * * n Ref 
(see figure 33 for detail breakdown) 
SURFACE CONTROLS INSTALLATION, WCS . . MERE Ref 
(see figure 40 for detail breakdown) 
DUCT INSTALLATION, Heat and vent WCS heater fuel line. . . Ref 
and turbo bleed (see fig. 202 for detail breakdown). 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WCS. . +. . + Ref 
(see figure 37 for detail breakdown) - 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle LH .. Ref AD 
(see figure 434 for detail breakdown) 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle RH... . Ref AD 
(see figure 434 for detail breakdown) . 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle LH .. . Ref cc 
(see figure 434 for detail breakdown) 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle RH. Ref cc 


RD 
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Section li 


| -60AABA- 
Group Assembly Parts List AN O1-60AABA-}4 


WING (Cont) 
















H-175-11-5B 
FIGURE 10 - CENTER SECTION WING ASSEMBLY 
PART UNITS USEABLE ON 
` INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

10 156-11001-200 WING ASSEMBLY, Center section (see fig. 9 for next assembiy). . Ref 
146-18503-11 . HINGE INSTL, Outbd landing flap outbd LH = figure 15} . . Ref 
146-18503-12 . HINGE INSTL, Outbd landing flap outbd RH (see figure 15) . . Ref 
169-18500-1 + HINGE INSTL, WCS outbd landing flap center LH eee fig. ἜΝ Ref 
169-18500-2 . HINGE INSTL, WCS outbd landing flap center RH (see fig. 15). Ref 
146-51075-1 + CONDUIT INSTL, WCS fuel tank gage cable LH... e.. eo + Ref 
146-51075-2 . CONDUIT INSTL, WCS fuel tank gage cable RH a fer wo Uwe REL 
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Section {| 


AN 01-60AABA-h Group Assembly Parts List 
WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10 160-33011 . TRUSS INSTALLATION, Main alighting gear (see figure 358). . . Ref 
175-48131-11 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS LH (see figure 24). . Ref P 
175-48131-12 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH (see figure 24). . Ref P 
175-48008-11 . FUEL SYSTEM EQUIPMENT INSTALLATION,.WCS LH (see figure 25). . Ref BL 
175-48008-12 ` FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH (see figure 25). . Ref BL 
No Number . WING CENTER SECTION μα PANELS AND BOMB EQUIPMENT. . . . . . Ref 
(see a 13 
No Number . WING STATION 40 uae 76.538, 89 and 135.44 FUEL CELL LINERS. Ref 
(see figure 1 
No Number . WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS . . . Ref 
..- J AND COVERS (see figure 12) 

No Number . WING CENTER SECTION FITTINGS SHROUD AND BEAM (see fig. 11). . Ref 
160-11005 » SPAR ASSEMBLY, Wing center section rear . . . url ο 1 

zl 146-32080-19 . '. FITTING, Wing rear spar to nacelle attaching 3 ο δα νε 1 

-2 146-32080-17 . . FITTING, Wing rear spar to nacelle attaching . . . . + + 1 

-3 146-32080-15 vt die FITTING, Wing rear spar to nacelle attaching Sado 1 

-4 146-32080-13 . . FITTING, Wing rear spar to nacelle attaching š fare 1 

-5 156-63166-1 . . FITTING, WCS aft bomb adapter rack support LH. . s -ᾱ 1 
156-63166-2 : FITTING, WCS aft bomb adapter rack support RH. . ps 1 
156-1100! -200 : SPAR ASSEMBLY, Wing center section center . . . Se ο 1 
146-11006-1 . . DOOR INSTALLATION, WCS main spar fuel cell access. . . . Ref 
146-11006-2 . . DOOR INSTALLATION, WCS main spar fuel cell access. s Ref 

-6 146-11006-11 + . . DOOR ASSEMBLY, WCS main spar fuel cell access LH. . . . 1 
146--11006-12 . . . DOOR ASSEMBLY, WCS main spar fuel cell access RH. . . 1 

-T AN5-7A 2i Meanie BOLT S lC ο, -ὁ- «τω Bey des JE as ο Qu ο Me ο ο 15 
ANQ60D516 s o6 Ae WASHER: 4 < ek 8 a AGO Ve) Aad cm uu e Tat et el fe Poe 15 

-8 AN6-12A š . so BOLT.: 420-3. week». RW $9 á . . οι" τῳ 31 
AN960D616 σε... alee sqa oes À 31 z 

-9 AN7-13A a . BOLT. . a care AOS a . ef tan A e . Ὁ 
AN960D716 š WASHER. ... oo oe, sda Jai tar, Ομ“ Dn 2 
156-11332-100 " RIB’ INSTALLATION, wes station O forward ....... ç e . Ref 

-10 160-11296-11 . . FITTING ASSEMBLY, WCS station O hoisting . . . . . +. + > 1 
146-11295-3 . . . INSERT, Wing station O hoist fitting. . . . . . + + . 1 


(supersedes 146-11296) 
. TEE, Wing station O bomb shackle support LH. . . . . . 
. TEE, Wing station O bomb shackle support RH. . . . . + 


-11 146-11299-3 
-12 146-11299-4 


-24 146-11107-7 
-25 NAS205-11 


: PIN, WCS sta 43. 5 du 100 LE access door hinge. . .. 1 
SCREW, 100° flush head Phillips recess alloy steel 10-32 . 38 
2 


. 4x 1 
i ^ 1 
156-11330-100 . PLATE INSTALLATION, WCS station O upper splice. . . . . . . . Ref 
-13 146-31389-1 . . FITTING ASSEMBLY , Jet engine duct door fus sta 298 LH. . . 1 
NAS75-7-004 . . . BUSHING, Plaln press fit steel. . . eae ee ue 1 
-14 146-31389-2 . . FITTING ASSEMBLY, Jet engine duct door fus sta 298 RH... 1 
-15 169-11297 . . FITTING, WCS station O to fuselage side load . . . . . . + 1 
(supersedes 146-11297) 
156-11331-100 . PLATE INSTALLATION, WCS station O lower splice. . . . . . + + Ref 
-16 146-11023-1 . . FITTING ASSEMBLY, WCS station O forward su pepe HD a 1 
NAS75-6-012 . . +. BUSHING, Plain press fit steel [forward]. > ae a der aj C 1: 
NAS75-6-010 . . . BUSHING, Plain press fit steel (aft). . . . . . . . . . I 
-17 175-48159-15 . . FITTING ASSEMBLY, Wing fuel bay area forward drain " $ 1 
-18 156-63157-1 . . ANGLE ASSEMBLY, Bomb shackle wing station O LH. . . ... 1 
156-63157-2 . . ANGLE ASSEMBLY, Bomb shackle wing station O RH..... 1 
146-11064-1 . RIB INSTALLATION, Wing center section station 64.5 LH... Ref 
146-11064-2 . RIB INSTALLATION, Wing center section station 64.5 RH... Ref 
-19 153-52604 . . BEARING ASSEMBLY, Flap torque tube complete. . . . . . . + 1 
153-52608 A . BEARING ASSEMBLY , Flap torque tube. . . š 1 
146-11108-1 . DOOR INSTALLATION, Wing station 43.5 to 100 ‘leading | edge “LH . Ref 
146-11108-2 . DOOR INSTALLATION, Wing station 43.5 to 100 leading edge RH . Ref 
-20 146-11108-41 š DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge . . . 1 
146-11108-42 . . DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge . . . 1 
NAS221-9 ol πα SCREW, Brazier head Phillips recess alloy steel 10-32 . 12 
-21 146-11107-1 š Š . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door LH . 1 
146-11107-2 . . . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door RH 1 
-22 146-11107-3 "TENA . HINGE, WCS sta 43.5 to 100 LE access door LE half LH 1 
146-11107-4 ES . HINGE, WCS sta 53.5 to 100 LE access door LE half RH 1 
-23 146-11107-5 . . . . HINGE, WCS sta 43.5 to 100 LE access door half LH. . 1 
146-11107-6 . . . . HINGE, WCS sta 43.5 to 100 LE access door half RH. 1 





AN509-10R9 $504 ¿SCREW. zx Ea 5 . 
146-11301-1 . DOOR INSTL, Wing lower “surf. sta 39- -1/8 “to 89° fuel access LH . Ref 
146-11301-2 . DOOR INSTL, Wing lower surf.sta 39-1/2 to 89 fuel access RH . Ref 
-26 146-11301-31 . . DOOR ASSEMBLY, Wing lower surface station 39-1/8 to. . . . 1 

station "89 fuel access LH 
146-11301-32 . . DOOR ASSEMBLY, Wing lower surface station 39-1/8 to. . .. 1 
station '8o fuel access RH 
146-11301-11 . . . DOOR SUB ASSEMBLY, Wing lower surface station 39-1/8. . 1 
to station 89 fuel access 
-27 146-11301-67 . . . . DOOR, Wing lower surface station 39-1/8 to station. 1 
89 fuel access 
146-11301-63 .. . . CHAIN, Wing lower surface station 39- ae to sta 89. . . 1 
fuel access 

5R10 . . . RING, Retainer (NA). . Bese 1d 1 
NAS205-10 ES SCREW, 100° flush head Phillips recess “alloy steel 10-32 12 
-28 146-11100-11 . . . DOOR, WCS access. . . 2 
NAS205-10 . . . SCREW,100? flush head Phillips "recess alloy steel 10- 232 2 
-29 146-11311-11 oe he CUP ASSEMBLY, Tie rod support . . . .. . +, + + + + es 2 
-30 AN6-7A A BOLT ον qu de^ ο ο ο m. Se aA ο ο en xe Tre tg ο ο js 56 
BOLT: Ç + . Lo e is ος ὁ 23$ s : . . 172 
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FIGURE 11 - WING CENTER SECTION FITTINGS SHROUD AND BEAM 
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FIGURE & 


INDEX NUMBER 


11 


-8 


-10 


-11 


-12 


-13 


-14 


-15 


-16 


-17 


PART 
NUMBER 


No Number 


146-11035 

146-11036-1 
146-11036-2 
146-11022-1 
146-11022-2 
NAS75-8-012 
160-11103-3 


156-11105-5 
156-11105-6 
160-11204 
160-11206-3 
160-11206-4 
NAS149-41 
NAS149-43 
2W10-9 
160-11205-9 
160-11205-10 
160-11405-1 


160-11405-2 


160-11407-1 
160-11407-2 
160-11409-5 
160-11408 
160-11409-3 
160-11406-1 
160-11406-2 
160-11409-5 
160-11408 
160-11409-3. 
146-52608 
153-52604 
153-52608 


146-11210-1 & -2 


146-11210-101 & -102 


146-11210-71 & -72 
146-11210-21 & -22 


146-11212-1 
146-11212-2 
160-11064-1 
160-11064-2 
153-52604 
153-52608 
169-11111-1 
169-11111-2 
153-52604 
156-52608 


146-11015-102 


146-11015-1 
146-11018-1 
146-11018-2 
NAS74-4-008 
146-11016-1 
146-11016-2 
NAS75-4-008 
146-11017-1 
146-11017-2 
NAS75-8-008 
175-11031 


ANÀ-10A 

AN960D!16 
AN365-428 
175-11021 


175-11022 


ΑΝΗ -16A 
ΑΝΟΘΟΡΗ161, 
AN365-428 
175-11023 


1 


AN 01-60AABA-4 
WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


WING CENTER SECTION FITTINGS SHROUD AND BEAM. . . . . , + + . 


e.e scs’ 


` ° ee ο ee 


9 9 9 0 9 ὁ ο ο n 


(see figure 10 for next assembly) 
FITTING INSTALLATION, Wing to fuselage attaching. ..... 
ANGLE, Wing to fuselage attaching LH . . . . . . +, + . . 
ANGLE, Wing to fuselage attaching RH... 
BRACKET ASSEMBLY, WCS station 35 fwd fitting outboard "LH 
BRACKET ASSEMBLY, WCS station 35 fwd ΕΤΕ outboard RH 
. BUSHING, Plain press fit steel. . . oe ee . 
FITTING, Wing to fuselage attaching forward. -—— 
(supersedes 146-11103) 
. .FITTING, Wing to fuselage attaching rear LH. ..... 
FITTING, Wing-to fuselage attaching rear RH. . . * 
FITTING INSTALLATION, Wing to LG inboard fwd attaching. š 
FITTING, WCS inboard fwd landing gear attaching LH. . 
. FITTING, WCS inboard fwd landing gear attaching RH .. 


νο ee 


UNITS 
PER ASSY. 


` ° ο s * . 


BOLT, Internal wrenching steel 9/16-18 Κε inspected 


. BOLT, Internal wrenching steel 9/16-18 
N WASHER, Countersunk (NA). . . S ae ὄρ. Ooh SS Q 
> FITTING, WCS LG attaching LH {make from 160-11205- ont 
FITTING, WCS LG attaching RH (make from 160-11205-31 
FITTING INSTALLATION, Main LG truss to wing rear spar... 
attaching LH, 
FITTING INSTALLATION, Main LG truss to wing rear spar... 
attaching RH 
FITTING ASSEMBLY, Wing to LG rear attaching outboard LH. 
. FITTING ASSEMBLY, Wing to LG rear attaching outboard RH. 
. . BUSHING, Wing to LG outboard attaching fittings . . . 


magnetic inspected 


. LUG ASSEMBLY, Wing to LG rear attaching fitting drag brace 
. BUSHING, Wing to LG rear attaching fitting drag brace . 


: FITTING ASSEMBLY, Wing to LG rear attaching inboard LH . 
. FITTING ASSEMBLY, Wing to LG rear attaching inboard RH . 
BUSHING, Wing to LG outboard attaching fittings . . 


: LUG ASSEMBLY, Wing to LG rear attaching fitting drag brace 


. . BUSHING, Wing to LG rear attaching fitting drag brace 
BRACKET ASSEMBLY, Flap drive shaft bearing ....... 

+ . BEARING ASSEMBLY, Flap torque tube complete . . . . 
. BEARING ASSEMBLY, Flap torque tube . . . wore 
SHROUD INSTALLATION is 


Wing station UT .5 to station 114 
landing flap (superseded by 146-11210-101 & -102 
146-11210-1 & -2 inactive for design) 
SHROUD INSTALLATION, Wing station 35.5 to station 144... 
landing flap (supersedes 146-11210-1 & -2 for 
future procurement 
. SUB ASSEMBLY, Shroud installation wing station 35.5 to . 
station 114 landing flap 
SUB ASSEMBLY, Shroud installation wing station 35.5 . 
to station 114 landing flap 
ke 7g SEAL ASSEMBLY, WCS landing flap shroud LH, 
. . + SEAL ASSEMBLY, WCS landing flap shroud RH. 
RIB ASSEMBLY, WCS station 64.5 flap shroud LH 
. RIB ASSEMBLY, WCS station 64.5 flap shroud RH 
BEARING ASSEMBLY, Flap torque tube complete 
BEARING ASSEMBLY, Flap torque tube. . . 


. . 


. . 


: . RIB ASSEMBLY, WCS station 102.6 flap shroud LH. . : 
. . RIB ASSEMBLY, WCS station 102.6 flap shroud RH. . . 


* > 5... on 


BEARING ASSEMBLY, Flap torque tube complete. . Ç 
. . BEARING ASSEMBLY , Flap torque tube. . . . 
BEAM INSTALLATION, WCS station 12.5 lower Intermediate “RH š 
BEAM INSTALLATION, WCS station 12.5 lower intermediate LH 
. FITTING ASSEMBLY, WCS sta 12.5 outboard fwd attaching LH 
. FITTING ASSEMBLY, WCS sta 12.5 outboard fwd attaching RH 
. BUSHING, Plain press fit steel. . . . > 
. FITTING ASSEMBLY, WCS station 12.5 outboara “LH an χι ος 
. FITTING ASSEMBLY, WCS station 12.5 outboard RH . i 
. . BUSHING, Plain press fit steel. . . ne a 
. FITTING ASSEMBLY, WCS station 12.5 inboard LH. s 
. FITTING ASSEMBLY, 
> BUSHING, Plain press fit steel. . . me ox 
FITTING INSTALLATION, WCS "O" rib fuel cell and flash |; . 
bomb forward 
. BOLT (magnetic inspected) a νο 
. WASHER... Pee ο ο ο ο ας 
. NUT (magnetic inspected). A 
. FITTING ASSEMBLY, WCS."O" rib “fuel cell and flash bomb 
support forward LH 
. FITTING ASSEMBLY, WCS "0" rib fuel cell and flash bomb , 
support forward RH 


. . 


WCS station 12.5 inboard RH. . 


es. ` cu BOLTE ST a s XO š, e W ee eee a οὖν Sal a. ος iw 


NUT ,. 
STUD, WCS "o" rib. fuel cell and flash bomb forward. 
attaching 


WASHER, ^u du Sus ώς απο d. διό, net. α 
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Group Assembly Parts List 


USEABLE ON 
CODE 


Ref 


=-= 
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H-175-11-2B 


FIGURE 12 - WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS AND COVERS 
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Section || 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 


a - —— 





s= PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
12 No Number WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS AND Ref 
COVERS (see figure 10 for next assembly) 
146-11040-1 FITTING INSTALLATION, Wing joint center spar inboard LH. Ref 
146-11040-2 . FITTING INSTALLATION, Wing joint center spar RH. . . . . . . Ref 
-1 146-11041-1 9 FITTING ASSEMBLY, Wing joint center spar upper inbd ΤΗ, 1 
146-11041-2 FITTING ASSEMBLY, Wing joint center spar upper inbd RH. 1 
175-11054 . NUT, Wing folding mechanism attaching. š 4 m 
-2 146-11042-1 ç FITTING ASSEMBLY, Wing joint center spar lower "inba LH. 1 
146-11042-2 . . FITTING ASSEMBLY, Wing joint center spar lower inbd RH. . 1 
-3 146-11055 . . . BUSHING, Wing joint center spar fitting. . . ulis? τῷ 2 
146-11050-1 FITTING INSTALLATION, Wing joint rear spar inboard . . . Ref 
146-11050-2 . FITTING INSTALLATION, Wing joint rear spar inboard side Ref 
-4 146-11051-1 : FITTING, Wing joint rear spar inboard LH. . . . . we £a: so 1 
146-11051-2 . . FITTING, Wing joint rear spar inboard RH. . . . . PEN 1 
146-11030-1 . FITTING INSTALLATION, Wing joint front spar inboard. sars a cef 
146-11030-2 . FITTING INSTALLATION, Wing joint front spar inboard. e... Ref 
-5 146-11031-1 . . FITTING, Wing joint front spar inboard LH. . Bed Sem És 1 
146-11031-2 . + FITTING, Wing joint front spar inboard RH. . . . . . .. 1 
-6 146-11032-1 . . PLATE, Wing front spar mating LH. . . . , . + + + + + +. +. 2 
-T 146-11032-2 . PLATE, Wing front spar mating RH&. οὐ ae AD EIE Cine ees Se 2 
-8 12B098 . . NUT (EN). Se, ὦ ¿YS ο μμ AS ak 2 
-9 2W2SP37-31-95 . . WASHER, Thrust (ua). s ο G caste tht ay Bey τ 2 
-10 146-11033-3 ` WASHER, Wing joint front spar matin PEER ΤΕ 4 
-11 NAS143-9C . WASHER, X4130 or equiv 125,000 to npe 000 psi esunk . . . 2 
-12 NAS149-31 POLT, Internal wrenching steel 9/16- ÓN " 2 
-13 12B108 Ee ' (EN) * 9 "XLI 2 
-14 2W2SP41-34-95 D^ WASHER, Thrust (NA). . . . Byes dar wa ἄν ης Ns τὲ š 2 
-15 146-11033-5 . . WASHER, Wing joint front spar mating. muri s d tie ç 1 
-16 NAS143-10C š WASHER, X4130 or equiv 125,000 to 143» 000 psi csunk . š 2 
-17 NAS150-32 š BOLT, Internal wrenching steel 5/8-18 . . . . : 2 
160-11305-1 A FITTING INSTL, Wing to alighting gear outbd fwd attaching. . Ref 
160-11305-2 . FITTING INSTL, Wing to alighting gear outbd fwd attaching. . Ref 
-18 160-11305-3 Ν FITTING, Landing gear attaching station 157 forward LH. . 1 
160-11305-4 ç; FITTING, Landing gear attaching station 157 forward RH. . 1 
160-11205-11 . . FITTING, WCS landing gear attaching LH. . . . . +. sa . + 1 
(make from 160-11205-31) 
160-11205-12 + . „FITTING, WCS landing gear attaching RH; oa uw ded X v x ᾱ- ᾧ 1 
(make from 160-11205- 
ABC1001 š BOLT (magnetic inspected) AADZ) A ; 4 
NAS143-12C . . WASHER, X4130 equiv 125,000 to 145,000 "psi “countersunk. | 4 
-19 160-11205-13 X FITTING, WCS landing gear attaching LH. . . . . + + ss à T 
(make from 160-11205-31) 
160-11205-14 . . FITTING, WCS landing gear attaching RH. ....... š 1 
(make from 160-11205-31 ; 
146-11285-1 . RIB INSTALLATION, Wing station 285.25 LH . . . . . . - . . . Ref 
146-11285-2 . RIB INSTALLATION, Wing station 285.25 RH... . . Ref 
146-11285-11 τ SUB ASSEMBLY, Rib installation wing station 285. 25 “LH ου ᾧ 1 
146-11285-12 i SUB ASSEMBLY, Rib installation wing station 285.25 RH. . 1 
-20 146-11057 2 SUPPORT, Wing joint pin pulling cylinder . . . . "un 2 
-21 146-11285-77 š DOOR, Control mechanism and wing close-out LH. . . A 1 
146-11285-78 à DOOR, Control mechanism and wing close-out RH. . . 1 
NAS221-12 a hare x SCREW, Brazier head Phillips recess alloy steel 10- 32. 22 
ANQ60D10L Z we “ë WASHER "E ee 22 
146-11285-21 < SUB ASSEMBLY, Rib installation "wing Station 285. 25 “LH x” 1 
146-11285-22 . . SUB ASSEMBLY, Rib installation wing station 285.25 RH.. 1 
-22 146-11058 . . . SUPPORT, Wing joint station 285.25 close out LH. . . « 1 
-23 146-11285-97 . . . DOOR, Wing joint station 285.25 close out LH . ç 1 
146-11285-98 . . . DOOR, Wing joint station 285.25 close out RH. . 1 
NAS221-11 v4 τᾷ, τῷ SCREW, Brazier head etu Rc. recess alloy steel 10- 3e. 17 
AN960D10L . WASHER EET . š $ oW. d. 17 
156-11110-1 B PANEL INSTL, WCS sta 167. 828 to "sta “2912 125 “LE LH. £ ac Gef 
156-11110-2 . PANEL INSTL, WCS sta 167.828 to sta 291-125 LE LH. . . . . . Ref 
-24 156-11116 ; DOOR ASSEMBLY, WCS lower surface lines access . . . . . + 3 
AN509 -10R9 . . SCREW... . . . 102 
146-11078-1 STRUCTURAL INSTALLATION, Wing sta 285.25 to sta 292 LH . | . Ref 
146-11078-2 . STRUCTURAL INSTALLATION, Wing sta 285.25 to sta 292 RH... Ref 
-25 146-11286-1 " FITTING, Outbd fiap outba hinge brkt upper backing LH . `. 1 
146-11286-2 . FITTING, Outbd flap outbd hinge brkt upper backing RH. . 1 
-26 146-11287-1 š FITTING, Outbd flap outbd hinge brkt lower backing LH . . 1 
146-11287-2 2 FITTING, Outbd flap outbd hinge brkt lower backing RH. . 1 
146-11211-101 SHROUD INSTL, Wing sta 164 to sta 291 landing flap LH. . . Ref 
146-11211-102 . SHROUD INSTL, Wing sta 164 to sta 291 landing flap RH. . Ref 
169-18500-31 . . HINGE INSTALLATION, WCS outboard landing flap center "LH . Ref 
(see figure 15 for detail breakdown) 
169-18500-32 . . HINGE INSTALLATION, WCS outboard landing flap center RH . Ref 
(see figure 15 for detail breakdown) 
146-11211-21 . SUB ASSEMBLY, Shroud installation wing station 164. . . . 1 
to station 291 landing flap LH 
146-11211-22 SUB ASSEMBLY, Shroud installation wing station 164. . . 1 
to station 291 landing flap RH 
-27 146-11212-11 . . . SEAL ASSEMBLY, WCS landing flap shroud 2 ç 1 
169-18500-41 . HINGE ASSEMBLY, WCS outboard landing flap center LH. A 1 
(see figure 15 for detail breakdown) 
169-18500-42 . . HINGE ASSEMBLY, WCS outboard landing flap center RH. 1 


(see figure 15 for detail breakdown) 
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FIGURE 13 - WING CENTER SECTION SKIN PANELS 
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Section 11 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13 No Number WING CENTER SECTION SKIN PANELS . . . . . . ende vole ο ο hs ον ¡ROL 
(see figure 10 for next assembly) 
156-11102-200 . PANEL INSTALLATION, Wing center section lower fwd skin . . . Ref 
-1 146-63164 š PITTING, WCS fwd bomb adapter rack support. . . GA δ 2 
~2 156-11098 . . DOOR ASSEMBLY, WCS station 101.6 fuel drain access. a 2 
156-11097 . . SEAL,-WCS fuel cell sump drain access door. . . E z 
-3 156-48157-21 $^. uq FITTÍNG ASSEMBLY, Outboard wing cell overflow to “skin ès 2 
attaching 
-4 146-11100-13 + . DOOR, Wing center section access. .. dase ie 2 1 
NAS221-9 Z. Q SCREW, Brazier head Phillips recess 10- “32 seu d wol m XO X 1 
-5 3F2-6 s FITTING, Bulkhead union (NA)... "e ; 2 
160-11202-200 PANEL INSTALLATION, Wing center section "lower. 2552.5. Ref 
q intermediate skin 
-6 160-11202-67 . + DOOR, Wing center section station 28 fuel access LH... 1 
160-11202-68 + . DOOR, Wing center section station 28 fuel access RH... 1 
NAS221-10 + . SCREW, Brazier head Alegre ce recess 10-32 . . . . . +. A 16 
-7 AN509-10R8 . SCREW . . 28 
160-11202-121 . WELD ASSEMBLY, "Panel “installation wing center Sect. lower. 1 
intermediate skin RH 
160-11202-122 è WELD ASSEMBLY, Panel installation wing center section . . 1 
k lower intermediate skin LH 
-8 160-11202-63 "^ DOOR ASSEMBLY, WCS fuel pump access LH , €— ne 1 
160-11202-64 + + . DOOR ASSEMBLY, WCS fuel pump access RH. . . . . . , 1 
-9 AN509-10R9 . . SCREW.. 9 Gp ies U RS ὃν ο) ree Cette 20 
-10 160-11202-85 + . DOOR, WCS fuel gage access LH ο dy say μα. 1 
160-11202-86 + . DOOR, WCS fuel gage access RH.... š Em. š 1 
-11 146-11292-1 "EN PITTING, Stringer to rib attaching sta "285: 250 lower LH | 1 
146-11292-2 . . FITTING, Stringer to rib attaching sta 285.250 lower RH , 1 
-12 156-11098-31 . . DOOR ASSEMBLY, WCS sta 54,5 fuel drain access . . . . . . à 
-13 3F2-4 s FITTING, Bulkhead union (NA) . . . a FEEDS 2 
160-11101 > PANEL INSTALLATION, Wing center section upper. "fud "skin . .. Ref 
-14 146-48113-1 - + BASIN ASSEMBLY, Tip tank to wing tank fuel level. . . . . 1 
control valve seal LH 1 
146-48113-2 + BASIN ASSEMBLY, Tip tank to wing tank fuel level. . . . . 1 
control valve seal RH 
-15 146-11100-3 . . DOOR, Wing center section access. . .. uw wwe 210 
NAS205-9 + . SCREW, 100? flush head Phillips recess 10- 32; V uu er is 10 
-16 146-11100-7 + . DOOR, Wing center section access. ... I cis 10 
NAS205-9 qs Ag SCREW, 100° flush head Phillips recess 10- 32. "ο νο 10 
-17 146-11100-9 + . DOOR, Wing center section access. .... EE 4 
NAS205-10 or ix SCREW, 100° flush head Phillips recess 10- 3e; E Dew > 4 
-18 160-11101-61 + + DOOR, Wing center section fuel gage access LH . . . . . . 1 
160-11101-62 + . DOOR, Wing center section fuel gage access RH . . . . . , 1 
NAS205-10 vx SCREW, 100° flush head Phillips recess 10-32. . . . . .. 20 
-19 146-48101-31 š BASIN ASSEMBLY, Fuel filler wing center section LH. ... 1 
146-48101-32 - . BASIN ASSEMBLY, Fuel filler wing center section RH. ... 1 
175-48156 . . DOOR ASSEMBLY, Wing fuel filler... πο. ue 2 
-20 146-48101-33 + + BASIN ASSEMBLY, Fuel filler wing center section LH, . . . 1 
146-48101-34 . . BASIN ASSEMBLY, Fuel filler wing center section RH. ... 1 
175-48156 + + DOOR ASSEMBLY, Wing fuel filler . P ο, Uw. SW ὁ, oue 2 
-21 2J1 - + JACK ASSEMBLY,. Wing fuel nozzle grounding ` (NA) 4 NES 4 
-22 146-73551 + . LUG ASSEMBLY, "Safety life line. ..... ZS. SZ Ta τῳ 6 
-23 146-73553 fag ne LUG, Safety ALPS Μπες oea aen Sta ὃν eee a IS Rote ὦ 1 
-24 AN365 -428 4. ^4; ο, NU αἱ eno enti Ὁ a s a cal oe 1 
-25 AN960D416L a WASHER . . , P $i 19^ 0) ce rel ου τῳ 2 
-26 NAS75-4-014 + . . BUSHING, Plain press fit steel... 1 
-27 AN4-10A ancw wo BOLD ouk. . aU αν κ "m 1 
160-11201 . PANEL INSTALLATION, "Wing center section upper. ea eso oo Ref 
intermediate skin 
-28 146-11291-1 + + FITTING, Stringer to rib attaching sta 285.250 upper LH . 1 
146-11291-2 - + FITTING, Stringer to rib attaching sta 285.250 upper RH. 1 
-29 146-11100-3 s . DOOR, Wing center section access. . way se ae, davit ako 2 
AN507 -1032-10 . ° SCREW OQ ç: ο E! κῶν lal πον ere s 2 
-30 146-11100-5 . . DOOR, Wing center section Ἀσοδοαθι . lx o. erate 2 
AN507-1032-10 5 ° SCREW $$ τῳ, SOC AO fe i. WU. Ὁ; Sas We Ow sI 4  ὁ ο ο οφ. Ὁ 2 
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8-175-18-1A 


FIGURE 14 - INBOARD WING LANDING FLAPS AND HINGES 






USEABLE ON 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

1 INBOARD WING LANDING FLAPS AND HINGES 

146-18001-1 . FLAP ASSY, Wing inbd landing LH [δες fig. 3 for next ct . Ref 

146-18001-2 . FLAP ASSY, Wing inbd landing RH (see fig. 3 for next assy). . Ref 

-1 146-11212-31 . . SEAL ASSEMBLY, Wing center section landing flap shroud. . 1 

-2 NAS204-10. . . SCREW, 100° flat head Phillips recess alloy steel 8-32 . , 18 

NAS204-8 . . SCREW, 100° flat head Phillips recess alloy steel 8-32 . . 7 

AN960-8 . s WASHER. o ewu s e adra oa a ο ο ος ος a m a 98 

AN365-832 S g NUT e eoar e weld A ss ay οι See «95 

-3 146-18001-39 . . STRIP, Seal retaining outboard . . . . + + + + + eeso 1 

-4 146-11212-21 . . SEAL ASSEMBLY, Wing center section landing flap shroud. . 1 

-5 NAS220-8 . . SCREW, Brazier head Phillips recess alloy steel 8-32 . . . 24 

AN960-8 L^ & WASHER’ 404-0 ο ο ο D ο E e ο. 


I 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
14-6 AN3-4A ot ibe OTS 4. P Fay ee Bee ο ο A S wt cay a Xo dt et aca ο μμ 1 
AN960D10 v + WASHER. o κ . « eo ae, Taso SL 4 Cu! NOE igi Bis aye a τῳ 1 
-7 146-18001-33 . . STRIP, Seal retaining inboard ie S: μὲ, 1 
146-18002-11 » HINGE' INSTALLATION, Wing inboard landing flap inboard LH. Ref 
146-18002-12 N HINGE INSTALLATION, Wing inboard landing flap inboard RH. Ref 
-8 146-18022-3 š . TUBE, Inboard landing flap inboard hinge inbd torque . 1 
-9 146-18027 : CLIP ASSY, Inbd landing flap barrel nut upper retaining 1 
-10 146-18028-1 ç . CLIP, Inbd landing flap barrel nut lower retaining LH. 1 
146-18028-2 s . CLIP, Inbd landing flap barrel nut lower retaining RH. 1 
-11 1N4-1018 . + . NUT, Barrel 578 18 thread (magnetic inspected) (ΝΑ) . 2 
146-18003-11 + + HINGE INSTALLATION, Wing inboard landing flap outboard LH Ref 
146-18003-12 . + HINGE INSTALLATION, Wing inboard landing flap outboard RH Ref 
-12 146-18012 y TUBE ASSEMBLY, Inboard landing flap outbd hinge torque  .1 
-13 NAS75-10-316 . . BUSHING, Plain press fit steel. . . . . s + + + ο 1 
-14 SP1561-832-8 Ν SCREW ASSEMBLY (SH). . I V ο... 29 
-15 NAS220-7 n SCREW, Brazier head Phillips. recess 3 alloy steel 8-32. . . 1 
AN365-832 5 πώς ARR ae UNES s fey S ο MID κ νὰ 1 
AN960-8 " WASHER. . . . « ον) ie we Mey φ, S 1 
-16 146-18001-51 : FILLET ASSEMBLY, Wing inboard landing IH. . . . . . . .. 1 
146-18001-52 . FILLET ASSEMBLY, Wing inboard landing RH. S 1 
146-18002-1 HINGE INSTALLATION, Wing inboard landing flap `inboard LH! . Ref 
(see figure 111 for next assembly 
146-18002-2 HINGE INSTALLATION, Wing inboard landing flap inboard RH . . Ref 
(see figure 111 for next assembly 

-17 146-18021-3 š TUBE, Inboard landing flap inboard hinge inboard torque . 1 
-18 146-18020-1 Ç ARM ASSEMBLY, Inboard landing flap inboard hinge LH... 1 
146- 18020- 2 T ARM ASSEMBLY, Inboard landing flap inboard hinge RH... 1 
HASBÓC 1s... BEARING, Spherical (AP) ........ νο . . 0. 2 2. 1 
-19 NAS2-101 : Ca FITTING, Lubrication ο... ντος 9.5 2.05 902 ο Ὁ a 1 
-20 146-18024-1 . + . FITTING, Inbd landing flap inbd hinge to actuator LH. 1 
146-18024-2 +. . FITTING, Inbd landing flap inbd hinge to actuator RH . 1 
-21 AN365-524 e. . NUT (magnetic inspected). . . . . . . + , + d e. iet 1 
AN960D516 . . + WASHER... * Fer y Je vm ο ιδ ms EI UM δν el “ST αν C ο ἃν «ἃ 2 
AN5-32A . + . BOLT (magne tte inspected). V arana ee Ὁ P oe ne ec 1 
-22 AN365-428 - . . NUT (magnetic inspected š Bovey «φῶς, les sc qe DES Gat Ga Le 1 
AN960D416 èo w . WASHER... So grees ve. hae mr Wok c, Ue gan vee δι Φωτ we “awa 2 
AN4-32A . . . BOLT (magnetic inspected). io IIIg 1 
-23 4B17-5-44 . . +. + BUSHING, Flanged press fit bronze (NA). . . . . . . . 2 
-24 NAS2-101 os FITTING, Lubrication 4 a oe ee es e e es Ὁ Se 2 
-25 AN365-524 MEC A DAA O a s 4 
AN960D516 $ ns e WASHER ci a a a a ars? A 
ANS -7A ow ο ο ο IR A το Ge 4 
-26 AN509-516-28 $i n ο ο μμ Lu doe de ve RE We e ο Ἡ den s ee EI Oe. δυο ῳ 1 
AN960D516 ee e WASHER. Ss S 22 a uo. saw e day Sebel wep Dour a Wo cal wil Sens SEDIS Um 1 
AN365-524 a edis ΝΟ Το νο Yoh pa Yar que ον Yah rer 9. ce Fes ών A S να». EE 1 
-27 AN320-6 . + NUT SE TE IA AS vate, x CSI NOn Gi ο το. 1 
AN960D616 jo. WASHER! | x "arr ο ΟΦ S e ὡς Q 2 
AN6-15 ; | BOLT (magnetic inspectea)  ; . 2... 1 
-28 146-18025 . . STRIP, Inboard landing flap inboard hinge inboard rubbing 1 
-29 146-18026 . STRIP, Inboard landing flap inboard hinge outboard rubbing 1 
146-18002-21 HINGE INSTALLATION, Wing inboard landing flap inboard LH . . Ref 

(see figure 3 for next assembly) 
146-18002-22 HINGE INSTALLATION, Wing inboard landing flap inboard RH . . Ref 

(see figure 3 for next assembly) 
-30 NAS150DH32 + . BOLT, Internal wrenching steel 5/8-18 (magnetic inspected) 2 
-31 NAS143-10C st s WASHER, 4130 steel countersunk. . . , 2 
146-18003-1 . HINGE INSTALLATION, Wing inboard landing flap “outboard LH. . Ref 

(see figure 9 for next assembly) 
146-18003-2 . HINGE INSTALLATION, Wing inboard landing flap outboard RH, . Ref 

(see figure 9 for next assembly) 
-32 160-18008-11 š ARM ASSY, Wing landing flap hinge bai 146-18008). 1 
-33 HASB6C + + . BEARING, Spherical (AP) .. ... "eme 1 
~34 NAS2-101 š FITTING, Lubrication . . . eam e 1 
-35 146-18011 - . . INSERT, Inboard landing flap outboard hinge’ arm. 5. «δ Se 1 
-36 146-18009 ὃ BUSHING, Inboard landing flap outboard hinge arm... 2 
-37 146-18006 . . FITTING, Inboard landing flap outboard hinge. . . . .. 1 
-38 AN365-524 . . NUT (magnetic inspected) . > EDEN EE 4 
-39 2W2SP20-20-62 +: «, WASHER, Thrust (NA). e .... s eee κ ος ew e ο. 8 
-40 AN5-6A . . BOLT (magnetic inspected). iS το ee eons tae eh Vw Cat “a 3 4 
-41 AN310-6 ef a NUT. Ges MEN Mae SX “or, νῷ. "m Ao «πο RNC. 1 
-42 2W1-25-40-64 x . WASHER, Plain `(NA) | e T E <r ae ο. 1 
-43 146-18007-1 a «ιό FITTING, Inboard landing flap outboard stop LH. ο ο τω ο ο 1 
146-18007-2 ies des FITTING, Inboard landing flap outboard stop RH. ..... 1 
-44 AN315-5R ο NU ce cie eme μα ον ο R αρ. 2 
AN960-516 . . WASHER. . . Bute ieee awe ce 2 
5B3-21 š BOLT, Adjustment 5/16-24 2- -1/8 long (NA) . . . . ter 1 
146-18003-21 HINGE INSTALLATION, Wing inboard landing flap outboard LH. | Ref 

(see figure 3 for next assembly) 
146-18003-22 . HINGE INSTALLATION, Wing inboard landing flap outboard RH. . Ref 

(see figure 3 for next assembly) 
-45 AN310-10 "XD A ο ο ος 2 ES 1 
-46 2W1-40-40-64 is, ος WASHER, Plain “(nay ` ame zw ow 1 
-47 146-18010 . . SPACER, Inboard landing flap * outboard hinge arn Sten, UAE 2 
-48 NAS143-10C . . WASHER, 4130 steel countersunk, φον Me g oS " 2.5 1 
-49 NAS150-91A . . BOLT, Internal wrenching steel 5/8- τι M RE m wr. 1 
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H-115-11-4 


FIGURE 15 - OUTBOARD WING LANDING FLAPS AND HINGES 
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AN 01-60AABA-4 . 
Group Assembly Parts List 
WING (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 


15 OUTBOARD WING LANDING FLAPS AND HINGES 


146-18501-1 . FLAP ASSY, Wing outbd landing LH [te fig. 9 for next . Ref' 
146-18501-2 . FLAP ASSY, Wing outbd Tanging RH (see fig. 9 for next assy). Ref 

-1 AN507 -1032-7 3 SCREW. . . . Ser vends QUA. Ὅς we kai ο 
-2 146-18501-27 . . DOOR, Outboard landing “flap access. RUIN CAE ών oes 2 
146-18623-1 . . RIB INSTALLATION, Outboard landing flap sta 223 LH. . . . Ref 
156-18623-2 ` RIB INSTALLATION, Outboard landing flap sta 223 RH. . . . Ref 

-3 160-18520-3 + . TRACK, Outboard landing flap center hinge. . . . . .. 1 

ATTACHING PARTS 
-4 146-18523 . + . FITTING, Outboard landing flap center hinge track. . . 2 
-5 AN365-624 vat t WAND: ο οικίας να ο ον. Ns SS dey WL te ie hen te? tani cates: ste: pe. καν, Ue 1 
-6 AN960D716 s τ . WASHER . . . . e. "Ar 2 
-7 AN6-17A uus MBO PAN κα SU qY Le ap E Tae GUI PI SS 1 
-8 AN365-428 ear is NUTS eee eive tuer E teri ace. τω cR RW. A A 4 
-9 ANQ60D4.16 2 ο, WASHER X - o. ead, we, eee. Bue kee voces W wa w da “Ὁ 
-10 ANÀ-13A Saale ie, BOLD og sais, ο A e es aE 8 3 
AN -1hA Lt ree ne πω v9 Bo com at αν mom ρω 1 
AE ανα 

146-18506-1 + . FILLET INSTALLATION, Outboard flap to nacelle lower LH. . Ref 
146-18506-2 . . - FILLET INSTALLATION, Outboard flap to nacelle lower RH. . Ref 

-11 146-18506-21 . . . FILLET ASSEMBLY, Outboard flap to nacelle lower LH. . 1 
146-18506-22 + + . FILLET ASSEMBLY, Outboard flap to nacelle lower RH. . 1 

-12 146-11212-41 e «a « `. SEAL ASSEMBLY, WCS landing flap shroud. ... s Ὁ 1 
146-18503-1 . . HINGE INSTALLATION, Outboard landing flap outboard LH . . Ref 
146-18503-2 . . HINGE INSTALLATION, Outboard landing flap outboard RH . . Ref 

-13 146-18530-1 on d ARM, Outboard landing flap. outboard hinge LH..... 1 
146-18503-2 + . . ARM, Outboard landing flap outboard hinge RH..... 1 

2M 146-18533 . . . STOP, Outboard tending flap outboard hinge arm.... 1 
-15 AN315-5R e + « NOT, RON Xe vel ge νι OOF ο i SS S 2 
-16' 2W1AL21-22-91 [Oi . WASHER, Plain (wa): i ase 2 
146-18502-11 - . HINGE INSTALLATION, Wing outboard landing flap inbd LH. . Ref 
146-18502-12 . . HINGE INSTALLATION, Wing outboard landing flap inbd RH. Ref 

-17 146-18511 - . . TUBE ASSEMBLY, dutboara landing flap inbd hinge torque 1 
-18 4817-14-62 : . BUSHING, Flanged press fit bronze (NA) . . .... 2 
146-18503-11 : HINGE INSTALLATION, Outboard landing flap outboard LH. . . . Ref 


(see figure io for next assembly) 
146-18503-12 . HINGE INSTALLATION, Outboard landing flap outboard RH. . . . Ref 
(see figure 10 for next assembly) 


-19 160-18531-11 . . FITTING ASSY, Outbd landing flap outbd hinge support LH , 1 
160-18531-12 + . FITTING ASSY, Outbd landing flap outbd hinge support RH . 1 
-20 NAS2-101 w á . FITTING, Lubrication... ὁ . . < ee ο ὁ © ὁ ὁ woe 1 
-21 4B2087 -003 e . +. BUSHING, Press fit flanged m WU e. wo ἂψ € 0X CES Gera 1 
UR Ee -004 - . . BUSHING, Press fit flanged (NA) . . 1 
-22 146-18532 . + FAIRING ASŠEMBLY, Wing outbd landing flap Support fitting 1 
-23 NAS146-35 . . BOLT, Internal wrenching steel 3/8-24 (magnetic inspected 1 
NAS146-30 . . BOLT, Internal wrenching steel 5/8-24 (magnetic inspected 2 
-24 AN960D616 . ο WASHER, ers 4i ww fat ο en ow ος 6 Φ' e ve De 3 
-25 2W10-6 . . WASHER, Countersunk "(Naj ` e 4 es eles [αὶ cae er ete «.. 3 
-26 AN365-624 o . NUT... a Sites Bane ess 3 
146-18503-21 . HINGE INSTALLATION, “Outboard landing flap outboard e... Ref 
(see figure, Š for next assembly) 
-27 AN320-5 . NUT (magnetic inspected) . . ο... 1 
-28 146- 18234 2 BUSHING, Outboard landing flap "outboard hinge A δι {δὶ Ῥ«τῳ 1 
-29 AN5-10 ¿ . BOLT (magnetic inspected). . . MESES 1 
146-18502-1 . HINGE INSTALLATION, Wing outboard landing flap inboard LH. . Ref 
(see figure à for next assembly) 
146-18502-2 . HINGE INSTALLATION, Wing outboard landing flap inboard RH, . Ref 
see figure 9 for next assembly) 
-30 160-18008-21 . ARM ASSEMBLY, Wing landing flap hinge s 


-31 4B20B5-016 

-32 4B20B14-018 

-33 HASB6C 

-34 146-18514 

-35 NAS2-101 

-36 AN365-428 

-37 ΑΝΟΘΟΡΗ16 

-38 AN960D116L 

-39 AN4-10A 

-40 AN310-14 

-41 AN960D1416 

-42 2W10-14 

-43 AN184-56 

-44 160-18007 -3 

-45 160-18007-5 

-46 AN5-10A 

-47 160-18006 

-48 AN310-6 

-49 2W1-25-40-64 

-50 AN365-624 

-51 AN960D616 

-52 AN960D616L 

-53 AN6-15A 

-54 146-18517-11 
146-18517-12 


BUSHING, Press fit flanged ΝΑ) .. 
. BUSHING, Press fit flanged NA) .. 
. BEARING, Spherical (HLF). . ὃν. τν 
. FITTING, Outboard landing flap in 
. FITTING, Lubrication... 
. NUT (magnetic inspected) . 


et 
8 


ef m e e + s s b s s s o |] 0! |] 9 o s es Oe .. 4 


Q 


. < s +. + s s s s s s s o9 0 o, + + + Che + 


£ 


e * 9 c! 2$ o $ s 3/ 9 » 9 o h 9 c] sa i$ 5; 5$ fe + c ο 


e ° 0 0 ο 9 ο n9 


WASHER . +... . + + + <+ 


WASHER . . . . . 

BOLT (magnetic inspected). E š 
NUT (magnetic inspected). ç 
WASHER. . . . . ο 
WASHER, Countersunk a Sci I 
BOLT (magnetic inspected) . . . 
WASHER, Inboard.and outboard landing flap a 
WASHER, Inboard and outboard landing flap . 
BOLT (magnetic inspected) . . 
FITTING, Inboard landin flap outboard "hinge 
NUT (magnetic inspected). . . 
WASHER, Plain (NA). 
NUT (magnetic inspected). j 
WASHER. . . . « + + + + ee 
WASHER. . . . 
BOLT (magnetic inspected) | è 
SUPPORT ASSEMBLY, Outboard landing "flap actuator LH 
SUPPORT ASSEMBLY, Outboard landing flap actuator RH 


d hinge t 


b 


». ο 9 9 9 9 ο 9 0 Po». 


as s.. . o 


5 9 o. t 2] |] | 2] 9 4 |] |] c] |] S ] 0n ο n 


oe ee 
` 
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Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 








15-55 4B17-5-25 - + + BUSHING, Flanged press fit bronze 

4B17-7-25 - + . BUSHING, Flanged press fit bronze 
169-18500-1 . HINGE INSTALLATION, WCS outboard landing flap center LH. . , Ref 

(see figure 10 for next assembly) 
169-18500-2 . HINGE INSTALLATION, WCS outboard landing flap center RH. . , Ref 

(see figure 10 for next assembly) 
-56 AN365-428 + . NUT (magnetic inspected). . . a a . ete a wee , we 2 
-57 ΑΝΟΘΟΡΗ16 ο WASHER o 10v κα ο har ei oval ο ο ete. Φον T Ie Pe Es gie 4 
-58 ΑΝΗ-11Α + . BOLT (magnetic inspected) ..........06...2.. 2 
-59 AN365-624 + + NUT (magnetic inspected). . . . ο...” KESIR 2 
-60 AN960D616 ` e e WASHER; 40270478 ise < na mod m a ep Bee ee S ^ 4 
-61 AN6-13A . . BOLT (magnetic inspected) . . . . . . ... ο: 2 
169-18500-31 . HINGE INSTALLATION, WCS outboard landing flap center LH. , . Ref 

(see figure 12 for next assembly) 
169-18500-32 . HINGE INSTALLATION, WCS outboard landing flap center RH. , , Ref 

(see figure 12 for next assembly) 
-62 AN365-428 + . NUT (magnetic inspected) .........086c6e cee 1 
-63 ΑΝΟΘΟΡΗ16 of aa WASHER ο e cel as ο ο ο ο SL vg: fui DR SUL EST De 2 
-64 NAS!2-8C56 +. € SPACER, Rivet: . 4 v evo. ¿ss μα ποσο 1 
-65 ANY-21A + . BOLT (magnetic inspected) , .. ..... a a a a 1 
-66 146-18522-1 + + SUPPORT, Outboard landing flap center hinge roller LH , . 1 
146-18522-2 - + SUPPORT, Outboard landing flap center hinge roller RH. . 1 
-67 146-18522-1 + + SUPPORT, Outboard landing flap center hinge roller LH . . 1 
146-18522-2 + + SUPPORT, Outboard landing flap center hinge roller RH... 1 
-68 AN365-624 + . NUT (magnetic inspected). . 4. a . . , . . . . .. . 2... 1 
-69 AN960D616 PU o P "c c ca Mu 2 
-70 AN960D616L oe WASHER; < ¿ < es» ὦ dos iom e xw owe v ç E 2 
-71 AN6-21A . + BOLT (magnetic inspected) . . . . . . . . . . . .. 084 1 
-72 RDC74220 + . BEARING, Outboard landing flap center hinge (RBC)... . 1 
169-18500-41 . HINGE ASSEMBLY, WCS outboard landing flap center LH, Pore 1 

(see figure 12 for next assembly) 
169-18500-42 . HINGE ASSEMBLY, WCS outboard landing flap center RH. . . .. 1 

(see figure 12 for next assembly 
-73 146-11223-1 , FITTING, Wing outboard landing flap center hinge rear . . 1 

Spar attaching LH 
146-11223-2 + + FITTING, Wing outboard landing flap center hinge rear . . 1 
spar attaching RH 

-74 146-18521-3 + + ANGLE, Outbd landing flap center hinge roller support LH. 1 
146-18521-4 + . ANGLE, Outbd landing flap center hinge roller support RH. 1 
-75 146-18521-6 + + ANGLE, Outbd landing flap center hinge roller support RH. 1 
146-18521-5 + . ANGLE, Outbd landing flap center hinge roller support LH, 1 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 





H-175-48-19 


FIGURE 16 - WING CENTER SECTION FUEL CELL LINERS 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
16 WING CENTER SECTION FUEL CELL LINERS 

146-48130-1 & -2 . LINER INSTL, WCS fuel LH & RH (see fig. 9 for next assy). . . Ref 
-1 146-48181 . LINER, Aft wing fuel cell upper. . z SEPT VI VET 1 
-2 146-48184-1 & -2 LINER, Aft wing fuel cell aft LH & RH. $ IS Ter ue s Se -ᾱ 1 
-3 146-48182-1 & -2 : LINER, Aft wing fuel cell lower LH.& RH. . . . . + + + +< . 1 
-4 146-48183 A LINER, Aft wing fuel cell door . ME MEER ve 22 1 
-5 146-48166 2 LINER, Front main fuel cell aft σος ND EIE M sa 1 
-6 146-48161-5 E LINER, Front main fuel cell upper. . . ET 1 
-7 146-48165-1 & -2 : LINER, Front main fuel cell aft inboard "Lh and RH. sous 1 
-8 146-48169 LINER, Front main fuel cell aft inboard end. . . 2 τ τῷ 1 
-9 146-48170 . . LINER, Front main fuel cell center inboard end , POPE NEC 1 
-10 146-48168 + . LINER, Front main fuel cell forward inboard end. . . se 1 
-11 146-48162-1 & -2 . . LINER, Front main fuel cell inboard lower LH & RH. . s i 
-12 146-48164-1 & -2 . . LINER, Front main fuel cell forward LH & RH. ες Boe 1 
-13 146-48161-3 . LINER, Front main fuel cell upper. . . ο νο - 1 
-14 146-48163-1 . . LINER, Front main fuel cell lower door LH. TE 1 
-15 146-48172-2 ; . LINER, Outboard fuel cell lower RH. . οφ 1 
-16 146-48173-1 & -2 + . LINER, Outboard fuel cell forward LH € RH, ο΄ od Ser Ge 1 
-17 146-48171-5 + . LINER, Outboard fuel cell upper. ... ο”. 1 
-18 146-48171-3 + . LINER, Outboard fuel cell upper. . Bh en A RAE 1 
-19 146-48174-1 & -2 ` LINER, Outboard fuel cell aft LH & RH. . . . . . . . .. . 1 
-20 146-48172-1 LINER, Outboard fuel cell lower LH . . . . . š "T 1 
-21 146-48163-2 LINER, Front main fuel cell lower door RH, E š 1 
-22 146-48167-1 & -2 ; LINER, Front main fuel cell outboard aft . i POPA 1 

No Number WING STATION 40.437, 76.538, 89 & 135.44 FUEL CELL LINERS . . Ref 

(see figure 10 for next assembly) 

156-11037-1 & -2 Z RIB INSTALLATION, WCS station 40.439 LH & RH . . Ref 
-23 156-48185-1 & -2 . . . LINER ASSY, Aft wing fuel cell end sta HO. 375 LH & RH E 1 
-24 156-48187 . . . LINER, Aft wing fuel cell sta 40.437 supplemental end . 1 

156-11077-1 & -2 . RIB INSTALLATION, WCS station 76.538 ΙΗ ἃ RH. . . Ref 
-25 156-481865 e . . LINER ASSEMBLY, Aft wing fuel cell end wing sta 76. 6. ` 1 
-26 156-48188 . . . LINER, Aft wing fuel cell sta 76.538 supplemental end . 1 

156-11089 š RIB INSTALLATION, Wing center section station 89 . . . . Ref 

156-11091-1 & -2 k . RIB INSTALLATION, WCS 89 intermediate LH & RH . a ᾱ κ Re f 
-27 146-48176-3 5 LINER, Outboard fuel cell end station 89 . . . . . . 1 
-28 146-48176-5 . š LINER, Outboard fuel cell end station 89 . . leis 1 

156-11135-1 & -2 . RIB INSTALLATION, WCS 135.44 front to center spar LH & RH. Ref 
-29 156-48175 τ. d LINER, Outboard fuel cell end station 135.5 . . . . . + 1 
-30 156-48176 LINER, Outboard fuel cell wing station 135.44 ..... 1 


supplemental end - 
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B-175-48-204 


FIGURE 17 - LH AND RH DROP TANK OUTER WING PANEL FUEL AND AIR LINE INSTALLATION 
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Group Assembly Parts List 


μα... at i — HM —— — ————————————————————— 


PART 


146-48620-17 
146-48620-18 
146-48630-11 
146-48631 


NAS51-106 
2W1AL7O-52-40 
160-48634 
AN6227-17 
146-48630-3 
NAS51-68 
2W1AL45-40-40 
160-48635 
AN6227 -12 
146-48630-4 


1 


LINE INSTALLATION, Drop 
LINE INSTALLATION, Drop 


NOMENCLATURE 


tank outer wing panel rust and air 
next assembly) 
tank outer wing panel fuel and, air 
next assembly 
Tip tank fuel and air lines. . . .. 


2 3 4 5 6 7 


see figure ! for 
(see figure ! for 
CONNECTION ASSEMBLY, 
hinge inboard 
. BRACKET, Tip tank fuel and air lines 
connection mounting 
RING, External retainer. . . . . + + + 
WASHER, Plain (NA). . . . ; . 
CONNECTOR, Tip tank fuel line "hinge. * 
PACKING. . . - s 
PAD, Tip tank. fuel and air lines hinge 
RING, External retainer. . . . . . .. 
WASHER, Plain (NA). 5 
CONNECTOR, Fuel tip tank air line “hinge 
PACKING. ... 
PAD, Tip tank fuel and air lines hinge 


hinge ...... 


ee 6 9 ο 0 e. Q 
. 9 9 5 9 ο t 9 9 19 
e 0 * s t 5 ο. n9 t 
8 . . t n. ° ο 9 n 


ATTACHING PARTS 


NAS54A6 


175-48862-142 
175-48862-141 
175-48862-144 
175-48862-143 
AN815-12D 
AN6271-12-11 
10-1744-75 
AF934-9 
AN926-6D 
AN815-6D 
160-48642 
2W1SR72-56-187 
2W1AL74-60-125 
NAS51-112 
160-4861] 
2w1SR56-18-187 
2W1AL58-52-125 
NAS51-87 
AN6227- 19 
AN6271-6-7-1/2 
175-48862- ea 
175-48862-14 
144 -48150 


175-48862- 149. 
AN825-6D 
AN912-5D 
7-2847-78M1 
AN816-6-8D 
175-48862-145 
175-48862-146 
AN6271-6-10-1/4 
AN6271-12-10-1/2 
AN931-6-10 


$ 9 ο 0 9 9 9 9 o... 9 9 0 o. 9 ο ο. ο 


e ..o 9 . 9 9 . ο ο 


BOLT, Close tolerance alloy steel . . « . + + + + + * es 


wing panel air LH . 
wing panel air RH 
LINE ASSEMBLY, Tip tank outer wing panel fuel LH. 
LINE ASSEMBLY, Tip tank outer wing panel fuel RH. 
UNION ¿Ly 1 44€ o9 εἰς) a Jal RU a es UC cw Se 
HOSE ASSEMBLY... š 

VALVE ASSEMBLY (PA). A 
PACKING (supersedes AN902- 6). 
TEE . . ὁ ο ὁ ὁ . . . . ο on n 
UNION . . . . 

NIPPLE, Drop fuel tank fuel 11 
WASHER, Plain rubber (NA). 
WASHER, Plain (ΝΑ)... .. 
RING, External retainer... 
NIPPLE, Drop fuel tank air lin 
WASHER, Plain rubber (NA). . 
WASHER, Plain (NA). .... 
RING, External retainer... 
PACKING . . c] ot] e er ο» 
HOSE ASSEMBLY ¿de estie . 
LINE ASSEMBLY, Tee to overboard LH “wing tip 
LINE ASSEMBLY, Tee to overboard RH wing tip P 


LINE ASSEMBLY, . 
VALVE ASSEMBLY, Fuel air pressure system suction relief à 
T- 


LINE ASSEMBLY, 


Tip. tank outer 
Tip tank outer 


See ooo 


w e * ° o9 s 9 ο 9 + 9 9 9 n 


e 


+ + 9 ο + 9 t] ο ο + 9 n9 98 n9 


. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 


e 9 >= 9 e s s »»»»» 


n... Qoo’ 
s 9 o e ὁ 9 o9 e o o o o e n n 


* Ó. + $9 a s s 0 s + ο s o ο 
$9 9 s ο 9 s s 9 9 ο 2 ο ο ss. 


. 
. 
. 
. 
. 

. 
. 
. 
. 


eo 9 < s e e s s s 9 +... ç 9 9 


e 9 s +a 9 0 t ο 9 s. 0 s 9 ο 5. 


fuel thermal expansion (make from PA drawing No.52 
LINE ASSEMBLY, Tee to valve wing tip. . . + + + + +. * ° 


PE Y, 10620,6009" ο ο sey o ο ο ο i e Jen e 
REDUCER . . "m 
VALVE ASSEMBLY, Check ball' type special ἠοΠαᾶ- 1/20΄ (ΡΑ) 
NIPPLE. . . . . Gs takers νοὶ tao 


LINE ASSEMBLY, Tee “to line “tee “LH wing "tip. 


LINE ASSEMBLY, Tee to line tee LH wing VR: . . . 

HOSE ASSEMBLY . . . . . + + + . © . * ο 2 Ὁ αἴτῳ 
HOSE ASSEMBLY . . . . +, « + © «© © © © © © © © ον n . . 
GROMMET . , « « . « eooo ee ὁ 0 s e s a t e e ο ο 9 





s cB ga wigs aU ca tw Det TONERS: c ege at el ROW ey ot Ña Je ο ον 


PER ASSY. 
LH. . 


D 


e 9 c9 e s 9 9 9 sa 9 me . 9 9 s 9 s 9 s s q e ο 9 89 9 $ 9 e e 9 9 9 


UNITS USEABLE ON 
CODE 


Ref 


= 
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WING (Cont) 





AJ-2P-4-48-2 


FIGURE 18 - LH AND RH DROP TANK WING CENTER SECTION FUEL AND AIR LINES INSTALLATION 
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FIGURE & 


INDEX NUMBER 


18 


PART 
NUMBER 


160-48621-3 
160-48621-4 


160-48621-20 


AN 01-60AABA-4 


Section 


Group Assembly Parts List 


USEABLE ON 


CODE 


WING (Cont) 
a A A A ee == ο σνν 
UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS LH. ..... Ref 
(see figure 9 for next assembly) 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS RH. ...... Ref 
(see figure 9 for next assembly) 
FUEL AND AIR LINES INSTALLATION, Fuselage front. . . . . + + Ref 


ο HS HI HI HS SR SESS HS HS 


ΝΑΘΡΙΑ6 


146-48629-11 
146-48632 


AN902-12 
146-48633 
AN902-8 

146 -48637 
527-12D 
AN832-6D 
ANQ24-6D 
AN902-6 
175-48862-164 
146-48863-11 
K9500A1 
AN816-4D 
175-48862-165 
175-48862-162 
175 -48862-163 
175-48862-177 
175-48862-178 
175-48862-167 
175-48862-168 
175-48862-171 
175-48862-172 
175-48862-161 
175-48862-155 
AN815-6D 
AV11B1218: 
AN834 -6D 
AN833-6D' 
MS29512-6 
AN924 -6D 
160-48860-207 
175-48862-151 
AN824 -6D 
160-48860-191 
10-1744-75 
160-48860-193 
AN926-6D 

184 -48508-3 
RS117-040 
160-48860-195 
AN837 -6D 
AN902-6 

ANQ24 -6D 
175-48862-154 


175-48862-153 
175-48862-158 
175-48862-159 
175-48862-157 
175-48862-156 


AN815-12 
No Number 


NOTE: 


Revised 15 September 1955 





(see figure 73 for next assembly) 
BOLT, Close tolerance . . 
CONNECTION ASSEMBLY, Tip tank fuel “ana “air “lines `hinge `inbd 
FITTING, Tip tank fuel and air lines hinge connection. 
inbd , 

. GASKET . . τν: ὡς cR ve. AE 
. . NIPPLE, Tip "tank fuel “lines. RO Mog Ὁ 
e . GASKET . . .. orit Tose Bee δι E 
. NIPPLE, Tip tank air lines $ wh OW Sor ο) RAS, Se qe ος eis eS 
` CHECK VALVE (PA). NP "ων. ese Jal as Me 
s UNION xc. cas es AE ER II DEI ἃς UM UE ας 
ig NUD yee er. SU dw ο vem SQ EC Tei AAA ἴάρ. 

GASKET . . . . 
LINE ASSEMBLY, Tip “tank wes air hinge connection “forward "RH 
LINE ASSEMBLY, Tip tank fuel hinge connection forward RH. . 
VALVE, Tip tank hinge connection fuel line (KOE) (RH only). 
NIPPLE. E E We g 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
. LINE ASSEMBLY, Tip 
. LINE ASSEMBLY, Tip: 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
UNION... E 
VALVE ASSEMBLY; 
TE... 
ELBOW . . 
GASKET. . 
NUT . . < . A 
LINE ASSEMBLY, Tip tank air solenoid “valve to cross vent 'R 
LINE ASSEMBLY, Tip tank air solenoid and forward fus elage 
TEE». ... et ο ο a Hh oe Ta φοηζφυσὃ:. SSS a 
LINE ASSEMBLY, ki “tank air by- pasg check valve to tee. . 
CHECK VALVE (PA). . . EN 
LINE ον. Tip tank fuselage “air “check. valve “to tee ᾷ, Ὁ 
TER 4x s ο» lias dA wayta 
. CAP ASSEMBLY, Pressure 'seal flared "tube fitting w'wodgw Q ead “ὁ 
` CHAIN ASSEMBLY (RYY). . . š 
. LINE ASSEMBLY, Tip tank fuselage air station “20h and aft. . 

ELBOW (fuselage section only) ..... ane 

GASKET (fuselage section only). . . . + + + + + * + * * * * 

NUT (fuselage section only) . . . + 

LINE ASSEMBLY, Tip tank fuselage 
forward 
ASSEMBLY, Tip 
ASSEMBLY, Tip 
ASSEMBLY, Tip 
aft to hose 
ASSEMBLY, Tip 
forward 
. LINE ASSEMBLY, Tip tank fuselage air compressor aft .... 
. UNION. . PE 

LH AND RH NACELLE SECTION DROP "TANK FUEL AND AIR "LINES. eu 

(see figure 19 for detail breakdown) 


fuel “arain "wing Section 285 RH. 
fuel hinge connection fwd LH. 
air hinge connection forward. . 
fuel wing station 285 inbd LH . 
fuel wing station 285 inbd RH . 
air wing station 285 inboard LH 
air wing station 235 inboard RH 
air fuselage to nacelle LH. 
air fuselage to nacelle RH. 
air fuselage section. 

wing to fuselage tee RH 


tank 
tank 
tank 
tank 
tank 
tank 
tank 
tank 
tank 
tank 
tank 


wes 
WCS 
WCS 
WCS 
WCS 
WCS 
wcs 
wcs 
WCS 
wes 
air 


way (GCO) 


We 


. $; ley 4 ὁ 4 YQ ο ᾱ- E c9 αἱ 4 ο ᾱ- 4 


{fuselage Section only) . . 


. 
. 
. 
` 


. o... 


. . 
ο ἃ. CE.S€, w p cm io Wa 94 s < «Φα; $ 09D s 0€ 
. . 


s... < EO. Ίο, ὦ τῳ a ea -ᾱ ἃ 


ο, νι ο Oe: ο, We ο E E 9 


BEE ω 1} BS HÀ [fO FA 1} F2 ES UO ONIO TO IO AO II RH HEP E E E. πὶ [1 EP B. E E [E E E E E E RPE PR 


‘fuselage station 
tank 


tank 
tank 


hose to fitting. . . 
hose to fitting. . 
fuselage station 


LINE 
LINE 
LINE 


fuselage 
fuselage 
fuselage 


BPH 


m) 
uU 
œ 
= 


LINE tank fuselage air fuselage station 


POH 


# Denotes the incorporation of Service Change No. 411 


| - 
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Group Assembly Parts List AN 01-60AABA-4 


WING (Cont) 


H-175-48-21B 





, 


- FIGURE 19 - LH AND RH NACELLE SECTION DROP TANK FUEL AND AIR LINES 





. FIGURE & PART UNITS USEABLE ON! 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY., CODE 
19 No Number LH AND RH NACELLE SECTION DROP TANK FUEL AND AIR LINES. . . . . Ref 
(see figure 18 for next assembly) 5 
-1 175-48862 -174 + LINE ASSEMBLY, Tip tank WCS fuel to outboard cell LH. . . . 1 
-2 AN833-12 v ELBOW: aay ο ο a we Se ο απ ee 1 
AN960D1716L. at WASHER Ces tef ο ο ο ο “Si ve aoc d rcv “cas wo de te Set 1 
AN924-12 ΜΟΝ Το) a a IR Be Ze e Qw ος αν vU De pe Maude tan eade Ya 1 
-3 AN815-12 s. UNION. S eoe a UR Sh ca) YE Dr AQ Eo sq as ep Re ok οἷο WU te ee 3 
-4 - 175-48864 + LINE ASSEMBLY, Tip tank fuel LH nacelle drain section. . . . 1 
-5 175-48862 -169 + LINE ASSEMBLY, Tip tank WCS air nacelle section LH . . . . . 1 
-6 AN815-6D e UNION. 1:6 310 4 ec € mo oe ees ores ae Yes Dives K e ος T e es E 4 
s 175-48862-183 . LINE ASSEMBLY, Tip tank fuel drain section 1 LH nacelle. . . 1 
- AN823-4 ὃ: UEBBOWS C vU tei sein τ᾽ δ. S ο ras παν λει ser US Eo dou; euo TA VO ISI WY Yo 1 
-9 AN815-4 4 UNION; tes Ον ιν m Ve wl cs; ve wr as e Od a we Vel Cu! lac Ka 1 
-10 175-48862-182 + LINE ASSEMBLY, Tip tank fuel drain section 2 LH nacelle. . , 1 
-11 156-48865-11 . LINE ASSEMBLY, Fuel wing tip tank LH nacelle drain air... 1 
section 
-12 AN815-6D s UNION. Q ww ὃν κ δι ῳ lel mE AR ua GZ τα, el ρος 1 
-13 AN823-4D ey 3 ba a iroa 09 pelas ο ice eh ey ο Yel. he” αι ὦ ιο να 1 
-14 175-48862-170 + LINE ASSEMBLY, Tip tank air drain LH nacelle . . . a . ο . . 1 
-15 AN815-4D e UNION. le acosa Sie eh ew, ek ses WU vor ew: Ὧ ¿ule e eT ο) Soe ore 1 
-16 184 -48208-20 + TUBE ASSEMBLY, Nacelle tip tank fuel € air drain line. . . . 1 
(supersedes 146-48208-17 for future procurement) 
-17 AN815-4 a, UNION, ¿l Q o0 ve ος τος ον a 9r do Uq 1 
-18 184-48208-10 + TUBE ASSEMBLY, Nacelle tip tank fuel € air drain line. ... 1 
(supersedes 146-48208-11 for future procurement ) 
-19 K9500A1 - VALVE ASSEMBLY, Nacelle drain line (KOE).......4... 4 
AN816-4D oo NIPPLE- z 22 009 ec. ae φ op ecc] Uma d ee ο μυ... 4 
-20 175-48862-181 + LINE ASSEMBLY, Tip tank WCS fuel to outboard cell RH.... 1 
-21 146-48864 -36 . LINE ASSEMBLY, Tip tank fuel nacelle drain section RH. . .. 1 
-22 146-48867-11 . LINE ASSEMBLY, Tip tank air nacelle drain section RH . . . ., 1 
-23 AN822-HD pd .CIEBHBOW. 42 ie, Zo: ον ΙΙ Les ο el ΝΙΝ 1 
-24 175-48862-166 + LINE ASSEMBLY, Tip tank WCS air nacelle section RH..... 1 
-25 175-48862-173 . LINE ASSEMBLY, Tip tank air drain RH nacelle . . . . . . . . 1 
-26 175-48862-179 + LINE ASSEMBLY, Tip tank fuel drain RH nacelle. ....... 1 
-27 AN816-4 s NIPPLE . 0.6 0x5 euh wey τῷ, ο ο, Snax ce G SL w UR Te cw es ὦ S 1 
-28 AN815-4D e UNION + x. ce τῳ το ον ο 9 c9 9 a ae se ye Velim. ole TR, eee “Grohe sQ 1 
-29 AN815-4 e “UNION; το ο oc d et ο moy oom Ete a wae Fee BG Ὁ 1 
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H-175-48-18 





PART 
NUMBER 


146-48751-1 
146-48751-2 
146-48752 


AN365-524 
AN960D516 
AN5-23A 
ANS-24A 


146-48754 
5B2-12DH 
NAS51-43 
146-48765 
NAS73-7-014 
1146-48767 
146-48760 
NAS51-4 
146-48 
146-48761 
146-48762 
AN394-13 
146-48763-3 


146-48764-10 
484-8-36 
454-6-36 
AN310-4 
AN960-416 
146-48768 
146-48770 
146-48773 
146-48772 
146-48771-1 
146-48771-2 
156-48755-1 
156-48755-2 


1 


MECHANISM INSTALLATION, Wing tip fuel tank release 
MECHANISM' INSTALLATION, Wing tip fuel tank release RH. . . . «ο 


ATTACHING PARTS 


`. 9 9 9 ο 9 9 o £t] ο ος 5 


AN 01-60AABA-4 


WING (Cont) 


. 


2 3 4 5 6 7 *NOMENCLATURE 


(see figure 1 for next assembly) 


(see figure 4 for next assembly) 
MECHANISM ASSEMBLY, Tip tank release. ... 


NUT. $e Tes Ja Sus a Ires Ye Nie, o> ὁ 
WASHER. «3 . 
BOLT magnetic πα è 
BOLT (magnetic inspected) . 


oe 


HOUSING ASSEMBLY, Tip tank release . . 
BOLT, Adjustment (NA) . .. ..... 
RING, External retainer. . . . ο 
PIN, Tip tank release mechanism “108. 
BUSHING, Clamp up steel cadmium plated 
PIN, Tip tank supporting lug . . . . 
LUG, Tip tank supporting ....... 
RING, External retainer. . . . 
PIN, Tip tank release mechanism link š 
LINK, Tip tank release mechanism upper 
LINK, Tip tank release mechanism lower . 
PIN. . . . 


e... 9 o9 ot ο t 9 n ο n n 


(supersedes 14516-48763) 


ARM ASSY, Tip tank release mech operating (super.146-48764) 


. SPACER, Rivet NA $^. ον "ὦ ay AS OS 
< SPACER, Rivet (NA)... . . + + + . 

NUT Oe el “ὁ ο Φ Ὁ ee de d e. οἱ Jar ce: big, ο” 
WASHER. eios 

BUSHING, Tip tank release mechanism control 
HANDLE ASSEMBLY, Tip tank release mechanism 
SPRING, Tip tank release mechanism locking. 
GUARD ASSEMBLY, Tip tank release cable. 
SECTOR ASSEMBLY, Tip tank release cable 
SECTOR ASSEMBLY, Tip tank release cable 
FITTING, Tip tank front support LH. . . .. 
FITTING, Tip tank front support RH. . . .. 


LH. 
RH. 


ATTACHING PARTS 


AN365-524 
AN960D516 
AN5-13A 
AN365-428 
ΑΝΟΘΟΡΗ16 
AN4-10A 
ANU-11A 


ο up. Ὦ > 
WASHER. . . 
BOLT (magnetic inspected) τ 
NUT... ο ο Peewee ὁ . 


WASHER. . . : 
BOLT 
BOLT 


magnetic inspected] À 
magnetic inspected š 





LINK, Tip tank release mechanism operatin, 


`. ` we ew ο 8 


Section || 
Group Assembly Parts List 





USEABLE ON 


UNITS 

PER ASSY. CODE 
LH. . . . . . Ref 
Ref 


e . © © © o s s o 


. 
. 


. 


E . . 


. ο . o . . s o 


shaft | 
control 


. 
. 


. e ` 
. « . 
oe . 
. . 


ME 
a κᾶν ον σὰ 
ap qoe r Bee 
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Section li 


E > 6 a 
Group Assembly Parts List AN 01-60AABA 


WING (Cont) 


FIGURE 21 - LH AND RH COMPLETE EXTERNAL AUXILIARY FUEL DROP TANK INSTALLATION 








H-175-48-5 








Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 








FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
21 146- 01-11 & 12 TANK INSTALLATION, External auxiliary fuel drop complete LH. . . Ref 
& RH 
146-48696-4 . FAIRING ASSEMBLY, Drop fuel tank to wing bottom forward RH. . 1 
146-48696-3 . FAIRING ASSEMBLY, Drop fuel tank to wing bottom forward LH. 1 
146-48696-40 . FAIRING ASSEMBLY, Drop fuel tank to wing tip RH....... 1 
146-48696-39 . FAIRING ASSEMBLY, Drop fuel tank to wing tip LH....... 2 
146-48696-12 . FAIRING ASSEMBLY, Drop tuel tank to wing top forward RH... 1 
146-48696-11 FAIRING ASSEMBLY, Drop fuel tank to wing top forward LH . . . 1 
ATTACHING PARTS x 
-1 SP1561-832-8 . SCREW ASSEMBLY, Drop fuel tank fairing (SH) ......... 21 
cutis ess 
-2 146-48696-6 FAIRING, Drop:fuel tank to wing bottom forward RH. . . 
146-48696-5 FAIRING, Drop fuel tank to wing bottom forward LH. 4 


-3 5W1-8-54 : 
-h +  146-18696-34 : 

146-48696-33 : 
-5 146-48696-24 


WEATHERSEAL, Bottom forward (NA). . . . . . ats 
STRIP, Drop fuel tank to wing bottom forward RH. zd 
STRIP, Drop fuel tank to wing bottom forward LH. . . 
FAIRING, Drop fuel tank to wing tip RH.... 


oe ee ο ο 


`. 9 + ee 9 $9 c9 9 s 9 9 1 5 


-21 15456-48668 FITTING ASSEMBLY, "Drop fuel tank release . . 


-22  RL56SB11 . LOCK RING, Two piece locked-in insert (ΒΟΩ͂Ν) 


-23 R310SH12 . INSERT, Two piece locked-in insert (ROSN). 


. ee we 


$ i 
+ 1 
m 1 
° á 1 
. * i 
CE w & 1 
146-48696-23 ç PAIRING, Drop fuel tank to wing tip LH . . . . . . . . » 1 
-6 5W1-8-6 | 1 WEATHERSEAL, Wing tip (NA). . . . κ OL 
-T 146-48696-14 . . FAIRING, Drop fuel tank to wing top “forward RH c» reos , 1 
146-48696-13 . . FAIRING, Drop fuel tank to wing top forward LH . 2 A 1 
-8 5W1-8-54 se WEATHERSEAL, Top forward (NA). n i — s 1 
-9 146-48696-36 . . STRIP, Drop fuel tank to wing top "forward RH . Dp s . 1 
146-48696-35 š STRIP, Drop fuel tank to wing top forward LH... š ς 1 
-10 175-48650 ` TANK ASSEMBLY, Drop fuel. . . i . 2 
No Number . T MISCELLANEOUS FITTINGS FOR EXTERNAL `AUXILIARY "FUEL DROP. . Ref 
TANK (see figure 22 for detail breakdown) 
-11 146-48652 - . GLASS, Drop fuel tank position light... a cae τῷ 1 
-12 134-54208 |o. BRACKET ASSEMBLY, Wing tip fuel tank position “Light. EMI S 1 
mounting 
-13 AN3032-5 . . LIGHT ASSEMBLY .. x 4o. . - + + x š ο VS νῶν Marte 2 
-14 AN3122-1524 ee DAMP EOS ο ay ee νο Ea alae ee, Me MOI ee Ὅς: κ, ο0 
-15 AN3042-1 ceo “COVERS Sce Yet covet arcs aa . ο ç * en cu) ὦ 1 
-16 AN3042-2 e ce (COVERS 2; T ew os ο ze remo ma, ÉS: pry $i 55 ος 1 
-17 AN507-440R7 a ves VS OCREW ο V votes ayan Soa ces Set Stare eel Me ο ο” do an 4 
-18 AN515-4-8 . . SCREW. . . . > . ο. We ως ο δε Ge Se SN ns, 9 
-19 NAS202-632BC7 - . SCREW, Round head Phillips recess low carbon steel . . . . 4 
and brass 
-20 AN365-632 NUT. . . the Ss A 
1 
1 
4 
4 
4 
2 


e... ὁ ο ὁ n ο 
* 0 ὁ + ο ο ο 
5 * e * s s 5$ t$ 
5 » 9 + nm ο» 
ee 9 + + 1 9 9 
e... 9 + ο ο 9 


) 

-24 AN8H11 BOLT - d uv Bae uw ergo WI IU Fas ww T, Ὁ 
-25 AN960D816 WASHER: L T e ο ote cet ο ria SSS YS ο fal de 2 
-26 quii PACKING. . . . ( AS O pa ΟΝΕ . 
-27 146-48675 BOLT, Drop fuel “tank release adjusting (make from. . 

] NAS148DH39 ) : 
-28 NAS50-150 . . RING, Internal retainer. . . . . . so , + + + s s . k eae 1 
-29 146-48686 . . PIN, Fuel drop tank jettison... Se ^o Sae er tinea? Sy fe 1 
-30 146-48688 ar. is SPRING, Drop fuel tank jettison (make from ο; 1 

imuse) part No. M70) 
-31 146-48681 . . SCREW, Drop fuel tank jettison aagusting Sk Uu Secs 1 
-32 AN507-632R8 à . SCREW. . . . SONS ue ie S .κ w . ο 2 
-33 146-48677 + . COVER, Drop fuel tank "jettison tube. . . C fox can Es 1 
-34 146-48682 . . NUT, Drop fuel tank front support pin retaining. ees ret cos Z h 1 
-35 2w1F40-24-32 ` l WASHER, Fibre red hard (NA)... . A O | 
-36 146-54206-5 ` i CONNECTOR ASSEMBLY, Wing tip fuel tank light . . . . . . . 1 
-37 146-54206-6 . . CONNECTOR ASSEMBLY, Wing tip fuel tank light LX else ts. ON 
-38 AN6227-14 . . PACKING... "E UE OE A A í E 1 
-39 146-48693 . FIN ASSEMBLY, "Drop fuel "tank E E 2 
ATTACHING PARTS 

-40 AN364-1032 ur W ONU So auus puya RU so eR e ος τά. ue ο δ attains A 
-41 AN520-10R wo “PO CREW oe A Ros. ee Loo. 9L CE we Ὁ p ο ος aa ais 4 
-42 AN530-10- $. e ΜΜ a ate ο AS ο ο ο reas AE, . 4 
-43 NAS221-10 . . SCREW, Brazier head Phillips recess alloy steel 10-32. ç 4 
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Group Assembly Parts List AN Ol-ÉOAABA-h 


WING (Cont) 


FIGURE 22 - MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL DROP TANK 
52 


H-175-48-6A 














PART 


AN 01-60AABA-4 


Group Assembly Parts List 


WING (Cont) 


i UNITS USEABLE ON 


NUMBER 


2 3 4 5 é 7 NOMENCLATURE 


εν, NU A F 


MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL DROP TANK. 


22 


-40 


No Number 


AN909-16 
146-48700 


146-48700-3 


146-48699 
AN900-16 
AN913-1 
134-48331 
AN900-3^ 
120-48528 
134-48332 
AN500A416-12 
146-48757 
146-48756 
AN515-10R10 
AN936B10B 
134-48305 
134-48305-3 
134-48305-5 
AAF39A4240 
120-48526 
146 -48658 
1146-48659 
1AF39B5435 
AAF39A4240 
134-48285 
AN9O00-24 
146-48650-3 
146-48650-7 
146-48650-13 
146 -48667 -3 
146 -48685 


. AN500A10-12 


AN960D10 
146 -48759 


146 -48769 
146 -48774 
146-48775 
146 -48662 


146-48650-51 
146-48684 
AN6227 -23 
134-48302 
AN500A8-10 
AN960D8 
NAS43-3-8 





«9$ 9 ὁ ὁ |] 2 | |] ο ο | 9 é t1 


eri le ὁ ($0 


ere ὁ 9 ο υ ο 


(see figure 21 for next assembly) 
PLUG (install in top of tank only) . . . e s s e ero 
CARTRIDGE ASSEMBLY, Drop fuel tank corrosion inhibitor 

(Install in bottom of tank only) 

CYLINDER ASSEMBLY, Drop fuel tank corrosion 

cartridge 

CAP, Drop fuel tank corrosion inhibitor 
GASKET . . , « « + + + s + s + otf tm un, tg, ng 
PLUG . . . + +< + + + + + + . ο ° . ο t 5 
PLUG, Combat fuel tank strainer retaining. 
GASKET . . « « © e © © © © © t] t] o... 
STRAINER ASSEMBLY, Drop fuel tank. ... + 
GASKET, Combat fuel tank strainer. ... . + + 
SOREWA uos m E Ue E 
NIPPLE, Drop fuel tank fuel and air connect. 
FITTING, Drop fuel tank fuel and air transfer 
SÜREWX x Fe ode W- Ὁ cFS LUE ue um) move He. woe de, ¿sp s 
WASHER . . . +s +s =< < s ooo osoo aoso ° ° 
ADAPTER ASSEMBLY, Combat fuel tank filler. . . . e + * t 

ADAPTER, Combat fuel tank filler (make from ANH122-1) 

CHAIN, No. 1 brass safety 7-1/2 inches x 1/2 inches 

HOOK, Fuel tank filler cap chain. . < 
GASKET, Drop fuel tank filler. . . . + 
GASKET, Tip tank fuel filler . . . . + 


. 


. . oe . 


. 


RING, dip tank fuel filler attaching . . . 


CAP ASSEMBLY, Fuel tank filler... . ecse soes + 
HOOK, Fuel tank filler cap chain . . . - . ὁ Si e ὁ © n 
PLUG ASSEMBLY, Combat fuel tank drain. . . + + ° ο. 
GASKET . . . , à +s + e s + 4 e o t] 5 |] ° t] 91 1 n9 s $ 
TANK ASSEMBLY, Drop fuel . . . +, + s e e es * ° ç. ¿ 
. TANK ASSEMBLY, Drop fuel center section . . ç 


. TANK ASSEMBLY, Drop fuel center inboard. . . , + 
. BULKHEAD ASSEMBLY, Drop fuel tank station 101. 
. FITTING, Drop fuel tank aft support. . . - 
SCREW . . . . se s s o e ὁ e ot s s s ο... 
WASHER. . e . + + + + + + + + + * t t t 2 ot t 
LINE ASSEMBLY, Drop fuel tank fuel and alr tank 
station 70.437 
LINE ASSEMBLY, Drop fuel tank fuel and 
station 76 
LINE ASSEMBLY, Drop fuel tank fuel and 
. station 72.437 I 
LINE ASSEMBLY, Drop fuel tank fuel and 
station 74 
CONDUIT ASSEMBLY, Drop fuel tank position 
` wire 
. TANK ASSEMBLY, Drop fuel forward compartment. 
. . PIN, Drop fuel tank front support. . . . 
PACKING. . . +. + . 


. © © Mee 


. 


air tank 
air tank 
air tank 
Light 


GROMMET, Combat fuel tank conduit support. 


eee ee ee 
ee + ο eee 


πο TUAE QU ae au 
WASHER -.. aa oi el Sb eines aking -- : 
SPACER, Screw and bolt . . . +. + ess ος... . 


inhibitor . 


e ο * + ο 9 < 9 ο 


PER ASSY. 


CODE 


. Ref 


. €] . . . .. 


DO 
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veve e NN 
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WING (Cont) 





Al-2-4-48-1 


FIGURE 23 - LH AND RH WING CENTER SECTION FUEL VENT INSTALLATION 
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ΑΝ 01-60AABA-4 


Section II 


Group Assembly Parts List 









WING (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
23 175- VENT INSTALLATION, Wing center section fuel LH, 
(see figure 9 for next assembly) 
175-48140-2 VENT INSTALLATION, Wing center section fuel RH. Ref 
(see figure 9 for next assembly) 
-1 1175-48862 -3 LINE ASSEMBLY, "Y" assembly to tail cone . . .. 2 
-2 3H? -28-23 HOSE (NA). . . . . . . à ὁ ο ᾱ 19 
AN737RM74 CLAMP. . . . 48 
-3 146-48879-1 "Y" ASSEMBLY, “Fuel vent line nacelle Junction La! 1 
-4 146 -48879-2 "y" ASSEMBLY, Fuel vent line nacelle junction RH . 1 
-5 175 -48862 -10 LINE ASSEMBLY, Hose to "Y" assembly [nae =) πὲ LH 1 
-6 175-48862-11 LINE ASSEMBLY, Hose to "Y" assembly nacel e) RH 1 
AN742D28 CLAMP. . ... P VA 2 
em 175-48140-5 STRIP, Cháffing. e M det 1 
-8 ` 175-48862-87 LINE ASSEMBLY, Aft wing “fuel cell check valve to nacelle 1 
vent LH 
-9 1175-48862 -88 LINE ASSEMBLY, Aft wing fuel cell check valve to nacelle 1 
vent RH ` 
-10 1111-517020 VALVE, Check on center swing type (PA) . . xam v 
= RE 175-48862-12 LINE ASSEMBLY, Hose rear spar to "Y" assembly LH. uw . 
-19 175-5886? -13 LINE ASSEMBLY, Hose rear spar to "Y" assembly RH . 
-13 175-48862 -122 LINE ASSEMBLY, Front spar to rear spar LH vent ^ 
-14 AN815 -28D UNION. . . š y 
-15 175-48862-120 LINE ASSEMBLY | Siphon’ "B" aft “vent nacelle LH. š š 
-16 146 -48875-25 LINE ASSEMBLY, Fuel vent line LH nacelle siphon breaker. . 
-17 175-48862-5 LINE ASSEMBLY, Nacelle to fuselage leading edge LH SH 
-18 175-18862-7 LINE ASSEMBLY, Fuselage to leading edge LH : e s 
-19 175-48141 LINE ASSEMBLY, Fuel vent first section IH. 44 
-20 AN911-2 NEPPDE LH o ο ας αν ο a E sx 
-21 AN5830-2 VALVE s 64, K xo wi. - 2 . 
-22 AN816-6 NIPPLE 


-23 175-48862-114 
-24 AN815-6 


-25 175-48862-113 
-26 175 -48862-125 
AN823-8 


-27 AN815-8 . 
-28 :146-48878-17 


-29 K9500A2 

-30 AN816-7D 

-31 ` 146-48880 

-38- 175-48807 -13 

`-33 AN931-12-23 

-34 ANS21 -12 

-35 175 -48807 -15 

-36 AN815-12 

-37 175-48807 -25 

-38 175-48807 -17 

-39 AN815-12D 

-40 175-4880T-19 

-41 1-245-75 

-42 175-48807 -21 

-43 AN833-12D 
AN924-12D 
AN934 -97 

-44 175 -48862 -123 

-45 AN815-24D 

-46 175-48862-121 


-47 175 -48877 
--48 175-48862 -4 


-49 3H2 -24-23 
ANT37RM66 

-50 175-48862 -6 

-51 175-48142 


-52 175-48807 -3 
-53 175-48807-5 


-54 175-848807 -23 
-55 175 -48807 -7 


175-848807 -9 
-57 δ 160-48860-205 
-58 # AN926-12D 


-59 # MS29512-12 
-60 # AN815-12D 
-61 # AN919-18D 
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LINE ASSEMBLY, Nacelle siphon "breaker “valve to "yt 
fitting section 1 LH d 
UNION. . . vo x ow uw 
LINE ASSEMBLY, Nacelle siphon "breaker valve “eo "y" ECHTE 
fitting section ? LH 
LINE ASSEMBLY, Fuel vent drain LH. 
UNION. G « 44 9 ο e μον 
UNION. . . S wu 
LINE ASSEMBLY, Fuel “vent drain Se eeu. é 5. ὁ 
DRAINCOCK (KOE), S Ste ο ee RUE Sy au S ο... T 
NIPPLE . . ο ο METERS 
LINE ASSEMBLY, Nacelle fuel multiple "Y" drain... . . . 
LINE ASSEMBLY, Fuel cross vent section 1 level control .-”. 
valve forward LH 
GROMMET -is ou των. ay de) e 63.9 RS Ὁ 0 NOUS ιᾱ- δ ues a 
ELBOW. . . Sw ovid a ο ΝΕ 8» ade 
LINE ASSEMBLY, Fuel cross “vent section 2 union thru. 
fireseal LH 
UNION. . . . ον, δν, δν ον οὐ s 9 





. LINE ASSEMBLY, 
. LINE ASSEMBLY, 
: edge 

. UNION. . . 
LINE ASSEMBLY, 
valve LH 


Fuel cross vent thru `fireseal LH. 


Fuel cross vent section 3 thru wing leading ; 


Fuel cross vent Section ἡ union to check. 


- VALVE, Swing check (PA). . . 


” LINE ASSEMBLY, 


Fuel eross vent Section 5 eheck valve to. 


weld assembly LH 


ELBOW. . . . . 
NUT. . I 
PACKING. . . . 
LINE ASSEMBLY, 

. UNION. . . 

` LINE ASSEMBLY, 

. LINE ASSEMBLY, 
LINE ASSEMBLY, 
HOSE (NA). . . 
CLAMP. . . . 
LINE ASSEMBLY, 

. LINE ASSEMBLY, 

. LINE ASSEMBLY, 


Front.spar to rear spar RH vent I " ; D 


From siphon ig’ section aft vent nacelle RH : 


Fuel vent line RH nacelle siphon breaker. 
Nacelle to canes uaa x RH wo ος 


Leading edge to foselade `RH Ut AE CN NR 
Fuel vent first section forward RH. ο 
Fuel cross Vent section 1 level control . . 


valve forward RH 


. LINE ASSEMBLY, 

fireseal 

. LINE ASSEMBLY, 

. LINE ASSEMBLY, 
edge RH 

. LINE ASSEMBLY, 

valve RH 

LINE ASSEMBLY, 

assembly 

e θα. + JU Ὁ arn 

. GASKET . . . . 


(o. UNION. . . . . 


REDUCER. . . . 


Fuel cross vent section 2 union thru. ... 
RH 
Fuel cross vent thru fireseal RH 


Fuel cross vent section 3 thru wing leading š 


Fuel cross vent section 4 union to check. . 


Fuel cross vent section 5 tee to weld... 
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. A ΑΝ O1-GOAABA-1: 
Group Assembly Parts List . 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 23 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
23-68 ÁN9IN-2 ELBOW. . . . 7 tg AA 


-63 525GG-1/4D . VALVE, Swing check soft seat type internal thread RH (PA). 1 
-64 AN816-6 š NIPPLE TIS ELA ; 1 
-65 175-48862-116 . LINE ASSEMBLY | Siphon breaker “valve “to hy" fitting RH, 2. 1 
-66 AN816-6-6 . NIPPLE. . E "E Ç ο. ο. 1 
-67 175-48862 -186 . LINE ASSEMBLY, Fuel vent drain RH. š ; ME: 1 
-68 AN919-12 . REDUCER. . πμ” s S e i 
-69 146-48878 . LINE ASSEMBLY, Fuel vent dràin m " e ο, 1 
-70 AN826-6D oo. TBE; 3 x "E ç π᾿ 9 E R^. 1 
-71 AN914-3D TELS o των dua ET £ š ç vg 1 
-72 AN911-3D νον tmo a vy i ; 1 
-73 AN5830-3 MAME o ob nde! ae Gee ---- 2 , 5 1 
-74 AN816-8D . NIPPLE . . SM ο PRECES n ae 1 
-75 175-48807 -71 . LINE ASSEMBLY, Fuel” vent siphon breaker LH EN 1 
-76 1175-48807 -69 . LINE ASSEMBLY, Fuel vent siphon breaker RH A A a 1 

AN931 -8-13 . GROMMET. ... DM M RII Ix Te we ene e 
-TT AN919-19D sr r REDUCERS. νυν vl e a Q. Q S ο μμ... E 1 
-78 . AN926 -8D SUTEE. 05m Als els . s” 1 
-79 AN815-8D as UNION... y ox i4 ? ewe . 2 
-80 AF934-12 - PACKING. . . ta Cie L Say tai RIS fe ο arci ater ος ο 3 
.-81 175~48807 -73 . LINE ASSEMBLY, Fuel" vent siphon breaker section 2. ...., 1 
-82 3H2 -12-23 . HOSE (NA). . . A 4 
-83 175~-48862 -9 . LINE ASSEMBLY, Fuselage siphon breaker hose “to overboard , 1 
-84 3H2 -16-31 A . HOSE (NA). . $4 Re rede a s, Te 1 
-85 175-48871 . LINE ASSEMBLY, Fuselage fuel cell vent " 1 

A NOTE: # Denotes the incorporation of Service Change No. 411 
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WING (Cont) 





H-175-48-25C 


FIGURE 24 - WING CENTER SECTION FUEL SYSTEM INSTALLATION 
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PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
WING CENTER SECTION FUEL SYSTEM INSTALLATION 
175-48131-1 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref 
(see figure 9 for next assembly) 
175-48131-2 . FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH . . Ref 
(see figure 9 for next assembly) 

No Number de «3 FORWARD INBOARD WING FUEL CELL FITTING . . . +. + + + + +. . Ref 
(see figure 28 for detail breakdown) 

No Number š š FORWARD OUTBOARD AND REAR WING FUEL CELL FITTINGS, . Ref 
(see figure 29 for detail breakdown) 

160-48861-71 25: HOSE ASSEMBLY, Fuel junction to LH nacelle > (nins fire seal 1 

160-48861-74 + .---HOSE ASSEMBLY, Fuel junction to RH nacelle (wing fire seal 1 

AN6264-16D41-1/4 . . HOSE ASSEMBLY. . . .......... e as δν τῷ 1 

AN6264-16D84 . . HOSE ASSEMBLY. +... . +< ç + ee eee eee a a A 

AN815-16D UM UNION. . . A V δν ara Ὅθεν CQ 1 

175-48046-15 ue STRAINER ASSEMBLY, Fuel system R2800 engine. xe ta fe Melee ve 1 
(see figure 29 for detail breakdown) 

AN365-428 CINE AMEND I 

ΑΝΟΘΟΡΗ16 ay nts WASHER . . soe Ab) ο ue o v omi W Ie ο ο ere ο. 4 

453D416-34 š 5 SPACER, Bolt (NA). τ TCR ut 2 

AN4-31A 3. ee BOLT .... an Maeve set NE af δ ᾱ 2 

175-48807-49 $ ὦ LINE ASSEMBLY, 011 dilution line strainer to sole noid. s 1 
section 1 LH 

175-48807-43 i LINE ASSEMBLY, O11 dilution line strainer to solenoid. . . 1 
section 1 RH 

175-48807-39 & us LINE ASSEMBLY, 011 dilution strainer to solenoid . . . ; 1 
section 2 LH 

175-48807-41 a lx LINE ASSEMBLY, Oil dilution strainer to solenoid . . . . . 1 
section 2 RH 

AN816-4-4D E" NIPPLE . . ο . - < < o Sith tas fam ve ¿ë Ven. johannes ο 1 

AN4143~-1 ef MABVE. 35342636 ah sy 195 W Cr yall cae ra m ο v dat Tah ο fa er Me 1 

AN822-4-4D fe. = ë ELBOW. ντ lo. Ve ase o> de lows ο; age Sm et p a dal Horney VA o 1 

AN832-4 2*2 UNIONS . . . . - - + o s ste a eat ah (D wt Wa SMe, AR? ο το”, et a 1 

AN924-4 oo Ze NUT. . Se aS: αν. U^ ves hue "M ο ο το O pe 1 

οσα 16D11-1/2 . . HOSE ASSEMBLY. ee read ar ο δὶ SO Va ES Mau der wi. ους 1 

175-48045 5A «d PUMP ASSEMBLY, Fuel emergency boost. . . . . . + + + + * x 1 

ATTACHING PARTS 

AN365-624 S av PNUD, kn Si murs dox ge SS RR Ie, UP ae Q us. “ἃ 

AN960D616 s € p WASHER! 23.59.29... ok e wel Rasse lar Elo Sie i ο... 

AN6-10A ss οὐ BOLT 4x 4x» ο A ας Sa ee 8 4 

s F. 
TFD11900-3 mía . PUMP ASSEMBLY, Fuel transfer unit electric motor. . . . 1 
driven (TP) . 

AN823 -4 "M s ELBOW- qos Z N 44e A DEI, IE DATO we 1 

AN816-4 εἴ” se ΝΙΈΡΓΕ;; ὦν 0€ densa cR es cara, Tod 

AN816-16D s e € NIPPLE. +... š šu Sa Wp tal de κε τις, tel eA Wiper ο. 

184-48160 2)Us . ELBOW, Emergency “fuel pump MAUR oe corn e da. Re ον 1 

(supersedes 175-48048 for future procurement 

K9500A1 es VALVE ASSEMBLY, Drain μη Αα. ο... 1 

AN6264-16D50 ` | HOSE ASSEMBLY. . . . . . arera $e» l L 

175-18131-3 2 CHAFFING STRIP, Fuel System equipment installation arta Ta 4 
wing center section 

AN816-16-12D NIPPLE... ο τα ee δι ος δν ᾱ oe 

3F2-13 s. FITTING, Bulkhead union (NA) . . . . ο 2 4 eee ee ee 

AN822-16-12D : ELBOW. ο % -ᾱ- e eee, ὁ τα. 4 Wo A Ae υέένει Ὁ o 

AN365-832 7 NUT, ¿e e ow e a a a e IA AR . 

AN515-8-10 . SCREW. . . . . . ο ο ο) £y. ve. e $ --φ . o 

175-18862-137 LINE ASSEMBLY, Emergency fuel pump drain overboard . as 

AN815-4D UNION. . ... . . "IP . 


175-48862-136 a 
175-48862-135 š 
175-48807-27 š 
175-48807-33 
175-48807-29 
175-48807-35 
AN832-4D 

AN924 -4D 

175-48807-31 
175-48807-37 
AN826-4 < 
146-48047 ç 
AN365-1032 š 
AN960D10 š 
AN3-5A 2 
AN913-1D š 
AN823-6 ç 
175-48862-138 ν 


5 . 0 9 +... 9 +s 79 » 9 £9 59 ο 


oe ee t. n 


175-48862-139 
AN815-6 
175-18807-93 
175-48807-91 
AN931-6-16 
175-48111-1 


175-48111-2 . τς 





AN 01-60AABA-4 


WING (Cont) 


Group Assembly Parts List 


LINE Nacelle fuel line overboard drain 


LINE 


ASSEMBLY, 
ASSEMBLY, 
balance 
balance 
air balance 
air balance 


air 
air 


Emergency 
Emergency 
Emergency fuel pump 
Emergency fuel pump 
UNION. ο ο 3s 69x “es a aD e 
NUT. ei May far Ce ei NE sed ne. Mer πο 
LINE ASSEMBLY, Emergency fuel pump air balance L 
LINE ASSEMBLY, Emergency fuel mune air balance 
TEE. . . . < ο sees. 
ADAPTER, Carburetor ventilator 
NUT . o9) dec ee es qa ο τος 14 se ia ο 
WASHER . . . « . + + © ο. . 
BOLT . . . . . 
PLUG (LH ñacelle only) . ; 
ELBOW. . . . . 7 
LINE ASSEMBLY, Fuel junction to LH 
LINE ASSEMBLY, Fuel junction to RH 
UNION. . . . +. ee 
LINE ASSEMBLY, Fuel. junction to LH 
LINE ASSEMBLY, Fuel lunetion. to RH 
GROMMET. . . . " ats 
VALVE ASSEMBLY, παρ * tank to "wing tank fuel level 
LH (see figure 27 for detail breakdown) 
VALVE ASSEMBLY, Tip tank to wing tank fuel level 
RH (see figure 27 for detail breakdown) 


fuel pump 
fuel pump 


. ο ο © © o o 


` . ο ο 
. . . . 
. . e o 


nacelle 
nacelle 
nacelle 
nacelle 


Re ttt wae 
Qo +s + s Pes + s + s » n 


° 


pa με 


Nacelle fuel line strainer overboard d 
LH. 


e w eri 9 ὁ 9 os 9 o9 9 s 9 9 os 9 | 9 5 n n8 


Μο ο v. 


` ` + ο + + foo. 


° 
> 


control 


3 


Do. s +s M Me + s s s om se ὁ m + nm 9 9 n9 ο 
O 
o 
o 
= 
He s so e 0 ὁ 9 £]Í ο 


et 


H 


Fi p RPE ij 13 | EPIO TO | | EP | 17 | PPP F OON PS | = 
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Group Assembly Parts List 








RGURE E. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. ` CODE 
24-54 AN74-4 5 E BOLT: Z: a e ve Os Ve A ve Ceo IN a τὰ ὃν a 12 P 
-55 AN960DA16L v fs WASHER tas a ῳ a ον do ο οι το e i Sls, ϱ € Wok». wee abe P 
-56 AN502-416-20 PES SCREW. . . 2 ————— em 8 P 
~57 AN502-416-10 oe SCREW (Inboard fuel cell finer)... vie WS. e b. guter ως c ie 8 P 
-58 AN960D!16L . + WASHER . . . . Σ εναν ee at AMO, IP. 
-59 146-48150 iu CAP ASSEMBLY, Wing and fuselage “fuel cell filler | ; ; 2 P 
(make from NAF1152-2) 
-60 '146-48149 E GASKET, Wing and fuselage cell filler cap. . . . . ran 5 P 
(only two used on inboard tank) 
-61 160-48150 us Le SPACER, Wing and fuselage cell filler cap. . . ος ὃν ous 2 P 
-62 AN74-3 s ων ant og et cee ο... . 36 P 
-63 ANQ60D416L + . WASHER . . . « ` cr “ΒΘ CP 
-64 146-48190-1 - .. DOOR ASSEMBLY, Outboard "wing fuel cell access ` LH EX ce A l P 
146-48190-2 + . DOOR ASSEMBLY, Outboard wing fuel cell access RH... : 1 P 
-65 AN507-832R10 o> e « SCREW. « . α š LS ο delle. 7 2 P 
-66 146-48192 ο ο . SPACER, outboard “wing fuel cell access. . « « + + + ee 1 P 
-67 146-48149 οκ. . GASKET, Wing and fuselage fuel cell filler. ...... 2 P 
-68 146-48191 wu» . RING, Outboard wing fuel cell access. . . . . + + + x 1 P 
-69 AN6264-4-15 ο -ᾱ HOSE ASSEMBLY» 4-4 < š sw w w Som x; xe 4 a ia SP: 1 P 
AN6264 -4-24 E HOSE ASSEMBLY. κ. e sesos + s + α S 4009 τον) ely e 1 P 
-TO 3G1-8-12 >o GROMMET (NA) . . .. + + s + s + eee £ Www. 4.9 1 P 
-71 AN822-4D ? 5 ELBOW. ο τν g -ᾱ- seit ο δ δύο Wu Moe 78-2 ο νο EIUS VO ὁ eos 1 P 
-72 AN842-4D " » ELBOW (LH y: Ds A ley ο. A ος NE A ve S: ore 1 P 
AN816-6-2D ; NIPPLE (RH). . . . 2 co pn ; ο. 1 P 
175-48131-11 > FUEL SYSTEM INSTALLATION, Wing center section LH a es es Ref P 
(see figure 10 for next assembly) 
175-48131-12 . FUEL SYSTEM INSTALLATION, Wing center section RH... š . Ref P 
(see figure 10 for next assembly) 
-73 175-58862-133 E d LINE ASSEMBLY, Wing inboard cell scupper overflow. NES 1 P 
section LH 
1175-58862 -134 ; LINE ASSEMBLY, Wing inboard cell scupper overflow. . . .. 1 P 
Section RH 
-74 AN821-6D . . ELBOW. . . . s nq ο aw MOL g etu Mage cei S. id ο”... 
-75 175-48862-131 gins te LINE ASSEMBLY, Wing inboard cell scupper overflow. .... 1 P 
section LH 
175-48862-132 Z oh LINE ASSEMBLY, Wing inboard cell scupper overflow. . . . ο 1 P 
section RH 
-76 AN815-6D ae La UNION. οὐ sao ace E NO A τς ο NR 5 1 P 
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AN 01-60AABA-} Group Assembly Parts List 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
25 WING CENTER SECTION FUEL SYSTEM INSTALLATION 
175-48008-1 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref 
(see figure 9 for next assembly) 
175-48008-2 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH . . Ref BL 
(see figure 9 for next assembly) 
No Number a ns FORWARD INBOARD WING FUEL CELL FITTINGS. . . . . . . . .,. Ref BL 
(see figune 28 for detail breakdown) 
No Number $ FORWARD OUTBOARD AND REAR WING FUEL CELL FITTINGS. . . . . Ref BL 
(see figure 29 for detail breakdown) 
-1 160-48861-71 ἃ HOSE ASSEMBLY, Fuel junction to LH nacelle [vins fire 7 1 BL 
160-48861-74 6 HOSE ASSEMBLY, Fuel junction to RH nacelle (wing fire seal) 1 BL 
-2 AN6264-16D41-1/4 « HOSE ASSEMBLY. oo: «09 v X. eo ee ας ον a e Soa ee col BE 
AN6264 -16D84 š HOSE ASSEMBLY. . . . +. +. V M Anus wk io x 1 BL 
-3 AN815-16D è UNION: wa) fet ac Wc Sm, κα UU SU R u Se es S: S Ni νο ed Ii 1 BL 
-4 175-48046-15 Ὁ STRAINER ASSEMBLY, Fuel system R2800 engine. . . ος š 1 BL 
(see figure 26 for detail breakdown) 
ATTACHING PARTS 
-5 AN365-428 2 s NUT cos ο ο WAG e Des “ee Se ID OE ZY as < a . 2 BL 
-6 AN960D416 E ç WASHER O 2 Vote cai hi. ο Sa Ld S ο e "INS URS . 4 BL 
-7 4$3D416-34 so SPACER, Bolt {ΝΑ}... s . ox 00.08 m Xo x o ex: eee we 202; BL 
-8 AN4-31A % š BOLT: ος at vel tere is Rew Uya ep. la Sat CS τ = κο é "E 2 BL 
apas Sp NË ao aguas 
-9 175-48807-49 "E LINE ASSEMBLY, 011 dilution line strainer to solenoid. . . 1 BL 
Section 1 LH 
175-48807-43 "E LINE ASSEMBLY,.O11 dilution line strainer to solenoid. . . 1 BL 
section 1 RH 
-10 175-48807-79 a LINE ASSEMBLY, Oil dilution strainer to solenoid . . . . . 1 BL 
section 2 LH 
175-48807-81 2. š LINE ASSEMBLY, 011 dilution strainer to solenoid . . . . . 1 BL 
Section 2 RH 
-11 AN924 -4 š NUT. usw ock ^» E ᾱ et a e Ἐ ç w 9 £ Soe L W 2 BL 
-12 AN832-4 +. UNIONS... . ... ç UR se mt SA tae Ὃν še SU iex εἰ, DU 1 BL 
-13 AN833-4 S ELBOW, A νο e ee eit, ο ανα Me KR a Ὁ AD ws G 1 BL 
-14 175-48807-77 ww e LINE ASSEMBLY, Oil dilution strainer to solenoid . . . 3 1 BL 
section 3 . 
-15 AN6264 -16D34 tu HOSE ASSEMBLY. . . . . . . + + grs ο ware, ο Ter πρ 1 BL 
AN6264-16D41-1/4 . . HOSE ASSEMBLY. . . . . . . + . > A RN qw Ge, +s 1 BL 
-16 AN924-16D 4, us NUT uL τα S i ue ee ae es, κ, ee κα cL eee S rae eT ae 1 BL 
-17 AN902-16 E GASKET: L2 εἰς. oq. o ers) ip eL pue e e er de των fe he buns l BL 
-18 175-48030 E: ELBOW, Main fuel line station 263.914. . . . . . . . . . . 1 BL 
-19 K9500A1 e. he VALVE ASSEMBLY, Drain (KOE). . . . . . . , + + + +s + + + + 1 BL 
-20 AN816-4D eo ἡ τῷ UNTON ΚΟ νο E a ce te Piel ος κ.α, E tal st te gids abet e 1 BL 
-21 AN6264-16D19 er a HOSE ASSEMBLY. . . . . . . . + + + x ο ess torres, ΙΡ να 1 BL 
AN6264-16D17-1/4 . . HOSE ASSEMBLY. J ees 9 4 ow ones le. p de v YW Es δι ο) Q 1 BL 
-22 175-48862-135 ee, μὲ LINE ASSEMBLY, Nacelle fuel line strainer overboard drain. 1 BL 
-23 175-48807 -67 + . LINE ASSEMBLY, Nacelle fuel line overboard drain LH. . . . 1 BL 
175-48807-59 * LINE ASSEMBLY, Nacelle fuel line overboard drain RH. . .. 1 BL 
-24 AN815-4D 5 + UNION: io ost αν ode ee Qe με, os S ad o wu m uie eise ce ve m mom; “ας 5 BE 
-25 175-48807-93 $$ LINE ASSEMBLY, Fuel junction to LH nacelle . . . . . . . < 1 BL 
175-48807-91 ο, je LINE ASSEMBLY, Fuel junction to RH nacelle . . . . . , + + 1 BL 
-26 AN931-6-16 * s GROMMET; qe oe Se. w EUM CQ. QW. RO eh QU Set e ES ao S Q arian e ee 1 BL 
-27 175-48862-138 e m LINE ASSEMBLY, Fuel junction to LH hacelle ir fire cell 1 BL 
175-48862-139 2 x LINE ASSEMBLY, Fuel junction to RH nacelle (wing fire cell 1 BL 
-28 AN815-6 206 UNION: aaa ew, os we Mads IS vice ο κο seer? ος 
-29 AN823-6 > Ὁ ELBOW: x oe ῳ 4 oc», ee are κα. ια D é u € 4^ ee e 1 BL 
-30 AN926-h ἐδ «ὦ TEES do Ada ὦν τῳ ᾱ κε IU e: ie. xaM ata ret ber, Nx. i wes «δ. Φ' ο 1 BL 
-31 AN913-1D τς BLOG (LHvoonly) 22.2... nd ta da xw aaa a ias, “Δ: BE 
-32 AN365-1032 ee τῷ NUT 4 a ey oe Le Te oc ο ο κ E ον š vat es κ 2 BL 
-33 AN960D10 T. ue WASHER + < à.» + 4 * xo ay ay DEEP EET OE OE 2 BL 
-34 AN3-5A e u BOLT. 4 ok -ᾱ- XC SR DAI ee E M "n 2 BL 
-35 18406-48047 $a us ADAPTER, Carburetor ventilator line firewall . . . . . . . 1 BL 
-36 175-48807-65 + . LINE ASSEMBLY, Emergency fuel pump air balance line. . . . 1 BL 
section 2 i 
-37 175-48807 -63 πω LINE ASSEMBLY, Emergency fuel pump air balance line. . . 1 BL 
section 1 
-38 175-48807-61 i a LINE ASSEMBLY, Emergency boost pump seal drain . . . . .. 1 BL 
-39 AN6-10A : Po4e ο a cela ye dee cs ah. πε, te fence «Ὁ δὲ ο. ds . ^ BL 
-40 AN960D616 Epa WASHER: v ο 4€» A Ὁ c9 ae ees e «ceps * 4 BL 
175-48045-15 ΜΝ; PUMP ASSEMBLY, Fuel emergency boost. eh ο ΠΗ š 1 BL 
-41 AN823-16D “ee s ELBOW-ZL ὁ ο A 3720 re Mane 9 caer os ined οφ š. cs. rele. Vee de 1 BL 
-42 175-48047 ar ry . FITTING, Emergency fuel pump outlet . . S ἐν S Y noy 1 BL 
-43 AN823 -4 wt ὁ s ELBOW 2x ος ον οκ cae φ-ᾱ E E ET "NE 1 BL 
-44 AN816-4 wf "ux xo UNION: dl ον AR Ceu do ALEA de UIDES ο ο δω ο ελ UE. te LU 1 BL 
-45 TFD11900-3 z d . PUMP ASSEMBLY, Fuel transfer unit elec motor driven(TP) 1 BL 
-46 ANQ24-16D SE NUBE A cero ο: ala 6h o. e ^el {αι Ὁ lw w 1 BL 
-47 MS29512-16 is os COASKET Q0: 0 A ὃς μα ES soils ᾱ- δ. ues ‘SBD 
-48 AN928-16D i w R ELBOW. < (ox KU ew δὲν We αχ... RAR VE ο asm a: ος 1 BL 
-49 AN815-16D a^ d UNION. A ρε. e A u Be he το ή a ly el m oo ο cM US ο ie ὡς; ἃ 1 BL 
-50 AN4143-1 o VALVE. 0000 aha de i as Se See ce S Yay. a a RT PAL 1 BL 
-51 AN816-4-4D = t DNIPPLE 202 Suite ssa knees mu Sand bated wise e a ο-ᾱ-. Αι ΒΤ 
-52 AN822-4-4D og ELBOW < Q< ties tery Ge T a eee fey οἳ ο ἀν ws ο ey “S ο ου 1 BL 
-53 AN6264-4-15 en oe HOSE ASSEMBLY. . . . A. c Ic 1 BL 
AN6264 -4 -24 deo HOSE ASSEMBLY. . . . . . . . + + « x ai 14 Sev A Be 1 BL 
-54 AN842 -4D . . ELBOW (AN816-6-2D used on RH). . . . . . . a a a a... e. 1 BL 
-55 AN822-4D μας ELBOW V ο το. 6.4. ᾱ Ὅν οφ λος sS ue Em κῶν ως τῶν QL uei ls e ine Q 1 BL 
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- FIGURE 25 - WING CENTER SECTION FUEL SYSTEM INSTALLATION 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25-56 3G1-8-12 A GROMMET (NA) . . . . Se E » 1 BL 

-57 175-48111-1 x VALVE ASSEMBLY, Tip tank to “wing tank fuel level control 1 BL 
LH (see figure 27 for detail breakdown) 
175-48111-2 s VALVE ASSEMBLY, Tip tank to wing tank fuel level control. i BL 
RH (see figure 27 for detail breakdown) 
-58 AN74-4 " «BOLT. fu. «eig ο Soe ss a? ess VE Sh e ITI wd a SES. 7 12 BL 
-59 ANQ60D416L 2 WASHERS . 445 3.99 o Le Sy S ai: See var ο κατα. š . 12 BL, 
-60 AN502-416-10 a SCREW LEAD. fuel cell filler) . . . Sra dart la 4 . 8 BL 
-61 AN502-416-20 . SCREW (Outboard fuel cell filler). . Visas. 2B" UBL 
-62 ΑΝΟΘΟΡΗ 161, i WASHER... . T <à Ὃν Bote. s ; . 16 BL 
-63 146-48150 ὃς ον CAP ASSEMBLY, Fuel cell "filler * GD q ος . ἃ 2 BL 
-64 146-48149 GASKET, Wing and fuselage cell filler cap. λος Cs A 5 BL 
(only two used on inboard tank) 
-65 160-48150 E rg SPACER, Wing and fuselage cell filler cap. .... ; n 2 BL 
-66 AN74-3 Stan ο ens UA S ay ο ο“ . 36 BL 
-67 AN960D416L ^ ceo WASHER ¿Z Z so $09 š 8 ; a š . 36 BL 
-68 146-48190-1 aa DOOR ASSEMBLY, Outboard wing fuel cell access LH š š š 1 BL 
146-48190-2 v ὦ DOOR ASSEMBLY, Outboard wing fuel cell access RH . " a 1 BL 
-69 AN509-8-14 ë SCREW (AN507-832R10 used on RH door).......... 2 BL 
~70 146-48192 " SPACER, Outboard wing fuel cell access. .... 5 ; 1 BL 
-71 146-48149 Ç GASKET, Wing and fuselage fuel cell filler. . . š š 2 BL 
-72 146-48191 : . RING, Outboard wing fuel cell access. . . . N a 1 BL 
175-48008-11 * FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref BL 
(see figure 10 for next assembly 
175-48008-12 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH . Ref BL 
(see figure 10 for next assembly 
-73 175-48862 -133 LINE ASSEMBLY, Wing inboard cell scupper overflow. τ 1 BL 
section LH 
175-48862 -134 Σ LINE ASSEMBLY, Wing inboard cell scupper overflow. ^ τ 1 BL 
section RH 
-74 AN821-6D " ELBOW. . . . ru XC š 2 BL 
-75 175-48862-131 5 LINE ASSEMBLY, Wing inboard cell scupper overflow. Ç è 1 BL 
section LH 
175-48862 -132 š LINE ASSEMBLY, Wing inboard cell scupper overflow. 1 BL 
section RH 
-76 AN815-6D "S UNION ec aya πᾳ ow oe Tw ok ναι κος A IRIS . 1 BL 
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1 2 
H-175-48-24 
FIGURE 26 - FUEL LEVEL CONTROL VALVE ASSEMBLIES 
FIGURE & PART E i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
26 FUEL LEVEL CONTROL VALVE ASSEMBLIES 
175-48111-1 . VALVE ASSEMBLY, Tip tank to wing tank fuel level control LH Ref 
(see figures 24 and 25 for next assemblies) 
175-48111-2 . VALVE ASSEMBLY, Tip tank to wing tank fuel level control RH Ref 
(see flgures 24 and 25 for next assemblies) 
-1 AN815-60 . . UNION. K Hy SASS ο ts ta uus May καλάς) webster] AV. X US w 1 
-2 ANQ34-89 . a RACKING: x Qs τὰ Us Ὁ ος πο, «ες ox 1 
-3 AN815-12D d . UNION. ons $c 2 
Y AN934-97 . . PACKING. 3 
-5 . K1880D . . VALVE, Fuel level control revision "Ft (KOE) EE 1 
-6 175-48110-1 P ADAPTER, Tiíp tank to wing tank fuel level control. 214 1 
146-48128-11 . VALVE ‘ASSEMBLY, Fuselage to wing tank fuel level control. . Ref 
(see figure 28 for next assenbiy) 
-T AN837 -16D i . ELBOW. a “Ἕν κ, πες ος 1 
-8 AN924 -16D R s Μις a 1 
-9 AN902-16 > . GASKET . . 1 
-10 K1880D1 1 1 VALVE ASSEMBLY, Fuel level control (κος) 1 
-11 AN902 -12 : . GASKET. . à 1 
-12 146 -48334 . . ADAPTER, Fuselage “to main cell fuel transfer valve ç 1 
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H-175-48-26B 
FIGURE 27 - R2800 ENGINE FUEL SYSTEM STRAINER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
27 175-48046-15 STRAINER ASSEMBLY, Fuel system R2800 engine . . Diao o Ref 
(see figures 24 and 25 for next assemblies) 
-1 U-640A . STRAINER, Type C-5A (UA). ......2... τν Gal eles 1 
-2 AN816-4D . UNION. . Ls. το ost. tit 1 
-3 K9500A1 ` VALVE, Fuel drain 1/8. pipe thread (Kos). Ae 1 
-4 AN912-1D - BUSHING. ....... < ie Toca dr uui τῶν Se cas cee ue 1 
-5 AN91h-2D . ELBOW. .. Sei vet Ch lay cones “Ge 1 
-6 175-47094 . FITTING ASSEMBLY, οὐ dilution restrictor. ως Stee 1 a 
-τ AN822-16-12D s. ELBOW. 5: Le . ο cad ud t Mie id A 1 
-8 AN914-6D . ELBOW. we ou ο AA 5 mak ZX μα 1 
-9 AN913-6D > £ PLUG S s ο--5 Aap see ore š x 1 
-10 AN823-16-12D x ELBOW aa e Ὁ we “ὁ 5 - ` 1 m 
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FIGURE 28 - FORWARD INBOARD WING FUEL CELL FITTINGS 
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HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
28 No Number FORWARD INBOARD WING FUEL CELL FITTINGS . . . ge aay e a RET 
: (see figure 24 and 24A for next assemblies) 
NOTE: Quantlties listed per one installation except as noted 
-1 146-48003-1 a CELL ASSEMBLY, Forward inboard wing LH. . . . e . . . . + + x 1 
(see figure 29 for detail breakdown) 
146-48003-2 5 CELL ASSEMBLY, Forward inboard wing RH. . . . . , a e . + +... 1 
(see figure 29 for detail breakdown) 
-2 AN74-4 n BOLT Ss s wA CUM esu ἝΩ a ALTRO Fein ος, a ew us 36 
-3 ΑΝΟΘΟΡΗ 161, x WASHER 70 05 e m δν ος. ον M ἃ eidem. © cen el “ese ος et E 36 
-4 AN310-4 s NUT 5. 2 «ο; -ᾱ- εφ ^e ven SY nre Tes is « 5 Z au Tan ae AS r . 4 
-5 AN960D416 . WASHER. ... MESE E $c S how. a Ss š 4 
-6 2w14 ἢ WASHER, Eccentric (NA). i PEN n GL GLAST ορ en Ge S 4 
-7 NAS184-4-5 : STUD, Pine thread . . : s TUA s 26 4 
-8 146-11314 FITTING, WCS fuel cell tie rod upper “support . SAM ο” σα 4 
ATTACHING PARTS 
-9 AN502-416-8 A SCREW s. ala wer sa x 24 
-10 AN960D! 16L E WASHER; "Plain! a enmt ie dA e 98 
PEE ie ae 
-11 146-11315 x FITTING, WCS fuel cell tie rod lower support. ........ 4 
ATTACHING PARTS 
-12 AN502-416-8 e SCREW SU Bra ο A eae Al 
-13 AN960D1I16L s. WASHER: 26-6: ο νο om QU S W NOUS vo ea pene lh 
νο m 
-14 146-48102 ë INTERCONNECTOR ASSEMBLY, Forward to rear cell fuel. . . . . . 2 
ATTACHING PARTS 
-15 AN! -6A y. BOLT =a cesse a ο. towel S tak ud eI va d oui ος, τῳ dors 6 
-16 AN74-27 s^ BOLT ον IR ο a he ts 16 
-17 AN960D416L 2^ WASHERS: ο caera a a a eo be accu. DD 
a de 
-18  156-48103 .  INTERCONNECTOR ASSEMBLY, Forward to rear cell fuel. ..... 1 
ATTACHING PARTS 
-19 AN74-27 BOLD sa ta e Oe LIES 8 
-20 AN960D416L 4 “WASHER Cs S ce) ap eS ο ο te erg bwin wa woe e ce Gee Vos 8 
re A 
-21 146-48128-11 š VALVE ASSEMBLY, Fuselage to wing tank fuel level control. . . 1 
(see figure 25 for detail breakdown) 
-22 AN74-4 2 BOLT uum jaa ο ἃ erento ce m rime deo ου. 12 
-23 ANQ60D4.16L P WASHER. Q < s s ai a a Cue w. ο m o a Od S ve. re. et ce 12 
-24 AN3-4A . BOLT, ο sepu DE. rlw E an el ua ey Sw e ο, S tore vao Io UNA AN 3 
-25 AN960D10L . WASHER. . . . +. + ὃν ος wv. ο το de ο ολο ο 3 
-26 146-48133 : CLIP, Fuselage to wing tank fuel level control. . . . νο 3 
valve mounting 
-27 TF21400-13 PUMP, Fuel booster (TP) (contains (WXL) A19A6097 motor) . . . 1 
ATTACHING PARTS d 
-28  AN502-416-10 e SCREW a vehi Ser clade is qaya ου 4 
-29  AN960D416L s UMASHER. virus wh se qe OS peste wo ta ia ahd E W 1 
-30 ANT7H-1 . BOLT... . . MEX UMP T 8 
-31 146-48125 N CLIP, Forward fuel cell booster pump support. "M sede Se 2 
acre sm «παν 
-32 146-48199 A ELBOW, LH main fuel cell booster pump seal drain. š Z senes 1 
-33 175-48122-1 à ADAPTER ASSEMBLY,- Forward fuel cell vent line outlet LH a aot Se 1 
175-48122-2 ADAPTER ASSEMBLY, Forward fuel cell vent line outlet RH... 1 
ATTACHING PARTS 
-34 AN4H22 . BOLT oe 23 AI ee bets Get ae ELE 1 
-35 AN960D! 16 ? WASHER te eyo) ab ee ο ο ees re! Ue. oom l9" τ i w O ias can 7 1 
-36 AN6227-5 7 PACKING Ae X sor e; ie, oes ceo E ey bre eh va oe qa dey a Εμ cg ee ο 1 
a ME era t m 
-37 146-48223-15 š ADAPTER ASSEMBLY, Forward fuel cell vent line to cell . . . . l 
attaching 
ATTACHING PARTS 
-38 AN74-17 s. BOLT: os yey A da e uses & 8 
-39 ANQ60D4 161, ae ARA A A ç: Bae ZW 8 
Πε, u ip 
-40 ANSO7-632-6 +. SCREW... ae ο. 2 
-41 146-48224 š . ADAPTER ASSEMBLY, “Forward fuel celi vent Tii oea ο κος 1 
upper outlet 
-42 146-48227 s + GASKET, Forward fuel cell vent outlet. . . . . . a s e . . 1 
-43 146-48226 . . SPRING, Forward fuel cell vent conical... WR pi Cota ce 1 
-44 146-48225 ; . PIN, Forward fuel cell vent line upper adapter v. rs 1 
-45 15456-48222 š . SPIDER, Forward fuel cell vent line to cell lower movable. 1 
-46 146-48221 š : ADAPTER, Forward fuel cell vent line lower outlet. . . . . 1 
-47 146-48228 š . BALL, Forward fuel cell vent outlet. . . . . . . . . . . . 1 
-48 175-48220 5 CUP, Forward fuel cell vent ball retaining . . . . . . . . 1 
-49 175-48127 2 GASKET, Forward fuel cell vent ball retaining cup ...... 1 
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H-175-48-28 





FIGURE 29 - FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS 


FIGURE & PART a UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


29 No Number LH AND RH FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS . . Ref 
(see figures 24 and 25 for next assembly) 
NOTE: Quantities listed per one installation except as noted 
-1 146-48004-1 CELL ASSEMBLY, Forward outboard wing LH. . . +... + + «ος 1 
(see figure 30 for detail breakdown) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
29 146-48004 -2 CELL ASSEMBLY, Forward outboard wing RH. . .. ....... 1 
(see figure 30 for detail breakdown) 
-2 146-48005-1 š CELL ASSY, Rear wing LH e fig. 30 for detail breakdown). 1 
146-48005-2 : CELL ASSY, Rear wing RH (see fig. 30 for detail breakdown). 1 
-3 146-48105 , ADAPTER ASSEMBLY, Inboard wing cell fuel check valve. š 2 
ATTACHING PARTS 
-4 AN74-20 E BOLT. x siecle E ES cma dede νῶν ee USE US erus ος Be ae δω a eau 4 
-5 AN960D416L 5 πα νο UT Ὁ ο Ον ο ο πμ 4 
-6 2W1AL17-17-81 . WASHER, Plain (NA). z $069 x ἐν Ὁ ὃς ac ὡς Bole c eR a T 4 
Saa Ri ee 
-T NAS51-25 P »- RING, External retainer. . . . 1 
-8 146-48145 3 . PIN, Inboard to outboard wing cell fuel check valve. 1 
-9 146-48107 A . ARM, Inboard to outboard wing cell fuel check valve. . 1 
-10 146-48108 > . DISC, Inboard to outboard wing cell fuel check valve . . . 1 
-11 146-48109 ¿ - WASHER, Inboard to outboard wing cell fuel check valve , . 1 
-12 2W1C9-38-43 š . WASHER, Plain (ΝΑ). . . . a 1 
-13 146-48106 2 ADAPTER, Inboard to outboard wing cell fuel check. valve. . l 
14 146-48104 š INTERCONNECTOR, Inboard to outboard wing cell fuel and vent . 4 
upper and lower 
ATTACHING PARTS 
-15 ANT4-17 2. BOLT S S esee So antes, Soap ο το teed dee Go as. ak. 128 
-16  AN960D416L xo "WASHER. νο m ο ος dee do tos m κ) GEO de ae alee or 188 
i an παρ 
-17 146-48151 ADAPTER ASSEMBLY, Outboard wing cell fuel sump drain. . . 2 
ATTACHING PARTS 
-18 AN74-4 «- BOLTS y το Ὃν S a es a, po aa UAE Ge WI oi e 2. -- 8 
-19 ANQ60D416L c. A Sal toh ο dre Me noe ee ο ο ο. 
ee να 
-20 146-48144 < . ADAPTER, Outboard wing cell fuel sump drain. . . . . . . . 2 
-21 CCAL850 s . VALVE ASSEMBLY, Draper (CTAD). . . . . . . , , + . , . š 2 
-22 AN365-428 s NUT <. Vu. wh Me ο ves Ce ier St er Se w. eh eh ἃς πο 2 
-23 2w14 š WASHER, Eccentric (NA). S wes wi Ve A MS ar ran ign na 2 
-24 130-48111 -' STUD, Fuel fuselage cell support, ο omi phe WA eh Sel ow Mess Re EO Te 2 
-25 AN935-416L é WASHER. ^56. Jm. «ν ται ce w^ Ye hen vU re Biya A eu ecc I iW. ey c δις 2 
-26 AN960D416L P WASHERS .& Ὁ ο e “er Wd “a> Sawn ὦ Sige ee ee δι . Ur 2 
-27 AN3H10A š BOLT s” e a ay” aiee ο oad ο ὋΝ Cs So N T seu, M wag 4 
-28 AN960D10L . WASHER. . . . . E E 
-29 175-48143 . ADAPTER, Aft wing cell fuel vent outlet elbow CPP 1 
-30 169-48333 è GASKET, Fuel cell wing aft vent outlet elbow. . . . . . . . . 1 
-31 AN6227-31 š PACKING .... i er a ey eral, ey δι. δν A VOLO RD oder AS EN 
-32 146-48116-21 ADAPTER ASSEMBLY, Aft wing cell fuel vent . . . . . . c . 1 
ATTACHING PARTS š 
-33 ANYHSA A BOLT > ts ο a A ανα να ED e LA ER ee 2 
-34 AN960D416L š, C WASHER: μὲ ie eux ea fee e laa No Made e xw res e ae Re 10 
-35 ANTA -4 À BOLTS κ να er (oO). ο ο ο eer ee are I et ar -ᾱ- SZ u 8 
tis ged PR 
-36 NAS51-25 A . RING, External retainer. . . Ele. e 1 
37 146-48145 : . PIN, Inboard to outboard wing cell fuel check valve. and 1 
-38 146-48119-11 -  . SPRING, Aft wing cell fuel vent outlet . . . . . . . . . . 1 
-39 146-48118-11 ` . ARM, Aft wing cell fuel vent outlet. ανα 1 
-40 146-48108 δ : DISC, Inboard .to outboard wing cell fuel check valve ¿hong rie 1 
-41 146-48109 è Ç WASHER, Inboard to outboard wing cell fuel check valve .. 1 
-42 2W1C9-40-43 . . WASHER, Plain (NA)... ; ah ne adasa re d. 
-43 146-48117-10 a ADAPTER, Aft wing cell fuel vent outlet. cs ο ον. 1 
-44 TF31400-14 PUMP, Fuel booster (TP) (contains WXL AL9A6097 motor) τὰ op τῷ 1 
ATTACHING PARTS 
-45 AN74-6 BOUT Dat Wee qe A Ss oe g ver hp SE Q MTS a A 2 8 
-46 AN960D16L ° WASHER: eco ο ον eom Sata a δις νὰ ολ dl eue RS S (Ql Z que AP 
-47 AN502 -416-14 è SCREW . . . . EE eps 4 
-48 146-48127-1 . SUPPORT, Aft wing cell booster pump TAS II N hg Cat ns > Š 1 
-49 146-48127-2 s SUPPORT, Aft wing cell booster pump RH. . . . . . .. S xus 1 
ΚΝ ες 
-50 ` 14246-48199 A ELBOW, Main fuel cell booster pump seal drain . ....... 1 
-51 160-48861-67 n HOSE ASSEMBLY, Fuel aft wing cell to fuselage adapter . . . . 1 
-52 160-48126 ὃ ADAPTER, Aft wing cell fuel line to fuselage. ........ 1 
-53 AN365-1032 a ea) le ox ει e $9 9 ὁ $9 ο ὁ . κ cw Fe ea τῷ 4 
-54 AN960D10L < WASHER. . . . . . + + + a. wl ο ο ὦ Gw sk ay ῳ . . š RS 8 
-55 AN3-6A s "BOLT... ο ο 2509 0€ 0€ ea φ- . E rs H 
-56 AN924 -16D ° NUT-2 2 1509 ο Be ο ο . a A & . ο κ τος Mae he 1 
-57 AF934-101 E PACKING . wd. «e Ls tet, ο el Canes MA VEL δν W Ww X ee απ ue a i 
-58 AN837-16D F ELBOW . . . . e a . ο ο ο 1 
-59 146-48240 2 SPACER, Aft wing fuel cell booster pump. . a μμ 1 
-6ο 146-48241 5 GASKET, Aft wing fuel cell booster pump. . ae boe e 1 
-61 AN310-4 è NUT e ie a Za, oe e ei ee μ.ο. oe * ὁ ws 7 
-62 AN960D416 s. WASHER. $ 2 aa e tal Sa g ta a SSO λος e 7 
-63 2w14 - WASHER, Eccentric (NA). . . . . . . . . . NP ο 7 
-64 NAS18A -4 -5 š STUD, Fine thread . . P s . φῦ, τᾷ «des Were 7 
-65 146-11314 š FITTING, WCS fuel cell tie τος upper support. Da tet Ze 1 
-66 AN502-416-8 s o SCREW . oo cese a ea "CE š .. 6 
-67 AN960D4 16L x WASHER. . . . T . s a š z; ϑς 6 
-68 146-11315 FITTING, WCS fuel cell tie rod lower support. iun τ -— 1 
ATTACHING PARTS 
-69 AN502-416-8 wy CREMA e “Ὁ. 1 S Mae a ey m ee A en et Bh ES uw Ww gum 6 
-70 AN960DH16L A WASHERS- ado St ον te ses hee ως τῷ cvs ο EA aa μα... 6 
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AN 01-60AABA-4 
WING (Cont) 


FIGURE 30 - WING CENTER SECTION FUEL CELLS 





H-175-48-29A 








FIGURE & 


INDEX NUMBER 


30 


PART 
NUMBER 


146-48003-1 
146-48003-2 


146-48003-3 
146 -48003 -4 
146-48003-5 
146-48003-7 
AN4130-22 
AN4130-6 
AN4130-26 
146-48003-11 
146-48003-9 
146-48003-15 
146 -48003-13 
AN4130-23 
AN4130-7 
AN4135-1 
146-48003-20 
146-48003-17 
146-48003-18 
146-48004-1 
146-48004-2 
1146-48004 -3 
146 -48004 -4 
146-48004-9 
AN4130-7 
AN4130-22 
AN4130-6 

146 -48004 -7 
AN4130-23 
146 -48004 -5 
146-48004-10 
146-48005-1 
146-48005-2 
146-48005-3 
146-48005 -4 
AN4127 -6 
146-48005-6 
AN4135-11 
AN4128 
AN4131 
ANTh-3 
AN4130-6 
146-58005-7 
146-48005-5 


AN ΟἹ -6ΟΛΑΡΑ -4 


WING (Cont) 


Section Íl 
Group Assembly Parts List 


UNITS USEABLE ON 
3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
WING CENTER SECTION FUEL CELLS 
CELL ASSEMBLY, Forward inboard wing LH b Ref 
(see figure 28 for next assembly) 
CELL ASSEMBLY, Forward inboard wing RH . ewe Suus: REL. 
(see figure 28 for next assembly) 
. CELL, Forward inboard wing LH... ts 1 
. CELL, Forward inboard wing RH . . . . . , . . + . . + x+ ο 1 
. FITTING, Forward inboard wing vent and interconnector . . L 
. FITTING, Forward inboard Ne tie down. : M "m L 
v FITTING 2 7 41$ τ. κα e $ E , "E 4 
ικα a pat en Poe .ᾱ DEC 7 NC 3 
. FITTING ...°. οφ $E 2 etd 1 
. FITTING, Forward “inboard "wing vent. "ES s. < š 1 
. FITTING, Forward inboard wing vent. % ios ae Ἐ 2 
. OVAL HOLE COVER, Forward inboard wing . š " 2 1 
. FITTING, Forward inboard ΤΕ access. . . 3 1 
we IRIPPING.. 2 te al x $ a : e 2 4 
e OEITTING >o ιο vex vi . . s s 1 
. FITTING .. . 5 š A 1 
FITTING, Forward “inboard "wing gauge + “5 x. Š 1 
BAFFLE, LH forward inboard wing . e . 1 
BAFFLE, RH forward inboard wing . . . as ERA 1 
CELL ASSEMBLY, Forward outboard wing LH (see figure 29). . . Ref 
CELL ASSEMBLY, Forward outboard wing RH (see figure 29). . Ref 
CELL, Forward outboard wing LH. . š 2 LT se. τῷ 1 
. CELL, Forward outboard wing RH. . . ο $ 7 1 
. FITTING, Forward outboard wing tie down š * " 3 
PITTING ο αν oS £31: 0$ ος 5 5 ὅτ. δ 1 
FITTING κ; e ος usu ο. Αν Φα š Eo 1 
EITTING: 00 0500 ορ a SA S Se SU A ώς des oum cw SSE OY 1 
FITTING, Forward outboard wing vent and interconnector. . 4 
FITTING ... em Tee a eet e ds ὀφῷ I > 1 
FITTING, Forward outboard wing drain. br wa Mais dar Sere Se A 1 
FITTING, Forward outboard wing access E . ET 1 
CELL ASSEMBLY, Rear wing LH (see figure 29 š . . Ref 
CELL ASSEMBLY, Rear wing RH (see figure 29 σος . Ref 
CELL, Rear wing LH. . . . . + + + + wo. ος πας αἱ ow mi ve τν Ye 1 
CELL, Rear wing RH. Si Sia sen e τν A ἢ $t 1 
FITTING ... m x MEE F 1 
FITTING, Rear wing "arain. P E O. (cc. docs 1 
FITTING . use ο es cs eto huy CRI. Ge ον Ἂς "a 42 1 
e FITTING 2020. z ee ee ee p "er q : . SE φ 1 
. FITTING . ho Sh a A A uS š "LE 2 1 
. BOLT. . . Qo τῷ; GSE se wd ams š $ 9 i EN 2? 
. FITTING . E CE OTE PEA X 1 
. FITTING, Rear wing “fuel interconnector. ‘ 45 ᾱ, hig 1 
. FITTING, Rear wing vent interconnector. š s 2 
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WING (Cont) 





oaks FIGURE 31 - OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 
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-2 


-3 
-4 
-5 


-6 

-7 

-8 

-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 


-27 
-28 
-29 
-30 


PART 
NUMBER 


175-51012 


No Number 








ΑΝ 01-60AABA-4 


WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 


TRANSMITTER INSTALLATION, Remote compass instrument. 
(see figure 4 for next A, 
. TRANSMITTER REMOTE COMPASS (GFP). $2 wx. Rs 
(Navy stock No. R88T1950- 50) 


ATTACHING PARTS 


5B18CHA 


Sw JA 


146-54014-1 
146-54014-2 


AN3032-5 
AN3122-1524 
AN3042-1 
AN3042-2 
146-54208 
146 -54206-3 
NAS50-106 
BZTRO1T 
AN365-632 
2W1P9-10-32 
AN515-6R28 
146 -54237-7 
AN3030-9 
AN3121-313 
AN3040-1A 
AN505C4-10 
AN365B440 
AN3057-12 
AN3106-20-278 
AN3057 -4 
AN3108-10SLÀS 
146-54237-9 
146-54237-3 
146-54237-5 
40095 

40093 
156-54028 
NAS45-6-11 
2250-1 
2250-2 


ee 9 n ο 


oe ee ew .. +... 


. BOLT, Corrosion resistant (NA). . . . . . . . . . 


ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing outer 
LH (see figure 4 for next assembly) j 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing outer 


RH (see ftgure 4 for next assembly) 

. LIGHT ASSEMBLY. . « « . 2. +< © + © © ὁ ο ooo NEST 
AMP: LS VO a A we uy operc EIS aS ep xs 
so COVER X ue Ὁ ο woe e ONE We Lec cmi SUED SG δν Rue a 
κ. (COVER S ec: ie: s " VS 
. CUSHION, Wing tip tank “electrical disconnect plug ν 
. CONNECTOR ASSEMBLY, Wing tip fuel tank light. sh 
. RING, Internal retainer . . $^ Ma ο Taria nies URL I us 
. SWITCH, Wing tip fuel tank (mcs). ive νόῳ 
. NT. Ss sed NO AS τὸ, Ne -ᾱ Ere- LU de qe 
ç WASHER; Plain (NA). ww er (QA lee: Jes tg at, Maen te. Ὃν “vet, a 
. SCREW... Wu. Uw ο mS. 
. CONDUIT, Electrical wiring “harness. Sealey BO Ie Gee ter e s 
. LIGHT ASSEMBLY. ..... . we cal mel Ww) ο ος tee Aw: 
. LAMP. + . . . « s > . . sodes iso ο 
s COVER S ο 4 ο 2095 4 ο o» ὃν 9 é ODE ES 
s SCREW La wA Eq ili Asie uis . vow φ à 
. NT. . ys E σα... ww «νά NE 
s ADAPTER (remote compass). vrac. τῷ s o urne ie 
. PLUG (remote compass) . . : ae a is a 
. ADAPTER (hydraulic cylinder). : M w n 
. PLUG (hydraulic aileron boost cylinder) A "a" 
. CONDUIT, Electrical wiring harness (left wing only) 
. CONDUIT, Electrical wiring harness. š ΤΏ 
. CONDUIT, Electrical wiring harness. . . Srt is 
. STRIP ASSEMBLY, Fixed end connector LH (ARP). š 

. BLOCK ASSEMBLY, Knife disconnect connector RH (ARP) 


CED left wing only). 


o . e ο 


oe ο ο t t ο 


COVER ASSY, LH WOP sta 292 electrical terminal connector 
PANEL ASSEMBLY, Electrical connector LH . . . ... 
RING, Bonding been} e wing eee S Sede gk SA tera 
. RING, Bonding 


` 8 ° s 0 ο 


si 
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WING (Cont) 





ROTATED 30° 














H-175-51-169 


FIGURE 32 - LH AND RH WING FUEL QUANTITY GAGE SYSTEM INSTRUMENT EQUIPMENT INSTALLATION 
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AN O1-60AABA-4 


WING (Cont) 
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FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 175-51021-1 INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel quantity gage. . . . Ref 
system LH (seé figure 3 for next assembly) 
175-51021-2 INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel quantity gage. . . . Ref 
system RH (see figure 3 for next assembly) 
-1 175-51054-75 . LEAD ASSY, Wing tip disconnect to wing fold terminal strip LH. i 
175-51054-79 . LEAD ASSY, Wing tip disconnect to wing fold terminal SETIP RH. 1 
-2 Α3ΟΙΗΗΡ3 . CLAMP (TIN). np ο. ον Le Q zo x oe. o 3 
175-51068-1 . DISCONNECT ASSEMBLY, Tip tank fuel gage "system LH. dw. vex . 1 
175-51068-2 . DISCONNECT ASSEMBLY, Tip tank fuel gage system RH. . V. xen cm ie 1 
-3 384034 $ s PLUG, Adapter 400 cycle pacitron gage (SA) . . . a de. eme 1 
-4 384033 A -PLUG, Adapter coaxial cable κ κο gage (SA) . να δι ae 1 
2W1-32-36-.040 a WASHER, Plain: (NA)... . $c a BE ce ee s sU l 
175-51068-3 R TUBE, Tip tank fuel gage System disconnect ee D E 1 
-5 175-51072 A PLATE ASSEMBLY, Tip tank fuel gage system disconnect e. vns 1 
-6 :175-51069 - -ὁ TUBE ASSEMBLY, Tip tank fuel gage system disconnect. . . . 1 
-T 175-51070 i.c SPRING, Compression. . . . . + ; ‘Pte M ee oe ee 1 
-8 175-51098-1 a a BRACKET, Tip tank fuel gage system disconnect LH DE E E 1 
175-51098-2 22. νὰ BRACKET, Tip tank fuel gage system disconnect RH . . . .. 1 
-9 AN392-27 v» de PIN. 20274 kx mo d^ nw x seh NV οὐχ fo S y όν XE os $e E i 
-10 AN960CA EX C WASHER . . . . . + <+ A w: de “< Ὁ E ce, Pe. τῳ Φ «αν ds 2 
-11 AN520-10R zx Xe SCREW; “δ το τῳ ὃν, ὃ m; E Hd ορ is PC $3 eee “s cet 2 
-12 AN960C10L $. τῷ WASHER . « « . 1... . es vw. P. Lg "NEC v. “w E ND 2 
-13 AN345-10 NUT. τ 2 Gey sen son e aser Ν Vee σος è s vos "ES. q oy - Se 2 
ATTACHING PARTS 
-14 AN520-416R8 SCREW: ο νε Wek wee αν δε Ὁ ae ᾱ- ας ο WO Wr SS E W> ED e 3. 
-15 AN365-428 a: XNUT ο τὸ “sos con Dee -ᾱ- ος ds SS ST S Pa ele a Pauqar Qa: Ce ene τον Vee 3 
en, ui 
-16 175-51061-9 . CONDUIT, Coaxial cable harness LH. ...... + + + + + eee 1 
175-51061-11 . CONDUIT, Coaxial cable harness RH. . . +. +. +. . + + +s + + ο» ο ο 1 
-17 175-51054-35 . LEAD ASSY, Wing tip disconnect to wing fold disconnect LH. . . 1 
175-51054-39 . LEAD ASSY, Wing tip disconnect to τος fold disconnect RH. . . 1 
-18 175-51061-7 . CONDUIT, Coaxial cable harness vow nue δν. sw e o fs 1 
-19 295134-16A . GROMMET, Wire protecting split (MKL) 2 "ES Sa ἕο ἔφ, we LO 
-20 ο... . RECEPTACLE (IPC). ; δν Wes ο ο ES Hee ee FELIS PUES 1 
-21 UG306/U . ADAPTER, Right angle (rpc): Six St We, ce ig O εν PS ὃν ον ο poe 3 
-22 175-51061-5 . CONDUIT, Coaxial cable harness "M a ge tate E Mr, 1 
-23 175-51054- En . LEAD ASSEMBLY, Wing fold disconnect to relay box at. - Bee 1 
fuselage station 254.645 LH 
175-51054-41 . LEAD ASSEMBLY, Wing fold disconnect to relay box at. . . . . . 1 
fuselage station 254.645 LH 
-24 175-51054-47 . LEAD ASSEMBLY, Outboard wing cell probe to inboard Wing. e.. 1 
cell outboard probe LH 
175-51054-63 . LEAD ASSEMBLY, Outboard wing cell probe to inboard wing. . ... 1 
. cell outboard probe RH 
-25 175-51054-49 . LEAD ASSEMBLY, Outboard wing cell probe to inboard wing. ... 1 
cell outboard probe LH 
175-51054-65 . LEAD' ASSEMBLY, Outboard wing cell probe to inboard wing. . . . 1 
i cell outboard probe RH 
-26 175-51054-43 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe LH 1 
175-51054-59. . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe RH 1 
-27 175-51054-45 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe LH 1 
. 175-51054-61 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe RH 1 
-28 175-51054-51 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell LH. 1 
175-51054-67 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell RH. 1 
-29 175-51054-53 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell LH. 1 
175-51054-69 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell RH. 1 
-30 175-51054-55 . LEAD ASSEMBLY, Inboard wing cell inboard probe to relay box. 1 
at fuselage station 254.645 LH 
175-51054-71 . LEAD ASSEMBLY, Inboard wing cell inboard probe to relay box. 1 
at fuselage station 254.645 RH 
-31 175-51054-57 . LEAD ASSEMBLY, Inboard wing cell inboard probe to terminal . . 1 
: strip at fuselage station 254.645 LH 
175-51054-73 . LEAD ASSEMBLY, Inboard wing cell inboard probe to terminal. 1 
strip at fuselage station 254.645 RH 
-32 175-51061-3 . CONDUIT, Coaxial cable harness . . +. +. +. +... + + s s + s + ο 1 
-33 AZ3044F4 . CLAMP (TIN). z . 13 
-34 381001H0171 . TANK UNIT ASSEMBLY, `Non- _compensated 13 55000 BC “250 ΝΒ dial. δ». š 1 
a - entry top mounted pacitron gage (SA) 
-35 175-51057-1 . SUPPORT ASSEMBLY, WCS station 107-7/8 aft fuel gage probe LH. 1 
175-51057-2 . SUPPORT ASSEMBLY, WCS station 107-7/8 aft fuel gage probe RH. 1 
-36 -175-51058-1 . SUPPORT ASSEMBLY, WCS station 107-7/8 forward fuel probe LH . 1 
175-51058-2 . SUPPORT ASSEMBLY, WCS station 107-7/8 forward fuel probe RH. 1 
-31 ANHH5A s. BOLT e e gat WO eee xw or w. μιας ιν SON EE usu e w Uw. ϱ e. (LG 
-38 ΑΝΠΗΘΑ 2 BOUT g e S SU Be SOT Yee der telis dese e Pel κε Bh CS sw αν 36 
-39 AN507 -1032B8 & SCREW: gaia, cx e tan erue Dee ce ROM mel ote? ead tes Φος al IR m Be < 16 
-40 AN960D416 . WASHER... « 4. 4 Ὁ . z. be; ee Hare I^: 
-41 38100360170 ` TANK UNIT ASSEMBLY (Outboard wing fuel tank) ) (SA). SS TAS ας ος 1 
-42 175-51059 . "SUPPORT ASSEMBLY, WCS station 70.5 fuel gage probe . . . . +. + 2 
-43 381003H0172 ` TANK UNIT ASSEMBLY (Aft wing fuel tank) (SA) . . . . +. + "n 1 
-44 175-51056 . SUPPORT ASSEMBLY, WCS station 58-1/2 fuel probe. . . . . . +. + 2 
-45 381003H0143 ` ‘TANK UNIT ASSEMBLY (Inboard main- wing fuel tank) (SA); 2.2 εν ες 1 
384008 i . ADAPTER, Right angle (SA). AE jou ο cece: pe tie. 82 
-46 175-51062 SUPPORT, WCS station 20- 1/4 fuel gage “probe. cs "d 1 
-47 AN520-1032-10 SCREW, uL Lu, A ee oe Qs, wiz Oe XXV Ie αν Ql Ὢ . ἘΦ τῷ ας s wc de 2 
-48 AN74-5 BOGT ος ye ie ie ee Sg DES DER πα. Sah ae ώμο νος VS OA ΕΣ .. 24 
f - 
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H-175-51-26A 


FIGURE 33 - WING CENTER SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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FIGURE & 


INDEX NUMBER 


-11 
-12 
-13 
zu 
-15 


-16 
-17 


-18 
-19 
-20 


-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 


PART 
NUMBER 


175-51011 
No Number 


No Number 
146-51043-11 


146-51043 -13 
146-51044-11 
146-51044-15 


P9OlM 
AN365-1032 
AN960D10 
AN3-4 
ΑΝΘΘΟΡΙΟΙ, 
160-51076 
AN912-1D 
AN826-4D 
AN818-4D 
AN819-4Z 


931 
146-51801-31 


AN816-4D 
146-51801-35 


156-51100 
No Number 
184 -48160 


AN914-8D 
175-48039 
K9500A1 
160-51077 
ANQ60D416L 
AN365-428 
AN520-416R18 
2W1AL16-48-64 


AN 01-60AABA-4 
WING (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 


Section [| 


Group Assembly Parts List 


INSTRUMENT EQUIPMENT INSTALLATION, Wing center section. 


e... * t + ο ο 


(see figure 9 for next assembly) 


WING CENTER SECTION PITOT TUBE LINES . 
(see figure 34 for detail breakdown 


BULB TEMPERATURE (GFP) (Navy stock No. R8 


5 * = æ o o 


890). . 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument LH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . 


instrument LH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument RH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument RH engine 
PRESSURE SWITCH, 


NUTS m vns Ον lS Ue ere ANS 
WASHER . . . . . . + + s) rei Ye ἕντο 
BOET 4 46 9x 09959 oe ir. exc το owl s 
WASHER 460€ coo te Se w^ ow ο 79 E ew a 
BRACKET, Stall warning switch mounting 
BUSHING; J. < oie ES de dS om x GQ φον 
TEES Lg 1$ erue a š A de 
NUT. Be ter ος. δν. le See os UD WS 1ο) ee ας 
SLEEVE... E 4€) 732 ᾱ ἐφ ος SS ἴδον 
SUMP, Drain (NA) š MEO AN teh kem 
LINE ASSEMBLY, Stall warning drain tee 


port section 2 
NIPPLE... 
LINE ASSEMBLY, Stall 
section 2 
VENT ASSEMBLY, Stall 


warning static. 


FUEL FLOW METER (GFP) (Navy stock No. 


warning drain tee 


Pilots stall warning differential 


k kU w 
by en τώ, GOR ὃς οᾱ 

Mee + + s eevee 

a 

E ia ae 

Ds + ο +ç + + ὁ ὁ ο 


Kise + + < + 9 0 n n 


Cher ο on 
o 
uo} 
° 


9 8 © ο ο. 


to statie port. 


R88T1965- 000). 


ELBOW, Emergency fuel pump outlet (supersedes 175 -48048 for. 


future procurement) 
ELBOW. . . . 


ELBOW, R2800 engine “fuel flow meter inlet. 


VALVE ASSEMBLY, Drain (ΚΟΕ). . . . 
BRACKET ASSEMBLY, Fuel 
WASHER. . . . . . 
NUT. V νυν 
SCREW. . . ΡΕ 
WASHER, plain (NA) 


. . e o . ο 


. . 
oe + > ss n 
9 * e ee o s o 
.» ©... ew o 


. 


. 


. 


flow meter support. 


. 


9 0 + e ο o... 
` ` e 0 s s 9 ο 
` 9 9 9 9 ο. 


. 
. 
. 
. 
. 
. 
. 


e.. 


. 
. 
. 


4 0 + 9 ο ο ο 


`. ο + + ο ο 


.. 9 +€ 9 . 


* * +` s 9 9 we 


e. * + e ο 9 we 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
Ref 
4 
1 AD 
1 cc 
1 AD 
1 cc 
1 
3 
6 
4 
4 
1 
2 
2 
2 
2 
2 
1 
2 
1 


= 
GOFONNNNN PNE 
rg rg rg rg οσοι ud 
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WING (Cont) 


He175-51-17A 





FIGURE 34 - WING PITOT TUBE LINES 
UNITS USEABLE ON 


FIGURE & — PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
34 WING PITOT TUBE LINES 


NOTE: All equipment listed used on right wing only 
No Number WING CENTER SECTION PITOT LINES (see fig. 33 for next assy). Ref 


-1 156-51108 . . SWIVEL ASSEMBLY, Airspeed static and pitot lines inboard. 1 
-2 156-51116 e . . NUT, Airspeed line swivel. . . . . + + s'e + s + eee 2 
-3 AN960-1016L sies s WASHER ; ο: x x Ὁ 0709 70$. I otto? μα --ᾱ- EET tea Sa A eg 2 


ΠΠ“ ΠΤ ᾽------᾽᾽κτ-τᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱᾱ1᾽᾽-᾽------------------------------------------------------- 
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WING (Cont) \ 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
34-4 156-51110 LAM . SWIVEL, Airspeed line . . . . . .. + + + + + + + x x 2 
-5 156-51111 τς old . SHAFT, Airspeed line. . . . Εν š 1 
-6 AN6227-11 "DS + PAC; ING O ae Ru "rM E 4 
-T 156-51113 ΕΝ BRACKET, Airspeed line "swivel inboard . < . . . . ooo 1 
-8 ANHH6A zv. ο αμα ον ο ο. ο που TAa 1 
-9 AN365-428 v.» ο ο S ο ο aie ise ME kuya AUR wa el Ver ca Pao oue š 1 
-10 AN4-23A Ble > BOLT ..... . Š Gt, A ος. cee, E 1 
-11 146-51801-58 NE LINE ASSEMBLY, Suivel drain tee to inboard swivel pres 1 
-12 146-51801-60 S c$ LINE ASSEMBLY, Swivel drain tee to inboard swivel (static) 1 
-13 AN824 -4D š k TEE. . « «. ο Ge ο ο ο οσα ως 2 
-14 951 ä .--:SUMP, Drain ‘(aj . A A tern ες ees eh nal eris ens 5 $ 4 
-15 AN819-4Z & 5 SLEEVE Esr S a Te Ce. -ᾱ. A 29] Ro ο T V BAe iei, Cel οᾱ 4 
-16 AN818-4D s x NUT. oo š ; 5 $3554 . as ϱ- ἃ 
-17 146-58101-62 a hg LINE ASSY, Inbd swivel to nac drain tee (patot) sect. Tse 1 
-18 146-58101-70 2 e LINE ASSY, Inbd swivel to nac drain tee (static) sect. 1. H 
-19 AN832-4D i2 UNION. 06.09 v. ἐς ο, m Ν' Je qi ko m Rr φον ea vera sel QL uo RT ο. Ὃῳ 4 
-20 AN924 -4D a š NUT. ^u κ HO Re A X Doy οἳ o jeQe car. «Απο Ca, bal Ὁ 4 
-21 AN960D716 s n WASHER: 2 Tues uv MU νε feel ο S ο e CN toe a a 4 
-22 146-51801-64 "M" LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 2. . 1 
-23 146-51801-72 MEN LINE ASSY, Inbd swivel to nac drain tee (static) sect. 2. 1 
-24 146-51801-66 E LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 3. . 1 
-25 146-41801-74 e AS LINE ASSY, Inbd. swivel to nac drain tee (static) sect. 3. 1 
-26 AN815-4D A . ANTON, JE DS owe uen kr ENE Qa GY. KE, Q KN S OU C DAN ES r 4 
-27 146-51801-68 Pe € LINE ASSY, Inbd swivel to nac drain tee (pitot sect. 4 d 1 
-28 146-51801-76 es LINE ASSY, Inbd swivel to nac drain tee (static) sect. κ 1 
-29 AN824-4D ç . TER. 4.3 E κεφ ας OL Re Se eae ORS Sel Q 2 
-30 146-51801-122 vu LINE ASSY, Nacelle drain tee to fus drain tee (pitot). : 1 
-31 146-51801-124 "EN LINE ASSY, Nacelle drain tee to fus drain tee (static) . . 1 
-32 146-51801-80 FERES LINE ASSY, Nacelle drain tee to fus drain tee (pitot). . . 1 
-33 146-51801-90 E LINE ASSY, Nacelle drain tee to fus drain tee (static) . . 1 
-34 3G4-3 "I GROMMET, Line support. . . . . e s + , + +s + + ee ee ew ο 15 
156-51106-1 . SUPPORT INSTL, Airspeed boom WOP (see fig. ! for next assy). . Ref 
-35 156-51104 E" FITTING, Airspeed boom WOP main spar support at τῶν ον νῷ 1 
-36 156-51105-3 "E FITTING, Airspeed boom WOP main spar support e CU eee 1 
156-51106-11 . SUPPORT INSTL, Airspeed boom WOP (see fig. 4 for next assy). . Ref 
-37 156-51105-5 . - FITTING, Airspeed boom WOP front spar support. ...... 1 
-38 AN4 -30A SA. ne BOLT 2 ç ο He ud S S ale Wal EUIS το es ο ο ος Sat ore "n 2 
-39 AN4-6A FIBI" BOLT ο τς Sw QP ο ο ο cem cw Us ος iin ga "ας Foy Malm qr CMS, at. ais Za νοκ” 2 
-40 AN960D416 ES WASHER: ο ιο o A E A ὦ 4 
-41 AN960D416L E Cie WASHER ο Φα ας ο Ses a a a 4 
-42 AN365-428 »^ x NUT. "DN š: š . ee a ae ae ὑφ τα 4 
-43 156-51107 ws BOOM ASSEMBLY, Wing outer panel airspeed PU Z aa ae Ga a ὦ 1 
-44 156-51107-11 257 . BOOM ASSEMBLY, Wing outer panel παρα πα ο... 1 
-45 AN5816-2 24 14 . TUBE, (Navy stock NO. R88T3305) . ο. cay tal Pat co) eL Mes al 1 
-46 AN507-640-4 "ET s SCREW X owe ai nels ce Ref 
-47 156-51107-12 X. Oe . LEAD ASSEMBLY, "Wing outer panel airspeed. a E ὄψε -ᾱ 1 
-48 AN815-4D = f ae A UNION o -ᾱ- 6566 2 a u$. ei OG. Se a ket ος Ves se 2 
-49 AN6270-4-9 - «+ . . HOSE ASSEMBLY . . e « .. «ο ο ο la iw. wu" cb 
-50 AN6270-4-10-3/4 2 τ HOSE ASSEMBLY . . . US 1 
-51 156-51115-3 αν is . SPACER, Wing outer panel “airspeed boom lines. . . . . . 4 
-52 156-51115-5 e iS . SPACER, Wing outer panel airspeed boom lines. . . . . . 2 
-53 156-51115-7 e. us SPACER, Wing outer panel airspeed boom lines. oo te, de 2 
156-51112 eS LINES INSTALLATION, Wing outer panel instrument. e. o . Ref 
(see figure for next assembiy) 
-54 AN6271-4-7-5/8 « is HOSE ASSEMBLY. . ; . 6 ec. ὁ 2... ο ου wj wee Ὁ 
-55 AN927-4D ey 5 ELBOW. . . a. ^. k. ο a T € ος, ο ο Mu cha ee ctun Ive 2 
-56 AN902 -4 sx ASKED a de ar lel de des a ο a de a Tee Gee Δ 
-57 AN924 -4D . ο NUT. 2 e is a a a m Wo denial cas ο αν A E S 2 
-58 AN815-4D ος, a UNION. . . . ò . s/w . Pee O Wp S 2 
-59 156-51109 DEN SWIVEL ASSEMBLY, Airspeed stati ic and pito ot lines outboard. 1 
-60 156-51116 PES . NUT, Airspeed line swivel . . . . "νυν νην 2 
-6ι AN960D1016L : κ X . WASHER. . . + wollen ies w. 8. νο CM vé A ος 2 
-62 156-51110 é, # SWIVEL, Airspeed line 1... 3 —— d PEE 2 
-63 156-51111 FR . SHAFT, Airspeed line swivel... NA A ES 1 
-64 AN6227-11 . . 9 PACKING PER e 9 ο € 4 € TEN ER E 4 
-65 156-51114 et Ug BRACKET, Airspeed line swivel outboard. Sivas κ, NE ies νε 1 
-66 AN365-1032 GENE αμ οκ Te P M CMS Ημ να ντι 9 
-67 AN960D10L «cw. SWASHER ες. “εἱς, qu E cere uet anyway wee a et eee ace, 4 db 
-68 AN3-21A eU “τ BOLTE ase usa ie ee κο ee δρα OR S ARE ORI CIO ees a Ya] -ᾱ 1 
-69 AN502-10-12 a Fr SCREW. . . . . La á ο . rs 1 
-70 -146-51801-52 a d LINE ASSY, Qutbd wing drain tee to swivel (pitat) sect. 1. 1 
-71 146-51801-54 τ Z LINE ASSY, Outbd wing drain tee to swivel (static) sect. 1 1 
-72 AN824 -4D e TEB uu Ph Se, te Te E ciple ον A E ᾱ, 2.53 be aya 2 
-73 AN818-4D ay T NUTT: < S ce! wo ο γι κ W Oe at ROC A ARA $1 s s 2 
-74 AN819-4Z e ὦ SLEEVE . . . es Leia) tes ο wee Me rer Ter "uU ce as wo ay sui 2 
-75 951 D ου SUMP, Drain (NA) . a ate p > 2 
-76 146-51801-56 sc di LINE ASSEMBLY, Airspeed boom to outboard wing drain. . . . 1 
tee (static) section 2 
-77 146-51801-48 ae LINE ASSEMBLY, Airspeed boom to outboard wing drain. . . . 1 
tee (pitot) Section 1 
-78 AN821-4D es b's ELBOW. . . . . . T A 1 
-79 146-51801-50 Be pus LINE ASSEMBLY, Airspeed “boom to outboard wing drain tee. . 1 
(static) section 1 
-80 AN815-4D so c UUNION.I oe s ca Sp os es UAR Die d Wu WO Re UE 
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FIGURE 35 - LH AND RH ELECTRICAL AILERON TRIM TAB ACTUATOR BOX 
78 


INSTALLATION 





H-175-54-28A 








AN 01-60AABA-4 
WING (Cont) 


Section 11 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
35 146-54250-101 BOX INSTALLATION, Electrical aileron trim tab actuator LH. . . Ref ` AB 
(see figure 7 for next assembly 
146-54250-102 BOX INSTALLATION, Electrical aileron trim tab actuator RH. Ref AB 
see figure 7 for next assembly) 
146-54250-201 BOX INSTALLATION, Electrical aileron trim tab actuator LH. . Ref BW 
see figure 7 for next assembly) 
146-54250-202 BOX INSTALLATION, Electrical aileron trim tab actuator RH. . . Ref BW 
(see figure 7 for next assembly) 
-1 AN365 -832 zo NUT tasa AS e er cot eu ο tee eae kita a ολο 1 
-2 AN960D8 WASHER. . . . + » 2 
-3 184-52356 STUD, Aileron trim tab "adjusting. arm "(184- 52356 together. : 1 BW 
with 184-52355 supersedes 146-54281 for 
future procurement 
-4 AN315-3 w NUT Vo < ce " 1 BW 
-5 184 -52355 . SCREW, Aileron trim tab adjusting arm (1842 52355 “together ; 1 BW 
with 184-52356 supersedes 146-54281 for 
future procurement 
146-54281 . STUD, Aileron trim tab adjusting arm (superseded by . . E 1 AB 
184-52355 and 184-52356 for future procurement) 
-6 AN960-10L WASHER. . . . s> Q AR 
-τ 175-54739-5 FORK, Elevator “and "aileron “trim tab position indicator. "m 1 AB 
- 146-54272-901 BOX ASSEMBLY, Elevator trim tab position indicator. . y 1 AB 
(supersedes 146-54272-100 for future procurement) 
see figure 65 for detail breakdown) 
175-54750-601 BOX ASSEMBLY, Trim tab electrical control complete. . P 1 BW 
αρ 175-54750-201 for future procurement) 
see figure 65 for detail breakdown) 
ATTACHING PARTS 
-9 AN515-8R8 SCREW, ον. ο ο ο ο E 4 AB 
-10 ANQ60D8 WASHER. ¿us s e q^ w a Mig be VO νυν ---- 4 AB 
-11 AN935-8L WASHERG oxo cafe 4C. ee Ss S a. κενο φορ” 4 AB 
aes ην ^ 
-12 AN530-6 -6 š SCREW goai a ο ο ο we es qe do wee ο eS ` 2 AB 
-13 AN960D6L . . WASHER . . ὃν wi; uw τὰ š 2 AB 
-14 146-54361-7 . . COVER, Electrical trim tab indicator box . . . quae 1 AB 
146-54272-31 . . SUB ASSEMBLY, Electrical trim tab indicator box. MP 1 AB 
-15 146-54360-9 +. . BOX ASSEMBLY, Electrical trim tab indicator box ^ τω 1 AB 
-16 146-54366 so a o ‘CLIP, Electrical trim tab indicator switch mounting , 1 AB 
-17 45980-6290? -3 + + . NUT, Angle anchor type (TIN) . ........... 1 AB 
-18 146-54272-23 eo ce ον FISH PAPER (os No. πο) pow sk ma RE Be Severe. 1 AB 
-19 146-54272-27 » . . FISH PAPER GE No. 530 s Uu cer imp Vul Moree” Mer (RS ep se ον τ 1 AB 
-20 AN507-632R6 . . SCREW... DTE OR NEUES 2 AB 
-21 146-54367-5 . . ANGLE, Electrical trim tab indicator switch mounting . . 1 AB 
-22 ANQ60D6L Se? WASHER DS Gaia a gud. Gag whe AO gl ον Ç 6: AB 
-23 22TM62 < 4 NUT S (EN). 1. 0 5 ee wo a ο Warte SQ 6 AB 
-24 AN507-632R16 . . SCREW. We. s VAI ad re MR Ὁ «οὐ SD Ὁ wx dar crow ue SQ 4 AB 
-25 W27RDTC a SWITCH (MeS). . . . . A gt Ha EN Kot ον Das 2 AB 
-26 AN507-632R6 SCREW. . . ¥ OUR Gs. ML Se RS Bw 2 AB 
-27 146-54367-3 š ANGLE, Electrical trim tab indicator switch mounting . . 1 AB 
-28 AN931B6-10 a^ a GROMMET, . ES 1 AB 
-29 7813-632-7A . . SCREW, 100° flush "head corrosion resistant (NA) . dee 4 AB 
-30 2W18-6L ` ` WASHER, Flat UNA RI. cuiua a a. a. a EUST RN e 4 AB 
-31 AN365-632 ga y NUM. ο en da ο ion ee do A A e ος 4 AB 
-32 AN507-632R5 > . SCREW. ... "DE 1 AB 
-33 1506-1 4 WASHER, Countersunk tooth lock `(Su) ` "E DERE 1 AB 
-34 146-54363 ND BEARING, Electrical trim tàb indicator actuator, . S 4 1 AB 
-35 175-54740-20 RN ACTUATOR ASSEMBLY, Electrical trim tab indicator . . . . 1 AB 
-36 146-54364 + . SCREW, Electrical trim tab indicator switch adjustment . 2 AB 
-31 146-54271 + . SCREW, Electrical trim tab indicator switch adjusting. . 1 AB 
~38 146-54293 š FOLLOWER, Electrical trim tab indicator travel adjustment 1 AB 
-39 AN515-4R6 5 - ος SCREW ¿"y UC ο Sie: eva IS LUE φις Cel Me. Vet ο Ὁ ὁ: at fal ç 2 AB 
-40 ANQ60D4L a T ae, WASHER Q4 box XE VE awe ore at Fase, le ely eh τα ου" 4 AB 
-41 AN365-440 vow ΓΙ. ¿ s "D 2 AB 
-42 146-54368 . . CLIP, Electrical trim tab indicator “adjusting | screw. . . 1 AB 
-43 146-54283 2 e WASHER, Trim tab box assembly spring . . . . . . + š: 1 AB 
-44 175-584736 . . ARM, Electrical trim tab connecting. ..... eraut 1 AB 
-45 AN960D10L ONE" WASHER E 4e Veg, CU ile A fe 1 AB 
184 -54719-3 ον αν POTENTIOMETER ' ASSEMBLY, “Electrical trim tab box. .... 1 AB 
-46 ΑΝΟ36Α6 = + . WASHER, . be ees Ware Saa aI oie er eye eee -ῳ . 3 AB 
-47 2W18-6L Dol l WASHER, Flat (NA). sicut erts ce s a ves Rute acd la αν τὸν ον 3 ΑΒ 
-48 AN515-6R7 - + . SCREW.. . 3 AB 
-49 184 -54716 . . . SUPPORT ASSEMBLY, Electrical trim tab potentiometer . 1 AB 
4B19-S6-008 2 i Se BUSHING, Press-fit plain (NA).......... 1 AB 
A5980-6Z90” -3 ` ` 4 de NUT, Speed (TIN). .. los ge do xL iLi 1 AB 
-50 52-022-094-0625 Pos ἃ PIN, Roll (EN) . a, a Vo 1 AB 
-51 175-54760 2-44 š GEAR, Trim tab electrical control box pinion. . . . . 1 AB 
-52 756111 e κ POTENTIOMETER (FAC). > tere od! Wie sae See 1 AB 
-53 AN659-1 Do. TERMINAL... 2. . e. Ue. tu ra ^R ὃς ορ v . . “r ua 2 AB 
-54 AN3057-6A e ADAPTERS Su SS ος la) cee eee) one ο αμ Der ad S nez 212 2 
-55 AN3101A14S5P . . RECEPTACLE . . . . . + +. . IM νο ew ο -ᾱ 1 
-56 AN3106A10SL3P 4 PLUG X ας το; -ᾱ, Ὃς “oe a e “Sa ἂν eae ^ Φ sey τω 1 
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H-175-51-13 


FIGURE 36 - LH AND RH FUEL QUANTITY GAGE SYSTEM TIP TANKS INSTRUMENT SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
36 175-51024-1 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity gage. . . Ref 
system tip tanks LH (see figure 21 for next assembly) 
175-51024 -2 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity gage. Ref 
system tip tanks RH (see figure 21 for next assembly) 
-1 38100640179 . TANK UNIT ASSEMBLY 13) S ρα as qe ret ce ο ο sss nd a Se « 1 
-2 381006A0180 . TANK UNIT ASSEMBLY (SA). . Bhat oe at UNOS QN ETE κ EE: | 
-3 AN737RM74 AM tae το ms cog O ο ο ο O . 8 
-4 384010-32 . LEAD ASSEMBLY, HOO (SA). . . . +. . us desea UM St S, Q tu X EE Y$: ue 1 
-5 384002 -32 . CABLE ASSEMBLY, Coax (SA). . . « +. . + + + + +s + + + ewe s 1 
-6 384010-23 . LEAD ASSEMBLY, HOO (SA). . . . +. . + A 1 
-7 384002 -23 . CABLE ASSEMBLY, Coax (SA). . . . . . ETE su owe 1 
-8 384038 . FITTING, Feed through HOO (SA) . . . . . . + + + + + + + + S 1 
-9 384005 . TEE, Lead HOO (SA) . . . . . . . + <+ Bote Ne A Ne ο wee BOR 1 
-10 UG492A/U . FITTING, Feed through coax (SA). . . . . + + + + +s + eee EA 1 
-11 uG274U . LEAD ASSEMBLY, 400 (SA). . . . . +. . 4. ee ee . ... . . .. 1 
-12 384002 -12 . CABLE ASSEMBLY, Coax (SA). . . . . s Sack nti le. Wo hat E M is. iW 
-13 384010-12 . LEAD ASSEMBLY, 400 (SA). . . . a 4... ee ee ee ee ee 1 
-14 384035 . ADAPTER, Bulkhead EM Be μμ Sar sh T ee Sa q a t μα. 1 
-15 384036 . ADAPTER, Bulkhead (SA) . . . . +. - + + be Gon fe nee AT εἰς. tor sO sz. δὸ 1 
πο ο UU Y l A U A A A AA A A A 
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H-115-54-25 


FIGURE 37 - WING CENTER SECTION ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
37 146-54013-25 ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing center section . . Ref 
(see figure 9.for next assembly) ` 


-1 146-54237-15 
146-54237-13 
-2 156-54055-3 


CONDUIT, Electrical wiring harness e side). v ss 2 
CONDUIT, Electrical wiring harness (right side) . . . . . .. 1 
CONDUIT, Electrical reciprocating engine ignition (left side) 1 
CONDUIT, Electrical reciprocating engine ignition (right side) 1 
2 
2 
f 


156-54055-5 . 

-3 AN3106-10SL3S . PLUG. . 4i 2 Ὁ Ὁ 4.9 a e a a e é 

-4 AN3057 -4 . ADAPTER . . » < e ὁ © «e ὁ ο © ὁ e e ο » ὁ e * ὁ e * ὁ e * ο 
146-54203 * LIGHT INSTALLATION, Electrical approach . . . . . +, + + . + . Re 

-5 AN507 -832R8 š . SCREW (left side only) . . « . . + + + s + + + rr... 16 

-6 146-54203-10 S . DOOR ASSEMBLY, Approach light (left side only) ...... 1 

-7 146-54203-6 š Toer FRAME, Approach light door (left side only). . . . . . 1 

-8 AN507-632F8 E FEES SCREW (left side only) . . . . + + + + + + * * dieras ELO 

-9 AN960D6 š i WASHER (left side only). . . . . . + + + + + + + + + + 10 

-10 AN365-632 Ν "P NUT (left side Only) «uw το οι ey Bes Mie ie nem rey usu XO 

-11 146-54203-5 y sy Us GLASS, Approach light door (left side only). . . . . + 1 

-12 146-54203-7 N od. PLATE, Approach light door glass retaining . . . . + + 4 

(left side only) . 

-13 AN507-832R10 u "S SCREW (left side only) . . . . . + + + + + + + + eee 4 

-14 AN960D8 : - . WASHER (left side only). . . . +. + + + + + + + + eee 4 

-15 AN365-832 ς β- +2 NUT (left side only) . . . . .:.....::::... . 4 

-16 146-54203-8 š a E GASKET, Approach light mtg bracket (left side only). . 4 

-17 146-54203-3 : os BRACKET, Approach light mtg bracket (left side only) . 1 

-18 146-54203-4 R E 0$ BRACKET, Approach light inbd mtg (left side only). . . 1 

-19 NAF1024-2 . e! T$ LIGHT ASSEMBLY, Approach single contact. . . . . . + + 1 

(USN drawing 67883) (left side only) 

-20 AN520-10R7 š y 4 SCREW (left side only) . . . . . + + + + + + + eee 6 

-21 AN960D10L * fe WASHER (left side only). . . . . . . + + + + + + ee 12 

-22 AN365-1032 . x . «ᾷ NUT (left side only) ......... "EO «5 entis 6 

-23 AN3124 -307 . . . LAM (left side only). . . . . +... s s s . s e ee 1 

-24 160-54011-7 : LEAD ASSEMBLY, Electric engine temp control (left side only). 1 AD 
160-54011-8 : LEAD ASSEMBLY, Electric engine.temp control (right side only) 1 AD 
160-54011-15 š LEAD ASSEMBLY, Electric engine temp control (left side only). 1 CC 
160-54011-16 < LEAD ASSEMBLY, Electric engine temp control (right side only) 1 CC 

-25 AN5537-1 < . CONNECTOR ASSEMBLY . . +. +... © © < s + = + a oeoo + ew n 1 

-26 AN3106-16-133 à a PLUG. sole eh a a w 4. Ee W L τον τῶν Uoc ye w iw “ο 1 

-27 AN3057-8 ë so ¢ ADAPTER. ea te όν xn I aa Su e A ES ee 1 

AA eee e 
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H-175-52-4B 





FIGURE 38 - LH AND RH WING OUTBOARD PANEL SURFACE CONTROLS INSTALLATION 
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AN 01-60AABA-4 Group Assembly Parts List 
WING (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 146-52006-1 SURFACE CONTROLS INSTALLATION, Wing outboard panel LH . . . . . .Ref | 
(see figure 4 for next assembly) 
146-52006-2 SURFACE CONTROLS INSTALLATION, Wing outboard panel RH... . . .Ref 
(see figure 4 for next assembly) 
-1 AN210-2A ^ “PULLEY. 2 a Se ei mou. et ο ο ϱ ο AA 
-2 146-48826 . SPRING, Tip tank release return. . | "PTT 
-3 146-48814 . CABLE ASSEMBLY, Tip tank release outboard. TE^ Xd ο xw 1 
-4 175-52318 . ROD ASSEMBLY, Aileron control wing break to boost. μα =S 
ATTACHING PARTS 
-5 AN310-4 x NUT Ga uus m, sb ο a ud S tes id Mat cies ee G e OS uL 
-6 AN960D416 . WASHER... st Joe, E ua abies EET 
-7 NAS54-14 . BOLT, Close tolerance alloy steel λε; 28 (magnetic inspected). 2 
oim ipi M E 
-8 175-52320 De vy ROD END ASSEMBLY, Aileron control wing outboard. . . o 9 
-9 AN316-8R 5 š NUT. . m svi 
-10 175-52319 . os ADAPTER ASSEMBLY, “aileron control wing o outboard "rod. $9. 
-11 AN310-4 s, UNUT. uv πο Be 9.3.9 Desde ly ve Ὁ he sora ELE Rice ae ar ae ee ἃ sux al 
-12 AN960D416 . WASHER . . . . S s e 
-13 NAS54-13 . BOLT, Close tolerance’ alloy steel “1/82 “28 (magnetic inspected). 1: 
146-523168-1' s BELLCRANK INSTALLATION, Alleron control outboard LH. . . . .Ref 
146-523168-2 . BELLCRANK INSTALLATION, Aileron control outboard RH. . . . . .Ref 
214 160-52339 ROD ASSEMBLY, Alleron boost follow-up. . . . . . . . . . . 21 
ATTACHING PARTS k 
-15 AN310-4 NUT (magnetic inspected) 5 5 š oa de qa PES: 
-16 AN174-13 $us BOLT (magnetic inspected). E PL 1 
-17 AN960D416 š š WASHER . ¿ + . « . © © ns . πο. Aaa vno sd 
-18 AN960D416L š E WASHER? Z oa a a se . š $9 pets Sta 
nM uere 
-19 ΑΒΕ "e . END, Bearing rod (SHA). . . . . . . ç 2 < ç ç ¿ç + + 1 + 1 
-20 AN316-5R * > ec (NUT ο Sp See ek! ο... 
-21 169-52323 ei Se . BEARING, Aileron control push pull “pod. bei mew qv! 4 
160-52339-3 "E" . SUB ASSEMBLY, Aileron boost follow-up . . . . . . . . . 1 
-22 146-523152 er: a lu END ASSEMBLY, Aileron control inboard push pull rod 2 
160-52339-5 w- - "ZEE" TUBE, Aileron boost follow-up . . . . . . . . . . . 1 
-23 160-52386-1 elc BELLCRANK, Aileron codtrol outboard LH . . . . . . . . . . 1 
160-52386-2 BELLCRANK, Aileron control outboard RH . . . . .. .. .. 1 
ATTACHING PARTS 
-24 AN310-5 £ NUT (magnetic inspected) . s. l se Gace οἱ “en ών ως τᾱ, sub 
-25 AN175-42 E Μι BOLT (magnetic inspected). ORC ος ο Ue S ioe EE 
-26 AN960D516 5 WASHER . +... . « . . eee . +... e Ç ο ο NC Oq, err YQ 1 
-27 AN960D516L v Ls  OWASHER 5.5/2. ο ye rim e, ο geet ue bod SOR κο 1 
W ss kos 
-28 146-523107 hoy E CHANNEL, Aileron horn rigging... . Barane erar CU 
-29 146-52333-1 D us SUPPORT ASSEMBLY, Aileron control boost sector LH. εν... d 
146-52333-2 SUPPORT ASSEMBLY, Aileron control boost sector RH. . . . . 1 
ATTACHING PARTS 
-30 AN365-428 = d NUT. .. . or Haas Mavs s x o ud d ss "EN 6 
-31 AN4-7A FADEN BOLT (magnetic inspected). A de Ney tee coe ὃν S e 4 
-32 ANY-11A S 16 BOLT) 20-64» a 2 u -ᾱ zw sal Ue! ῳ Q to š 2 
-33 AN960D416L AER WASHER 4:06 «6 lee er e ; RE X . 4 
-34 AN960D416 soie “WASHER . ceo a Qo. cesi ο ç š 8 
ww PRA 
-35 AN207D5 à P BEARING Ls 4 $e ta fae s wq a aa gt Gen cL 
-36 AN200K5 a . BEARING... a κο “Ὁ 
175-520102-1 LOCK ASSEMBLY AND INSTALLATION, “aileron” surface control. ave Ref 
175-520102-2 . LOCK ASSEMBLY AND INSTALLATION, Aileron surface control. . . .Ref 
-31 AN960D616L s. te) HWASHERCL 4106€ 2e coe m ο) ox Du e ία wa, S TES εις Xo ak ue 
-38 AN396-31 * š PIN. ... k. Ye wo ja b 
-39 175-52094 NS BUNGEE ASSEMBLY, Aileron surface lock return de δω Ὁ ww ud 
-40 AN320-4 š . NUTS 2 Say e. τ a CEN ο ο ον eS ὃς cm wu, Le! Fal er Tels ὁ JQ a 
-41 AN960D416L E š WASHER: 65 ë, ὦ, se Q col, We io Sot hen SB eatin. end Sag a) Sed Sor wan eae? a 
-42 AN24-22 a BOLT ¿ ¿ ç 4 s ο caq νεῖ, Sang 3) Za ο ἄν ος τον sah d. “ 
-43 146-523121 A SPACER, Aileron. lock arm e : sv ides Les tote sue AP yal a PE 
-44 146-52397-1 E: SPRING, Aileron control lock hook LH ve, ot oat τῳ -ᾱ- Αρ ug ec 
146-52397-2 n SPRING, Aileron control lock hook RH......... a Y 
-45 146-52398-1 R ARM, Aileron lock hook operating LH. ......... . 1 
146-52398-2 a Ye ARM, Aileron lock hook operating RH. sw a se a ee SE 
-46 146-52396-1 + . HOOK ASSEMBLY, Aileron lock LH. ............. 1 
146-52396-2 é š HOOK ASSEMBLY, Aileron lock RH . . . . . . . . . . . . 1 
-47 RBC4 s aš . BEARING (RBC) . ç Gy ayara FPE 1 
-48 .175-520109-1 $ m SUPPORT ASSEMBLY, Ailerón control lock LHS ochan s Ἡ 
175-520109-2 SUPPORT ASSEMBLY, Aileron control lock RH. "UE "PEE: 
ATTACHING PARTS s: Š 
-49 AN365-1032 A NUT wn n. dU er cune ver talis ο a ο ο δὲ ο See a re. d. CE 
-50 AN960D10 . . WASHER . . . . ONIS κ ae ide at cD 
-51 NAS221-13 "EET SCREW, Brazier head “phillips recess alloy steel. . . . . . 1 
cone unc ME e n 
-52 AN364 -1032 : NUT. Zo rote as ey gm e ARN μυ 
-53 AN960D10L š WASHER . . . "e $a A “ᾱ; τὸ 4 
-5h NAS43DD3-10 de Ὁ SPACER, Screw and "bolt πο ο πο Kai sas Mes ad mulus Der Vei ^ 2 
-55 AN23-9A E BOET ¿U cau doi Bl e ek Q ος ie! Nas ie? Q Oy i ew tar SP ee a an te 
-56 AN210-2A SOIPUDEEY 2.0 . σος. : ee Sse Ge 1 
-57 146-52330-1 - CONTROL INSTALLATION, “aileron outboard wing break LH ` . . . Ref 
146-52330-2 . CONTROL INSTALLATION, Aileron outboard wing break RH . . . . .Ref 


(see figure 39 for detail breakdown 
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H-175-52-3 


FIGURE 39 - LH AND RH AILERON OUTBOARD WING BREAK CONTROL INSTALLATION 
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AN 01-60AABA-4 
WING (Cont) 


Section [| 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
39 146-52330-1 CONTROL INSTALLATION, Aileron outboard wingbreak LH y Ref 

(see figure 38° for next assembly) 
146-52330-2 CONTROL INSTALLATION, Aileron outboard wingbreak RH ics Ref 
(see figure 38' for next assembly) 
NOTE Quantities listed as per one installation except as noted 
-1 146-52318 + ARM ASSEMBLY,  Aileron control wingbreak outboard folding 1 
ATTACHING PARTS ` 
-2 AN310-4 s ΝΕΤ, ως ο sta te e ἃ VE mS gea --- 1 
-3 AN960-416 a WASHER: S uius roe D ea ο ga ee Y Hy ate A . 1 
-4 NAS54-20 . BOLT, Close tolerance alloy steel 1/4-28 ... ç: š 1 
—À RA Ἂν δ 
-5 NAS77-4-37 + . BUSHING, Flanged press fit steel ve E 2 
-6 146-52366-10 ROD ASSEMBLY, Aileron control wingbreak outboard š 1 
(supersedes 146-52366 for future procurement) 
ATTACHING PARTS . 
-7 AN310-4 . NUT . ὃν δρ us es š ; y : Au 2 
-8 AN960-416L WASHER wies UE os A 5 ^ ê š ` τ ΣΡ 1 
-9 AN960-416 . WASHER . . . . r . ee ue 2 
-10 NAS54-14 . BOLT, Close tolerance alloy steel 1/4- 28 . . N ; 1 
-11 NAS54-13 . BOLT, Close tolerance alloy steel 1/4-28 . . s š 1 
-- 
-12 156-52302 BEARING, Aileron control push pull rod . DE. 2 i 
-13 AN316-5R NUD C AU Uo ο ce UE ue Ue uu m E RII UV iL R^ d i 1 
-14 REYPLS . END, Bearing rod (FAF) (superseded by 184-52357) . š 1 
184-52357 . BEARING, Aileron control push pull rod . 2 A 1 
(supersedes RE4FLS for future procurement] 
-15 AN316-5L sow NUP Ss L3 2 PED NU 1 
-16 146-52340-3 . . END, Aileron boost follow- “up rod . $c ¿ Seu 1 
-17 146-52340-4 a END, Aileron boost follow-up rod . . αν 1 
-18 146-52391 ` BELLCRANK ASSEMBLY, Aileron control outboard `wingbreak Ν 1 
ATTACHING PARTS 
-19 NAS54H23 BOLT, Close tolerance alloy steel 1/4-28 ... 4 " 1 
Pee. osa: 
-20 AN200K4 . . BEARING... LEE 2 
-21 487-5-813 . SPACER, Flanged “dual bearing (NA) EM š κ. 1 
-22 146-523174-1 HORN ASSEMBLY, Aileron control wingbreak outbd complete LH. 1 
146-523174-2 HORN ASSEMBLY, Aileron control wingbreak outbd complete RH. 1 
ATTACHING PARTS 
-23 AN310-6 a NUT. verse. cur Vul URL a Re Les ἐς. ο ο Ter SX ο Ue fo Ls ee YA x 1 
-24 AN960D616 a, WASHER $ e o grues nhu hee nic» e ντο TE b ow du 2 
-25 NAS56-21 . BOLT, Close tolerance alloy steel 1/4-28 . . . Pol fe e. ¿$ 1 
E : 
-26 AN310-3 ë> ws NUR 4n wo 4 O ME Ten ees ὁ ντο T LR 3 
-27 AN3-14 ην: ΝΟ Ἣν ο ino a ien be gie Ue Lg 3 
-28 AN960D10 ο, ῳ WASHER. eco e aa Τῷ ᾱ ο ο Dea e Q Re Q 3 
-29 AN960-10 ay ve CWASHER ο ο uoa tee ne Ser cs veh RI A Ea dee S wa 3 
-30 146-523164-1 - . PLATE, Aileron control wingbreak horn LH. . Ἐν š 1 
146-523164-2 + + PLATE, Aileron control wingbreak horn RH..... YS 1 
146-523162-1 š HORN ASSEMBLY,  Aileron control wingbreak horn LH . s 1 
146-523162-2 + + HORN ASSEMBLY, Aileron control wingbreak horn RH . ex ts 1 
-31 K6A - + + BEARING (PAF) . : ee Ke m de , 2 
-32 486-6-0.302 : SPACER, Plain dual "bearing (NA) rt Sx š 1 
-33 AN201K4A š . BEARING Ὃν fat Valitse ae s 2 
-34 146-523146 £ SUPPORT, Aileron control wingbreak sector outboard ets ο) τὰ 1 
ATTACHING PARTS 
-35 AN4-7A BOLT er àv eee ant? $ ete toed Pete E eR ws 6 
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H-115-52-1A 


FIGURE HO - WING CENTER PANEL SURFACE CONTROLS INSTALLATION 


FIGURE & 
INDEX NUMBER 


HO 


-1 
-2 


ΑΝ 01-60AABA-4 


WING (Cont) 


(see figure 41 for detail breakdown) 





Section li 


Group Assembly Parts List 


ee s + we 


` * * t 9 9 9 . 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
18 


$9 * . s e s + 9 n n 


` + + + * n 


eo. s + ο 5 89 9 s tg on 


PART 
NUMBER , 1 2 3 4 § 6 7 NOMENCLATURE 
146-52005 SURFACE CONTROLS INSTALLATION, Wing center panel . 
(see figure 9 for next assembly) 
AN210-2A et. BULLE Y 234 Soe | s Ὁ WSA cary SG RES Wap Tht eh, Se? — S p PET 
160-43132 . FAIRLEAD, Engine control wing station 99.75 fire break LH . 
160-43133 . FAIRLEAD, Engine control wing station 99.75 fire break RH . 
146-48816 . CABLE ASSEMBLY, Tip tank release intermediate LH 
146-48117 . CABLE ASSEMBLY, Tip tank release intermediate RH 
146-523130 . CABLE ASSEMBLY, Aileron lock control outboard . 
146-523131 . CABLE ASSEMBLY, Aileron unlock control outboard . 
AN320-3 as μα ο dm de mlt. q.v δι Ὅν e ο Ge, a κ, “Ὁ "φ 
AN960D10L ec WASHER vo: cae ὁ ος. wl eS ve, eot We Gea "Ee ον e 
AN23-9 v BOLT jane es ” MES S. d Re να 
AN23-10 . BOLT (orans) Ἐν Ds νην 
AN23-13 . BOLT (aft) .... n , PER: 
146-523106 . LINK, Aileron lock control cable » »os HE 
146-523102 . CABLE ASSEMBLY, Aileron lock . . s Yee 
28-C093-72-3/8 H CONTROL ASSEMBLY, "Tru-way" push pull (cA). : 
146-523104 i CLEVIS, Aileron lock cable inboard . . . . ; 
146-523103 - . CLEVIS, Aileron lock cable outboard it ss κ Y 
AN315-3R s uu NUT Secon, ολ Bie? ou He ολ tat Werk Ore, O Chawa δις Se “ἃ 
AN310-4: so NUT- δ. χρη ela ον vee n = x an "a> Deletes τῳ 
AN4-22 ο BOLT e oh aie: (de aaa A RI. Š $$ % 
AN960D416L e "WASHBR: 47x06 aa ys ea š u ta 
AN960D10L WASHER > ow a ες 5 E P ᾱ- ην ie. S 
4§3D416-10 SPACER, Bolt (m) hdc M αμα it 
4§3D416-34 SPACER, Bolt (NA)..... ειν «ο κε 
146-523100 . LEVER ASSEMBLY, Aileron lock ... η 
AN201KHA . . BEARING . . . . . . κα τὲ, -Ἡ š aY ἰοῦ uw 
AN3-6A . BOLT... acta” fet, ea £ Sa $ οἱ š . aims 
AN3-4A s BOB TO 23» ES ὃν $ CEP al ve 
AN310-2A o. PULLEY 2-36 Ses eee ows ᾷ š; ye 
AN210-6A e “PULLEYS το “Ss οἱ p ee pod ο. y 0 45 
AN210-4A . PULLEY . 7 . ; . 3: ὦ 
146-52357 CABLE ASSEMBLY, Aileron control center wing o utboa 
l 752606—-——— 4. ` UNIVERSAL ASSEMBLY, Flap drive shaft ...... 
0-52613 . . REDUCER, Flap árive shaft . .. Sele cese Be 
πο τῇδ 52607 ` . TONGUE, Flap drive shaft universal . . . . . . 
1646E1 . ACTUATOR ASSEMBLY, Outboard flap dud (supersedes 
175-52605 for future procurement 
Pans RU 15 . ACTUATOR ASSEMBLY, Outboard flap ........ 
52603 . ACTUATOR ASSEMBLY, Outboard flap . . .. . . + + 
`wAN310-5 dE s MN T ind. Αρ II No le UOS ay ets 
ANS-24 . BOLT (magnetic inspected) ....... S dece 
ANQ60D516L . WASHER . . Moo Lee (at ad ar fay κα ον νο ας 
146-52610 BLOCK ASSEMBLY, Flap actuator pivot universal . . 
ATTACHING PARTS 
AN310-5 μια δν e te Fab ean wal RS UE UE Vel i-i" Wide ice 
AN5-25 . BOLT (magnetic inspected) . . . . . . . + + + + + 
AN960D516L 4 WASHER 240 god eh ee a ee O a . 
146-52611-3 . BUSHING, Flap actuator block bearing spacer . 
aon MEN YS » 
NAS2-201 é FITTING, Lubrication ao Couns . 
4B17-7-50 3 BUSHING, Flanged press fit bronze (NA) . . . . 
4B19B5-104 : BUSHING, Press fit plain (NA) . . . : 
146-52608 . BRACKET ASSEMBLY, Flap drive shaft bearing E š 
153-52604 . BEARING ASSEMBLY, Flap torque tube Bio dn ete . 
NAS2-101 . < + FITTING, Lubrication .. . m 
153-52608 i . BEARING ASSEMBLY, Flap torque tube ¿r S 
S5KDD ¿f BEARING (FAF) oa oue ο woe en 
AN365-1032' ον ΝΕ ZS 2 4639.7 -ᾱ us aia ya POESIE 
AN3-7A ï . BOLT (magnetic inspected) . ele ze Nee a aaa ey By sua 
ΑΝΟΘΟΡΙΟΙ, w: WASHER. ¿+ ç ο Soe Kuq omo mcm ὁ a Ὁ S αν ο ὧν, 
146-52601-19 . SHAFT ASSEMBLY, Flap drive .......... H 
146-52601-7 . SHAFT ASSEMBLY, Flap drive ......... š 
146-52601-5 . SHAFT ASSEMBLY, Flap drive .. iw wi EUM 
146-52603 s COLLAR, Flap drive shaft lock EE z 
146-52604 » SPRING, Flap drive shaft collar ....... 
146-52605 . . PIVOT, Flap drive shaft bushing ....... 
146-52602 + . SLIDE, Flap drive shaft collar . . . . . . . « 
AN210-1A . PULLEY... er cay dental. sa a ta 
AN210-1A . PULLEY (station 120 right side) . o EN 
156-48801 . FAIRLEAD, Fuel tip tank release inboard (rignt side) 
156-48802 . FAIRLEAD, Fuel tip tank release wing (right side). 
146-52329-1 . HORN INSTALLATION, Aileron control wingbreak inboard LH 
(see figure 41 for detail breakdown) 
146-52329-2 . HORN INSTALLATION, Aileron control wingbreak inboard RH . 
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FIGURE 41 - LH AND RH AILERON CONTROL WING BREAK INBOARD HORN INSTALLATION 
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WING (Cont) 


----------π---ε------------᾽-----------------------ο-----------------------------οτπηεπηξον 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AL 146 -52329-1 HORN INSTALLATION, Aileron control wing break inboard LH. . . . Ref 
: (see figure HO for next assembly 
146-52329-2 HORN INSTALLATION, Aileron control wing break inboard RH... . . Ref 


(see figure HO for next assembly 
NOTE: Quantities listed as per one installation except as noted 
-1 146 -52365-9 . ROD ASSEMBLY, Aileron control wing break inboard . . . . .. 1 
ATTACHING PARTS 
NUT. 





-2 AN320-4 1 
-3. NAS54-13 . BOLT, “Close "tolerance “alloy "steel 1⁄4- `28 $ (magnetic inspected 1 
-à ANQ60D416 . WASHER... ¿ç + ee eee : 2 
mnc ES 
-5 REAF5 v. os END, Bearing rod (PAR). . . . + + + + + + ee s.at t on n ° 1 
-6 AN316-5R +. NUT oa ED κὰν - 2 
-T 156 -52302 5. ç BEARING, “aileron “control `push pull E p acm eos ps 1 
(altered from (FAF) part No. RE4F5) 
-8 146-52365-5 . . ROD SUB ASSEMBLY, Aileron control wing break inboard. . . 1 i 
-9 146-523160 ` i . END ASSEMBLY, Aileron control wing break inboard . . . 1 
: push pull rod (forward) 
146-523215 . . . END, Aileron control wing break inboard push pull. "E 1 
(rod (aft) 
-10 146-52364 . SECTOR ASSEMBLY, Aileron control wing break. 1 
ATTACHING PARTS P 
-11 AN310-4 . NUT. 1 
-12 NAS54-15 . BOLT, “Close "tolerance “alloy "steel 1⁄4- 28 B (magnetic inspected) 1 
-13᾽ ANQ60D416 WASHER zs eec x04 Ὁ πι ἃ : Pun 2 
ρε θεα 
-14 AN200K4 š .... BEARING . . +. 2 
-15 486-4-0.094 - | . SPACER, Plain dual “bearing `(NA) . ; 1 
-16 146-52375-1 . BRACKET ASSEMBLY, Aileron control bellerank “LH Ὁ 1 
146-52375-2 . BRACKET ASSEMBLY, Aileron control bellerank RH... . 1 
ATTACHING PARTS 
-17 AN4-12A - BOUM GG a we AOR e wR ee os 1 
-18 AN4-6A BOLT be s n αἱ Ped, cog res Ne ES ον -αἳ ceo p 2 
-19 AN4-5A 5 BOLT ο aka A oss SSP ϕν eerie lom δε. "εκ ο tie δα 1 
-20 AN960D416 . WASHER . . . +. +. + $ ç sia E a 4 
-21 146 -52317 ARM ASSEMBLY, Aileron control wing break inboard folding . . 1 
ATTACHING PARTS 
-22 AN310-6 NUD ee E OR RR Q SOM RQ O ns τ el e m 1 
-23 146-523144 . BOLT ASSEMBLY, Aileron control horn connecting . . . . . +. ° 1 
-24 NAS2-101 . . FITTING, Lubrication. . . . . + + + e * * * * * * * tf * tg 1 
-25 2W1LB24-20-16 . WASHER, Plain (NA) . . . «. + + + + + + επ t t ees 2 
-26 AN960D616 TS ΜΕ ο I Pr DES 1 
-27 AN960D616L . WASHER . . . . - - s s, s et s s s + s m t] t] ] 9| ° ng z 1 
------ 
-28 NAS2-301 . . FITTING, Lubrication. . . . E Re! eo κὸν oes Jets 1 
-29 NAS77A4-50 . . BUSHING, Flanged press fit steel. Vows ec WO ιο m Mets W 2 
-30 NAS77A6-38 . . BUSHING, Flanged press fit steel. . . eC DEM 2 
-31 146-523165-1 . HORN ASSEMBLY, Aileron control wing break `inbd complete LH 1 
146-523165-2 . HORN ASSEMBLY, Aileron control wing break inbd complete RH 1 í 
ATTACHING PARTS 
-32 AN320-6 . NT. ο Nawa ο e ge) ος 1 
-33 2W2SP25-30- -65 s: WASHER, ‘Thrust washer "(NA) . a. ο es τν μα dr noy Ter UR qaa rA e 1 
-34 AN310-3 sv 4^ NUT. αι δρ ὃν ᾱ DEP . ο. τα ος er 3 
-35 AN3-14 . . BOLT. . . < . < 5 as qud. . 3 à 
-36 AN960D10 a o WASHER os ο du ο με. 3 a 
-31 AN960-10 > . WASHER. . . doce TE 3 7 
-38 146-523164-1 . . PLATE, Aileron control "wing break horn “LH — ra 1 
146-523164-2 . . PLATE, Aileron control wing break horn RH . . S C ise 1 
146 -52363-1 . . HORN ASSEMBLY, Aileron control wing break inboard LH. . . 1 
146 -52363-2 . . HORN ASSEMBLY, Aileron control wing break inboard RH. . . 1 
-39 K12A . . . BEARING (FAF). ë a a) στα, xe 2 
-40 4s7-15-0.670 . . . SPACER, Flanged “dual bearing (NA). Ro Ie et Morr ba een Te 1 
-41 NAS77-6-31 . . . BUSHING, Flanged press fit steel . . Ὃν πώ a d. je. Aa 2 
-42 146-52316 . SUPPORT, Aileron control wing break horn inboard A 1 
ATTACHING PARTS 
-43 AN365 -428 NOD a AR A A ere eet es 4 
-44 AN960D416 . E WASHER: s soe ο 3 9 e aa a A ΦΑΝ AN w U s 4 
-45 AN4S-7A S- BOLTO p ln o4 je 0e 9.9 2$ e A Ce So οδό e Y 
an n am AP 
-46 6B4 . BUTTON, adjustable stop bolt (NA). Me So du We ο ο. 1 
-47 5B21 -428-26 . BOLT, Adjustable stop (NA) . OS O A 1 
-48 AN316-4R o Wnes oe E EE ο. 1 
-49 146-523196-1 . STOP, Aileron “control “wing break horn LH . . we + + + + + + 1 
146-523196 -2 STOP, Aileron control wing break horn RH . . . . + + * * +. * 1 
ATTACHING PARTS 
-50 AN365-1032 s NUD oe οἱ SQ ἐμ; «δ χε ls lE a Se 214 z 3 
-51 AN960D10L . WASHER . . . . - . + + + Zao 5 š ES 6 
-52 AN3-6A e BD orte da en S. οὐ 2€ X τὸς του δη κο s " 1 
-53 AN3-7A . BOLT Xie εδ i Wow. je s x - E 5 2 
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H-175-58-49 
- FIGURE 42 - LH AND RH WING OUTER PANEL HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
42 156-58012-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH . . . . . . Ref 
(see figure 4 for next assembly) 


156-58012-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel RH . . . . . . Ref 
--— c o--- (see figure B for next assembly).. 


E 3H3-10-230 











š HOSE ASSEMBLY, Plastic covered FS supersedes 156-58808-15) . 1 
3H3-10-230 e HOSE ASSEMBLY, Plastic covered (NA ) (supersedes 156-58808-17) . 1 
-2 3H3-10-250 2 HOSE ASSEMBLY, Plastic covered ae supersedes 156-58808-7). . 1 
3H3-10-250 ; HOSE ASSEMBLY, Plastic covered (NA)(supersedes 156-58808-9). . 1 
-3 AN815-10D . UNION . rs Je. ο aa Val 19 a a a as 2 
-4 AN365-1032 š NUT,G < ea ck ᾱ Ὁ κ TARA Qu ᾱ w SSS AA QU C Canals a 6 
5 ANQ60D10L ; WASHER ocius cai ο ας d age tos woe eve M aes κο 12 
-6 AN3-22A su BOLTS 2-261 Ue dade ας Sey λό, ὃς “on e Ties tor tetas τς eh leri eh Oi Ne ολο, Ὁ 
-T 146-58333 š SUPPORT ASSEMBLY, Wing outer panel hydraulic and fuel lines . 3 
-8 146 -58333-3 š . SUPPORT, Wing outer panel hydraulic and fuel lines upper . 1 
-9 146-58333-5 A . SUPPORT, Wing outer panel hydraulic and fuel lines center. 1 
-10 146-58333-7 . . SUPPORT, Wing outer panel hydraulic and fuel lines lower . 1 
-11 146 -58333-9 : . STRIP, Wing outer panel hydraulic and fuel lines . . . . . 1 
-12 156-58808-11 ? LINE ASSEMBLY, Hydraulic aileron up elbow wing sta 350 to.. 1 
union wing sta 295 LH 
156-58808-13 š LINE ASSEMBLY, Hydraulic aileron up elbow wing sta 350 to . . 1 
union wing sta 295 RH ` 
-13 156-58808-3 š LINE ASSEMBLY, Hydraulic aileron down elbow wing sta 350 to . 1 
union wing sta 295 LH 
156-58808-5 š LINE ASSEMBLY, Hydraulic aileron down elbow wing sta 350 to . 1 
union wing sta 295 RH 
-14 AN919-15D . REDUCER ciones δα τε, ον, one ye) ca ve e dier bles Y^ ei lee, Je pun Var tae es «οι», es ah dw 2 
-15 MS28741-8-144 4 HOSE ASSEMBLY (supersedes AN6292-8-14-1/2 for future. . . . . 1 
procurement ) 
-16 MS28741-8-140 n HOSE ASSEMBLY (supersedes AN6292-8-14 for future. . . . . . . 1 
| procurement ) 
-17 AN837-8D à ELBOW 03-20 μμ ο αν ο ar SP iet SAN en QA: ate a] Be es . . . aa 2 
-18 AN6289-8D » NOT ako. SSS κω ο en (089 A ος, ἃ QE 2 
-19 AN6291-8 c RINGS 2 να νο ο Meer ep O ou YA 
-20 AN6290-8 A GASKET: < d 4 W ¿Sua UE UV ee UP ae -ᾱ A - da a ο UR 2 
-21 AN893-151D iy BUSHING Εν ce oo e οι ον 9.9 a ve es Se E Soy Mes utc e Yw 2 
-22 AN6290-10 Z BASKET. 16 πε; ο ο estada dad Ὅροι, yes Ag Pre wie ib ay tae Q 





RGURE & PART 
INDEX NUMBER NUMBER 
43 175-58025 
-1 175-46006 
-2 E59081-2 
-3 AN815-16 
-4 AN6290-16 
-5 -175-58069 
-6 AN6289-16 
.-T AN6291 -16 
-8 AN832-6 
-9 AN815-6 
AN833-6 
-10 AN919-7 
-11 AN926-6 
-12 AN6289-6 
-13 AN6290-6 
-14 AN6291-6 
-15 AN3-3A 
-16 AN960D10L 


-17 175-58217 
-18 175-58211-1 
175-58211-2 





AN 01-60AABA-4 


WING (Cont) 


FIGURE 43 - HYDRAULIC FLUID COOLER ASSEMBLY 


1 2 3 4 5 6 7 NOMENCLATURE 
COOLER ASSEMBLY, Hydraulic fluid. . . 


(see figures 45 and 47 for next assemblies) 


ELBOW ASSEMBLY, Hydrolube cooling air duct 


OIL COOLER, 6x9x210 diameter tubes (aluminum). 


(eross flow) (CLF) 
UNTON sas λα ρα a ovx vU PO Αν Ὁ 
GASKET . . 


FITTING ASSEMBLY, ‘Special μυ “side outlet “elbow (hydraulic). 


NUT. lu 3 
RING . . , 
. UNION (LH) š 
. UNION. . A 
. ELBOW (RH) > 
REDUCER. . . 


. ΤΕΕ... 
2s “NUTS, uo 
. GASKET . . 


RING . 
BOLT 

WASHER . . . . "n 
SHIELD, Hydraulic fluid “cooler s ¿< UK . 
BRACKET ASSEMBLY, Hydraulic fluid cooler k 
BRACKET ASSEMBLY, Hydraulic fluid cooler . 


* * + + t] s s 9] 9 5 o’ 


+ * + m t! . 9 ο 9 n 
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Group Assembly Parts List AN 01-60AABA-4 


WING (Cont) 





H-175.58 -92A 
FIGURE 44 - WING CENTER SECTION HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART / UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 § 6 7 NOMENCLATURE PER ASSY. CODE 
ΠΠ 175-58011 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section . . +. . .Ref 
(see figure 9 for next assembly) . 
No Number . LH SIDE WING CENTER SECTION HYDRAULIC LINES . . . +. +. +. +. . Ref 
(see figure 16 for detail breakdown) ‘ 
No Number . LH SIDE WING CENTER SECTION HYDRAULIC FITTINGS . . . .'. . . .Ref 
(see figure 47 for detail breakdown) 
No Number . WS MAIN LANDING GEAR HYDRAULIC EQUIPMENT . . . . . . . . Ref 
(see figure 48 for detail breakdown) 
No Number . HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY . . . . . .Ref 
(see figure H9 for detail breakdown) 
No Number - RH SIDE WING CENTER SECTION HYDRAULIC FITTINGS . . . . . . +. .Ref 
(see figure 45 for detail breakdown) 
-1 169-58804-53 . LINE ASSY, RH aileron up reducer wing station 285 to . . . . 1 
union wing station 160 
-2 169-58804-57 . LINE ASSY, RH aileron down reducer wing sta 285 to sta 160. . 1 
-3 175-58826-61 + LINE ASSY, RH aileron up RH nacelle union inbd to union outbd 1 
-4 175-58826-45 . LINE ASSY, Aileron down union LH side to union RH side RH nac 1 
-5 175-58826-47 . LINE ASSY, Boost press. union LH side to union RH side RH nac 1 
-6 175-58819-7 . LINE ASSY, Utility system pressure union LH side nacelle to. 1 
union RH side nacelle RH nacelle 
-7 175-58818-93 . LINE ASSY, Boost pump suction union wing station 118 to. . 1 
union wing station 155 RH 
-8 175-58818-81 . LINE ASSY, Brake press. elbow nacelle station 255 to union 1 
nacelle station 296 RH 
-9 175-58818-79 . LINE ASSY, Fairing door open elbow nacelle station 255 to . 1 
. union nacelle station 306 RH 
-10 175-58818-77 . LINE ASSY, Fairing door close elbow nacelle station 255 to . 1 
union nacelle station 306 RH 
-11 175-58818-75 . LINE ASSY, Main landing gear down elbow nacelle station 255 . 1 
to union nacelle station 314 RH . 
-12 175-58818-73 . LINE ASSY, Main landing gear up elbow nacelle station 255 . . 1 


to union nacelle station 314 RH 5 
IGNEUS ιν το το ειτε ος i i ee οσο 








AN O1-6OAABA-l 


WING (Cont) 


Section l! 


Group Assembly Parts List 


e ————————————————————————————————————————S——ÀM—Á 


PART 
NUMBER 


175-58817-23 
175-58817-21 
175-58818-69 
169-58806-5 

169-58806-25 
175-58818-71 
175-58818-67 
169-58806-3 

169-58806-11 
169-58806-51 
156-58804-41 
175-58810-65 
175-58810-67 
175-58810-69 
175-58810-71 


175-58810-73 
175-58822-35 


175-58024 
175-58816-47 


175-58817 -39 
175-58817-27 
175-58817 -33 
169-58802-17 
175-58802-53 
169-58802-15 
175-58802-51 
175-58817-41 
175-58802-49 
169-58806-39 
175-58815-43 
169-58802-23 
175-58809-5 


175-58819-3 
175-58819-5 


175-58826-43 
175-58818-91 


175-58818-95 
175-58818-89 
175-58818-97 


175-58826-41 
175-58818-83 


175-58818-85 
175-58819-9 
175-58826-35 


175-58826-15 
175-58801-13 


2 3 


UNITS USEABLE ON 


4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ASSY, Utility pump suction elbow nacelle station 248 . 1 
to 45° elbow on cooler RH racelle 
ASSY, Utility pump drain bushing at check valve . . 1 
nacelle station 235 to elbow nacelle station 249 RH 
ASSY, Main landing gear down union nacelle station 1 
315 to relief valve RH 
ASSY, Main landing gear union nacelle station 306 1 
to tee wing station 142 RH 
ASSY, Main landing gear door open union nacelle . . 1 
station 306 to tee wing station 142 RH 
ASSY, Main landing gear up union nacelle station 322 1 
to relief valve RH 
ASSY, Brake press. union nacelle station 296 to . 1 
bulkhead elbow at flex hose nacelle station 338 RH 
ASSY, Emergency main landing gear down tee wing . 1 
station 137 to union nacelle station 314 RH 
ASSY, Emergency brake pressure union wing station 1 
104 to elbow nacelle station 338 RH 
ASSY, Emenpeney brake union station 86 to union 1 
station 104 RH 
ASSY, Emergency brake pressure buttock line 33 union 1 
to wing station 86 union RH 
ASSY, Air vent union fuselage station 364 to union . . 1 
wing station 102.6 RH 
ASSY, Air vent union fuselage station 102.6 to... 1 
union nacelle station 365.5 RH 
ASSY, Air vent union station 365.5 to union station 1 
384.75 RH 
ASSY, Air vent nacelle station 384.75 to union... 1 
station 422 RH 
ASSY, Air vent nacelle station 422 to outlet assy RH . 1 R 
ASSY; Reservoir vent bulkhead union nacelle station ` 1. BP 
384.75 to hose nacelle station 460 RH side 
ASSY, Hydraulic reservoir vent line outlet RH nacelle. 1 BP 
ASSY, Emergency main. landing gear down union wing . . 1 
station 79 to tee wing station 137 RH 
ASSY, Utility pump drain bulkhead elbow to check . . . 1 
valve station 235 LH nacelle 
ASSY, Utility pump drain tee at cooler to bulkhead . 1 
union nacelle station 217 
ASSY, Utility pump suction bulkhead union at cooler 1 
outlet to bulkhead union nacelle station 217 
ASSY, Variable volume pump pressure nacelle station . 1 R 
260 union to nacelle station 263 union RH 
ASSY, Utility pressure RH nacelle from union station . 1 BP 
263 to wing station 112 
| ASSY, Variable volume pump pressure nacelle station 1 R 
237 union to nacelle station 260 union RH 
ASSY, Utility press. RH nacelle from bulkhead union . 1 BP 
station 244 to union station 263 f 
ASSY, Utility pump pressure union nacelle station 237. 1 R 
to bulkhead union nacelle station 217 
ASSY, Utility pressure RH nacelle from firewall to A 1 BP 
bulkhead union station 244 
ASSY, Constant volume pump suction union wing .. . 1 
station 155 to union nacelle station 242 RH 
ASSY, Boost pump suction. union nacelle station 42 1 
to union nacelle station 217 RH (firewall) 
ASSY, Constant volume pump pressure nacelle station 1 
250 union to wing station 155 union RH: 
ASSY, Constant volume pump pressure nacelle station . 1 
217 union to nacelle station 250 union RH : 
ASSY, Boost pump pressure RH side of fuselage . . .. 1 
ASSY, RH aileron down union RH side fuselage to . . . 1 
union RH nacelle 
ASSY, Utility pressure RH leading edge . . . . +. .. 1 
ASSY, Brake pressure union RH side fuselage to... . 1 
elbow RH macelle 
ASSY, Boost pump suction union RH side fuselage . . . 1 
to union RH nacelle 
ASSY, Fairing door open union fuselage to elbow in. . 1 
RH nacelle 
ASSY, Fairing door close union fuselage to elbow nm 1 
in RH nacelle 
ASSY, Utility suction RH leading edge . . . . + + +. ° 1 
ASSY, Landing gear up union in fuselage to elbow . . . 1 
in RH nacelle 
ASSY, Landing gear down union in fuselage to elbow . . 1 
in RH nacelle 
ASSY, RH aileron up union RH side of fuselage to . . . 1 
union RH nacelle 
ASSY, Utility pump drain union in fuselage to elbow . 1 
in RH nacelle 
ASSY, Main landing gear down flow regulator to hose RH 1 
ASSY, Main landing gear up relief valve to hose LH . . 1 
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FIGURE 45 - RIGHT SIDE WING CENTER SECTION HYDRAULIC FITTINGS 
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No Number 


AN919-15 
AN927-8 
AN815-8 
AN6290-8 
AN365-1032 
AN960D10L 
AN3-30A ` 
175-58229 
AN3-17A 
146-58185 
175-58713 
175-58237 
AN3-32A 
AN3-34A 
175-58238 
146-58164-10 
169-58160-2 
146-58183 
AN815-10 
AN815-16D 
AN821-8 
AN821-5 
AN894-6-5 
AN6290-6 
5-1649-75 


AN821-16D 
11715-58025 


AN4-3A 
AN96O0D416L 
175-46003 
AN833-8 
AN6289-8 
AN6291-8 
AN919-12 
A6070-24 
196-8-4 .0 
156-58125-30 


156-58125-40 
3H3-5-25 


146-58298-3 
146-58298-5 
AN4-21A 
AN960D416L 
AN365-428 
AN832-6 
AN924-6 
AN832-5 
AN924-5 
AN815-5 
AN815-8D 
AN832-8D 
3H2L8-15 
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UNITS USEABLE ON 
1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
RH SIDE WING CENTER SECTION HYDRAULIC FITTINGS. ren Ref 
(see figure 44 for next assembly) 
REDUCER. . . . ieee ees ç. s. š Sy ce we te xs n 4 
ELBOW. . . . . + + + +. ES z REA La 2 
UNION 3. v ae Wege eis Gee a SSL cd ye A A Be τῳ. ο ce 9 
GASKET νο & o4 o3 as s . "cp" ; x 10 
NUT ¿zu sar a ty xu . E su wien Ba ος ζῶν τον Ὦε 42 
WASHER, . . . ο EE . S Sa δι κ etter ος 88 
. BOLT... ELA d. νων ο ος S. ee cie a a -ᾱν ee z 2 
. SUPPORT ASSEMBLY, Hydraulic wing folding section . . . . +. + 1 
. BOLT . . . « VU pea de ed Big Sey gat AES PEE 14 
. SUPPORT ASSEMBLY ,- Hydraulic wing center section. . oo δν. φ T7 
. SUPPORT ASSEMBLY, Hydraulic lines RH nacelle . y NE SNC 1 
SUPPORT ASSEMBLY, Hydraulic lines. . . . M dy ge re EFF 1 
BOLT . ç ος ὁ €» sw ο X X 7x ὁ ὦ - us $2340 1 
BOLT. 25-37 ο teri: E Begs) c ο ee ipe eer S le e κ Q Y 
SUPPORT ASSEMBLY, Hydraulic RH nacelle lines A FECI 1 
SUPPORT ASSEMBLY, Center wing leading edge . . EE 6 
. SUPPORT ASSEMBLY, Hydraulic leading edge station 99.75 line. 1 
. SUPPORT ASSEMBLY, Hydraulic nacelle lines. ο. 4 
= UNION: e tet QS LAT ο aP ᾱ Row. e ST ὃς xin le £ < + 9 
. UNION. .... he we SS 9 E etre δρ ee N 3 
vs ΒΡΟΥΝ. ono usce lese e us ^ y. c au eco Bera LC è š 5 
. ELBOW. ME ie ^e eh š . Note ο” . š: 1 
. BUSHING. ... a Ss s —— — de ο M En 1 
S J GASKET: EET ` es ç. 1 
- VALVE, Overall hydraulic service No. 6 check valve on center 1 


swing type 525-6D (PA) 
. ELBOW. . το. 
COOLER ASSEMBLY, H draulic fluid s 
(see figure 42 for detail breakdown) 
κ SBOLT «3 Ὁ ae te) ae 4e |eceo€ ei erste e ce ὁ 
. WASHER . . a -Φι RO 
. TUBE, Hydrolube “cooler air duct flexible 


. ELBOW. . . . - + s ον ο ο o ο. τὰ -ᾱς od SS 

e) ΝΟ. . « « « o. . « ὁ ὁ ὁ ο ο 0... 0... 

e RING . . « 6 « ew we e ο w ον & G n e s n 
REDUCER. . « . . 


` SURGE VALVE, Balanced outlet relief bleed type 


. REGULATOR, Flow (3000 psi service) (WAEC). 


. HOSE ASSEMBLY, Hydraulic main landing gear actuating cylinder 
(supersedes 156-58125 for future procurement ) 
. HOSE ASSEMBLY, Hydraulic main landing gear actuating cylinder 
(supersedes 156-58125-10 for future procurement) 


HOSE ASSEMBLY, Plastic covered . . 


. SUPPORT, 
. BRACKET, 
E BOLT a e Ὁ ws 
. WASHER 


Hydraulic main landing gear hose. 


ee e sno 
e . s * * . 


«Ντ... 


. .. < + ο 9 α 
` 
9 + ο t n 
. 


UNION. . 
HOSE (NA). 


PED 
. 9 e n 


9 + + 9 + 9 2 ο 
. 


G 
z 
H 
° 
= 


s.s.s 


Hydraulic main landing gear hose support. . . 


(supersedes 156-58125-20 for future procurement) (NA) 


. > . 


eee ο | t 9 ο 
a e ee ο ο 
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H-175-58-88 


FIGURE 46 - WING CENTER SECTION LEFT SIDE HYDRAULIC LINES 








FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ka-sa 
46 No Number WING CENTER SECTION LEFT SIDE HYDRAULIC LINES . . . . a . . . . Ref 
(see figure 44 for next assembly) 
-1 169-58804 -55 +. LINE ASSEMBLY, LH aileron up reducer wing station 285. . . . 1 
to union wing station 160 
-2 169-58804-51 . LINE ASSEMBLY, Hydraulic LH aileron down elbow station . 1 
285 to station 160 ` - 
-3 169-58805-23 . LINE ASSEMBLY, Emergency brake pressure union wing station . 1 
116 to elbow nacelle station 338 LH 
-4 169-58805-17 . LINE ASSEMBLY, Emergency brake pressure wing station 86. 1 
union to union wing station 116 LH 
-5 169-58805-19 + LINE ASSEMBLY, Emergency landing gear down union wing. . . . i 
station 79 to elbow wing station 114 LH 
-6 156-58804 -27 + LINE ASSEMBLY, Emergency main landing gear down fuselage . . 1 
buttock line tee to wing station 79 union LH 
-τ 156-58804 -39 . LINE ASSEMBLY, Emergency brake pressure fuselage buttock . . 1 
line 33 tee to wing station 86 union LH ` 
a -8 175-58817-81 . LINE ASSEMBLY, Emergency brake pressure elbow at buttock . . 1 BG 


line 33L to union at buttock line 33R fus sta 362 











PART 
NUMBER 


175-58817-83 
169-58805-15 
169-58805-33 
169-58805-29 
169-58801-11 
169-58801-9 

175-58818-5 


` 169-58805-11 


1175-58802 -45 
175-58817-35 
175-58817-31 
175-58818-41 
175-58802-55 
175-58818-43 
175-58818-45 
175-58817-29 
169-58805-47 
175-58818-49 
175-58818-47 
175-58818-65 
175-58817-41 
175-58809-3 
175-58815-45 
175-58817-45 
175-58802-57 
169-58802-7 
175-58802-59 
175-58817-27 
175-58817-33 
169-58804-15 
175-58818-51 
175-58818-63 
175-58818-61 
169-58804-27 
175-58818-55 
175-58818-53 
175-58818-19 
175-58818-59 
175-58818-57 
175-58826-3 
169-58804 -41 


169-58801-17 
169-58801 -19 


2 3 
LINE 


LINE 
LINE 
LINE 
LINE 


. LINE 


LINE 
LINE 


LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


LINE 
LINE 








AN 01-60AABA-4 
WING (Cont) 


Section [| 


Group Assembly Parts List 


UNITS USEABLE ON 


4 5 6 7 NOMENCLATURE 


ASSEMBLY, Emergency main landing gear down tee fuselage 
buttock line 34 LH to union fuselage buttock line 32 RH 

ASSEMBLY, Emergency landing gear down wing station 113. 
elbow to union nacelle station 322 LH 

ASSEMBLY, Main landing gear door open union nacelle 
station 306 to tee wing station 130 LH 

ASSEMBLY, Main landing gear door close union at nacelle 
station 306 to tee wing station 130 LH 

ASSEMBLY, Main landing gear down union nacelle station. 
315 to relief valve LH 

ASSEMBLY, Main landing gear up union nacelle station. . 
322 to relfef valve LH 

ASSEMBLY, Brake pressure union nacelle sta 296 to bhd 
elbow at flexible hose nacelle sta 338 LH. 

ASSEMBLY, LH aileron down union wing station 160 to . . 
union wing station 105 

ASSEMBLY, LH aileron up union wing station 160 to... 
union wing station 105 

ASSEMBLY, Utility pump suction 45° elbow at cooler. . 
to union nacelle station 236 LH nacelle 

ASSEMBLY, Utility pump drain check valve nacelle sta. . 
235 to reducer nacelle sta 258 LH nacelle 

ASSEMBLY, Brake pressure elbow nacelle station 255. . . 
to union nacelle station 296 LH 

ASSEMBLY, Utility pressure LH nacelle from firewall . . 
to bulkhead union station 244 

ASSEMBLY, Fairing door open elbow nacelle station 255 
to union nacelle station 306 LH 

ASSEMBLY, Fairing door close elbow nacelle station 255. 
to union nacelle station 306 LH 

ASSEMBLY, Utility pump drain tee at cooler to check. . 
valve nacelle station 235 LH nacelle 

ASSEMBLY, Boost pump suction union wing station 105 

to union nacelle station 242 LH ' 

ASSEMBLY, Main landing gear up elbow nacelle station. . 
255 to union nacelle station 31l LH 

ASSEMBLY, Main landing gear down elbow nacelle station. 
255 to union nacelle station 31! LH 

ASSEMBLY, Boost pump pressure union nacelle station 263 
to union nacelle station 263 IH 

ASSEMBLY, Utility pump pressure union nacelle station 
237 to bulkhead union nacelle station 217 

ASSEMBLY, Constant volume pump pressure nacelle station 
217 union to nacelle station 240 union LH 

ASSEMBLY, Constant volume pump suction union nacelle. . 
station 242 to union nacelle station 217 LH (firewall) 
ASSEMBLY, Utility pump pressure union nacelle station . 
260 to reducer nacelle station 237 LH nacelle 
ASSEMBLY, ο... pressure LH nacelle from bulkhead . . 
union station 244 to union station 263 

ASSEMBLY, Variable volume pump pressure nacelle station 
260 union to nacelle station 263 . 

ASSEMBLY, Utility pressure LH nacelle from union station 
263 to wing station 112 

ASSEMBLY, Utility pump drain tee at cooler to bulkhead. 
union nacelle station 217 

ASSEMBLY, Utility pump suction bulkhead union at cooler 
outlet to bulkhead union nacelle station 217 

ASSEMBLY, Utility pump suction union LH side fuselage . 
to union in LH nacelle 

ASSEMBLY, ten oh pressure RH nacelle from bulkhead . 
union station 244 to union station 263 

ASSEMBLY, Brake pressure from elbow to elbow in . . . . 
AN6277-6 shuttle valve 

ASSEMBLY, Emergency brake pressure from elbow to. . . 
elbow in AN6277-6 shuttle valve 

ASSEMBLY, Boost system pressure union LH side fuselage. 
to union LH nacelle 

ASSEMBLY, Utility pressure LH nacelle from firewall . 
to bulkhead union station 244 

ASSEMBLY, Utility pressure RH nacelle from union. . . . 
station 263 to wing station 112 

ASSEMBLY, Emergency return from union fuselage station. 
215 to elbow thru bulkhead fuselage station 158 

ASSEMBLY, Landing gear up union in fuselage to. . . . . 
elbow in LH nacelle 

ASSEMBLY, Landing gear down union in fuselage to. .. 
elbow in LH nacelle 

ASSEMBLY, LH aileron down union wing station 105. . 

to union wing station 38 

ASSEMBLY, Utility pump drain union in fuselage. . . . 
to union in LH nacelle 

ASSEMBLY, Main landing gear up relief valve to hose LH. 

ASSEMBLY, Main landing gear down flow regulator . . . . 
to hose LH 


PER ASSY. CODE 
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H-175-58-89A 


FIGURE 47 - LEFT SIDE WING CENTER SECTION HYDRAULIC FITTINGS 
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Section Il: 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER — 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
47 No Number LH SIDE WING CENTER SECTION HYDRAULIC FITTINGS ... as, ke Ref 
(see figure 44 for next assembly) 
-1 Š AN919-15 REDUCER ... sius w ros em S ney Cee $t V. τὰ " 2 
-2 AN927-8 ELBOW ` ..... Q Meh Mii a e ow rui S 2 
-3 AN815-8 UNION. xo e EK G.S š š Cn S qap Bed 9 
-4 AN6290-8 & UGASKET: 2 ge a ay E ea EE 10 
-5 AN365-1032 . NUT .. t SSE ο da z ere So. [eo ence os 38 
-6 AN960D10L . WASHER... . ο ο Tae el Gos p CS Ee Su, Ὅν A qe ο tats tg Grats κε 78 
-T 146-58185 . SUPPORT ASSEMBLY, Hydraulic wing center section outboard . 7 
leading edge lines 
ATTACHING PARTS - 
AN3-17A e OE CR ο AR ER κ ae uh c S AS D ce 12 
AN3-36A δν ο cei re at eee E ο Ba US Pl e 2 
aaa Rae m š 
-8 169-58160-1 . SUPPORT ASSEMBLY, Hydraulic leading edge sta 99.75 line . 1 
ATTACHING PARTS 
AN3-40A BOLT 5 ur rd SOLDE tal AUR aris Ete IA 2 
A, ES 
-9 146-58164-10 . SUPPORT ASSEMBLY, Center wing leading edge . . . . . +. + 5 
ATTACHING PARTS 
AN3-41A' DOLT p See ες. ὁ) W wc χὰ SE im e. T S eb S 10 
mm um PAN . 
-10 146-58183 . SUPPORT ASSEMBLY, Hydraulic nacelle lines . . . . . . . + 5 
ATTACHING PARTS 
-11 AN3-13A s BOLT cg ο Su A os S ὦ τῷ, τῶ roe e SEL UR ἅγιε! ld 8 
-12 146-58187 BRACKET, Hydraulic nacelle lines support sta 308-1/4 LH . 1 
-13 AN3-3A BOLTA S us 12282 3, Sab, SPURS ο a EEE do αὖ, S ο e; SE ES Say ον 2 
AN3-21A BOLT ç... ue me Ce oe BER a Ive a A 2 
NAS43DD3-56 SPACER, Serew and bolt « «6 4 «4 + +< + 4 6 Wo ᾱ-- + α “< 5 2 
p η 
-14 175-58229 SUPPORT ASSEMBLY, Hydraulic wing folding station . . . . 1 
ATTACHING PARTS 
AN3-30A BOLT 4.5 Gen tz cm a e Se se GP τα SE ο. a Vale hve) Her Ten. Hees 97) 2 
νε οσα 
-15 175-46003 TUBE, Hydrolube cooler air duct flexible . . . - - + + + + 1 
-16 AN815-16D UNION. 4o. 49-9 Ya Yel al wm ee o E E φις. QU ites 9 3 
-1T AN815-10 . UNION ........ at “ay Tuin de Es ΗΝ ΕΝΥ 9 
-18 ΑΝΟ19-Τ s. REDUCER clado αν δν el ee ον ee αν ae Ee οφ οκ 1 
-19 AN821-8 < ΒΒΟΝ ao aie o AA qY e. Q ET er a τόν φωτ ς 5 
-20 AN815-5 +. UNION ... ROT eta: Me rear ity VE y Be, eo: ος e. vet UTI 1 
-21 AN815-5D . UNION ... -— RS νι να Yel Q RU qa Ud» Ἡ Ze, Gata VD DET νὰ 4 
-22 AN821 -5 A πω oe oca toi Ub ode e hye ta BARS Co ολ Sc oa. E 
| -23 AN821-5D x ELBOW κα. o a om α "P ee SU tw AN 2 
| -24 AN824-5D . TEE > š . ap a Tog S 2 
-25 156-58125-30 . HOSE ASSEMBLY, Hydraulic “main landing gear actuating " 1 
cylinder (supersedes 156-58125 for future procurement) 
-26 156-58125-40 . HOSE ASSEMBLY, Hydraulic main landing gear actuating ... 1 
cylinder (supersedes 156-58125-10 for future procurement) 
-2T 3H3-5-25 . HOSE ASSEMBLY, Plastic covered (supersedes 156-58125-20 . 1 
for future procurement) (NA) 
-28 146-58298-3 . SUPPORT, Hydraulic main landing gear hose . . . . . . . . + 1 
-29 146-58298-5 . BRACKET, Hydraulic main landing gear hose support . . . . . 1 
-30 ANH-21A . BOLT . ex S. aY dal pn qe SS unus m CO Ya t UQ ciem gen DE a Tae ας 2 
-31 AN365-428 NUT. 20652 E er TR ta? 4 πώ λος 2 
-32 AN960D416L = WASIR. Ç e aa a S deb he Ere IM Se e ᾱ 4 
-33 AN832-6 s ὍΝΙΟΝ. ¿ οἱ Yer Ge ie, δ ο... ee ὃν A eder centi, διά, fan ᾱ 2 
-34 ANQ24-6 e NUT. Z uim Ie ο “s. Paes z Br cok at Sad a or Se, 2 
-35 AN832-5 . UNION... QUU. ο es, tere va? Se! eA om CR E τα τ 1 
-36 AN921-5 z NUT: dCi ou € ὦ τῳ si Slap e š š” rs £ Ma at. ὡς -ὁ recen us Y 
-3 AN833-8 s: ELBOW: cz. το ο ο, ο Be Ce ha ve ze bolas ePi «ποιός ADU. 1 
-3 AN6289-8 » NUT .... Sei ade etal αμ Sen WQ RT sal 7:6? μμ ο ea No 1 
-39 AN6291-8 - RING a e ο 0 . . ay See ect ci s 1 
-40 A6070-24 . SURGE VALVE, Balance outlet relief bleed type (VNMB) PS 1 
-41 196-8-4.0 REGULATOR, Flow (3000 psi service) (WAEC) . - ἨΩ͂ 1 
-42 AN919-12 REDUCER: X494; ον ον aa ὦν Duo ων mo audi ko ος a ὁ M UE 2 
-43 AN894-6-5 s “BUSHING ©. vow. www ue EV SE RU e TE a cR ew ee E ὁ se 1 
-44 AN6290-6 . GASKET... . ον νο fe T. ~ s Sq Stee 1 
-45 5-1649-75 . VALVE, Overall “hydraulic service "No. 6 check valve on. . 1 
center swing type 525-6D (PA) 
-46 175-58025 COOLER ASSEMBLY, Hydraulic fluid . . E ο) Sac qM 1 


(see figure 13 for detail breakdown) 

ATTACHING PARTS 
z: BOLT. ise ο le Bal, Se ο ο ο ο de ahs By SE ο ο eA ον 

WASHER.) sac Z ve τῳ Bo etre eed ee. Wy se es ie gah e ce ae es CR) Ke) LT as 


AN3-3A 
ANQ6OD416L 


No 








a ge A 


Section li 


Group Assembly Parts List ΑΝ O1-6OAABA-h . 


WING (Cont) 


s2 365455 3 


5 





Z ES 
vs / 24 S Ss) 


WSF Yi ZF < 





ς ZI» 000062 ji j 


a i | e 
σ΄ 14 17 16 15 20 17 16 15 





FIGURE 48 - WING CENTER SECTION MAIN LANDING GEAR HYDRAULIC EQUIPMENT 








ΑΝ 01-60AABA-4 
WING (Cont) 


Section I 


Group Assembly Parts List 





FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
48 No Number WING CENTER SECTION MAIN LANDING GEAR HYDRAULIC EQUIPMENT Ref 
see figure 44 for next assembly 
-1 169-58805-9 LINE ASSEMBLY, Brake pressure elbow landing gear . 1 
-2 AN927-8 ELBOW. w^ SS Ta. τᾷ, γῶν ap len Vee ο νι On n AIRES! SY YG. 1 
-3 AN6290-8 GASKET . . w^ Wo Wu ue am WO p RR Tu ον NA, W sn noy. IU. 2 
-4 AN815-8 UNION. . . s oe ts > . n 5 1 
-5 AN6291-8 RING ... si τ v 7 A í < > 1 
-6 AN6289-8 NUT. eee w^ E Sowa ος * š a 1: 
-7 AN6271-8-34-1/2 HOSE ASSEMBLY. NC 8 A š 1. 
-8 AN919-10 REDUCER. ο Lus ar Wu ος. 5 κὸν ee ei te fe J: < 
-9 AN9?4-8 NUPZ ο wo. 974 Ip 377 
-10 AN6290-4 GASKET . . s^ SUT ru. Rt RR ο, ὃς Yee lee AP. κιν 2 
-11 146-58178 TUBE ASSEMBLY, παν ας service brake main landing gear strut 1 
-12 156-58101-3 SUPPORT, Hydraulic brake line: main landing gear strut. ` 1 
-13 MS28741-5-140 HOSE ASSEMBLY. . . . . . . fs Svat Ine MP Αμ. 2 
-14 AN833-5 ELBOW. 4 4 2. 09 ROS ar hp P. ate a ee 4 
-15 AN6290-5 GASKET . . . . . MD ç : s E s z .8 
-16 AN6291 -5 RING Pon. ^ae MEC EN ç M š ` 6 
-17 AN6289-5 NUT. s V Tt >: x sove š 6 
-18 AN926-5 TEE.  ¿ ow * UIW. 5 š M ADAMS 5 T 
-19 AN832-5 UNION. 4 $5035 ec " Η ΡΕ NES . i 
-20 AN784-5 TEE aia e Les riam Lu Y é ^ š < 1 
-21 AN833-5 ELBOW. . xe eae e e š A B 5 1 
AN6290-5 GASKET . :....... š š p . 1 
AN6291-5 RING. ey 223. 0€ eo» NES m ty x 1 
AN6289-5 NUT. . M. ees Gans, Lee 19108 a Ce] aide Dies Q 1 
-22 169-58805-51 LINE ASSEMBLY, Emergency brake pressure landing gear tube. 1 
to shuttle valve 
-23 AN833-8 ELBOW. . το a ei € 
-24 146 -58088 VALVE ASSEMBLY, “Hydraulic "brake "shuttle. Bee aL Us i.a 1 
(see figure 51 for detail breakdown) 
AN365 -1032 Ls NUTS une erm RI me a Ee s OS IA vr EP, Gay ο. κ τῷ eel uS ve 2 
AN960D10L x. WASHER + X 05 10: 05 9 m y m wo V Ὢ "M $ 4 
AN3-13A x BORDA 509.929 9 eee tee ee SSeS a a š 2 
-25 AN927 -5 ay! ELBOWS a πο οὖ. ey fal Sl ce Save ets Rowen ee luu DIS Ae 1 
-26 AN815-5 . UNION. ... š š ose 2 
-27 146-58179 . TUBE, Hydraulic parking "brake main landing gear “strut. |... 1 
-28 AN920-5 . NUT. š: 34 1 
-29 156-58101-5 n SUPPORT ' ASSEMBLY , “Hydraulic "brake “line main “landing gear > 1 
. strut 
-30 AN6271-5-35 ;CHOSEJASSEMBLY. Cu sera are a Sha de bo τον RIMIS ν w qn woods 1 
-31 175-58241 . SPRING, Tension. . . . ITE 1 
-32 169-58805-3 . LINE ASSEMBLY, Emergency brake pressure ‘flexible 1 ; ᾿ ᾿ να 1 
hose to landing gear strut tube š 
-33 AN893-7 s  SBUSHINQG; Lia ex ο ο M eur `É zy SP ο... 1 
-34 AN894 -6-5 «s -BUSHING lala ια oco ὦ a ow e mede SN ih ον ἄνω, u: ee tm 1 
-35 AN6290-6 . GASKET . . . . Pane ce τῳ 19 
-36 146-58181 . CLIP, Hyaraülie ἳ "brake main landing gear “strut tube | | |} 1 
-37 146-58176-1 š SUPPORT ASSEMBLY, Hydraulic brake line main landing gear 1 
upper LH 
146-58176-2 . SUPPORT ASSEMBLY, -Hydraulic brake. line main landing gear . 1 
upper RH: 
-38 Ὃ ο ος 3 . SUPPORT ASSEMBLY, Hyaraulie brake main Tanding gear flexible 1 
-39 AN6292-6-9-1/2 . HOSE ASSEMBLY. . . . . $. :ΦῚ τῷ, SU ds $i 2 
-40 AN6292-6-10-1/2  ; HOSE ASSEMBLY. . . 2 
-41 169-58805-39 + LINE ASSEMBLY, Main landing gear door open tee wing "sta “130, 1 
. to bulkhead union wing station 142 
-42 169-58805 -41 LINE ASSEMBLY, Main landing gear door close tee wing sta ./. 1 
130 to bulkhead union wing station 142 
-43 AN926-6 Ἐν OPERE... ο ο E Sasi wol at bist CELA Ca ra? Tas D ο cs te fas de 2 
ad AN815-6 . UNION. MT cee A "PCM Sl ae G οκ E 2 
-45 AN919-12 SSUREDUCER. 4-4 0245 peleas qe ie 8 Ἔ eres de Ὁ G NU ος id Z NC S 2 
-46 AN815-6 2s UNIONS ο: ος da) co Ve e oie Q: δν ο ον es, AY YU Qar N 2 
-47 AN832-6 . UNION. RESP ee ede ΑΡ ορ “ρα 4 
-48 AN924 -6 s NUT ey, e μα olde. eres casu ο ον Oe η. νη νη 4 
-49 146-58184 ANGLE, Hydraulic main landing gear door cylinder . . . . . 2 
flexible line support 
160-58135 SHIM, Hydraulic main landing gear door cylinder flexible . 2 
line support 
-50 146-58085 VALVE ASSEMBLY, Hydraulic shuttle (see figure 51 for detail. 1 AJ 
breakdown) 
ΑΝΘΟΤΤ-6 VALVE. . . . y > w 1 CK 
15456-58310 PLATE, Hydraulic main `landing gear atlas cylinder. ας 1 
fitting locking ` 
156-58147 SUPPORT, Hydraulic main landing gear actuating cylinder. . . 1 
shuttle valve 
-51 146 -58310 FITTING, Hydraulic main landing gear cylinder to shuttle . 1 AJ 
valve * 
15406-58536 FITTING, Hydraulic main landing gear cylinder to shuttle 1 CK 
valve 
-52 AN893-7D BUSHING. . . . . . . . 6 š " E Sut 1 CK 
-53 AN833-6 ELBOW. πο ο... š . š Ç 1 
-54 AN6291-6 RING. 0o ae Pacis S e . >: PIE" s 1 
-55 AN6289-6 BUT. DA AD e DA κ. Aes H 1 
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FIGURE 49 - HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY 
roe 











PART 
NUMBER 


No Number 


AN6292-8-17-1/2 
AN6292 -8-19-1/2 


AN833-8D 
AN6289D8 
AN6291-8 
AN6290-8 
AN893-151D 
AN832 -10D 
AN837 -8D 
AN6289D10 
AN6291 -10 
AN6290-10 
AN814-10D 
AN926 -10D 
146-58090-1 
146-58090-2 


AN365 -832 
AN960D8 


21-11 -32-63 


AN515-8R18 
AN515-8R16 


AN320-8 
146-58488 
AN6246-14 
AN6227 -14 
146-58486 -1 
146 -58486-2 
AN502-10-12 
1146-58495 


AN6227 -13 
146-58490 


146 -58496 
146-58498 
146-58492-1 
146-58492-2 


1 : 
HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY. 


2 


HOS 
HOS 


ΑΝ 01-AABA-4 
WING (Cont) 


3 4 5 6 7 NOMENCLATURE 


(see figure 44 for next assembly) 
E ASSEMBLY. 4... 4. 035.9 a 4.79 xU» c κα. SL Ὁ s 
E ASSEMBLY. 


EURO. “Cie BOE earth en Ne ο μασ μα μι 
NUT. : NEN p Cap: : 


RING: on uc ba o o τα 


GAS 
BUS 
UNI 


ELBOW. 
NUT. 
RING 


GAS 
PLU 


μα ο Gy Give e e uda Sur aU ος ας 
HING. . d 
ON. . . 


oe ot tm. n 
ee ο we 
. 


μον erro 
G AND BLEEDER . . . 2.24. 


ΤΕΕ... . ρθη 

SWIVEL ASSEMBLY, Hydraulic aileron boost wing hinge ΤΗ... 
SWIVEL ASSEMBLY, Hydraulic aileron boost wing hinge RH... 
ATTACHING PARTS 


WAS 
WAS 
SCR 
SCR 


. 


. 


HER... MOS CER RO EAE S 

HER, Plain (NA). : <. g nens Us ete Sp RUD NOT ο TRU ETT tH τὸ 

BW. rusos. VA, Ὅν ed “eee Gers yet tbt Ze Ia ie) Eder τέ 

Ein iuo t ater a A gs RS 

NUT .. oy, it Hus RI fauc Sats del ay het ido onic tas ASP g ο. 

RETAINER, Hydraulic aileron boost wing hinge swivel body. 
seal 

RING; ο A S aS, ἃ τῳ. ο ae 

PACKING... 


FITTING, Hydraulic aileron boost `wing hinge swivel “end “LH 

FITTING, Hydraulic aileron boost wing hinge swivel end RH 

SCREW . . š 

TUBE ASSEMBLY, "Hydraulic aileron boost “wing hinge v Wick 
swivel inboard 


PACKING . . Shale teres 

SPACER, Hydraulic aileron boost wing "hinge "swivel ADU" 
inboard 

BODY ASSEMBLY, Hydraulic aileron boost wing hinge . . . . 
swivel inboard center 

CONNECTOR ASSEMBLY, Hydraulic aileron boost wing. . . .. 


hinge swivel 
. FITTING ASSEMBLY, Hydraulic aileron boost wing . . .. 
hinge swivel center LH 
. FITTING ASSEMBLY, Hydraulic aileron boost wing . . .. 
hinge swivel center RH 
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AN 01-60AABA-4 


WING (Cont) 


FIGURE 50 - LH AND RH AILERON BOOST ACTUATING CYLINDER HYDRAULIC EQUIPMENT INSTALLATION 





H-175-58-50A 





FIGURE & PART A UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
50 146-58066-1 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder LH (see figure ! for next assembly) 
146-58066-2 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder RH (see figure 4 for next assembly) 
NOTE: Quantities are listed per one wing installation 
-1 146-58033-113 . CYLINDER ASSEMBLY, Hydraulic aileron boost actuating . . . . 1 
ATTACHING PARTS š 
-2 AN5-23A z BOLT vi A ἄνα ο T Ee É vx cie UA ibo e à 
-3 AN960D516L WASHER. tard A eh Sad a edes edv od eoe GE AS eU WO 8 
-4 AN365-524 A A ο ο TRO SS ak SS Cw dor Be Souk 4 
-5 146-58418-1 RETAINER, Hydraulic aileron boost cylinder elbow LH. . . . . 1 
-6 146-58418-2 RETAINER, Hydraulic aileron boost cylinder elbow RH. .... 1 
-T AN179-17A BOLT! w 60s d$ ea ace leger weg x o Sw lw a e μος š 1 
-8 AN960D916 WASHER . . A Ne ϱ U VIS 7E vs ^w. τας τος 2 
-9 NAS73-9-005 BUSHING, Clamp-up steel cadmium plated . . . . . . . . . . . 1 
-10 AN365-918 NUT ue Sey el A [είν Sa ee er AR a O 1 
----.-- 
-ιι 146 -58415 . END ASSEMBLY, Hydraulic aileron boost cyl piston rod. . 1 
-12 HSB9COH <> BEARING I (AP) 20 26 aa νόῳ Ὁ ο eas a WAS 1 
NAS2-101 . FITTING, Lubrication . . . . . . . . . . ο τρ Q 2... 1 
-13 AN924-8 ον aa ο ae RI m; oue Ver a eccl ao de 1 
-14 2W1LA12 . WASHER, Tab lock (NA)... . ....... , , ee eae 1 
-15 146-58416 . END, Hydraulic aileron boost cylinder . . . . . . . . . . ab 
-16 AN6244 -4 F RINGS ih fede ele ether ee μμ PAY US cw ees 2 
-17 AN6230-4 S GASKET. 202 0 6309. a S od. ee OR E ο 1 
-18 AN6232C3 4 μα A ο deporte x Ge ge lode ὦ 2 
-19 AN6227 -16 . PACKING XR Ὁ) ο Ruel T" ME: 2 
-20 169-58103 PISTON, Hydraulic aileron boost actuating cylinder. . . . 1 
-21 146 -58405-3 RING, Hydraulic low friction piston . . . . . . . .. 6 
-22 6730 VALVE ASSEMBLY, Solenoid operated shut-off (WAH). . . 1 
(use on 146-58033-113 only) f 
-23 AN6227 -25 s PACKING copin a a o Pae Po, Um len we yee e Te E ex 1 
-24 AN6227 -18 . PACKING ν΄” τ... ej m ru as Tuc Dn de 2 
-25 AN814-3D . PLUG AND BLEEDER- ......... Sys m . 5 
-26 AN6290-3 GASKET 4 4 4 2 οι ia 04) 3o w . Ὃν ah ie ar je dah S 5 
-27 AN814 -4D PLUG AND BLEEDER. KASS με oe ὃν ον de 2 
-28 AN6290-4 e (GASKET ee ee ee ee γον κοκ cag Soa wu d 1 
-29 1156-58417 . ELBOW, Hydraulic aileron boost cylinder . . . . κ) nM 2 
(used on 146-58033-113 only) 
-30 AN6216-11 s URENGL ovs wow Q ο quta eua ce els Ss Aen a Oe 4 
-31 AN6227-11 . PACKING ΙΝ ΟΝ (ey ake qi Dec al O 4 
-32 146-15048 . FITTING ASSEMBLY, Aileron hydraulic cylinder attaching. 2 
-33 146-15049 BUSHING, Alleron hydraulic cylinder attaching fitting. 1 
NAS2-101 . FITTING, Lubrication. .............2.4.4. 1 
-34 146-58410 CYLINDER, Hydraulic aileron boost actuating . . m 1 
-35 146-54233 PAD, Electrical hydraulic cylinder heating. . . . . . . 1 
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H-175-58-69A 
FIGURE 51 - WING AND BRAKE HYDRAULIC SHUTTLE VALVE ASSEMBLIES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4°5 6 7 NOMENCLATURE : PER ASSY. CODE 
51 WING AND BRAKE HYDRAULIC SHUTTLE VALVE ASSEMBLIES 

146-58085 . VALVE ASSEMBLY, Hydraulic shuttle. . . p ο le tet eue «ὁ ver ια; T Ref 

(see figure 18 for next assembly) 
146-58085 -3 . VALVE ASSEMBLY, Hydraulic shuttle. . . . . . . . . e... Ref 

(see figure 296 for next assembly) 
146-58088 +. VALVE ASSEMBLY, Hydraulic brake shuttle. . . . . Ἐν τν i Val tear Ref. 

(see figure 48 for next assembly) 
-1 134-58335 . . RETAINER, Hydraulic shuttle valve . . . . . sso + + + ο. 1 
-2 AN6290-5 s coe (GASKET . 2 090v 9o i e w o3 DR Des Dd, Se SB cae D Tan s e ies dia 1 
-3 141-58334 e . SPRING, draulic shuttle valve ..... xw Je i! Wow ο... 
-4 Commercial . . BALL, 11/32 diameter stainless steel. . . . . . . +s . «ο 1 
-5 11416-58136 A FITTING, Hydraulic shuttle valve. . . . . . 1 
-6 141-58332 FITTING, Hydraulic shuttle valve (used on i46- 58085). . š 1 
146-58186 FITTING, Hydraulic brake shuttle valve (used on 146- 58088) 1 
146-58418 FITTING, Hydraulic shuttle valve (used on gee 58085- 3). 3 1 
-7 141-58333 + . SEAT, Hydraulic shuttle valve ...... πλου . 2 
-8 134-58331 - . VALVE, Hydraulic shuttle. . . . . . es e e vs 1 
-9 134-58330 - . BODY, Hydraulic shuttle valve ien on 146- 58085) . E 1 
134-58330-3 + . BODY, Hydraulic shuttle valve (used on 11416-58088 and. 1 


156-58085-3) 
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$ R H-115-20-3A 


FIGURE 52 - EMPENNAGE INSTALLATION 
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AN 01-60AABA-4 
EMPENNAGE (Cont) 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-20001 EMPENNAGE INSTALLATION. . ..... ee care 
184 -20001 EMPENNAGE INSTALLATION. . . . +. + CE EE 
146 -21001-301 STABILIZER ASSEMBLY, Horizontal “LH 2^ he 
(see figure 54 for detail breakdown) 
146-21001-302 STABILIZER ASSEMBLY, Horizontal RH... . 
(see figure 54 for detail breakdown) 
184-21003-1 STABILIZER ASSEMBLY, Horizontal aero balance 
(see figure 54 for detail breakdown) 
184 -21003-2 STABILIZER ASSEMBLY, Horizontal aero balance 
(see figure 54 for detail breakdown) 
ATTACHING PARTS 
AN365-1614 . NUT (magnetic inspected) : : 
AN960D1616 se WASHER 4 2. 2 9 79 a ie da 5 š 
AN186-54A . BOLT entre a VES Ç a 
AN365-624 . NUT magnetic inspected 2 m š 
2W1AL24-36-91 . WASHER, Plain (NA)... š sue eh a. ἃ 
146-23411-5 . BUSHING, Vertical stabilizer front brace and 
brace fittings 
AN6-15A . BOLT (magnetic inspected) . . she 
ihe P ao m 
169-22002-101 ELEVATOR ASSEMBLY, Inboard LH. . . . . . . . 
(see figure 57 for detail breakdown) 
169-22002-102 . ELEVATOR ASSEMBLY, Inboard RH. . . . . sa + 
(see figure 57 for detail breakdown) 
184-22001-1 . ELEVATOR ASSEMBLY, Inboard aero balance LH . 
(see figure 58 for detail breakdown) 
184-22004-201 . ELEVATOR ASSEMBLY, Inboard aero balance ΙΗ . 
(see figure 58 for detail breakdown) 
184-2200 -2 . ELEVATOR ASSEMBLY, Inboard aero balance RH. 
(see figure 58 for detail breakdown) 
ATTACHING PARTS 
AN310-6 NUT. Mie Sa Sat gE ο se SG: $ a) κια; Yap be Ze ES . 
AN960D616 s WASHER kius T E rb. fe 
AN6 -55 . BOLT (magnetic `inspected) οἱ Ὁ ses 
146-22305 . PIN, Elevator station ane hinge attaching e 
AN310-4 . NUT. . ja αν ου 
2W1-17-16-63 | WASHER, Plain (NA) 2 . IIIi 
AN1T4-26 «BOLT uou. oue αν ρα. ον. EA Runs RO CREE ἃ ¿el o ἃ 


---*--- 


169-22003-201 
169-22003-202 
184-22005-1 
184 -22005 -2 


. 


ELEVATOR ASSEMBLY, Outboard LH (supersedes 169-22003-101 
future procurement)(see figure 55 for detail breakdown) 
ELEVATOR ASSEMBLY, Outboard RH (supersedes 169-22003-102 for 
future procurement )(see figure 55 for detail breakdown) 
ELEVATOR ASSEMBLY, Outboard aerodynamic nose balance LH. . . 


(see figure 56 for detail 


ELEVATOR ASSEMBLY, Outboard aerodynamic nose balance RH. κ ο 


(see figure 56 for detail 


ATTACHING PARTS 


AN310-4 
2W1-17-16 -63 
AN174 -23 
AN174 -26 

fr. Ss. 
175-24002 
175-24002 -100 


. 


ΝΤ. .. š 
WASHER, Plain (wa). : 
BOLT να 174). 

BOLT station 84 and "station. 12 


RUDDER ASSEMBLY, Lower IBS figure 61 for detail 
supersedes 175-24002 for 


RUDDER ASSEMBLY, Lower 
procurement )(see figure 61 


ATTACHING PARTS 


breakdown) 


breakdown) 


. . . 
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UNITS USEABLE ON 
PER ASSY. CODE 
A a ν Ref AN 
vU Agee D E toa GREE: 
ὃς rers 1 AN 
PI RUN ets τῳ 1 AN 
BH. 1. “Ὁ νε H W 
RI: Z Se š 1 
s SUQ PO a 4 
, ves E. 8 
s M S ws h 
A Ta x 4 
sia ae e a 8 
rear. . 3 4 
» ge 4 
7 v tes dane d 1 AN 


.o o... 9 α 


. 
e| * > * * o 
. 
. 


. . 8 e . 


for 


ENDO 


breakdown). 
future. 


PrP π πι oH ΝΟ FNM 
= = > > zzz 
z = 
Be A Ρε πως] 


B> 


for detail breakdown) 


AN365-820 NUT ica uw wu ο a he a es fw € ies i? a 1 
AN960D816 . WASHER . . . . « ὁ © . « e e * e ὁ e ^» ο ὁ ww w e 1 
AN365-524 « NUT. . δὶ αν es s a ο le ου ge ο 2 
AN960D516 . WASHER . wp e δώ η ασ. 4 
AN310-3 +. NUT (magnetic 1nspected) as Viki) BS “Or ee eyed dh amt ie Yel 2 
AN960D10 . WASHER... ο ο ο i, S B Roy ets e 
146-24430 . SPACER, Rudder fold “link * $c wt d. o -ῳ ο ο bar UR. US 2 
AN3-6 . BOLT (nagnetic ΠΕ A --ᾱ spre cat 6h ο ο”. 2 
AN310-4 . NUT magnetic inspected) . . . . . . + Ὅν Tees) ecu (éd LEE 1 
ΑΝΟΘΟΡΗ16 MAS E μμ ο ΜΕ αν a th ere ο. 2 
ANH-1O . BOLT (magnetic inspected) ....... See EET 1 
---ᾱ--- 
175-24003 RUDDER ASSEMBLY, Upper (see figure 63 for detail breakdown). 1 
ATTACHING PARTS 
AN310-6 . NUT (magnetic inspected) ... "WEM AC 1 
175-23002 . STABILIZER ASSEMBLY, Vertical. .. AERA - 1 
(see figure 60 for detail breakdown) ` 
ATTACHING PARTS 
AN310-9 . NUT (magnetic inspected) ..... š s. κ 744 a 1 
2W1AL36-36-91 . WASHER, Plain (NA) . . - - . + + + + «+ hada : . 4 
AN179-25 . BOLT (magnetic inspected) . . . 1 
146-2310 . BUSHING, Vertical stabilizer center "bushing "fitting "hinge. 1 
AN9H1HA . BOLT (magnetic inspected) ..-..... sss Se. er ον VE 2 
AN365-1032 . NUT. ν 1 
146-23425 . STOP, "vertical stabilizer center fitting attaching bolt. . 2 
AN3-30A e. BOLT 2 33 3: oce mp0 Ie... (esce. veis τῶν ed me Le e ος 1 
ΑΝ310-6 νι; ορ ot ο ο see ας . wi ere 2 
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Group Assembly Parts List 


FIGURE & 
INDEX NUMBER 


52-45 


108 


PART 
NUMBER 


2W1AL24-36-91 


146-23411-3 


NAS56-13 
AN174-13 


175-25014-1 
175-25014-2 
175-25008-1 
175-25008-2 
175-25006-1 
175-25006-2 
175-25004-1 
175-25004-2 
175-25005-1 
175-25005-2 
175-25007-1 


175-25007 -2 


1 


AN 01-60AABA-4 


EMPENNAGE (Cont) 


2 3 4 5 é 7 NOMENCLATURE 

WASHER, Plain (NA) . . ................... 

BUSHING, Vertical stabilizer front brace and rear. ..... 
brace fittings 

BOLT, Close tolerance alloy steel 3/8-24 . . . . . . . . . . 

BOLT κ 4t cce) qe we NS LAESA SU IE DU VES φ ο eg ee ee de QN ae 


RIB ASSEMBLY, Elevator to horizontal stabilizer close out LH 
RIB ASSEMBLY, Elevator to horizontal stabilizer close out RH 
DOOR, Vertical to horizontal stabilizer fuselage station . 
687.41 to station 691-1/2 lower fillet LH 
DOOR, Vertical to horizontal stabilizer fuselage station . . 
687.41 to station 691-1/2 lower fillet RH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.41 to station 682.41 lower LH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.41 lower RH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.41 upper LH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.41 upper RH 
Vertical to horizontal stabilizer fuselage station . . 
682.41 to station 697-1/2 upper fillet LH 
Vertical to horizontal stabilizer fuselage station. . 
682.41 to station 697-1/2 upper fillet RH 


fuselage. 
fuselage. 
fwd LH. . 
fwd RH. . 
fuselage. 
fuselage. 
DOOR, 


DOOR, 


ATTACHING PARTS 
SP1561-832-8 
SP1561-832-8 





SCREW 


ASSEMBLY idis "a πο ο ο. ο ας 
SCREW 


ASSEMBLY (SH 


e 9 ο o a o ooo ο 4 ὁ ο 5 c5 c] £2 c£; ὁ ‘l 


- UNITS 
PER ASSY. 


νο NE 


PRP oH peP HB He H Pee 


USEABLE ON 
CODE 








AN 01-60AABA-4 


EMPENNAGE (Cont) 


Section 1I 


Group Assembly Parts List 





FIGURE 53 - ELEVATOR DUAL RATE SPRINGY TAB MECHANISM INSTALLATION 


PART 
NUMBER 


184-52226-2 


AN393-11 
AN960D10L 
4N161-16LL 
AN155-16L 
AN393-13 
ΑΝΟΘΟΡΙΟΙ, 
156 -22632 
156-22611 
184-52531 
AN23-11 
AN960D10L 
AN364-1032 
184 -52549-2 
AN4 -25A 
AN960D416 
AN365 -428 
ΑΝΗ -5A 
184-52548-2 
184 -52266 
AN161-16LS 
ΑΝΙ55-168 
AN393-11 
AN165-16RS 
AN393-15 
AN23-12 
AN9ÓOD1OL 
AN364 -1032 
18h -52546 
AN501A/16-16 


1 2 3 4 5 6 7 


MECHANISM INSTALLATION, Elevator dual rate springy tab. . 
(RH elevator only) (see figure 29 for next assembly) 


e PIN. 2 2 € 
. WASHER 
. FORK . . 
. BARREL . 
ae) BIN. ο. “5 
. WASHER 


s.s.s‘ 


NOMENCLATURE 


CABLE ASSEMBLY, Elevator spring tab. 


: SPRING, Elevator spring tab. 


. LINK ASSEMBLY, Elevator spring tab : 


e BOLM: 204 € Sr a l 
+ WASHER . . . + + <+ “+ > 


BELLCRANK ASSEMBLY, “Variable rate “spring 


BOLT . e ee αν < αν 
WASHER . . . . . . . + 
NUT ro Se cu» Ga e 
BOT... 
. BRACKET, Variable “rate 
. SPRING, Tension. . . . 
. FORK ...... 
- BARREL . 7 
e APIN. 22 2. κ 
a EYES 
(PEN AA 


. BOLT... n 
. WASHER . š 
a NUT. Wu. 
LINK, Variable 
SCREW. . . . . 


ee ot ot n 


spring “tab "RH 


rate spring tab : : : 


tab 


RH. 


19 
H-175-52-35 
UNITS USEABLE ON 
PER ASSY. CODE 


+ * 9 t + n . 


Br EE OPE PNP p = 


= =. = = = = = = = = = = = = = = = = = = = = = = = = = = sz: 
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Section Il 


Group Assembly Parts List Aer One 


EMPENNAGE (Cont) 








H-175-21-5A 
FIGURE 54 - LH AND RH HORIZONTAL STABILIZER ASSEMBLY 
FIGURE & PART 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. gre 
54 146 -21001-301 STABILIZER ASSEMBLY, Horizontal LH. . . . . . . s . . . . . . . Ref AN 
(see figure 5? for next assembly) 
146-21001-302 STABILIZER ASSEMBLY, Horizontal RH. . . . .. . . , + . + +ç . . Ref AN 
(see figure 52 for next assembly) 
184-21003-1 STABILIZER ASSEMBLY, Horizontal LH. . . . . . +, . . + + s + . . Ref W 
ἃ (see. figure 52 for next assembly) 
184 -21003-2 STABILIZER ASSEMBLY, Horizontal RH. . . . .. . . . . e. . . . Ref W 
(see figure 52 for next assembly) 
175-54231-9 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer LH. Ref AN 
175-54231-10 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer RH. Ref AN 
175-54231-16 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer LH. Ref W 
146-21001-251 . STABILIZER SUB ASSEMBLY, Horizontal LH . . . . . . . . . . +. 1 ΑΝ 
146-21001-252 . STABILIZER SUB ASSEMBLY, Horizontal RH . . . . s e . . . , x 1 AN 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. “ODE 
5} 18} -21003-151 . STABILIZER SUB ASSEMBLY, Horizontal aero balance ...... T W 
184-21003-152 . STABILIZER SUB ASSEMBLY, Horizontal aero balance ...... 1 W 
146 -21301-101 + . BEAM ASSEMBLY, Horizontal stabilizer front LH ...... 1 
146-21301-102 s BEAM ASSEMBLY, Horizontal stabilizer front RH . "E 1 
-1 175-21420-1 e . . FITTING ASSEMBLY, Hor stab. front spar inboard LH. et “ῷ 1 
175-21420-2 + . + FITTING ASSEMBLY, Hor stab. front spar inboard RH. . . 1 
-2 4B19M-S8006 . . . BUSHING, Press fit steel (ΝᾺ)... ......... 2 
146-21302-1 BEAM ASSEMBLY, Horizontal stabilizer LH. .......... 1 AN 
146-21302-2 BEAM ASSEMBLY, Horizontal stabilizer RH. ον ος e os 1 AN 
146-21302-101 . BEAM ASSEMBLY, Horizontal stabilizer center LH ο... 1 W 
146-21302-102 . BEAM ASSEMBLY, Horizontal stabilizer center RH ....... 1 W 
-3 146-21402-1 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower LH. 1 
146-21402-2 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH. 1 
-4 146-21402-1 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower LH. 1 
146-21402-2 - . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH. 1 
-5 NAS75-16-101 d. BUSHING, Press fit steel . . . . . . +. . Ro wes die sg te 1 
-6 NAS75-16-016 ç a . BUSHING, Press fit steel .... e DEP «Ὁ . ag ὦ 2 
146-21303-11 BEAM ASSEMBLY, Horizontal stabilizer rear LH Se 4 ace 1 AN 
146-21303-12 . BEAM ASSEMBLY, Horizontal stabilizer rear RH . . . . . . . . 1 AN 
184-21305-3 BEAM ASSEMBLY, Horizontal stabilizer rear LH . . . . . . +. + 1 W 
184 -21305-4 BEAM ASSEMBLY, Horizontal stabilizer rear RH .... E 1 W 
-7 175-21425-1 + + FITTING ASSEMBLY, Hor stabilizer rear beam inboard TH. 1 
175-21425-2 FITTING ASSEMBLY, Hor stabilizer rear beam inboard RH . 1 
-8 4B19M-S 8006 . BUSHING, Press fit steel (NA). . . . , . , + , eee 2 
146-21042-1 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft LH . . 1 AM 
146-21042-2 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH. . 1 AM 
146-21042-31 RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft LH . . 1 BX 
146-21042-32 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH. . 1 BX 
-9 146-21430 . . FITTING ASSEMBLY, Elevator station 41 hinge . . . . i 1 AM 
146-21430-10 + . FITTING ASSEMBLY, Elevator station 41 hinge. . ...... 1 BX 
-10 AN200K8 + BEARING. . . . ας L BX 
184-21042-1 RIB ASSEMBLY, Horizontal stabilizer “station "ho. 75 `aft “LH e 1 W 
184-21042-2 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH . . 1 W 
-11 184 -21437 . FITTING, Elevator station 41 hinge. ... Ρ ο τὴ 1 w 
146-21085-31 . RIB ASSEMBLY, Horizontal stabilizer station 83. 75 ‘aft LH eae 1 AN 
146-21085-32 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft RH . . 1 AN 
-12 184-21431 . . FITTING ASSEMBLY, Elevator station 84 hinge . . . . . . . 1 AN 
-13 AN200K8 . + . BEARING. . . « PER 1 AN 
184-21085-1 . RIB ASSEMBLY, Horizontal stabilizer station '83. 15 ‘aft LH |. 1 W 
184 -21085-2 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft RH . . 1 W 
-14 184 -21438 . . FITTING, Elevator station 84 hinge. . . CES τῷ, a -ῷ 1 W 
146-21129-31 . RIB ASSEMBLY, Horizontal stabilizer station "128. 75 aft LH. . 1 AN 
146-21129-32 . RIB ASSEMBLY, Horizontal stabilizér station 128.75 aft RH. . 1 AN 
-15 184 -21432 . FITTING, Elevator station 129 ninge DP ο 1 AN 
-16 AN200K8 . . + BEARING... οἴ, vue ος 1 AN 
184-21129-1 RIB ASSEMBLY, Horizontal stabilizer "station "128; 75 aft LH. . 1 W 
184-21129-2 . RIB ASSEMBLY, Horizontal stabilizer station 128.75 aft RH. . 1 W 
-17 184 -21439 . FITTING, Elevator station 129 hinge ἐς ads tag ee thy Se: Yu 1 w 
146-21174-31 . RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft LH. . 1 AN 
146-21174-32 . RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH. . 1 AN 
-18 184 -21433 5 FITTING ASSEMBLY, Elevator station 174 hinge. . . . . . 1 AN 
-19 AN200K6 . + . BEARING. . . . eee ee ES 1 AN 
184-21174-1 . RIB ASSEMBLY, Horizontal stabilizer station 173. τὸ aft LH. . 1 W 
184 -21174-2 : RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH. . 1 W 
-20 184-21440 - . FITTING, Elevator hinge station 174 hinge . . : 1 W 
-21 146-21436-1 . FITTING, Horizontal stabilizer inboard torque rib “splice LH. 1 
146-21436-2 FITTING, Horizontal stabilizer inboard torque rib splice RH. 1 
-22 146-21436-2 FITTING, Hor stab. inbd torque rib splice (upper LH stab.) . 1 
146-21436-1 . FITTING, Hor stab. inbd torque rib splice (lower RH stab.) . 1 
-23 146-21439-1 FITTING, Hor stab. inbd torque rib splice fwd LH ...... 1 
146-21439-2 PITTING, Hor stab. inbd torque rib splice fwd RH. . 1 
-24 146-21439-2. . FITTING, Hor stab. inbd torque rib splice fwd RH (upper LH 1 
stabilizer) 
-25 175-55007 . FITTING ASSEMBLY, Vertical stabilizer folding lower jack . . 1 
attaching (LH stabilizer only) 
-26 175-5507 -5 + . PIN, Vertical stabilizer folding lower jack attaching . 1 
-27 4B19S10-020 . BUSHING, Press fit steel (NA) . . . ... QU Se te 1 
-28 175-55009 . NUT, Vertical stabilizer folding Jack attaching és «De heh Ne 1 
-29 175-55007 -3 . FITTING, Vertical stabilizer foldi lower jack .... 1 
attaching (LH stabilizer only 
-30 184-21305 . DOOR ASSEMBLY, Horizontal flexible shaft drive access. . . 1 W 
(LH stabilizer only) 
-31 AN509-10R8 . SCREW. . . . . Β W ο ο ο 19 at ο w ο ak ος 16 
-32 146-21311 . TIP ASSEMBLY, Horizontal. stabilizer. ë ὑφ. MORO el Jen LUE. αν % 1 AN 
184-21311 TIP ASSEMBLY, Horizontal stabilizer. . .. . « + + + . + . . 1 W 
-33 AN509-10-8 SCREW. . AI €. ο a a ew Q eZ 16 
146-21029-1 RIB ASSEMBLY , "Horizontal stabilizer station OT aft . s < < 1 
intermediate LH i 
146-21029-2 RIB ASSEMBLY, Horizontal statilizer station 27 aft . me 1 
intermediate RH 
-34 146-73553 LUG, Safety life line be Sos os poten seve RENE παν 1 
AN365-428 zs GUT. 2 vow ow ve € aa ee 7 A E a 1 
ANO60DH16L z oy - WASHER. — x a 45x ox Swiss Y oe r AD τας SAI S W ra w. e 2 
AN4-10A s . BOLT... . Sader ve ua ud E: Tes cra ee de 1 
NAS75-4-104 . . BUSHING, Plain press “pit steel ë: ve? «8 e wh AY W ë le cw ος 1 
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FIGURE 55 - LH AND RH OUTBOARD ELEVATOR ASSEMBLY 
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Section l! 


Group Assembly Parts List 


— s ee  _ 
^ USEABLE ON 
CODE 


-1 
-2 


NUMBER 


169-22003-201 
169-22003-202 


2 3 4 5 6 7 


NOMENCLATURE 


ELEVATOR ASSEMBLY, Outboard LH (see fig. 52 for next assembly). 
(supersedes 169-22003-101 for future procurement) 
ELEVATOR ASSEMBLY, Outboard RH (see fig. 52 for next assembly). 
(supersedes 169-22003-102 for future procurement) 


. 


175-54231-7 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to . 
station 780 (LH outboard elevator) 
175-54231-8 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to . 
station 780 (RH outboard elevator) 
146-22068-1 . RIB ASSEMBLY, Elevator station 68-1/4 LH . . . eer} 
146-22068-2 . RIB ASSEMBLY, Elevator station 68-1/4 RH. . . .... 
146-22418 + .--TEE, Elevator station 67-3/4 fitting support. . . . 
146-22416 + . FITTING, Elevator station 68-1/4 outboard attaching 
146-22068-5 . . HALF HINGE, Elevator station 68-1/4 . . PESE 
146-22302-1 . BEAM ASSEMBLY, Elevator outboard intermediate LH.. . 
146-22302-2 . BEAM ASSEMBLY, Elevator outboard intermediate RH... 
146-22302-25 . . HALF HINGE, Elevator outboard intermediate beam LH. 
146-22302-26 - . HALF HINGE, Elevator outboard intermediate beam RH. 
146-22302-27 - . HALF HINGE, Elevator outboard intermediate beam LH. 
146-22302-28 - . HALF HINGE, Elevator outboard intermediate beam RH. 
146-22405-1 + . HINGE, Elevator trim tab half LH. ..... "M EE 
146-22405-2 + . HINGE, Elevator trim tab half RH. ......4.4.. 
1156-22647 + . HINGE, Elevator trim tab forward concentrated . : 
146-22084-1 . RIB ASSEMBLY, Elevator station 84-3/4 LH. . . . . . . 
146-22084-2 . RIB ASSEMBLY, Elevator station 84-3/4 RH. ed š 
146-22411 . . TEE, Elevator station 84-3/4 hinge support. . . : 
146-22410 - . PIN, Elevator station 84-3/4 hinge. . . . e 
AN3-6A Š et BOLT. Amo Lar ances. ok ON, oat ee Pan. Son Tale en, ae em san κ 
146-22129-1 RIB ASSEMBLY, Elevator station 129-3/4 LH. rane y 
146-22129-2 RIB ASSEMBLY, Elevator station 129-3/4 RH. wu ner ve 
146-22413 - . TEE, Elevator station 129-3/4 hinge support... . 
146-22412 . . PIN, Elevator station 129-3/4 hinge . . . . ; 
AN3-6A * ον BORTA E pete: ees soe ο SS, τὸς c emus va ier Cat s $: dee ὃν n 
146-22414 . PIN, Elevator hinge station 174-3/4. . . . š s 
ATTACHING PARTS 
AN3-6A . BOLT (magnetic inspected). . .............. 
146-22403 . SUPPORT ASSEMBLY, Elevator hinge sta 176-1/4 ........ 
146-24475-3 . . BUSHING, Elevator balance weight support. . 


146 -22404-10 


BALANCE ASSEMBLY, Elevator balance intermediate 


ATTACHING PARTS 


access, 


. 


e 0 9 9 9 sa 9 s 5 c] 75 9 ά. 
* = * 9 + w s a « ο 


. 
e*t we 


ee eee 


sta 69-1/4 to sta 81 paddle. . . 
/? paddle 


AN365-428 . NUT (magnetic inspected) ....... 
AN9Q60D416 : WASHER: U 0 S oe? ειδος FLE ce, eh bh Bi oe 
AN174-25A . BOLT (magnetic inspected) . . . ae a Νε“ 
¿== 

169-22326 . WEIGHT ASSEMBLY, Elevator 
146-22327 . WEIGHT ASSEMBLY, Elevator sta 85 to sta 97 paddle. . . 
146-2233 . WEIGHT ASSEMBLY, Elevator sta 99-1/8 to sta 111-1 
146-22333 . WEIGHT ASSEMBLY, Elevator sta 114 to sta 126 paddle. . 
146-22332 . WEIGHT ASSEMBLY, Elevator sta 137-1/2 to station 149-1/2 
169-22309-1 . BRACKET ASSEMBLY, Elevator trim tab actuator attaching LH. 
169 -22309-2 . BRACKET ASSEMBLY, Elevator trim tab actuator attaching RH. 
146-22317 + . BRACKET, Elevator trim tab actuator attaching 
30602-1 . ACTUATOR ASSEMBLY, Linear (AIR)... .. . 
175-954052-1 . ACTUATOR REWORK, Electrical trim tab š 
30602-1 + . ACTUATOR ASSEMBLY, Linear (AIR). B 
AN3106A145-5S š: PLUG. x 3 ter ja uel Ve S RU De .. ... 
AN3057-6A A ADAPTER ες EL SV io. A d 
AN365 -428 . NUT (magnetic inspected) . . . . . . . . . . 
AN960D!16 ox WASHER. toe ta de eh o> ved ies 287 a νυν de -- 
146-22330 . BUSHING, Elevator trim tab actuator attaching. . 
AN4-11A . BOLT (magnetic inspected). . . . . . . . ο. 
AN320-4 . NUT (magnetic inspected) ......... 
AN24 -18 BOLT (magnetic inspected). . . . . . . . . . . . 
175-22303 . DOOR ASSEMBLY, Elevator trim tab actuator access 

ATTACHING PARTS 
AN509-10R8 ο SCREW. s a gage ee Ae als ο νο h 
AN365-440 LooA NUT CDD G Saa ο ae S YO e ες š 
ΑΝΟΘΟΡΗ ae WASHER. X43 Q 4er) Weed.) cas. SIVA Gor u τν . 
9C1-3-5 . . CHAIN, Νο. 1 safety (NA) . . NEN wipe 
. AN507 -440R8 a ΜΜΑ c lies de ee SU “el, wee a Sas De Va 
175-22302 . DOOR, Elevator trim tab position indicator 

ATTACHING PARTS : 
AN509-10R8 © SCREW. Dol o9 a ΝΣ ; E . 
AN365-440 e NUT. 2 SS ee ae n A O 
ANQ60D4 . WASHER . . . . kU ο ώς δι e E deo . 
AN507 - LL OR8 2 “SCREW. 0202 zs. 9 wow 32 "PRACT 
9C1-3-5 . CHAIN, No. 1 safety (NA). . z SS ΕΤ ND 

MO i 

146-22311 š 189-3/4 . . . 


ATTACHING PAR 


AN509-10R9 


186-22501-101 Ἢ 
146-22501-102 


. 


TIP ASSEMBLY, Elevator station 
SCREW ὁ t Shas τῳ dirt neri Ta 


TAB ASSEMBLY, Elevator trim LH . 
TAB ASSEMBLY, Elevator trim RH . 


“sta 176-1/4. 


UNITS 
PER ASSY. 


Ref 
Ref 
Ref 
Ref 


BRR HP IU HE RP HEE RP YP YP FE H I I rn Hie TT PEP HEE PHP PHBH BPP RP PRA P= 


œ 


1 


= 
PERA: BHHHEHE 


= 
HH O P> 


A 
AP 
AP 
AP 


AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 


AP 


TAI 


> 
ο 


ος E 
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-58 


PART 
NUMBER 


ATTACHING PARTS 


169-22003-35 
169-22003-37 
146-22502-1 — 
146-22502-2 
146-22502-5 


‘146 -22502-6 


146 -22502-7 
146-22502-8 
146-22507 
156-22646 
146-22513 
156-22649 
169-22331 


1 


2 3 4 5 


PIN, Elevator outboard 
PIN, Elevator outboard 





AN 01-60AABA-4 


EMPENNAGE (Cont) 


6 7 


. 


. BEAM ASSEMBLY, Elevator 
. BEAM ASSEMBLY, Elevator 


. . HINGE, 
. HINGE, 
. HINGE, 
. HINGE, 


. HINGE, 
HINGE, 


Elevator 
Elevator 
Elevator 
Elevator 
Elevator 
Elevator 


trim 
trim 
trim 
trim 
trim 
trim 


HORN, Elevator trim tab e 
SCREW, Elevator trim tab pick-up adjustment 
STIFFENER, Elevator trailing edge. . . . . +. + 


trim tab forward LH 
trim tab forward RH 
tab forward LH. . . 
tab forward RH. . 
tab forward LH. . 
tab forward RH. . 
tab aft half... 
tab aft concentrated 
operating . 


3 
š 


Fp HH 








FIGU 


INDEX NUMBER 


RE & 


PART 
NUMBER 


184-22005-1 
184 -22005-2 


146-22068-1 
146-22068-2 
146-22418 
146-22416 
146-22-68-5 
146-22302-1 
146-22302-2 
146-22302-25 
146 -22302-26 
146-22302-27 
146-22302-28 


AN 01-60AABA-4 
EMPENNAGE (Cont) 


Section [| 


Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ELEVATOR ASSEMBLY, Outboard LH aerodynamic nose balance . Ref W 
(see figure 52 for next assembly) 
ELEVATOR ASSEMBLY, Outboard RH aerodynamic nose balance . . . Ref 





(see figure 52 for next assembly 
RIB ASSEMBLY, Elevator station 68-1/4 LH . . . . . . . . . 
RIB ASSEMBLY, Elevator station 68-1/4 RH. .. .. , . ο + 

TEE, Elevator station 67-3/4 fitting support. . . oe 

FITTING, Elevator station 68-1/4 outboard | attaching I 
. HALF HINGE, Elevator station 68-1/4 e vs 
BEAM ASSEMBLY, Elevator intermediate LH. Va ue. suae ee Marty 
BEAM ASSEMBLY, Elevator intermediate RH. . . . . . .. 
. HALF HINGE, Elevator outboard intermediate LH . . . 

HALF HINGE, Elevator outboard intermediate RH . . . 

HALF HINGE, Elevator outboard intermediate LH... 

HALF HINGE, Elevator outboard intermediate ΠΗ... . 


a e e e 0 9 9 e o9 0 ο 
. 


. ` ο 9 9 ο . . . 


146-22405-1 HINGE, Elevator trim tab half LH. . . . . . . . . š 
146-22405-2 HINGE, Elevator trim tab half RH. . . . af as s . 
156-22647 P HINGE, Elevator trim tab forward concentrated T z 
146-22068-1 | RIB ASSEMBLY, Elevator station 84-3/4 LH . . . . IILI] 
146-22068-2 . RIB ASSEMBLY, Elevator station 84-3/4 RH. . . . . . . . . . 
146-22411 ° TEE, Elevator station 84-3/4 hinge support. ....... 
AN3-6A . BOLT; 53.4 E ec SOME ο ο ο 
184 92410 PIN, Elevator station 84- 3/4 hinge š 
184 -22407 FITTING ASSEMBLY, Horizontal stabilizer “to elevator "hinge. τ 
AN200KP8 BEARING .... ai ᾱν w E Ge en E -ῳ 
146-22129-1 . RIB ASSEMBLY, Elevator station 129-3/4 LH. . . . . . . . . . 
146-22129-2 . RIB ASSEMBLY, Elevator station 129-3/4 RH. . . . . . . . . . 
146-22413 + . TEE, Elevator station 129-3/4 hinge support ENDLESS 
AN3-6A s a BOLT e «n "C SUVS MRL. NS ER y 
184 -22412 . PIN, Elevator station “1292 374 hinge. dcs ; i-em c 
184 -22407 . FITTING ASSEMBLY, Horizontal stabilizer to elevator "hin nge. . 
AN200KP8 Š BEARING . . . . £ LRQ c αφ τὸ, “Spi be har Mau ος “ὁ 
184-22414 . PIN, Elevator hinge "station 174- 3/4 a Sar ο-- tent 
AN3-6A . BOLT (magnetic inspected) . . Deor "νε ο... 
146-22403 . SUPPORT ASSEMBLY, Elevator. hinge station 176-1/4 ο 
146 -24475-3 + . BUSHING, Elevator balance weight support. ........ 
AN364-428 . NUT (magnetic inspected) . ................. 
AN960D416 s WASHER «ce a Der el o ο -- ο -- 
AN960D416L s WASHER v (bese. ee cae g Wu SAS Oe Ped be: tee φον. de ORO Qe δα fene ος SS 
AN174-7A a BOLT... w E 
184 -22406 | FITTING ASSEMBLY, Hor “stabilizer to elevator hinge outboard. 
AN200KP8 . . BEARING . . . . š 
184 -22022 . WEIGHT ASSEMBLY, Aerodynamic nose "balance outboard elevator. 
station 68-3/16 .to station 82-13/16 
‘NAS 221-12 . . SCREW, Brazier head DR recess alloy steel 10-32 . . 
AN365-1032 so NUT a ο Poh ο di laine at S, S duris 
2W1-13-14-63 . . WASHER, Plain (NA). | T "CP 
2W1-13-14-63 . WASHER, Plain (NA) . κο 
NAS221-12 . SCREW, Brazier head "Phillips recess “alloy "steel “10- 32. . y 
184 -22028 . WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator. 
station 85 to station 103-1/2 counter weight 
NAS222-14 š SCREW, Brazier head Phillips recess alloy steel 1/4-28. . 
AN365 -428 . NT.. ar a A a D a Der ae Se 
2W1-16-16-63 . . WASHER, Plain (NA). . 2 2 J. v» ome aes $3 lem. a 
2W1-16-16-63 . WASHER, Plain (NA) . . š 
NAS222-17 . SCREW, Brazier head Phillips recess “alloy steel 1/4 28 s 
184-22029 . WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator. 
station 106 to station 127-13/16 
NAS222-19 + + SCREW, Brazier head ipei cd recess alloy steel 1/1-28. 
AN365-428 we UNUT ge ae. Us £u ud w Bi to, Vena ee st, "an, Neo Let ο” 
2W1-16-16-63 . . WASHER, Plain (NA). D E ME ο ο ανα 
2W1-16-16-63 . WASHER, Plain (NA) . . . 
NAS222-20 . SCREW, Brazier head Phillips recess “alloy “steel “Ve 28 | . 
184 -22035 . WEIGHT, Aerodynamic nose balance outboard elevator . . . . 
station 130 to station 152-3/8 
AN509-10R11 + SCREW. . . . ὃν e a 
184 -22034 . WEIGHT, Aerodynamic — nose balance outboard “elevator ο”... 
station 142-7/16 to station 172-13/16 
184-22019 . WEIGHT, Aerodynamic nose balance outboard elevator . . . . . 
D Station 175 to station 189-11/16 
AN509-10R10 . SCREW... "c LE 
169-22331 . STIFFENER, Elevator “trailing edge. P 49 w. “AP. ESE a we 
175-22303-10 DOOR ASSEMBLY, Elevator trim tab actuator access ai co Wiss νο Ag. 
ATTACHING PARTS 
AN509 -10R8 SOSCREWM. Lon yo E νο O 
ance ως z 
AN365-440 a. θυ. μή ο. JE a ee SA AGA, ο th Ti μι aes V 
AN960DÀ DENS WASHER PES T MEI Lm MUT 
9C1-3-5 . . CHAIN, No. 1 safety (NA). ο αὐ, ο y deve tus be WAS ὦ 
AN507 -440R8 . . -SCREW .. ge Chae, po Sa oie 
169-71063-1 ` TAB ASSEMBLY, Radio "AN/ASA3 precipitation "static discharge 
elevator mounting 
169-71063-2 . TAB ASSEMBLY, Radio AN/ASA3 precipitation static discharge . 
elevator mounting 
184 -22311 TIP ASSEMBLY, Elevator station 189-3/4 . . . . . . . . . . . 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


EMPENNAGE (Cont) 





H-175-22-8 


FIGURE 56 - LH AND RH OUTBOARD AERODYNAMIC NOSE BALANCE ELEVATOR ASSEMBLY 
116 ; 














FIGURE & 
INDEX NUMBER 


56-52 


PART 
NUMBER 
AN509-10-9 
146-22501-301 
146-22501-302 


. 





AN O1-60AABA-À 


EMPENNAGE (Cont) 


2 3 4 5 6 7 
SCREW. wd x 


TAB ASSEMBLY, 
TAB ASSEMBLY, 


ATTACHING PARTS 


169-22003-35 
169-22003-37 
an cs wb DE ος 

146-22502-1 
146-22502-2 
146-22502-5 
146 -22502-6 
146 -22502-7 
146 -22502-8 
146-22507 
156-22546 
184 -22514 
156-22649 
184 -52243-1 


184 -52243-2 


184 -52237 
184 -52239 
184-52241-1 
184-522) -2 
AN365-428 
2W18-416L 
NAS334PA12 
AN174-30A 
AN174-17A 
AN174-13A 
AN174-12A 


outboard 
outboard . . 


PIN, Elevator 
PIN, Elevator 


BEAM ASSEMBLY, Elevator 
BEAM ASSEMBLY, Elevator 
. HINGE, Elevator trim 
-> HINGE, Elevator trim 
. HINGE, Elevator trim 
& . HINGE, Elevator trim 
- . HINGE, Elevator trim 
s HINGE, Elevator trim 
HORN, Elevator trim tab 


NOMENCLATURE 


Elevator trim LH Bol Wen ο» Be! ἃν, -ᾱ 
Elevator trim RH . . . . . . . . 


- . e e aa a ο 


trim tab forward LH 


trim tab forward RH . 


tab forward LH. .. 
tab forward RH. 

tab forward LH. . . 
tab forward RH. . . 
tab aft half... 
tab aft concentrated. 


operating . . 


. SCREW, Elevator trim tab pick-up adjusting. 
MECHANISM INSTALLATION, Elevator outboard geared 


(28° and 5°) 


` 


MECHANISM INSTALLATION, Elevator outboard geared 


(28° and 5°) 

. LINK ASSEMBLY, Elevator 
. LINK ASSEMBLY, Elevator 
. BELLCRANK, Elevator 
. BELLCRANK, Elevator 

NUT 3 34-3 cow we  ἃ 
WASHER, Flat (NA) N 
BOUT. . . . 
BOLT. . 
BOLT. . 
BOLT. 
. BOLT. : 


. 


. 
. 
. 


oe ee 
s.. 


outboard geared 
outboard geared 


outboard geared tab 
outboard geared tab 
tab LH. 
tab RH. 


. . e. e es s o 
. ὁ e o 
oe ο 


ele ee 
oe . ο 
. 
. 
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AN 01-60AABA-4 


EMPENNAGE (Cont) 





H-175-22-1 





ΑΝ 01-60AABA-4 
EMPENNAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
57 169-22002-101 ELEVATOR ASSEMBLY, Inboard LH s figure 5? for next ο . Ref AN 
169-22002-102 ELEVATOR ASSEMBLY, Inboard RH (see figure 52 for next assembly) . Ref AN 
-1 160-22402-3 . FITTING, Elevator torque tube attaching. . . . . . s + + + ο ο 1 AN 
-2 146-22429-10 . TUBE, Elevator torque. . . sad oso E RA A δ. el sg 1 AN 
146-22021-101 . RIB ASSEMBLY, LH station 21- “1/2. ie He or Be κ) Rete i Om e SF 1 AN 
146-22021-102 . RIB ASSEMBLY, RH station 21-1/2. . . 5 » rur arna 1 AN 
-3 160-22301-1 s «ῷ COLLAR, Elevator station 21- 1⁄2 rib "to torque tube "pp 1 AN 
attaching LH ` 
160-22301-2 "S COLLAR, Elevator station 21-1/2 rib to torque tube . . . . 1 AN 
attaching RH 
146-22031-1 . RIB ASSEMBLY, Elevator station 41-3/4 LH . . . . . . + + . e 1 AN 
146-22041-2 . RIB ASSEMBLY, Elevator station 41-3/4 RH . . . . . . . . . cà 1 AN 
-4 146-22409 PE TEE, Elevator station 41 hinge support . . . . . . . , + + 1 AN 
-5 146-22408 HE" PIN, Elevator station 41 hinge . . . . , + + + + + s + ο x 1 AN 
-6 AN3-6A ` ` BORE νο Wwe wo ew LIS cec ous, ^ «ΑΝ 
146-22067-1 | RIB ASSEMBLY, Elevator station 67-3/4 LH . 11222220222 1 an 
146-22067-2 . + RIB ASSEMBLY, Elevator station 67-3/4 RH.. . . . . . . . . . . 21 AN 
-T 146-22418 "EN TEE, Elevator station 67-3/4 fitting support . . . . . . . 1 AN 
-8 146-22417 s ers FITTINC, Elevator station 68 inboard attaching iier Se ie 2 AN 
-9 146-22067-5 > HALF HINGE, Elevator station 67-3/4. . . . . ο e wi es 1 AN 
-10 146-22417 » FITTING, Elevator station 68 inboard attaching iS š 2 AN 
-11 146-22324 1o WEIGHT ASSEMBLY, Elevator station 41-3/4 to station 53 paddle. 1 AN 
-12 146-22325 . WEIGHT ASSEMBLY, Elevator station 55 to station 67-1/8 paddle. 1 AN 
-13 156-22636 . WEIGHT ASSEMBLY, Elevator inboard station 27-1/8 . . . . . + +» 1 AN 
to station 38 paddle 
-14 156-22644 . WEIGHT ASSEMBLY, Elevator station 12-1/2 to station. . . . . + 1 AN 
23-13/16 paddle 
-15 156-22633 . STOP ASSEMBLY, Elevator spring tab . . . . s s +. +. +s + s ewe 1 AN 
-16 AN161-16LL ο feces sah tone tar sas tank we a S ο at a ο ake tly. SAN 
-17 AN155-16L . BARREL. . Ea ue οὐ Pel Met SL κο. Tee wz eno. ks. 1 AN 
-18 156-22632 . CABLE ASSEMBLY, "Elevator spring tab. on wu UE Ve cat “et ο roses a d 1 AN 
-19 AN393-13 e PIN ο οπών. RE recat ο (s ey Ce) CRIME. Hen fe a νψίν ὦ £ AN 
~20 AN960D10L . WASHER . . . + ο) δν o ideo. Ceria UO ter ter Deco s we 1 AN 
-21 156-22611 . SPRING, Elevator spring tab... IIIi] V adus Ce πας. 1 AN 
-22 AN393-11 S CU PIN 21$ Wo 9-09 ο est CMS ὦ; ASTIN E CELL ea ISSUES Led iets ved ves Mer «Ὁ 1 AN 
-23 AN960D10L . WASHER . . . +. . z — m Ὁ ρα, (Z. me US 1 AN 
156-22606-1 . BEAM ASSEMBLY, Elevator inboard LH 4. Ste al ον, SS Se a le qu, 7A 1 AN 
156-22606-2 . BEAM ASSEMBLY, Elevator inboard RH . . . . . s , +< + + + co l AN 
-24 156-22615-5 - . HALF HINGE, Elevator trim tab concentrated . . . . . ο . . 1 AN 
-25 146-22405-3 "C HALF HINGE, Elevator trim tab half . . . . . s e , + + + ο 1 AN 
-26 156-22606-5 PORUM HALF HINGE, Elevator inboard LH. . . . . . + + s s s + + ο 1 AN 
156-22606-6 vo e HALF HINGE, Elevator inboard RH. . . . . . . + + + + + + x 1 AN 
-27 156-22606-7 ο a HALF HINGE, Elevator inboard LH. . . . es . + + + + <s + x 1 AN 
156-22606-8 š HALF HINGE, Elevator inboard RH. . . , , +. + + +< + + + eo 1 AN 
-28 169-22002-21 DOOR, Inboard elevator assembly. . . . . . + . + + + + + + + x 2 AN 
ATTACHING PARTS 
~29 AN509-10-7 st SCREW uu cwn ceste m Rer Ὁ % teks SU De WR? ο Ἔν o Bo ee ως Sere! eer ὍΘ AN 
---ᾱ--- 
-30 169-22002-25 + DOOR, Inboard elevator assembly. . . . . . . + + + + + a ᾱ- Ὁ 1 AN 
ATTACHING PARTS 
-31 AN509-10-7 «. SCREW. es ae ier Row ο Rmo mod wow a Sa elie στο a ee θὰ, ΑΝ 
---ᾱ--- 
-32 AN507-440-8 v (SCREW Su ο ο k tes ο ο ο ο cuesta ur X3 AN 
-33 ANQ60D4 S WASHER αν mes S: fe) oo) καν ο er le? e xem μα ο. «ΑΝ 
-34 AN365-440 ΝΤ Les of Create: wis ee τα ὦ ὥρᾳ ox OG en else «FA ΑΝ 
-35 9C1-3-3 . CHAIN, No. 1 Safety (NA) . ae s” ο ο ο” 3 AN 
-36 156-22603-201 . TAB ASSEMBLY, Elevator spring LH... "qe 1 AN 
156-22603-202 . TAB ASSEMBLY, Elevator spring RH... . e ere iw imus. m, 1 AN 
ATTACHING PARTS 
-37 156-22645 PIN, Elevator Nige. -s 2 . 4 $ 576 9 € x03 9 ὁ ο ᾱ- ee m ὁ 1 AN 
pee σοι 
156-22607-1 . + . BEAM ASSEMBLY, Elevator spring tab forward LH. ...... 1 AN 
156-22607-2 + . BEAM ASSEMBLY, Elevator spring tab forward RH. . . . . . 1 AN 
-38 156-22607-5 See ae . HALF HINGE, Elevator spring tab forward LH. ...... 1 AN 
156-22607-6 vis . HALF HINGE, Elevator spring tab forward RH. . . . . .. 1 AN 
-39 156-22607-7 E Ts . HALF HINGE, Elevator spring tab forward LH. ...... 1 AN 
156-22607-8 ee . HALF HINGE, Elevator spring tab forward RH. . . . . .. 1 AN 
-40 146-22507 $ os . HINGE, Elevator trim tab aft half . . . . . . . . , . . . 1 AN 
-41 156-22615-3 C^ Ss . HALF HINGE, Elevator trim tab concentrated. . . . . . . 1 AN 
-42 156-22625 PEN HORN ASSEMBLY, Elevator spring tab . . . . . . s e s +, + + 1 AN 
-43 169-22634 SA SUPPORT ASSEMBLY, Spring tab weight. st fe s» uso A 2 AN 
-44 2W1-16-24-32 . WASHER, Plain (NA) . iw cete Bitsy dei «Rr qe Ds: ide ο. 8 AN 
-45 156-22635 ñ WEIGHT ASSEMBLY, Elevator spring tabra eure cte Se eed ce 2 AN 
-46 AN365-428 E NUE. ue O cw us «ων Mer S: cel ο κ ea: be 4 AN 
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i EMPENNAGE (Cont) 


H-1%5-22-7 





FIGURE 58 - LH AND RH INBOARD AERODYNAMIC BALANCE ELEVATOR ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


-1 
-2 





PART 
NUMBER 


184-22004-1 
184 -22004-201 
184 -22004-2 
175-54231-9 
175-54231-15 


160-22402-3 
146-22429-10 
146-22021-201 
146-22021-102 
160-22301-1 


160-22301-2 


184 -22041-1 
184 -22041-2 
146-22409 
184 -22408 
AN3-6A 

184 -22042 


NAS222-16 
2W1-16-16-63 
AN365-428 
NAS222-16 
2W1-16-16-63 
184 -22039 


NAS222-13 
2W1-16-16-63 
AN365-428 
NAS222-16 
2W1-16-16-63 
184 -22037 


NAS222-16 
2W1-16-16-63 
AN365-428 
NAS222-18 
2W1-16-16-63 
184 -22020 


NAS222-17 
2W1-16-61-63 
AN365-428 
NAS222-19 
2W1-16-16-63 
184 -22021 


NAS222-17 
2W1-16-16-63 
AN365-428 
NAS222-19 
2W1-16-16-63 
146-22067-1 
146-22067-2 
146-22418 
146-22417 
146-22067-5 
156-22633 
184 -52226-2 


175-954052-9 
175-954052-7 


30602-2 


30602 
AN3106A11S5S 
AN3057-6A 
AN320-4 
2w18-416 
AN24-15 
146-22330 
156-22606-101 
156-22606-2 
156-22615-5 
146-22405-3 
156-22606-5 
156-22606-6 
156-22606-7 


ELEVATOR ASSEMBLY, 
ELEVATOR ASSEMBLY, 
ELEVATOR ASSEMBLY, 


ee ee ο n ` * $9 9 ο ο 9 ο $9 . .. 9 ` 9 ο ο ο `. < 9 5 9 n 


‘NUT... 


AN 01-60AABA-4 
EMPENNAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


Inboard aerodynamic balance LH ...... 
52 for next assembly) 
Inboard aerodynamic balance LH ...... 
52 for next assembly) 
Inboard aerodynamic balance RH . . . . . . 
(see figure 52 for next assembly) 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to 
station 780 (see figure 64 for detail breakdown 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to 
station 780 (see figure 61 for detail breakdown) 
FITTING, Elevator torque tube ipu dde o> Ue seh er a θὰ 


(see figure 


(see figure 


TUBE, Elevator torque. Pate ο a age A σα 
RIB ASSEMBLY, Station 21- 1⁄2 LH. oi ο. im (6) δι leis δι φ, Gs. 
RIB ASSEMBLY, Station 21-1/2 RH. . . ag ο... 


COLLAR, Elevator station 21-1/2 rib to 
attaching LH 

; COLLAR, Elevator station 21-1/2 rib to 
attaching RH 

RIB ASSEMBLY, Elevator station 41-3/4 LH... a Z 

RIB ASSEMBLY, Elevator station 41-3/4 RH. : z; oe 

š TEE, Elevator station 41 hinge support . . ξ.. τῷ 

5 PIN, Elevator station 41 hinge ...... ES 

e BOLT .... $ zs 

WEIGHT ASSEMBLY, Aerodynamic nose “balance. LH inboar d 

station 59-7/8 to station 68 
SCREW, Brazier head Phillips recess alloy steel 1/4-28 . 


torque tube 


torque tube . 


elevat 


$ WASHER, Plain (Na) . Ες So my dr aku Ligh fan va See 

š NUT.- x Q ES .. 
SCREW, Brazier head Phillips recess “alloy” steel at 28 . . 
WASHER, Plain (NA). HE: 


WEIGHT ASSEMBLY, Aeordynamic nose "balance “LH inboard elevat 
station 41- 31/32 to station 57-1/2 

i SCREW, Brazier head Phillips recess alloy steel 1/4-28 

A WASHER, Plain’ (NA) Ss! s $02 ata ds τς. ee ον w 

. NUDO AREA EA E RI ο ου 

SCREW, Brazier head Phillips recess alloy steel 1/4729.. ç 

WASHER, Plain (NA) . dre 

WEIGHT ASSEMBLY, Aerodynamic nose "balance “inboard “elevator 
station 11-13/16 to station 39-13/16 

. SCREW, Brazier head puc recess alloy steel 1/4-28 

4 WASHER, Plain (NA) . as ce eee a Ce. w 

° NUT. . . « " 

SCREM, Brazier head “Phillips recess alloy steel 1/4 28 ` ` 

WASHER, Plain (NA) . .'. . 

WEIGHT ASSEMBLY, Aerodynamic nose "balance “inboard “elevator 
station 11-13/16 to station 39-13/16 

y SCREW, Brazier head Hole recess alloy steel 1/4-28 

WASHER, Plain (NA) ο ο tat Q D Cole μα. 

z NUT. . . x 

SCREM, Brazier head “Phillips recess “alloy steel "1742 28 ` . 

WASHER, Plain (NA) . . . I 

WEIGHT ASSEMBLY, Aerodynamic balance station bil 231/32 to : 
station 68 inboard elevator center : 

è SCREW, Brazier head Phillips recess alloy steel 1/4-28 


. WASHER, Plain (ΝΑῚ. ................ 
τ NUT. ο e^ ο ο ο sar CY RE ce! ad ve A - 
SCREW, Brazier head Phillips recess alloy steel 1/4-28 . 
WASHER, Plain (NA). PED EE dere Ce e 
RIB ASSEMBLY, Elevator station 67- 3/4 PHS A A 


RTR ASSEMBLY. Flevator station 67-37} RH , , 

2 TEE, Elevator station 67-3/4 hinge support 

: FITTING, Elevator station 67-3/4 . . . . . 

HALF HINGE, Elevator station 67-3/4. . . 

STOP ASSEMBLY, Elevator spring tab . . . . . . 

MECHANISM INSTALLATION, Elevator dual rate . . ‘ 
spring tab RH (see figure 53 for detail breakdown) 

ACTUATOR ASSEMBLY, Electrical trim tab LH (supersedes. 
175-954052-7 for future procurement) 

ACTUATOR ASSEMBLY, Electrical trim tab LH (superseded. . . 
by 175-954052-9) 

, ACTUATOR i on 175-954052-9 only) 

. ACTUATOR (used on 175-954052-7 only) 


` ` . 9 n. n 
`. + + ο ο 1 
` . ο ot] n 
ee 9 9 9 1 
. s s 9 9 í 9 o ο a ο 


PLUG ρω να x 
ADAPTER. . . 


WASHER, Flat (NA). š ae š 

BOLT .... " " 
BUSHING, Elevator trim tab actuator attach 
BEAM ASSEMBLY, Elevator inboard LH . . . . 
BEAM ASSEMBLY, Elevator inboard RH . . . . . .. 
+ HALF HINGE, Elevator trim tab concentrated 
* HALF HINGE, Elevator trim tab half . .. 

. HALF HINGE, Elevator inboard LH. . . 5, 5 
$ HALF HINGE, Elevator inboard RH. 


HALF HINGE, Elevator inboard LH. . . 


. 9 
* °` . s 9 c9 s s s sa 0 9 9» 5. ο 
$t * 9 s * c] £9 δν 5 +ç o 5$ » «. 


ee eee 


or 


or. 


LH. 


4 * ee ο ο 


3 * 9 eee 


9. 0 $9 s 9 + o e » » ο α 


UNITS 
PER ASSY. 


Section Íl 


Group Assembly Parts List 


USEABLE ON 
CODE 


Ref T I 
Ref BY 


e.s... t n ` 0 ο we eee ee 


. ` . 0 9 o5 9 £3; ο 9 ο 5 


` " ee n n 


BH Pe 


PH 
HOP PREY PHOOFEE PEEUUU FEF PODOANNN KEEPER 


= 


PEPPER 


= 


PERRA [51 A A HEP Pe 


tj 
< 
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Section |l 


Group Assembly Parts List AN 01-60AABA-4 


EMPENNAGE (Cont) 


FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

58 156-22606-8 . . HALF HINGE, Elevator inboard RH. . XD ee ae tk Ue mee η 
-42 184 -22004 -39 . DOOR, Elevator sas embly. ο ον ο zoned ayes "yl mi m. ο oh eo GQ. sa" uq 2 U 
-43 AN365-440 NUS V ies 32. 22 ο ο ο Soa Du os i ο n NA “τῷ Lex PRA s 4 U 
-44 2w18-4 . WASHER, Flat (NA). Se GP yaway Gode. ο τα. a: OU 
-45 9C1-3-3 < CHAIN, No. 1 safety (NA) vx v ex ο. a ον D og 
-46 AN507-440-8 E UC l te Goes ah ds E DL US on br a 27 
-47 AN509-10-7 . SCREW. « . . + G sel EPR eye ZU oe p Ee el tet wise eee, ο U 
-48 184 -22004 -25 . DOOR, Elevator assembly. ρος. GA es ο ws By See ο 1 U 
-49 AN508-7 . SCREW. να κ η NEA αν ΝΟ oret rater ὃν T ο). ο gy Ὁ AO IU: 
-50 156-22645 . PIN, Elevator hinge. E Η ο ο te: Yap ο ἕν WS Ee tv ον ος 2 U 
-51 184-22603-1 . TAB ASSEMBLY, Elevator inboard trim LH v Ss ey es ws ds rus 1 U 
-52 156-22603-402 . TAB ASSEMBLY, Elevator spring RH . . . . . . . . ....... 1 U 
156-22607-11 2x BEAM ASSEMBLY, Elevator spring tab forward LH. . . . . .. 1 U 
156-22607-2 Got αὖ BEAM ASSEMBLY, Elevator spring tab forward RH. . . . . .. 1 U 

-53 156-22607-15 s . HALF HINGE, Elevator spring tab forward LH. . . . . η 1 U 
-54 156-22607-6 a ὃν . HALF HINGE, Elevator spring tab forward RH. ah Ser Caste 1 U 
-55 146-22507 . .  . HINGE, Elevator trim tab aft half........... 2 U 
-56 156-22607-7 eo . HALF HINGE, Elevator spring tab forward LH. . . . + š 1 U 
156-22607-8 "ES . HALF HINGE, Elevator spring tab forward RH. . . . . . + 1 U 

-57 156-22615-3 ο. HALF HINGE, Elevator trim tab aft half. . . . . . . .. 1 U 
-58 184-22515 $t eu HORN, Inboard elevator trim tab operating LH . . . . . .. 1 U 
-59 156-22625 . Š HORN ASSEMBLY, Elevator spring tab RH. .... Pe Lia KU 1 U 
-60 169-22634 ` l? SUPPORT ASSEMBLY, Spring tab weight RH . . . II .... 1 U 

(supersedes 156-22634 for future procurement) 
156-2263 . . SUPPORT ASSEMBLY, Spring tab weight RH . . . . . . . ... 21 U 
(superseded by 169- 22634) 

-61 156-22635 . . WEIGHT ASSEMBLY, Elevator spring tab RH. ......... #21 U 
-62 AN365-428 "E NUT. . 8: € Ge, «αφ δι ιν τον en Ro te. «Ὁ c ES jen det 18) Q ce 2 U 
-63 2W1-16-24-32 " A WASHER, “Plain” (NA) Í viU V! Sea tac he ο IRS ou RS Pel Sen SE “ere xe 2 U 
-64 AN365-428 τι ΕΕ E ο ere ss T am 
-65 AN4-11A y. ¿BOLT «vs EE Sls e "evel tee tes dos 1 U 
-66 146-22317 . FITTING, Elevator trim tab actuator attaching. w^ gt We Sere qe τῷ, ὁ 1 U 








-12 


-14 
-15 


-17 
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AN O1-60AABA-h I Group Assembly Parts List 
EMPENNAGE (Cont) 


FIGURE 59 - BROAD BAND VERY HIGH FREQUENCY RADIO ANTENNA ASSEMBLY 


PART UNITS 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
175-71031 ANTENNA ASSEMBLY, Broad band very-high-frequency raato, κ μμ -ᾱ- REF 

. (see figure 60 for next assembly) 
175-71031-3 . ' ANTENNA SUB ASSEMBLY, Broad band very-high-frequency radio . . 1 
175-71031-5 on, de PAD, Sponge rubber bite Up POP Bod de ca ire 4 
175-71071 ón 4 STRAP, Broad band very- high- frequency “radio. P i 1 

antenna shunting 
AN365B428 μα... ο ο da αυ 
146-71057 . WASHER, close out "capacity protective. ars} οσα ιο Ul es So. See 1 
146-71055 . GASKET, Radio frequency coupling attachment. elas es Has ya, Heal κι. δος 1 
AN365B632 AR CERCLE SE ae wee aia στα MEM D RM ete, 8 
ΑΝΟΘΟΡ6 v WASHER: ο ο ο ο ο ο <a! Ga es Re Mates eee e quoe 8 
AN507B632-10 ο: ΡΟΝ tay vee: Ce; G tary lw “es TUE w Bio ο Er tay Cat τῶν -ᾱ- ceo 5 
AN500B6-12 eN SCREW; uomo lo lw ae τῶν xx wrest oh, 089 ελ όρο Ma š Xe eei Vo Man TuS l 
AN365B440 or (NUTS S. e ea fast. ie “at Οδ. a a TR οφ $a WE quss ο. 4 
AN960DÀ er WASHER 2a deb og ve LE vno a TR e a Me ο eise ον 
AN507B440-6 o ^u οι er hap ο ο ο se ο at ο ce ο υπ 
AN515B6R6 . SCREW. > . š x ee “ρον. ὁ E ces w Va ο et Q. ὦ 1 
146-71051 : CONNECTOR, UG22/U pànel' jack . » "roD το οι ο EE 
146-71053 . CONDUCTOR, Conductor broad band very-high- frequency. . . . . . 1 
F antenna feed-thru 

146-71054 . RING, Insulator protective . . . « « , + +s + +s + + s + + eee 1 
146-71052 : INSULATOR, Feed-thru conductor . . . > νην, 1 
15456-71056 +. GASKET, Radio frequency coupling mounting. ο ar. ao ae. de me eit m 1 


H-115-71-10A 








ata μοι Fine 
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Group Assembly Parts List ΑΝ 01-60AABA-4 
I EMPENNAGE (Cont) 





ROTATED 180° 


44 H-175-20-1A 





FIGURE 60- COMPLETE VERTICAL STABILIZER ASSEMBLY 


FIGURE & PART Ë UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
60 175-23002 STABILIZER ASSEMBLY, Vertical (complete): N S eu ae Ye ce ek 
(see figure 52 for next assembly a 
-1 175-23311-5 . TIP ASSEMBLY, Vertical stabilizer (aft). . . . . . . . . + + . 1 
ATTACHING PARTS 
AN509-10R10 yA SCREWS...) a Sine eue, LEE e ONE, S en ue Ub m d uso ο ΘΒ 
AN509-10R13 Ἵν, a ene fuge eod uo Sp uos OO 
3... — 
-2 175-23315 . DOOR ASSEMBLY, Vertical stabilizer light access (LH only). . . 1 
ATTACHING PARTS 
AN509-10R8 Z x (SCREWS. a ve tan ede Mi A a euer oe dB 
is em A 
-3 9C1-3-3 a CHAIN, No. 1 safety (NA) . . « « . . . + +s +s +< 4 s ον ° ο 1 
-4 AN3158-1 . LIGHT ASSEMBLY EE e' Lc ὁ Tes el Sah oC) Ue ὁ WI ὁ ἴδια ο 9L -ᾱ 2 
-5 AN3158-2 «> „LIGHT ASSEMBLY (White) Ὁ » a να ο «ια we 9o o9 ov oo 
ATTACHING PARTS $ 
AN515-4R9 a: SCREW: ILI 8 
———— — 
-6 175-23416 . FITTING, Vertical stabilizer rudder locking. . . . . . . + + . 1 
-7 175-23420 - SCREW, Vertical stabilizer rudder locking. . . . .. . +, +s . +. 1 
-8 146-23336-10 . SPRING, Vertical stabilizer rudder lock tension. . . . . . +. + 1 
-9 AN392-17 e SPING TI ΗΕ dd a e “φῶ. e XE. ac. Moe a A τῷ, ia, ον. ar “Ὁ 1 
-10 AN320-3 A A A AA 1 
-11 ΑΝΟΘΟΡΙΟ e WASHER Cu ὃν ον Ja τι SR ϱ DEO EIC -€ Ge δὲ ον Ue κ. Deo (ND Αν ο 2 
-12 AN3-7 e ο ΕΕ BB Mer eh pe cat πα set e Set Dake: ee bet ie iu MAY De m tes S 1 
-13 146-23323 . BRACKET ASSEMBLY, Vertical stabilizer rudder locking support . 1 
-14 4B18-4-64 ο.” BUSHING, Press fit (NA). . . . . « « + + + s +s + k ον ος 1 
-15 146-23417 . FITTING ASSEMBLY, Vertical stabilizer rudder locking support . 1 
-16 175-23418 . ROD ASSEMBLY, Vertical stabilizer rudder locking . . . ... š: 1 
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AN 01-60AABA-4 Group Assembly Parts List 


EMPENNAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
60-17 iló-23119 . ROLLER, Vertical stabilizer rudder locking rod assembly. 1 
-18 AN365-1032 5 Ὃα NUT. ΕΜ ΟΡ ο de Boy dde cel ο κα Sol, “ἐς. N 1 
-19 AN960D10L E ας WASHER: 2^ ΕΝ ο ο ο αρ. algae oe 2 
-20 AN3-7A Be ο BOLT ocu a 8 XC EE ES 1 
-21 175-23418-5 . S FITTING, Vertical stabilizer rudder locking rod (upper). 1 
-22 175-23418-7 zs FITTING, Vertical stabilizer rudder locking rod (lower). 1 
-23 146 - 933691 $- “πὸ SPRING, Vertical stabilizer rudder lock compartment. . . . 1 
-24 4B2153 -008 + . BUSHING, Spacer (NA) . wits 1 
-25 146-23421 . GUIDE, Vertical stabilizer station 101- 5/8 rudder” locking. 2 
ATTACHING PARTS 
NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . 4 
c o a i in 
175-23308: . INTERCOSTAL ASSY, Vert stab, sta 114-3/4 to 121-1/h. . . . . . 1 
. -26 175-23308-5 PN DOOR, Vert stab. sta 114-3/4 to 121-1/4 intercostal. . 1 
ATTACHING PARTS 
NAS221-8 NN, SCREW, Brazier head Phillips recess alloy steel 10-32. . . 12 
AN960D10L ὁ d WASHERS 4. S Q aa l g UN. oen e ru? gar wig) Unt ciet A err BL Porc frs “18, 
πω σεν 
-27 175-71031 . ANTENNA ASSEMBLY, Broad band VHF radio... 1 
(see figure 59 for detail breakdown and attaching parts) 
175-23001 . STABILIZER ASSEMBLY, Vertical (forward). s RENTES 1 
-28 175-23311-3 TIP ASSEMBLY, Vertical stabilizer (forward). Z, oe NL 1 
ATTACHING PARTS 
AN509-10R10 e: ο T. ux dug Suq gO S war war q os ow ou eux ue AA 
Se PCR 
-29 175-23313 DOOR ASSEMBLY, Vertical stabilizer antenna access (LH only) 1 
ATTACHING PARTS 
AN509-10R7 * SCREW, 4 40x» ee o o9 089 oe UG 9 dw o. a αι 39 
mem τρ 
-30 9C1-3-3 - .  . CHAIN, No. 1 safety (NA). . 1 
175-23165 ut s .RIB ASSEMBLY, Vertical stabilizer sta 164- "AC center beam. 1 


- to trailing edge canted hinge 


-31 175-23409 "n FITTING ASSEMBLY, Vertical stabilizer sta 164-3/4 hinge 
-32 175-23333 "e ; PLATE, Vert. stab. sta 164- 3⁄4 bearing retainer . . 
-33 AN200KP6 Per Ὁ. ο BEARING . ` . . "p 
-34 175-23409-3 να ὦ $ FITTING, Vertical stabilizer sta 164- 3/4 hinge. ο. 

175-23115 ë x RIB ASSEMBLY, Vertical stabilizer sta 114-3/16 center beam 


to trailing edge canted hinge 
-35 175-23408 FITTING ASSEMBLY, Vertical stabilizer sta 114-3/16 hinge 


-36 AN365-1032 


. NUT. 22 ο ο 9 ο ο wJ e ο 


-37 AN960D1O $6 ΓΕ WASHER 20060030 e Gig ο”) esr er 18-3209 Tate Gs Pa "δν ay κᾶν yQ 

-38 AN509-10R18 En ο. RE" SCREW... 

-39 175-23319 ot -ᾱ a. ae PLATE, Vertical stabilizer station 114- 13/16 hinge . i 

bearing retainer 

-40 AN200KP6 a e rs BEARING . . . 

-41 175-23408-3 $ FITTING, Vertical stabilizer station “1142 13/36 hinge 
175-23302 š BEAM ASSEMBLY, Vertical stabilizer lower aft . . š: 

-42 146-23406-10 š . FITTING ASSEMBLY, Vertical stabilizer to fus rear attach 


-43 NAS75-8-008 
-44 146-23406-5 
-45 175-23422 


Ks BUSHING, Plain press fit steel. . . 

ᾱ- ὁ FITTING, Vertical stabilizer to fus rear “attaching. 

FITTING, Vertical stabilizer hingé rib to center beam. . 
attaching forward 


oe ee 9 ο n 


-46 175-23423 a. de FITTING, Vert. stab. hinge rib to center beam attaching aft 
-47 AN364 -624 š . NUT. . . . e « e c c ο c» ο ϱ ὁ ὁ ο ὁ ο.» w ο E 
-48 NAS143-6C A WASHER, Countersunk. . . . . . . ee ee 5 
-49 NAS143-6 


. WASHER, Plain. . . « o » ο + <la < ὁ oe « ο « om e ο of 
x BOLT, Internal wrenching steel... 


-50 NAS146-36 3 
LINK, Vertical stabilizer folding upper ` jack attaching E 


-51 175-55008 

-52 EBO64 š NUT, Self locking (EN) . ¿ + è ç + < 2 se e ese 
-53 AN960D616 $ . WASHER e 9 ὁ e» « 4 9 ὁ * ὁ 9 e 4 ο « ο 9 ο ὁ 4 * ο 4 
-54 AN6-12A š BOLT: . 4 es A 


* FITTING, Vertical stabilizer folding jack support. 
a ARM, Vertical stabilizer starboard door actuating. . 


-55 175-55005 
RIB ASSEMBLY, Vertical stabilizer sta 101-5/8 center beam 


-56 146-23308 


PHP PNB ERB RP PRE FRR BRE mHIOIDIDH ppp 


175-23104 
to trailing edge canted 
175-55006 ¿rata . FITTING ASSEMBLY, Vertical stabilizer folding upper jack 1 
attaching 
-57 4B19S6-012 - Us a a BUSHING, Press fit palin (NA) . 2 a 2 
-58 175-55006-3 m Puta FITTING, Vert. stab. folding upper jack attaching Ç: 1 
146-23301-101 ο BEAM ASSEMBLY, Vertical stabilizer center. . . 4 1 
.160-23405 w^ a . FITTING ASSEMBLY, Vertical stabilizer center `beam to. A 1 
fuselage attaching 
-59 4B20S11-011 ag Ὁ E te BUSHING, Press fit flanged (NA). š ; 2 
-60 160-23405-3 wy 4 us FITTING, Vert. stab. center beam to fus attaching 1 1 
146-23401 $e FITTING ASSEMBLY, Vertical stabilizer to fus front attach- 1 
ing 
-61 NAS75-8-008 x . BUSHING, Plain press fit steel. . . . 1 
-62 146-23401-3 we f 4 FITTING, Vertical stabilizer to fuselage "front attach-. 1 
ing 
-63 156-23306 NET DOOR ASSEMBLY, Vertical stabilizer bolting . . 1 
175-23183 i. RIB ASSEMBLY, Vertical stabilizer sta 184-3/8 tip forward. 1 
-64 175-23183-15 . DOOR, Vertical stabilizer sta 184- 3/8 tip forward rib. 1 
ATTACHING PARTS 
AN520-10R7 ro vo SCREW d ὦν uw ο fe NES desir er UR. vu De RÀ Ne? ο” 4 
AN960D10L "AD me e WASHER S++. us aski οὐ UN Lus ditis canat s SS ah oP κα Ὁ µ) a qvem UE 
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FIGURE 61 - COMPLETE LOWER RUDDER ASSEMBLY 
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1 2 3 4 5 6 7 NOMENCLATURE 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


61 175-24002 RUDDER ASSEMBLY, Lower complete (superseded by 175-24002-100 « Ref AB 


for future procurement)(see figure 52 for next assembly) 


-52 





175-24002-100 RUDDER ASSEMBLY, Lower complete (supersedes 175-24002 for . Ref BW 
future procurement) (see figure 52 for next assembly) 
` No Number UPPER SECTION LOWER RUDDER ASSEMBLY .. ος 3: ος ^ Ref 
- (see figure 62 for detail breakdown) 
175-24501 . TAB ASSEMBLY, Rudder trim... ον ών ὁ η 1 
ATTACHING PARTS 
146-24469 PIN, Rudder trim tab hinge ΠΠ Z τῷ š EE MES zs 1 
146-24570-3 . PIN, Rudder trim tab hinge (lower ο. οἷ Sea š 1 
AN365-428 . NUT. (magnetic inspected) . . . . . . . .. + + + + x — 1 
ANH -12A . BOLT (magnetic inspected) . . . . . . . . Lr bs 1 
AN960D416 a» OWASHER 2 oi tie Ta ο Rs Ge, tee BL as So es er Te decus MES 2 
146-24462-9 . BUSHING, Rudder trim tab actuator ....... EC "D 1 
ANQ60D4 s WASHER eo: xx A u Ὁ ΚΣ ὧν τῷ sS 1 
AN392-9 nl MCN A C qe 1 
= o μμ 
175-24442 . FITTING, Rudder trim tab position indicator rod . m 1 
attachment 
175-24501-9 . + HINGE, Rudder trim tab....... OY urea Rd ^ k 1 
175-24501-7 + . HINGE, Rudder trim tab . . . . . . . . . . e . ο ν Ws 1 
175-24519 . . HORN, Rudder trim tab .. C μμ αμ. 1 
175-24520 » BOOT ASSEMBLY,  Rudder trim tab ar ee w 4: o How de US TE 1 
175-24312 BOOT ASSEMBLY, Rudder LOWE? μα. a ὡς a $5 ls 1 
ATTACHING PARTS 
AN509-10R8 wo SCREWS (X oc ος ος OSL oS crx oU Uv de δι 6 NES š 20 
AN931 -24-28 . GROMMET s ο mst ov. ο ow o Tue ve al ge Q s eus "ec 1 
175-24327 . DOOR ASSEMBLY, Rudder removal access . ç S EN 1 
ATTACHING PARTS 
AN509-10R8 +. SCREW (magnetic inspected) ....... a š 20 
ζω Ru ¿uya e 
901-3-5 . . CHAIN, Νο. 1 safety (NA). a t a αν Ὃν 1 
175-24309 . DOOR ASSEMBLY, Rudder trim tàb "actuator access . ο . + . 1 
ATTACHING PARTS 
AN509-10R10 . SCREW (magnetic μα, ο μμ. "νηόν, ΝΡ 19 
AN509-10R11 . SCREW (magnetic inspected Ὁ γῶν εκ atone! ZA: ἃν eee Se. ο΄. ge 16 
9C1-3-9 + . CHAIN, Νο. 1 safety (NA)... « - + rrr sn 1 
175-24408 . WEIGHT ASSEMBLY, Rudder balance . . . . « . +. +. . + + + + x 7 1 
ATTACHING PARTS 
AN364-624 . NUT (magnetic inspected) . . . . dna δν W ο δι ος ye qh. «ᾱ 4 
AN6-13A . BOLT (magnetic inspected) . . . ................ UB 
AN960D616L s oC WASHER aos is eo ec, es 1€ 9, d wj Ὁ Sey κος. ϱ Sete ce Ly DEL Q Q de 8 
AN960D616 ^ WASHER a ol koe cec Pa. ο qn ROSE κ. QP Sol αὐ Ter I. Ye. plate) ος, Dr ede e 4 
was ¿PSN 
AN365-1032 ; NUT lQ: Z qe ed WA dE WE ante WI @ ees p .1 
AN509-10R32 v.*h USOREW ο ο A Soak cae fs πο ες 1 
2W1AL13-32-64 . . WASHER, Plain (NA)... . .. . . . . το in eG m 
4B19S6-012 . + BUSHING, Press fit plain (NA) .... "22 : 4 
175-24408-3 n WEIGHT, Rudder balance . . pr En 1 
175-24407 ` SUPPORT ASSEMBLY, Rudder station "53+ ip weight eh er, pu hee ce 1 
4B1986-013 . + BUSHING, Press fit plain (NA) . . . . ... + + a ete a 4 
31540 . ACTUATOR ASSEMBLY, Linear al ο ο E ene E 1 AB 
34548 . ACTUATOR ASSEMBLY, Linear (AIR) (supersedes 175-954052-5 . 1 BW 
for future procurement) N 
j ATTACHING PARTS 
AN365-428 . NUT (magnetic inspected) . . . . ; , , + . + + s + + + + x 1 
ANH-16A . BOLT (magnetic inspected) . . . z ὦ ο ο πρ”. 1 
AN960D416 a 'WABHEH.. 1 Z e EE AA . . d» Gg VER δ QU ei 2 
146-24462-7 . BUSHING, Rudder trim tab actuator . . . . . xis Runs aa Sa 1 
amus ος PE . 
175-24416 SUPPORT, Rudder trim tab actuator . . . . . . . . . ust 1 
ATTACHING PARTS ° 
AN3-7A . BOLT (magnetic inspected) . ............. Rud 3 
ΑΝΟΘΟΡΙΟ e “WASHER ος ca -ᾱ- τς 304,04 . o ae as ο ον. ο ὡς εν e.. 3 
Sw σα 
.175-24029 . RIB ASSEMBLY, Rudder station 29-1/8 canted hinge . cs 1 
AN931-16-22 GROMMET . . . ο ο A tas w es S Ὁ 1 
4B18-6-176 5 BUSHING, Shoulder (NA) . $2 9.14; U^ Wl aa. e wi le Ces le 2 
175-24422 . FITTING, Rudder station 28 thrust Wy A RR 632-1 1 
175-2402 PIN, Rudder station 8927/8 hinge —... 309 woe τν) DI 1 
ATTACHING PARTS 
AN3-7A BOLT (magnetic inspected) . . . . . . . . ον Nes ρος 4 
w bass. d 
175-24305 . BEAM ASSEMBLY, Rudder lower . . ο ας $3 M 1 
175-24415 . . HINGE, Rudder station 62-37/64 trim tab . . . 2... 1 
175-24305-7 . . HINGE, Rudder lower .. . P E ME PET 1 A 
146-54237-61 . CONDUIT, Electrical wiring harness 1 11. ll a % 1 
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FIGURE 62 - UPPER SECTION LOWER RUDDER ASSEMBLY 
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AN 01-60AABA-4 
EMPENNAGE. (Cont). 


PART 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 

No Number UPPER SECTION LOWER RUDDER ASSEMBLY . . . . +. . + + + so 
(see figure 61 for next assembly) 
175-24406 . WEIGHT ASSEMBLY, Rudder station 90.741 balance . . . . . 
ATTACHING PARTS 
AN365-624 . NUT (magnetic inspected) . BR των n E So eh geet ορ 
AN6-13A . BOLT (magnetic inspected). Sandy teres BF Be eigen Sal IE 
AN960D616 esc WASHER so GUS Sus Up La WU w. SP ARD wo Tm S fe e Πρ TS 
πμ ls sa 

4B19S6-010 . BUSHING, Press fit (NA). . . s e ; 
AN365-1032 


AN509-10R58 --SCREW (magnetic inspected) . 


2W1AL16-32-64 


: NUT (magnetic inspected) . . . . ο ο», 


oe ο. n 


` WASHER, Plain (NA)... . 5 
SUPPORT ASSEMBLY, Rudder station 90.741 weight 


175-24406-3 WEIGHT, Rudder station 90. 711 balance. 
175-24405 4 
- 4B1986-012 BUSHING, Press fit plain (NA). . . . A 


` ` + 0 t] 9. * n9 
eee ee ο 


eo. 9 € 9 ο ο n 
ee ee ewe 


BOX ASSEMBLY, Electrical trim tab indicator. : 

(see figure 35 for detail breakdown) 
175-54750-501 . BOX ASSEMBLY, Trim tab electrical control complete . . 
(see figure 65 for detail breakdown) 


146-54272-100 


ATTACHING PARTS 


AN515-8R8 V CREW en u ve S QY oce oum ecb CE Sei tes 24. Or ee ο ον So ee Mee δι ὦ 
AN960D8 e MASHER a 4241x929 Xe Searels w Sew Ver et. ἃ! Cen a qe om iS eae ος w 
TUN σε 
175-24326 . LINK ASSEMBLY, Rudder trim tab position indicator. . . . 
AN392-17 E PIN. $us ἂν οσο tec Saa. «κε TS ντ TE U ee FRI ο τι, νά 
ΑΝΟΘΟΡΗ E WASHER... . ale: v 
146-24434 Ç FITTING, Rudder” trim tab position “indicator. a 
175-24443 4 cw FITTING, Rudder trim tab position indicator. . . . . 
175-24326-3 rS TUBE, Rudder trim tab position indicator . . . . .. 
175-24318 . LINK ASSEMBLY, Rudder fold forward lower ........ 
4B18B4 -72 5 BUSHING, Shoulder (ΝΑ)... . . +. +. + "TO EE 
AN310-3 . NUT (magnetic inspected) . . . . . vod Ro Tey a ra E 
AN3-6 . BOLT (magnetic inspected). . . . . . + + + + s + eves 
AN960D10 . WASHER... . οι ος, S Ua W TU W LS VIS UMU SI CV eS 
146-24430 + SPACER, Rudder fold link ait sat ρα, S. cru ae ο. 
175-24320 SUPPORT ASSEMBLY, Rudder fold link forward lower . . . . 
ATTACHING PARTS 
AN365 -1032 . NUT (magnetic inspected) . pv TE 
AN3-5A . BOLT (magnetic inspected). HP 
NAS221-11 + SCREW, Brazier head Philli 3 recess “alloy steel "10-32. . 
(magnetic Ms 
AN960D10 e WASHER 4-4 ο -ᾱ- ο «ο, τον ών pues es “Tee οὐ, ο, AM. ὁ 
AN960D10L e WASHER o: o. 4 woes ο 08 09: τῷ οι ᾱ- im a ὁ) ὁ Le Ὁ iw 
mcm AR 
4B18B4 -64 . . BUSHING, Shoulder (NA) . "p N 
175-24428 SUPPORT ASSEMBLY, Rudder fold link lower aft i diss, ERE 
ATTACHING PARTS I 
ΑΝ3-ΤΑ BOLT (magnetic inspected). WOW. d ὃς eS Sao ua ιο. g, 4 
AN960D10 «s: WASHER x: ο ος 9 9 ὃν ο w. wl fa 199. 9e hos νι S m -ᾱ- ὁ. 16) ee 
---ᾱ--- 
4B19S4-005 su i BUSHING, Press fit plain (NA). . . . - . + + + + + + 
175-24427 . LINK ASSEMBLY, Rudder fold lower aft . . . . . . + + e 
4B19S4-006 .. . BUSHING, Press fit plain (NA). . . +. +. +... + + + + . 
AN310-4 . NUT (magnetic inspected)... ρα ο Bi O tet oe Ses Sens ve 
AN4-10 . BOLT (magnetic inopeceted), acie: ο cat Se ele S aan δ. Se pa, τοὶ 16 
AN960D416 . WASHER . . . +. PO REPE EE 
175-24401 PIN, Rudder station 52. 625 hinge REDE EC el olay fos ται eg Se 
ATTACHING PARTS 
AN3-7A . BOLT (magnetic inspected). . . . » . + + + + + + + eee 
f... 
175-24305 . BEAM ASSEMBLY, Rudder inner. . .... + + + + ee eee 
175-24305-5 eM ae HINGE, Rudder lower. . . » 
175-24333 . DOOR ASSEMBLY, Rudder trim tab position indicator access 
ATTACHING PARTS 
AN509-10R8 . SCREW (magnetic inspected) . . . . . + . + + + + + x + s 
----ᾱ--- 
9C1-3-3 - . CHAIN, No. 1 safety (NA) . . E E EE 
175-24439 . FITTING, Rudder sta 99-3/16 rib to stringer attaching. A 


146-24414-10 . 
ATTACHING PARTS 


-AN365-1032 ea NUT. X a a a Sk. ο ο 
AN960D10 . WASHER... ος eRe NEU SS rel: Ss 
AN3-7A . BOLT (magnetic inspected). ο ων εν d woe ο ο ο 


ee $9 9 $2 9 s s 99 9 ο 


Section I! 
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PER ASSY. 
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ee ee 
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SPRING ASSEMBLY, Rudder fold (see fig. 63 for detail breakdown) 


Ref 
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Group Assembly Parts List 


USEABLE ON 
CODE 


BW 
BW 


BW 
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Section ll 


dcin 
Group Assembly Parts List AN O1-6OAABA 


EMPENNAGE (Cont) 





H-175-20-24 


FIGURE 63 - UPPER RUDDER ASSEMBLY 
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PART 
NUMBER 


175-24003 
175-24412 


AN364-524 
AN960D516L 
AN25-64A 


AN365- ταν 
2W1AL16-32-64 
AN509-416R48 
175-24412-3 
4B19-55-010 
175-24411 
4B19-55-008 


:175-24403 


AN365-1032 
AN960D10 
AN3-6A 
175-24410 


AN 01-60AABA-4 
EMPENNAGE (Cont) 
6 7 


2 3 4 5 NOMENCLATURE 


Section I! 


Group Assembly Parts List 


RUDDER ASSEMBLY, Upper (see figure 52 for next assembly). 
WEIGHT ASSEMBLY, Rudder station 114.930 balance. 
ATTACHING PARTS 


NUT (magnetic inspected) . . . . . . . + 
WASHER . . . 33-90 τς 
BOLT (magnetic inspected). ο ad 
h NUT. . < CASAS ¿r 
. WASHER, Plain (NA) . RP ONE 


$ SCREW. . . . +. σὲ Ὅν ο 
- WEIGHT, Lead alloy cast. 
BUSHING, Press fit plain (NA) 
SUPPORT ASSEMBLY, Rudder weight. 
BUSHING, Press fit plain (NA) 
PIN, Rudder station hinge. . . . 
NUT (magnetic inspected) . . . . 
WASHER . . . +. ie ehh © E cs 
BOLT (magnetic inspected). 5 E 
WEIGHT ASSEMBLY, Rudder station 165. 15 


b 


ATTACHING PARTS 


AN364 -524 
AN960D516L 
AN25-46A 


—— πε 


AN365-428 
2W1AL16-32-64 
AN509-416R47 
175-23310-3 
4B19-55-010 
175-24409 
4B19-55-009 
175-244o04 
AN365-1032 
AN960D10 
AN3-6A 
AN4-10A 
AN4-7A 

ANI -6A 
AN960D416L 
AN960D416 
AN365-428 
175-24311 
SP1561-1032-8 
175-24319 
4B18B4-64 
AN310-3 
AN960D10 
AN3-6 
175-24317 
4B18B4 -64 
AN365-1032 
AN960D10 
AN3-5A 
175-24430 
4B19S4-006 
AN310-4 
ΑΝΟΘΟΡΗ16 
ANH-7 
175-24432 
481984 -005 
AN365-1032 
AN960D10 
AN3-6A 
146-24414-10 


$9 9 9 9 o 9 9 9 9 o9 9 ὁ 0 c ' 9 6 5$ 9 5; ο 


* o... s s . s ὁ s c | ὁ 5$ » α 


NUT (magnetic inspected) . . . . . . . + 
WASHER . . . +. ο. νο) Ὁ ἕν ὃν 
BOLT (magnetic inspected). να Get a 


NUT. . . . EE ME 
WASHER, Plain (NA) . DM IE 
SCREW. . . . . SU Uy 


š WEIGHT, Lead alloy cast. 
BUSHING, Press fit plain 


(NA). . 


SUPPORT ASSEMBLY, Rudder station 164.75 bal 


ç BUSHINC, Press fit plain (NA). 
PIN, Rudder station 164.750 hinge. 
NUT (magnetic inspected) . 
WASHER . . . . + DONIS ç 
BOLT (magnetic inspected xu 
BOLT (magnetic inspected). 
BOLT (magnetic inspected). 
BOLT (magnetic inspected 
WASHER . . . . . . ee oe 
WASHER . . . .- 
NUT (magnetic inspected) | 
TIP ASSEMBLY, Rudder upper 
SCREW (SH) . 

LINK ASSEMBLY, Rudder fo1d 
τ BUSHING, Press fit plal 
NUT (magnetic iñapected) ç 
WASHER . . . 

BOLT (magnetic inspected). 
SUPPORT ASSEMBLY, Rudder fold link 
. BUSHING, Press fit plain (NA)... 
NUT (magnetic inspected) -« 3 
WASHER. . . e 9 °. °. ο o 
BOLT (magnetic inspected). " š 
LINK ASSEMBLY, Rudder fold upper aft a 


ppe 


. . 
ue 
. . 
. 
. 
.. 
. . 
. ο 
. 
.. 
. 
upp 
. 
. 
. 


e * © Qs +s © © + 9 + we ww ο 


° ° D hs 9 s 9 9 o n e ° n9 ng 


woe 9 s s n 9 2 0» s sç s Ho s 9 o s 9 s | e e o 9 n 


. 


* Que + + + ὁ s s s ὁ s s n ο ο 


an 


«Fo... . ο ὁ ὁ sU. x 4 ο ο w OW ὁ w 


. BUSHING, Press fit plain κων 

NUT (magnetic inspected). ia ον ce š 

WASHER . . . . Jm 

BOLT (magnetic inspected). š 

SUPPORT ASSEMBLY, Rudder fold link upper aft 
BUSHING, Press fit plain (NA). πο 

NUT (magnetic inspected) : EUNT 

WASHER . . . . A tas beater w 


BOLT (magnetic inspected). Da . 
SPRING ASSEMBLY, Rudder (see fig. 62 


ATTACHING PARTS 


AN365-1032 
AN960D10 
AN3-7A 


AN392-27 


-146-24416 


175-2444 
146-23317 
146-2415 
175-24003-27 
169-71062 


AN/ASA3 
175-24418 
175-24419 


NUT (magnetic inspected) ........ 


WASHER . . . . oe ὁ ὁ wo; 
BOLT (magnetic inspected). Tenge SS UE ae Je 
á PIN. . . . . . ο A 
š PLUG, Rudder fold spring retaining . 
; SPRING, Compression. . . . . . . . 


PIN, Rudder fold spring. .... : . 


BARREL, Rudder fold spring retaining : 


SHIM, Rudder assembly upper. .. 


TAB ASSEMBLY, Radio AN/ASA3 precipitation discharge rud 


mounting 
STATIC DISCHARGER (FLFR) . " 


Ὄ 


alance 


. ` t t 9] 2 ο 


= 


ee Dee ewe 


ec 0 Foo. w: 0 ὁ ο | | ὁ || ο 0g n9 ο ο 


. 9 +... 9 t]: 9 9 . . 


= 
a 
eo 


e... 


9. 9 + © 9 s q 9 0 ὁ +ç ο » 


for additional nex 


` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
- 
. 


de 


* * * s s < s + s s ὁ 0 so 9 sa s s s s s £3 9 5 


er 


PITTING, Rudder sta 165-1/2 rib to intercostal attaching . 
PITTING, Rudder sta 169-15/16 rib to intercostal attaching 


UNITS 
PER ASSY. 


. 9 9 © 9 9] . s :» ‘œ 


* * * 9 s c s 9 sa à 9 s c9? s 9 s 9 9 9 ὁ 9 9 s ο 9 9 5 


USEABLE ON 
CODE 
Ref 
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MEN 
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FIGURE 64 - EMPENNAGE ELECTRICAL EQUIPMENT 
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-1 
-2 


-4 


-12 
-13 





PART 
NUMBER 


175-54231-5 
175-54231-19 
175-54231-7 
175-54231-15 
175-54231-6 
175-54231-8 
AN3106A10SL3S 


:AN3101A10SL3P 


AN3057-4A 
146-54270-101 
146-54270-301 
175-54735-1 
175-54735-25 
175-54735-2 
146-54270-102 
175-54750-501 


175-54750-301 
175-54750-701 
175-54750-601 
146-54272-100 


175-54741 
175-54734 
175-54739-3 
292246-10A 
AN3436-2-7 
175-54231-9 


175-54231-10 
175-54231-16 
AN515-6R8 


AN3436-2-8 
146-54237-45 


2 3 4 5 6 7 


AN 01-60AABA-4 
EMPENNAGE (Cont) 


NOMENCLATURE 


EMPENNAGE ELECTRICAL EQUIPMENT 


oe ewe 


....α» 


` 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 

RECON Ως EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator RH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator RH) (see figure 55 for next 


538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
539 to sta. 
assembly) 


oe ee 


PLUG: ¿ç 4300 ey s Te cw um es ae al -ᾱ ver ve (αν οὐ. "S S 
RECEPTACLE: . . 4 ες 9 $ 5-5 9o; ὁ 09 o ov e 
ADAPTER. . vU ας SU SUS wore ie, «ιν, τῷ. “Φα a uw. fos: 

BOX INSTALLATION, "Electrical trim tabLH . . .... , 
BOX INSTALLATION, Electrical trim tab LH. 3 "m 


BOX INSTALLATION, Electrical trim tab LH... 
BOX INSTALLATION, Electrical trim tab LH... 
BOX INSTALLATION, Electrical trim tab RH... 
BOX INSTALLATION, Electrical trim tab RH dr Ma χάνι ΖΦ, «ῷ 
. BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail ΤΗ ας 
175-54750-101 for future procurement 

BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail breakdown)(supersedes 
146-54272-100 for future procurement 

BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail breakdown)(supersedes 
175-54750-401 for future procurement) 

BOX- ASSEMBLY, Trim tab electrical control complete RH 
(see figure 65 for detail breakdown)(supersedes 
175-54750-201 for future procurement) 

. BOX ASSEMBLY, Electrical trim tab indicator . . . 
(see figure 35 for detail breakdown) (superseded 
by 175-54750-501, -601, -301 and -701) 
. SEAL ASSEMBLY, Electrical trim tab position indicator 
. PLATE, Electrical trim tab box seal retaining . . . . 
FORK, Elevator aileron trim tab position indicator. . 
GROMMET (MKL) . a ar ee tet ὃς οσο Sak is s depuis er Ye 
TERMINAL BLOCK ASSEMBLY. P ο ἂν. c] as a 


ELECTRICAL EQUIPMENT INSTALLATION, "Fuse lage sta 538 to sta. 


780 (stabilizer LH)(see figure 54 for next assembly) 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to sta. 


780 (stabilizer RH)(see figure 54 for next assembly) 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to sta. 


780 (stabilizer RN) (eee figure an for next assembly) 
SCREW. . 2-3 A c ο fer “ocean ke. 
TERMINAL BLOCK ASSEMBLY . mI ο ode "RORIS, Gap. U ees SU. SW E 
CONDUIT- ^ a O ARANA AE DOR Q: ae Wee 


Section [| 


UNITS 
PER ASSY. 


Ref 
Ref 
Ref 


Ref 


Group Assembly Parts List 


USEABLE ON 


CODE 


AM 
T 

BX 
BY 
AM 
BX 
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Group Assembly Parts List AN 01-60AABA-4 


EMPENNAGE (Cont) 








H-175-54-58C 
FIGURE 65 - COMPLETE TRIM TAB ELECTRICAL CONTROL BOX ASSEMBLY 
FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
65 : WING AND RUDDER TRIM TAB ELECTRICAL CONTROL BOXES 
175-54750-301 - BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BX 
(supersedes 146-54272-100)(See fig 64 for next assy) 
175-54750-501 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BW 


supersedes 175-54750-101)(see figures 62 and 
4 for next assemblies) 

175-54750-601 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BW 
supersedes 175-54750-201)(see figures 35 and 
4 for next assemblies) 

175-54750-701 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BY 
(supersedes 175-54750-401)(see fig 64 for next assy) 
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AN 01-60AABA-4 
EMPENNAGE (Cont) 


Section [ἰ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
65-1 2w18-8L . . WASHER, Flat (NA) (used on 175-54750-501, -601, and -701). 2 
ΑΝΟΘΟΡΒΙ, "RECEN WASHER aes tos ο ο ο ο ο ο ο ο ο ο ο. 2 BX 
-2 AN500A8-8 os SCREW. a.. ! "A ας 2 
-3 175-54768 + + COVER ASSEMBLY, “Trim tab electrical control p B ος ος 1 EX 
175-54768-23 A COVER ASSEMBLY, Trim tab electrical control box. ION 1 
(used on 175-54750-501, -601, and -701) 
175-54768-15 dr tu COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 BX 
175-54768-25 e COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 
(used on 175-54768-23) 
-4 175-54768-3 PT . FISH PAPER, Trim tab elec control box (make from. . 1 
GE part No. 530)(used on 175-54768-25) 
175-54768-9 E cH Ye . FISH PAPER, Trim tab elec control box . . . . . š 1 BX 
(make from GE part No. 530) 
-5 175-54768-11 ds μι . FISH PAPER, Trim tab electrical control box . s 1 
(make from GE part No. 530) 
-6 175-54768-13 k^ uu a . FISH PAPER, Trim tab electrical control box.. . š 1 
(make from GE part No. 530) 
175-54768-21 ‘ we Je COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 
(used on 175-54768-23) 
175-54768-17 m WI ike COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 BX 
-7 175-54768-7 e vs . FISH PAPER, Trim tab electrical control box .... 1 
(make from GE part No. 530) 
-8 AN365-632 E y NOD eoe ο ο dom (an us Share e a Ip (INE WIE ee. Ὁ 
-9 AN960D6L . . WASHER . . .. s de. 3 
-10 175-54774 . . SCREW, Trim tab "box assembly limit Switch "mounting z. Yet ia 2 
-11 AN659-1 Vois TERMINAL Lio E or sk Aie al eer cuim Qoi AE NI n Rs di 
-12 1HS3 . . SWITCH (MCS) . e usw ja, as Vee a Wa Sh s PE: ce ee ter vie odo he 2 
-13 2W1-8-12-32 ` | WASHER, Plain (NA) . . . . iut es cul 
-14 175-54766 + . SCREW, Trim tab electrical control box adjusting REPE 1 
-15 175-54751 - . SHAFT ASSEMBLY, Trim tab electrical control box. ..... 1 
-16 AN253-2-53 ES nae PIN... rae P Cn 1 
-17 175-54753 EP Ὁ GEAR, Trim tab electrical "control "box. κ. dod ο... 
-18 AN500A8-10 + + SCREW. .... DOC 7 ο fer SQ 2 
-19 175-54752 + . CAM, Trim tab electrical control box switch. PME 2 
-20 175-54756 ws FOLLOWER, Trim tab electrical control box switch . . . .. 1 
-21 2W1AL20-20-32 - . WASHER, Plain (ΝΑ)... . ry ee fen oe Mesh elo w. ον 2 
-22 175-54757 + . YOKE, Trim tab electrical control “box. switch HACER" 1 
175-54757-10 - . YOKE, Trim tab electrical control box switch ....... 1 BY 
184-54719-5 "EE POTENTIOMETER ASSEMBLY, Electrical trim tab box. . . . +. . 1 
(used on 175-54750-501, -601, and -701) 
-23 184-54717 a= (βλ, SUPPORT ASSEMBLY, Trim tab electrical control box. . . 1 
potentiometer (used on 184-54719-5) 
-24 AN515-6R7 . . . SCREW (used on 184-54719-5).. 2 0 ee Toa ee ee ee 3 
-25 AN936 6 - + . WASHER (used on 184-54719-5) . . οἱ ret coe uw sey ο Ἅ 
-26 2W18-6L »^* 5 WASHER, Flat (NA) (used on 18À- 54719- 5). μ.ο Bu Ue 3 
-27 746ANB179 IIS ME POTENTIOMETER [τος (used on 184-54719-5). . . . . . . 1 
-28 52-094-0625 $c deer ts ROLL PIN (EN) (used on 184-54719-5). ni tats Zarek, E MEN 1 
-29 175-54760 M Moe ws GEAR, Trim tab electrical control box. ο IRE RT nde yq 1 
-30 AN365-632 εῳ NUT. e e c ο ο ο ο ο 1 2 
-31 2w18-6L "cs WASHER, “Plat (NA) (used on 175-54750- 501; -601, and -701) . 2 lll 
ΑΝΟΘΟΡΘΙ, . . WASHER (used on 175- 54750- =301 OnLy.) oo. 2 Ὁ oh ne, € SU S a ewe 2 
-32 AN507 -632R12 . . SCREW. . . o o. . . + . . ο ο on 2 
-33 175-54754-7 + . BASE ASSEMBLY, Trim tab electrical control box ee Wie τὸ SW 1 BX 
175-54754-11 . . BASE ASSEMBLY, Trim tab electrical control box ... . . .. 1 BW 
175-54754-15 . . BASE ASSEMBLY, Trim tab electrical control box.. ..... 1 BY 
-34 175-54767 eT ue ες SUPPORT, Trim tab electrical control box wire. . . .. 1 
-35 175-54763 Wo et ¿š BEARING ASSEMBLY, Trim tab electrical box. ...... 1 
ATTACHING PARTS i 
AN507 -440R6 "P ὦ SCREW (used on 175-54754-11 and -15 only). . 2 
2W18-A4L = (ert fs WASHER, Flat (NA) (used on 175-54754-11 nd -15 only). 2 
AN365-440 eo τῷ NUT (used on 175-54754-11 and -15 only). ....... 2 
--.-ᾱ---. 
-36 175-54765 "E E" . BUSHING, Trim tab electrical control box shaft. . , 1 
-37 175-54755 CLA A: SUPPORT, Trim tab electrical control box switch. . . . 1 
-38 AN93146-10 . . GROMMET. . . Sowas dl 
-39 AN3101A10SL3P 1 . RECEPTACLE (used on 175-54750-301 and -701 only) . . . . . 1 
AN3106A10SL3S . . CONNECTOR (used on 175-54750-301 and -701 EN ru. A 
-40 AN3057-8 - + ADAPTER (used on 175-54750-501 and -601 only). e EE 1 
AN3101A161P + . RECEPTACLE (used on 175-54750-501 and -601 only) SL se tee 1 
AN3057-4 - . ADAPTER (used on 175-54750-301 and -701 only). . . . . . . 2 
-41 -AN3101A14S5P . . RECEPTACLE (used on 175-54750-301, -601, and -701).... 1 
-42 AN3057-6 . . ADAPTER (used on 175-54750-301, -601, and -701). . . . . . 1 
: 175-54758 - . POTENTIOMETER ASSEMBLY, Trim tab electrical control box. . 1 BX 
-43 52-022-094-0625 eA a -ὁ ROLL PIN (EN). s "Eq 1 BX 
-44 175-54760 . . . GEAR, Trim tab electrical control box. . . . . . . . . 1 BX 
-45 175-54759 Ed š BRACKET, Trim tab electrical control box . . . . . . . 1 BX 
potentiometer adjusting 
-46 146-54285-3 its Ae tae POTENTIOMETER, Electrical trim tab indicator ..... 1 BX 
-47 175-54764 - . SHIM, Trim tab electrical control box potentiometer. . . . AR BX 
-48 AN365-632 204 ΝΕ. ο es cae a 0m ow oe UNO ado ro sy BS CBR 
-4g ΑΝΟΘΟΡΕΙ, i - WASHER να κ ὁ ἂν ως ο alr ek ne We, ee JSU ον σι ας ee 4 BX 
-50 AN515-6R12 . . SCREW. . . ° - 9 2 BX 
-51 175-54761 - . SUPPORT ASSY, Trim tab elec “control "box “potentiometer. v.s 1 BX 
-52 175-54762 dr Ue 4 BRACKET ASSEMBLY, Trim tab electrical control box. . . 1 BX 
-53 175-54765 ea «ντ BUSHING, Trim tab electrical box shaft . . . . . . 1 BX 
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ROTATED 180? 





H-115-31-138 


i FIGURE 66 - COMPLETE PUSELAGE 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section l! 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
COMPLETE FUSELAGE ii 
175-31001 . COVER INSTALLATION,.Fuselage. . ........... 6+... .. Ref 
-1 175-310137 + + RADOME ASSEMBLY, Fuselage station -12 to station 9-1/16. 1 
ATTACHING PARTS 
AN509-416R13 gta: SU CREW ee Q eoe lee dde RC Me uw we ie db Vege RECS 9 
-2 175-310108 + . HOOD INSTALLATION, Fuselage forward oblique camera . . . . Ref 
station (see figure 88 for detail breakdown) 
-3 175-310136 . + DOOR ASSEMBLY, Fuselage station 30 to 49-5/8 deck. . . . 1 
RH equipment access 
9C1-3-7 z: ωρα, UOHAIN, Safety. (NA) e ο s ος Mh δι κ ον O O whe et 1 
-4 175-31261 + . DOOR ASSEMBLY, Fuselage station 19.625 deck access .... 1 
9C1-2-7 Ns us CHAIN, Safety (NA) Messer ον ο Cq e ο ice CA 
-5 175-31263 + + DOOR ASSEMBLY, Fuselage deck station 30 to station 42.75 . 1 
inverter access LH 
ATTACHING PARTS 
AN509-416R10 &^ ls SCREW, nos eur ee νιν, as Se E 18 
E ΚΕ i 
9C1-3-7 + + . CHAIN, Safety (Νκ᾽.................. 1 
-6 175-310222-3 + + CURTAIN ASSEMBLY, Fuselage forward oblique camera. . . . . 1 
heat retaining 
-7 175-310222-5 š CURTAIN ASSEMBLY, Fuselage forward oblique camera. .... 1 
heat retaining 
-8 175-310222-11 dx» cs . SEAL, Curtain assembly oblique camera RH. . . . . NP 1 
-9 175-310222-15 - + + SEAL, Curtain assembly oblique camera LH. . . . . . , . 1 
-10 175-310222-21 + + + SEAL, Curtain assembly oblique camera LH and RH. cd 2 
-11 175-310107 - . DOOR ASSEMBLY, Fuselage photo viewfinder access. . . Pare: 1 
-12 AN365-1032 Ὁ ed A PNUD ioe Ve ασ ae Ste RB Sie Sp Sel ds ο... » w 20 
-13 AN960D10 «o fe WASHERS , s suqu ec a αν o dec] E ist 0 
-14 AN509-10R10 et s xe CREW S deas Ἔν νιν. de adr as acri ae vay ka 20 
-15 175-73284-3 - + + RETAINER, Photo viewfinder glass inner. . . . . . . . . 1 
-16 175-73284-5 . . . RETAINER, Photo viewfinder glass outer. . . . . . . . . 1 
-17 175-73297 - . +. GASKET, Photo viewfinder glass. . , . . . . , . . , + x 1 
-18 175-73282 . . GLASS, Fuselage photo viewfinder window. . . . . . . . . 1 
-19 183-31080 + . DOOR ASSEMBLY, Crew entrance complete. . . . . . , . . . . 1 
(see figure 92 for detail breakdown) 
ATTACHING PARTS 
-20 AN320-4 dot oe μμ S Se Ue? Sow eae eie IR eu et Be out, A n us 2 
-21 AN960DÀ16 v.c. WASHER OS. Cm efor tg lam cere eU ih Te πότερος. ee DE μου.” Ud 
-22 AN960D816 y t. WASHER! SC G a decus ae RES SI VE wu S qu d, c e Ure n Be ISP ted de 2 
-2 4B2184-123 + . BUSHING, Spacer (NA). . ................. 22 
-2 AN960D616L eE, ο uoo os wie e Φιν as us ο Q ie. ow Ew Use o ors AR 
-25 AN960-1016L a WAS HER S e fie Sor ese pow uw US Roe ο esce lec coq i --- 2 
-26 AN960D116L - . WASHER POR ETRE OA uo Met ARAS TRUE T A EIA νην A a 2 
-27 AN4 -21 να | BOLT i o oue*s S a ode tnd S te RI E Ta OOS ODE EGA NOM a ta 2 
po, PA 
-28 183-31050 e DOOR INSTALLATION, Fuselage radio compartment equipment. . Ref cc 
access fuselage station 158 to station 199-1/2 : 
-29 183-3109 " . DOOR ASSEMBLY, Fuselage radio compartment equipment . . 1 cc 
access fuselage sta 178-1/2 to sta 199-1/2 
-30 183-31048 - + + DOOR ASSEMBLY, Fuselage radio compartment equipment . . 1 CC 
access fuselage sta 158 to sta 178-1/2 i 
-31 183-31047 - + . CHANNEL ASSEMBLY, Fuselage radio compartment equipment. 1 cc 
I access door i 
-32 183-31050-5 "P HINGE PIN, Fuselage radio compartment equipment . . 6 ος 
access door 
-33 AN365-428 ° SONUT ο A ο) ue CRI a . 2 cc 
-34 AN960D!16L «e (esc WASHER: X ¿s + να p wow d x OS A E Te J ë H cc 
-35 AN4-5 Els BOLT. i ro ense by Ie! le a VET EN dA a ο 2 cc 
-36 175-31501 . . HATCH ASSEMBLY, Fuselage sta 178-1/2 to sta 199-1/2. Vaa 1 AD 
escape (see figure 69 for detail breakdown) 
ATTACHING PARTS 2 
-37 AN310-3 a: ra ο ο wies ο ce ο ο” A . . . 2 AD 
-38 AN960D10 oce WASHER a. x όν ο. o TR e ὃς τν de 4 AD 
-39 4B2153-024 . . BUSHING, Spacer (NA). . . . πα Sam ANA 25. s Sener e AD 
-40 AN3-12 e αν BOLT S T: Ee Z Gua AA a EFE NE Φαξ 9 ΑΡ 
cestas 
-41 146-31230-200 - . . DOOR ASSEMBLY, Fuselage fuel cell. . . . . . ee ο ο 1 ΑΡ 
(see figure 68 for detail breakdown) 
183-31030 E DOOR ASSEMBLY, Fuselage fuel cell. . .. . . + + + + + . . 1 cc 
(see figure 68 for detail breakdown) 
ATTACHING PARTS 
NAS206-15 - . SCREW, 100° flat head Phillips recess alloy steel 1/4-28 . ΠΟ 
epee eee : 
-42 169-31076 . DOOR ASSEMBLY, Fuselage station 240.718 to station . . . . 1 
262.812 hydraulic lines access 
ATTACHING PARTS 
AN509-416R12 MESE IU ¿u g IACTA 
DE EN 
9C1-3-12 ios; a CHAIN, Safety: (NA) 2 ο slo Ro olo uocum τας SR 3: 
146-31011-1 + . FILLET INSTALLATION, Fuselage to wing fuselage sta 221 . Ref 
to sta 362 bottom LH 
146-31011-2 2 FILLET INSTALLATION, Fuselage to wing fuselage sta 221 . . Ref 


to sta 362 bottom RH 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
66-43 146-31011-3 - + . FILLET ASSEMBLY, Fuselage to wing station 221 to... . 1 
station 253 LH front : 
146-31011-4 . + . FILLET ASSEMBLY, Fuselage to wing staiion 221 to . . . . 1 
Station 253 RH front 
-44 146-31011-17 . . < FILLET ASSEMBLY, Fuselage to wing station 253 to . . 1 
station 315-1/2 LH bottom 
146-31011-18 - . . FILLET ASSEMBLY, Fuselage to wing station 253 to . . . . 1 
station 315- 1/2 RH bottom 
-45 146-31011-5 + . . FILLET ASSEMBLY, Fuselage to wing station 315-1/2. . . . 1 
to station 369.681 LH 
146-31011-6 . + + FILLET ASSEMBLY, Fuselage to wing station 315-1/2. . . 1 


to station 369.681 RH 
ATTACHING PARTS 


AN509-10R9 νι ο ο ο αι de Σο. 
2wh-2 vou cw. "WASHER: (NA). ο ad τος ὃς ule SU cee φον eo vov 2100 
ee ος 
146-31010 + . FILLET INSTALLATION, Fuselage to wing fuselage sta 254. . .Ref 
to sta 362 top 
-46 146-31010-175 . + . FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
298-1/2 to sta 359.83 LH 
146-31010-176 $4 FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
298-1/2 to sta 359.83 RH 
-47 146-31010-105 + . . . DOOR, Fuselage to wing fuselage station 254 ..... 1 
` to station 362 top LH : 
146-31010-106 - . . + DOOR, Fuselage to wing fuselage station 254 ..... 1 


to station 362 top RH 
ATTACHING PARTS 


AN509-10R8 « «+ « . SCREW . A Ue. We iS ts ve. ara 30. 
9C1-3-5 ` ` x» CHAIN, Safety (NA). IGG ac eU y ulum 1 
mer ρος 
-48 146-31010-177 - . . FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
: 254 to sta 298-1/2 top 
-49 175-310010 e . . . DOOR ASSEMBLY, Fuselage fuel cell vent. ....... 
‘ ATTACHING PARTS 
AN509-10R8 0. . . SCREW... Sek ος 
9C1-3-5 woot CHAIN, Safety (NA). Ὧν “oP ise TM elei -ᾱ- ες γον eese cl 
-50 146-31010-121 - . . . DOOR, Fuselage to wing sta 254 to sta 362 top . . . . 1 
ATTACHING PARTS 
AN509-10R8 HP SCREW. . PX abu w a ee id 
9C1-3-5 Dol o. . CHAIN, Safety (uj. evel ο e» tel tad, ου 
---ᾱ-..- 
-51 160-63275 . + . . DOOR ASSEMBLY, Bomb shackle support nut access. . . . 1 
9C1-3-5 MES CHAIN, Safety (NA). i 
-52 175-31312 FERES DOOR INSTALLATION, Fuselage Station 311. 5 bulkhead access «Ref 
(see figure 71 for detail breakdown) 
-53 No Number " . FUSELAGE COVERS ‘AND DOORS STATION 298 TO STATION 737.375. .Ref 
(see figure 67 for detail breakdown) 
175-31701 . + FUSELAGE ASSEMBLY, Complete . . . . . . . +, + +s +s + + + + 1 AD 
l 175-31701-201 w. . FUSELAGE ASSEMBLY, Complete . A a e a SD cc 
146-31101-400 . . . FRAME ASSEMBLY, Fuselage complete. Vox s wale: Sai a cake tfo ide AD 
(see figure 73 for detail breakdown) 
E 146-31101-600 . . . FRAME ASSEMBLY, Fuselage complete. . . . EE: cc 
(see figure 73 for detail breakdown) ` 
175-71004 A + . RADIO EQUIPMENT INSTALLATION, Fuselage . . al, ὁ Q te Ref 
(see figure 337 for detail breakdown) 
-54 175-31547 + . HOSE, Fuselage escape hatch drain tube. . . . . . . . . . + 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
67 No Number STATION 298 TO STATION 735-3/8 FUSELAGE COVERS AND DOORS. . . . . R 
(see figure 66 for next assembly) 
-1 175-31007 HATCH INSTALLATION, Fuselage camera compartment entrance . . . Ref 
(see figure 70 for detail breakdown) 
175-31540 . DOOR ASSEMBLY, Fuselage station 424-5/8 camera compartment 1 AD 
closeout 
-2 175-31540-200 DOOR ASSEMBLY, Fuselage station 424-5/8 camera compartment . . 1 cC a 
closeout 
ATTACHING PARTS 
-3 AN253-1-4050 z HINGE PING ΘΝ Ὃν la Qa ο EE SAM S 1 
— ων ere 
-4 175-31540-21 š HALF HINGE, Fuselage station 424-5/8 camera compartment. 1 
. closeout door 
-5 175-31540-23 š HALF HINGE, Fuselage station 424-5/8 camera compartment. . 1” 
closeout door 
-6 175-31540-27 af SEAL, Fuselage station 424-5/8 camera compartment. . . . . 2 
closeout door 
-T 175-31540-29 DM SEAL, Fuselage station 424-5/8 camera compartment. . . . . 2 
closeout door : 
-8 175-31542 a LATCH, Fuselage station 424-5/8 camera compartment . . . 8 
closeout door 
-9 175-310292 "ME GLASS, Fuselage station 424-5/8 closeout door window . . . 2 
175-310291 dr Wee DOUBLER, Fuselage station 424-5/8 closeout door window . . 2 
175-310290 τν oU SEAL, Fuselage station 424-5/8 closeout door window. $e 2 
-10 AN526-1032R12 D s SCREWi Wo A ur Wo LOU 
AN365-1032 $i NUT. oo. ne eh te) ue um SP bes Jose δι oS DE Cm ᾳἳ ὁ. οἷος -ᾱ pe Wer τῳ ο ca ge ϱ (eH 
AN960D10L A WASHER . . . . at E. πο ve a Veh ye iw as Sas Zeus. SUS 
-11 146-31351 DOOR ASSEMBLY, Jet entrance duct ὁ. le τῷ. E € es felony et ὧν. E E Pi 
ATTACHING PARTS 
-12 AN310-4 NUT (magnetic inanecten).« $E on ee αν τος ος ος 4 
-13 ANQ60D4 16 . WASHER... . ο ga ei tbs, Gel Muda S ννν ο dente es κ ο... 
-14 2W1-16-24-64 . WASHER, Plain (NA) | Z sa —— Dc 
-15 NAS72-4-303 . BUSHING, Clamp up steel chrome plated. RC EE at Gare ors Sale tee: νο 2 
-16 175-31049 . BUSHING, Jet engine duct door hinge. . . . . . . . , . ο + + x 2 
-17 AN4 -36 . BOLT [μον inspected). w— — cia! MSG one Se Da Way Genes set ie SO 
-18 ANA -7 BOLT (magnetic inspected). as TIA ο To. νυν ο Ae 
AREN A 
-19 146-31351-65 25:4 SEAL, Jet entrance duct door . . . . . . . , . . . s + + + 2 
-20 146-31351-67 PA SEAL, Jet entrance duct door . . . . s . s , + + + s + + x+ 1 
-21 146-31351-91 "πο SEAL, Jet entrance duct ἀοον,.............. 2 
-22 146-31351-85 Be ον RUB STRIP, Jet entrance duct door. . . . . . . , , + . νο 1 
-23 146-31351-87 ον οὓς RUB STRIP, Jet entrance duct door. . . . . . . . . + + + x 1 
-24 146-31351-93 * s RUB STRIP, Jet entrance duct door. . . . . . . . , + + ο o 1 
-25 146-31447 5 FITTING, Jet entrance door... ο ουσ... 1 
146-31076-1 - DOOR ASSEMBLY AND INSTALLATION, Fuselage station 363-15/64 to. Ref 
station 375-1/2 flap actuator access LH 
146-31076-2 . DOOR ASSEMBLY AND INSTALLATION, Fuselage station 362-15/64 to. Ref 
station 375-1/2 flap actuator access RH 
~26 146-31076-5 Ç DOOR, Fuselage station 30e- 15/64 to station 375-1/2 flap . 1 
actuator access 
146-31076-6 DOOR, Fuselage station 362= 15/64 to station 375-1/2 flap . 1 
actuator access RH 
ATTACHING PARTS 
AN509-10R27 κ ` SCREW. ... oe 2 2] 227 2 9 ὁ 5 27. 22 2. 27 
9C1-2-7 x CHAIN, No. O safety (NA) . g C sole we tle Seb ου... 1 
a FE 
146-31013-1 . FILLET INSTALLATION, Wing to fuselage aft LH. . . . . . . . . Ref 
146-31013-2 . FILLET INSTALLATION, Wing to fuselage aft RH . . . . . . . . . Ref 
-27 146-31013-15 + . FILLET ASSEMBLY, Wing to fuselage aft LH . . . . . . . . . 1 
146-31013-16 - . FILLET ASSEMBLY, Wing to fuselage aft RH. . . . . . . . 1 
-28 169-31551-101 DOOR ASSEMBLY, Fuselage station 538 to station 603 Jet. ας 1 
: englne access (Ses figure 72 for detail breakdown) 
ATTACHING PARTS 
184-31526-5 + BOLT, Fuselage engine door installation. . . . . . . . . . . . 65 
184-31526-3 . BOLT, Fuselage engine door installation. . . . . . . A 6 
AN960D516L x WASHER See a eae d 
NAS149-31 . BOLT, Internal wrenching steel 8/16- 18 (magnetic inspected). š 4 
NAS143-9C š WASHER, Countersunk. ¿ 4-2. € 409 720 o£; να 0x a A S «ie. cb 
-————— 
-29 146-31030-200 +. DOOR ASSEMBLY, Snubber access fuselage station 603-3/8 to. . . 1 
station 627-1/2 
ATTACHING PARTS 
AN509-10-10 s ¡ACNE Dos $ GQ δν ab a te ὃς ὦ, ϱ Ce" dk, Ie da. Se Se a ὦ δν ix BE 
AN509-10-9 s "SCREW. oe? E ον ο ig a ey eh a aan ri 42 
p a y 
146-31030-31 - DOOR, Snubber access fuselage station 603-3/8 to..... 1 
station 627-1/2 
9C1-3-7 "M CHAIN, No. 1 safety (NA) . . . . . 1 
-30 146-31030-30 Ld DOOR SUB ASSEMBLY, Snubber access fuselage station 603- 3/8 1 


AN 01-60AABA-4 
FUSELAGE (Cont) 


to station 627-1/2 


ATTACHING PARTS 


146-31030-21 


eet oS 


2 HINGE PIN, Snubber access fuselage station 603-3/8 to. . . 
station 627-1/2 door 
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f FIGURE 67 - STATION 298 TO STATION 735-3/8 FUSELAGE COVERS AND DOORS 
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Group Assembly Parts List 


_—— eee 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
67 H5000-051-042 2 LATCH ASSEMBLY (HWL) . 2 
-31 146-31032-7 DOOR ASSEMBLY, Fuselage sta "638 221/32" water "plane `26- 1⁄2 RH 1 
ATTACHING PARTS . 
AN509-8-9 SCORE Ον Ὃν eme ^ue Xd ee! ai celu ο". 
AN509-8-10 ο “SCREW EM DL cel ay cae aS) a C z 2 
AN509-8-11 κ SCREW ov a ο ο ο p ος Φίνος ca lu) LS . 9 
πω E mr im 
-32 9C1-3-7 - . CHAIN, No. 1 safety (NA). š Sua DIAS 1 
-33 156-31026 . . DOOR ASSEMBLY, Air speed drain access’. . . . . zoe ue us 1 
-34 KM680 + . LATCH (CLC). Š ws S: er caer See a 1 
-35 156-31034-101 . DOOR ASSEMBLY, Fuselage station “6472 1/2 to station 657 -35/64 1 
water plane’ 15-25/32 LH 
ATTACHING PARTS 
AN509-10-9 e SCREW; αν ο “Ὁ, Les kt Re ee ιν EID 15 
AN509-10-11 a ο ο Sorte tee ο ete e eh Se MEE 1 
---ᾱ--- E 
9C1-3-7 + . CHAIN, No. 1 safety (NA). . . . . S e ue Tert s TEN. vel ys 1 
-36 175-31679 . DOOR ASSEMBLY, Rudder sector access LH eh bu ten voee Sore ete a 1 
ATTACHING PARTS 
AN509-10-10 2" SORBEWs- ior for eoe ΡΟ ο ΝΟ ade et be MO 57 
——— E <; αν 
9C1-3-7 - . CHAIN, No. 1 safety (NA). š RUN DE v iun We Base Rus 1 
-37 146-31029-101 . DOOR ASSEMBLY, Rudder sector access "RR $ p. ο δε ere E ἴθ -ϕ 1 
ATTACHING PARTS 
AN509-8-9 e SCREWS. ο Ce morie πο ο ο ορ ua OS Za: ὦ 19 
AN509-8-10 y SCREW: % Së 9 - ο ον bar 1829206 a τῷ Sate ο mete vier iav ut d 21 
ο M te ^ 
9C1-3-7 + . CHAIN, Νο. 1 safety (NA) ... e " 1 
-38 175-23327-1 . DOOR ASSEMBLY, Fuselage trailing edge water plane '19-19/32 7 1 
to 31-3 LH 
175-23327-2 . DOOR peo ial trailing edge water plane 19-19/32 . 1 
to 31-3 
ATTACHING PARTS 
AN509-10-10 s. SCREW N e "νην ο iu IE er ac o a ts TS 46 
AN509-10-12 s SCREWS w^ 22 Z e Garr ce) Mise q: eu woo ὡς ecd Yeu a seca" ιών CRY ος, δη ye" fg 4 
---ᾱ--- 
901-3-5 + + CHAIN, Νο. 1 safety (ΝΑ). . « ........-«.... 1 
-39 146-31026 - DOOR ASSEMBLY, Elevator sector access RH. . . . , . . eee 1 
ATTACHING PARTS 
AN509-10-8 Jain ADEL EIL II EM 
9C1-3-7 + . CHAIN, No. 1 safety (NA). MER IAS A 1 
-40 175-23328 - DOOR ASSEMBLY, Fuselage trailing edge water plane 41-3/8 to 1 
61-5/16 LH 
ATTACHING PARTS 
AN509-10-8 ΝΟ cr ο ο ο O ο i qo Ae qe aris Yee eh te BO 
9C1-3-5 . . CHAIN, No. 1 safety (ΝΑ). . . .............. 1 
-41 146-31033-3 + DOOR, Control cable access . . . se + , + +s s ee we + ο ο x 2 
ATTACHING PARTS , 
AN509-8-7 oi ΘΟΕ. dI arat. εκ. bes AS erase ee de wy re noe t ante RI S ceri. riu 12 
---Ἐ--- 
-42 160-31612-7 . DOOR ASSEMBLY, Fuselage station 670-17/32 water plane. . . . 1 
: 56-5/8 hydraulic access LH 
ATTACHING PARTS 
AN520- -10R4 « SCREWS Q s eee ο fe ο re pe; ο Sie en Si Me! Nee by AI E e 8 
-nnt mmm 
9C1-1-7 + < CHAIN, No. 1 safety (NA). . 2... . , , + + s ç + s ¿ + x 1 
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FIGURE 68 - FUSELAGE FUEL CELL DOOR ASSEMBLY 
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AN 01-60AABA-4 
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Section [| 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 


-10 


-12 


-14 


-16 
-17 
-18 


-21 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146-31230-200 DOOR ASSEMBLY, Fuselage fuel cell ee fig. 66 for next RE . Ref AD 
183-31030 DOOR ASSEMBLY, Fuselage. fuel cell (see fig. 66 for next assy). . Ref cc 
146-31262-5 . GUARD, Fuselage hand hold sta 211-5/16 and sta 235-5/8. . . . 1 
146-31248 . DOOR ASSEMBLY, Fuselage station 235-25/32 hand hold . . «ow xb 
146-31248-15 . . DOOR, Fuselage station 235-25/32 hand hold . . . . . . . . 1 
146-31248-11 + + PIN, Fuselage station 235-25/32 hand hold. . . . . . . . 1 
146-31369 š HINGE, Fuselage hand hold sta 211-5/8 and sta 235-25/32. 1 
134-31423 +. SPRING, Fuselage step. . . . . .. ....... l.l Ll 1 
146-48316-21 . BASIN ASSEMBLY, Fuselage fuel cell filler. , . PNE 1 
3H2-6-23 ο HOSE (NA). Aces. Vom e S cooked oe dk Noct al d 1 
AN737RM26 e “CLAMP: ο ola es ce va oo ME pls: dem a) hoe A oy š š < ; 6 
175-48862-90 . LINE, Fuel cell door scupper drain. wo. uw ret wheels 1 
3H2-6-42 4 “HOSE: ΝΑ}. aao eee oh bo ye, Y YS Ca tents Boden at p eese oL AE 1 
175-48346 . DOOR ASSEMBLY, Fuselage fuel filler (supersedes 146-48346 . 1 

146-48346-10 and 146-48346-20) 

ATTACHING PARTS . 
AN960A10 WASHER o ο που hub Be SE wR s wa Co ek s . 6 : 
NAS221-8 SCREW, Brazier head Phillips recess alloy steel 10-32 . $ 3 

PA, πω 

H5000-072-072 FLUSH LATCH ASSEMBLY, Torsion spring . (HWL). Bas ¿ 1 
175-48335 . LOCK, Fuel filler cap handle safety. . . . . . . . . . . . 1 
156-48112 + + HINGE ASSY, Wing fuel filler door (supersedes 146-48155) . 1 
156-48112-3 HALF HINGE, Wing fuel filler door . . . . . . . . . . . #2 
156-48112-5 s HALF HINGE, Wing fuel filler door , FONS — , 1 
156-48112-7 + + . PIN, Wing fuel filler door. . . . . . O S 2 
156-48113 - + . ADAPTER, Wing fuel filler door hinge. . = o A i 1 
146-51064 . SUPPORT ASSEMBLY, Fuselage fuel gage. . š aot. CS: us 1 AD 
183-51064 . SUPPORT ASSEMBLY, Fuselage fuel gage. ..... load 1 ce 
146-51064-5 - + DOOR ASSEMBLY, Fuselage fuel gage support. te et e 1 AD 
183-51064-5 . . DOOR ASSEMBLY, Fuselage fuel gage support. EA E 1 cc 

ATTACHING PARTS 
AN509-8-9 * SCREW EA ο”. " dv ro . TO 
9C1-1-12 - + + CHAIN, Bead (NA)... ......... Ç νο a c Ub 
146-51064-3 + + BASIN ASSEMBLY, Fuselage fuel gage support Z ss. RAEN Gays 1 AD | 
183-51064-3 + . BASIN ASSEMBLY, Fuselage fuel gage support ........ 1 cc 
146-31262-3 - GUARD, Fuselage hand hold sta 211-5/16 and sta 235-5/8. . . . 1 
146-31247 . DOOR ASSEMBLY, Hand hold fuselage sta 211-5/16. ....... 1 
146-31247-3 + . DOOR, Hand hold fuselage station 211-5/16. . . . . . . . . 1 
146-31247-7 - . PIN, Hand hold fuselage. station 211-5/16 door. . . . . . . 1 
146-31369 + + HINGE, Fuselage hand hold sta 211-5/8 and sta 245-25/32. . 1 
134-31423 . . SPRING, Fuselage step. . . . ,. . . a .. , + , ls. wee 1 
146-31263 . DOOR ASSEMBLY, Fuselage fuel cell vent outlet access. . . š 1 

ATTACHING PARTS 
AN509-8-8 oy GREW ¿ ¿ 0 2e IS e ο Seine dise we a Bd, ο vov "νυν 

NA ος 
9C1-1-7 - + CHAIN, Bead (NA). . . . . . . . . ον š ce λα. vli 
146-48361 + LINER, Fuselage fuel cell upper door. . , . : δ bate 1 
271 . JACK ASSEMBLY, Fuel nozzle grounding (NA). : PEDES 1 
(supersedes 97-14055-5) 

146-31232-15 . FORMER ASSEMBLY, Fuselage station 232-1/4 . . . . » 1 
AN931-6-10 oc.) oe) GROMMETI ull ox uro aaa tev “ea ee Du oe PES 1 
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FIGURE 69 - FUSELAGE STATION 178-1/2 TO STATION 199-1/2 ESCAPE HATCH ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
69 175-31501 HATCH ASSEMBLY, Fuselage station 178-1/2 to station 199-1/2 Ref AD 

escape (see figure 66 for next assembly) 
-1 175-31501-21 HATCH SUB eo. Fuselage station 178- 1/2 to station 1 AD 
199-1/2 
-2 175-31524 . . FITTING ASSEMBLY, Fuselage escape hatch door forward . 1 AD 
hinge 
-3 4B19B5-025 ty δὲ BUSHING, Press fit plain (NA) . . ; 1 AD 
-4 175-31524-3 . . . FITTING, Fuselage escape hatch door forward ninge - 1 ΑΡ 
-5 175-31532 . . HINGE ASSEMBLY, Fuselage escape hatch door aft . i6 1 AD 
-6 4B19B5-024 . . . BUSHING, Press fit plain (NA)... ECCE 1 AD 
-T 175-31532-3 . .--: FITTING, Fuselage escape hatch door aft BSR ον eo 1 AD 
-8 175-31518 . . BUSHING ASSEMBLY, Fuselage escape hatch mechanism " 1 AD 
-9 4B20B10-008 2 Ὁ BUSHING, Press fit flanged (NA) .......... 1 AD 
-10 175-31518-3 ex COLLAR, Fuselage escape hatch mechanism . : . . . + 1 AD 
-11 175-31530-1 + . BLOCK, Fuselage escape hatch door lock forward... . 1 AD 
bearing retainer 
-12 175-31530-2 . . BLOCK, Fuselage escape hatch door lock forward . . . . 1 AD 
bearing retainer 
-13 175-31523 . HUB ASSEMBLY, Fuselage escape hatch door actuating . . . 1 AD 
lever ` I 
-14 175-31517-1 . BLOCK, Fuselage escape hatch door lock aft . . . . . - I AD 
bearing retainer 
-15 175-31517-2 BLOCK, Fuselage escape hatch door lock aft. . 1 AD 
bearing retainer 
-16 AN393-35 "Eco 2 AD 
-17 1175-31522 . SHAFT, Fuselage escape hatch door actuating lever pivot . 1 AD 
-18 175-31520 . LEVER ASSEMBLY, Fuselage escape hatch door outboard . . . J: AD 
ddp apa 
-19 AN6227-9 . PACKING .. u^ eec a ο) dm ovum € ο) o es 2 AD 
-20 175-31521 . LEVER ASSEMBLY, ' Puselage escape hatch door inboard 1 AD 
actuating ; 
-21 AN365-1032 a ANUT OT i. ea) ys te t^ Ee. dero a ee. SD Lau sQ ; 1 AD 
-22 AN3-14A ο -BOLT A ο u Fes sees ο ο κ.α LP š , l AD 
-23 4B2083-004 . BUSHING, Press fit flanged(NA) ar fig Tah, ο xu 2 AD 
-24 AN393-15 EPI ç y ee a a a ἃ “ὦ ie dy 9 o, LUE, RD IET ess 1 AD 
-25 AN960D10L s WASHER S, eca as DDR a at Bir RUE SH πω. Š 2 AD 
-26 175-31525 . ROD ASSEMBLY, Fuselage escape hatch door actuating . E 1 AD 
mechanism 
-27 AN365-1032 o NUT $5259. 95:4 Go ᾱ Ἡ UE τῳ a WL S. Hw Za GS ο. we 4 AD 
-28 AN960D10L s a WASHER; MD 8 AD 
-29 AN3-11A s c» BOLTA «v S «τ ss ¿Sa A a SE, ο SU d. SO μα e SS «δὲ (a: 4 AD 
-30 175-31537-5 . . ROD, Fuselage escape hatch door actuating mechanism . . 1 AD 
-31 175-31537-3 . . ROD, Fuselage escape hatch door actuating mechanism . . 1 AD 
-32 175-31525-3 . . TUBE, Fuselage escape hatch door actuating mechanism . . l AD 
-33 AN393-11 ο ο ia Mah at εδ τώρ sm ARES ἠδ. Tee YE No WU PRIOR S: Άν Fone 1 AD 
-34 AN960D10L . WASHER... A. ο a ο ο Me Se E ο ο” 2 AD 
-35 175-31505 . BUNGEE ASSEMBLY, Fuselage escape hatch mechanism ..... 2 AD 
-36 AN43-6A . BOLT ... 2 AD 
-37 175-31514 . . SLEEVE, Bungee assembly `fuselage escape hatch “mechanism. 1 AD 
-38 175-31515 ` TUBE, Fuselage escape hatch mechanism bungee aA 1 AD 
-39 AN960D616 s WASHER . ..«. 2 2 AD 
-40 165-52443 2 SPRING, Compression `fuselage escape “hatch mechanism . 1 AD 
bungee assembly 
-41 AN394-23 e PIN ua td Se t9 ο lae eV ace, Rotel Fo obse ee di desi ates rh bt ae Ss 2 AD 
-42 ANQ60D416L . WASHER ο Moa fac ο s cec Cad!) ο ο ο ας 4 AD 
-43 AN394-19 € PINO use $ cere a ο) ee er a ce) leo sho W. cee Ë τν A m RSS 4 AD 
-44 ANQ60D416L . WASHER . . . ο ο . © © © © © © © © © » © © ο ὁ ot om ὁ on om ο é 8 AD 
-45 175-31512 . ROD ASSEMBLY, Fuselage escape hatch door lock pin..... 4 AD 
operating 
-46 AN486-1 . CLEVIS 1. τω ος τς αν l6 -ϱ Dk. W. ᾱ- oo CQ δ oo e τα Tes UT sa 2 AD 
-47 AN316-4R ees ANT 2 ο, eem a TR e a CARS T TD, E RR 2 AD 
48 175-31512-3 A ROD, Fuselage escape hatch door lock pin operating — 1 AD 
-49 175-31513 . PIN, Fuselage escape hatch door lock . h AD 
-50 175-31506 . DOOR ASSEMBLY, Fuselage station 178-1/2 to station 199- 1/5. 1 AD 
escape hatch mechanism 
-51 175-31506-9 z PIN, Fuselage station 178-1/2 to station 199-1/2 . . . . 1 AD 
escape hatch mechanism 
-52 175-31506-5 . . HINGE, Fuselage station 178-1/2 to station 199-1/2 . 1 AD. 
escape hatch mechanism 
-53 175-31506-7 2 HINGE, Fuselage station 178-1/2 to station 199-1/2 . 1 AD 
escape hatch mechanism 
-54 H5000-064-081 z LATCH ASSEMBLY (HWL)......- + + + + + + + eee 1 AD 
-55 AN365-1032 e ONUT. es d y ey z asa t οἱ a E ο ιδ ιν Dee pt εφ Ὁ ; 3 AD 
-56 AN509-10R20 2 “SCREW ες a enin do. Q Sew οφ wet us σι “το φῶ pe Τα: Wed ᾱ 3 AD 
-57 ANQ60D10 + WASHER... + iiis Wal aia a pa ie "ών νῷ 3 AD 
-58 175-31501-81 . TUBE, Fuselage “station 178- `1⁄2` to station 199-1/2 . . . . . 1 AD 
escape hatch 
UM 
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FIGURE 7O - FUSELAGE CAMERA COMPARTMENT ENTRANCE HATCH INSTALLATION 
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Section Il 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
70 175-31007 HATCH INSTALLATION, Fuselage camera compartment entrance. Ref 
` (see figure 67 for next assembly 
-1 175-31007-3 HATCH ASSEMBLY, Fuselage camera compartment entrance P. 1 
-2 175-31021-1 . FITTING ASSEMBLY, Fuselage camera compartment entrance. l 
door hinge LH 
175-31021-2 . FITTING ASSEMBLY, Fuselage camera compartment entrance. 1 
door hinge RH 
-3 175-31061-1 . FITTING, Fuselage camera compartment entrance door t 1 
release hinge LH 
175-31061-2 + . FITTING, Fuselage camera compartment entrance door š: 1 
release hinge RH 
-4 AN364 -1032 ήν" Be e ο a D ua car by oe Be is e pide 7 
-5 AN960-10L . + . WASHER... s ches 7 
-6 NAS221-23 . . SCREW, Brazier head "Phillips recess “alloy “steel. yi WU fag 1 
-T 175-31088 . . ARM ASSEMBLY, Fuselage camera compartment entrance η 1 
door hinge release nandle 
-8 AN509-10R13 e . . SCREW... 1 
-9 1175-31063 . . . FITTING ASSEMBLY, `Fuselage camera compartment “entrance 1 
door pelease arm 
-10 175-31026 ç CLEVIS, Fuselage camera compartment entrance door. 1 
release outer 
-11 175-31064 + + ROD END ASSEMBLY, Fuselage camera compartment entrance 1 
door hinge release 
-12 AN509-10R21 + . SCREW. .. 1 
-13 175-31025 " . CLEVIS ASSEMBLY; Fuselage camera compartment entrance. 1 
door release inner 
-14 142-61010 . + + SPRING, Fixed wing gun blast tube retaining. . . . .. 1 
-15 AN509 -10R25 ὁ Vise. ὦ (SCREW as! E κα εἰ ιο 00€ € τς ces AE Δα τῳ o o wo VU ο TREO XL τρ 1 
-16 AN509-10R22 š * ῳ,. SCREW: 2: d a pa oe š à 5 a 1 
-17 175-31065 . + . PLATE, Fuselage camera compartment entrance "door 5 » 1 
"release fitting 
-18 175-31024 . HANDLE ASSEMBLY, Fuselage camera compartment entrance š 1 
door hinge release 
-19 AN393-25 O yl: OL Y s " £ aS 1 
-20 175-310199 . . SPRING, Fuselage camera compartment entrance “hatch. iow i 
handle retainer 
-21 AN364-1032 s: ret NUD v Gan ντο) meer ο fel Qo emer, RET AN UR 6 
~22 AN960-10L . + WASHER. . . ο -- 15 
-23 NAS221-24 . . SCREW, Brazier “head Phillips recess alloy steel eae eS 6 
-24 AN320-3 «| we NUT... 4. $5204 A CU 8 1 
-25 AN23-9: ο) de BOLTS. v. . a . . 1 
-26 175-310196 . . ROD ASSEMBLY, Fuselage camera compartment entrance "door 2 1 
stabilizing 
-27 175-310196-5 . + . END, Fuselage camera compartment entrance door . . . . J 
stabilizing 
-28 175-310198 of a LATCH ASSEMBLY, Fuselage camera compartment entrance door 1 
-29 AN364-1032 ae NUTS, i rah, Weed ik s Lele” MRE e nae μα ο. 6 
-30 AN315-3 ον ᾱ ΠΤ... PENES zw ο "ο 2 
-31 5B1-10 . . . BOLT, Adjustment (NATOS $2 Ws RE ES 1 
-32 AN960-10L e ¿A WASHER e 9 9 9 9 o9» 9 ὁ $9 | ο ὁ ο ο ο . EEN 10 
-33 AN393-57 BO wer en ΒΙΟ S ius ο a E E τῷ, eet “Q PEE" 2 
-34 NAS43C3-24 . . . SPACER, Screw and bolt : $i. » ¿ ROM 6 
-35 NAS221-33 PERO . SCREW, Brazier head Phillips recess alloy steel. 5 3 
-36 NAS221-15 + + + SCREW, Brazier head Phillips recess alloy steel. . . . 1 
-37 175-31066 nee: FITTING ASSEMBLY, Fus camera compt entrance door lock. 1 
-38 4B19S3 -028 I BUSHING, Press fit plain (NA). . . . . . . . . . 1 
-39 1N1-3 . . . NUT, Aircraft castle (NA) . . . .. . . . .. : š 1 
-40 NAS221-12 - . + SCREW, Brazier head ο ipa recess alloy steel. a. ite 1 
-41 AN23-18 « ἡ. BOLT ς 24 . H 
-42 175-31023 ao a CLEVIS ASSEMBLY, Fuselage camera compartment entrance. 1 
door lock 
-43 175-31022 . . LINK ASSEMBLY, Fuselage camera compartment entrance. . £ 
door lock 
-44 4B19S3-004 + + . . BUSHING, Press fit plain (NA). nu 1 
-45 175-310197 . . . ARM, Fuselage camera SPORE entrance “door lock. A 2 
-46 175-310195 $ š SPRING, Tension. . . . 5 n 1 
-47 175-310150- 5 . HANDLE ASSEMBLY, Fuselage camera compartment entrance. 1 
door lock outboard 
-48 4B19S3-029 + . + . BUSHING, Press fit plain (NA). EC Vw 2d 1 
-49 175-310159 . . . HANDLE ASSEMBLY, Fuselage camera compartment κ ὧν Ug pa 1 
entrance door 
-50 1B1983-029 - + . . BUSHING, Press fit plain (NA). Siva? ο αμ. 1 
-51 AN530-6R4 . . SCREW. . ds ues. 360 
-52 175-31030 . . SEAL ASSEMBLY, "Füsélage camera “compartment “entrance "ET 4 
hatch 
-53 175-31007-19 . . COVER, Fuselage camera compartment entrance . . . . . .. 4 
-54 NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel ..... 17 
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FIGURE & 


INDEX NUMBER 


l 


-1 
-2 
-3 
-4 
-5 
-6 
-T 


-9 


.-10 


-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 


-22 
-24 


-26 
-28 


FIGURE 71 - FUSELAGE STATION 311-1/2 BULKHEAD ACCESS DOOR INSTALLATION 


175-31312 
175-31312-200 


AN365-1032 
AN960D3 
AN3-4A 
175-31312-13 
175-31312-17 
175-31312-25 
175-31315 
175-31313 
AN315-3 
AN3-5 
175-31328 
AN392-17 
175-31317 
175-31327 
AN393-13 
175-31325 
AN316-4 
1431-56170 
175-31316 
AN365-1032 
ANQ60D10 
NAS221-13 
NAS221-11 
175-31326 
175-31312-11 
175-310285 


175-310287 
175-310286 
175-310288 
AN526-1032 
AN960D10L 

AN365 -1032 
175-31058-2 
AN316-4  - 
AN365-428 

ANO60D416L 


1 


AN O1-60AABA-! f 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DOOR INSTALLATION, Fuselage station 311.5 bulkhead access. 


(see figure 66 for next assembly) 


DOOR INSTALLATION, Fuselage station 311.5 bulkhead access. 


(see figure ' 66 for next assembly 


NUT . < + < ο ἡ € 0504 5 ο ο Ὁ e. ο 7. δ ο 
WASHER. . . . . + + +s + + + + + . . + . +. m * ng 
BOLT. . . . .. 


PIN, Fuselage Station 311. 5 bulkhead access 


pooR ASSEMBLY, Fuselage station 311.5 bulkhead access 
DOOR ASSEMBLY, Fuselage station 313. bulkhead access 
LATCH ASSEMBLY, Fuselage sta 311.5 bulkhead access 
SUPPORT, Fuselage sta 311.5 access door latch . 


DoIS NUT Griese p ο μασ 
i; vue BOT... 


PIN . 0. . 


LINK, Fuselage sta 311.5 access door latch. 
PIN 2272 


NT... 


a NUT lea o ow AAA Xo o 
. . WASHER. . . 

x . SCREW, Brazier “head Phillips “recess 10- “33 
. SCREW, Brazier head Phillips recess 10-32 


: BUSHING, Fuselage sta 311.5 access door latch . 


SPRING, Fuselage “sta “311, 5 access door latch. 
HOUSING, Fuselage sta 311.5 access door latch 


LATCH, Fuselage sta 311. 5 access "door latch Í 


HANDLE, Fuselage “sta 311; Κα access door latch `aft 


s HALF HINGE, Fuselage station 311.5 bulkhead access 
. WINDOW ASSEMBLY AND INSTALLATION, Fuselage sta 311. 5 


bulkhead access door 


v9 ὁ * fe ο o ο ο 


o 
. 9. 
3 


HANDLE, Fuselage "sta 311; CN access door “latch” forward 


UNITS 


PER ASSY. 


. Ref 


. . DOUBLER, Fuselage sta 311.5 bulkhead access door window 
. . GLASS, Fuselage sta 311.5 bulkhead access door window 
.' SEAL, ’ Fuselage sta 311.5 bulkhead access door window. 


a. «ος SCREW reni ie: igi ert ο Shel Um. ο Um. Ss Gey τῷ, “ents 
. . WASHER. . < . . 4 2 ὁ ee ew ὁ ὁ we tw o n 
Ent, NUT ae Tet eU m 
BOLT, Fuselage camera door open detent. νης 
NUT s epe €—— —— IC Η 
NUT Q0 ο Ja cow Xr X a ND UE Su Re ὁ ὁ 
WASHER. 4 ὁ κα OX 0x 09S Oe AA 


. 


. 
. 


* +. ὁ . n n 


` ο . .. 


. 


. 
. 


Ref 


MH P E = P 9 ΓΑ) 


" 
OU ο A A πι A πι πι [1 


P 
Fr rO rO 


H-175-31-10A 


USEABLE ON 
CODE 


AB 
BW 
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H-175-31-19 
FIGURE 72 - FUSELAGE STATION 538 TO STATION 603 DOOR ASSEMBLY. 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
72 169-31551-101 DOOR ASSEMBLY, Fuselage station 538 to station 603. e... . Ref 
see figure 67 for next assembly 

-1 169-31606-1 . FITTING ASSEMBLY, Door assembly fuselage station 603 LH. . . 1 
169-31606-2 . FITTING ASSEMBLY, Door assembly fuselage station 603 RH. . 1 

-2 169-31606-5 + . BUSHING, Door assy fus sta 603 (altered from(NA)AB19SBO15) 

-3 146-42532-1 . DOOR ASSEMBLY, Engine fire access LH . . . . . . . a 
146-42532-2 . . DOOR ASSEMBLY, Engine fire access RH.. ; ὃν αι qu εἰς e Ὁ 

-4 169-31551-45 . HALF HINGE, Fuselage station 538 to station 603. ree ae 

-5 169-31551-33 í, HALF HINGE, Fuselage station 538 to station 603. . . . E 

-6 169-31551-39 . PIN, Door assembly fuselage station 538 to station 603 "E 

-T -146-42547 * BRACKET, Engine fire access door spring retaining. a a 

-8 AN310-3 A e-9 cx de πο OS SSL Ta --- δ. ὦ . ο . s AS 

-9 AN960D10 . WASHER . . . . eS. trie ar A $m aov RETE E vW ὅν ον 

-10 483D10-81 . SPACER, Bolt (ua) πα Sy ta en coy Cao ο” :; 

-11 483D616-18 SPACER, Bolt ΝΑ}... " . a è 

-12 146-42545 SPRING, Engine plenum chamber pressure relief door | ; à 

-13 AN3 -31 BOLT .... hog: Lat. 4.5.9: ια” ee wi Sey MOY ὑφ, τὰ 

-14 146-31553 S 


DRAIN, Burner compartment. κ. Ὁ mra D 
SCOOP ASSEMBLY, Jet engine cooling air LH. A ía š 
SCOOP ASSEMBLY, Jet engine cooling air RH. . . 
DOOR, Fuselage station 538 to station 603 LH . 


-15 146-42533-1 
146-42533-2 
-16 169-31551-65 


2 
1 
1 
2 
2 
2 
2 
2 
4 
2 
2 
2 
2 
2 
1 
1 
1 
1 
2 
1 
1 
1 
2 
1 
1 
4 
1 
1 
1 


. 
. 
. 

. ° e s o 9 b 0 0 @ o 39 » h b 0 0 0 0 5 5 e Q ο 5 


169-31551-66 . DOOR, Fuselage station 538 to station 603 RH . NE s 
-17 9C1-1-8 Š CHAIN, No. 1 safety (NA) (LH door and RH door) .... a 
-18 AN6270-8-9 ` HOSE ASSEMBLY. . . . Me na E ue ç 
-19 146-42540-43 . LINE ASSEMBLY, Drain tank outlet extension REUS K 
-20 3H2-8-14 . HOSE (NA) . ο a Maye Pa Mas ο ο... red 
-21 AN737-38 + CLAMP. ... . ND S we ες 
-22 175-42509 . OUTLET ASSEMBLY, Discharge fuel "drain “tank . NECK "T 
-23 AN4-16A s ¿BOLT noran rend mus We wwe τῳ gS ee Yr qnis m) a oe d ree ve SRM 
-24 AN365 -428 . NUT. . uel ug να 

146-31547 . FRAME ASSEMBLY, "Fuselage station 546- 3/4 door. . . . . = 
-25 AN832-8D 2r UNION: V V ks e VE que ie i4 er iad i s us Se E p 
-26 ANQ24 -8D sn NUT sa I MIS ad en TEL. a use Si^ Jonge ca oe AT ees ama ES . 
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H-175-31-26A 


FIGURE 73 - COMPLETE FUSELAGE FRAME ASSEMBLY 
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146-31101-600 
175-31702 
175-31702-201 
146-31107 
146-31107-3 
146-31113 
146-31113-14 
ANI -5A 
AN960D516 
146-31140-17 
183-31140-103 
146-31140-21 
183-31140-107 
146-31140-13 
NAS221-11 
AN960D10L 
183-31140-31 
183-31140-37 
NAS221-11 
AN960D10L 
175-31201 
175-31201-201 
175-31227 
146-31225-201 
175-34001 
146-48330 
160-48621-20 
175-51031 
175-52002 
175-52007 
175-53031 
183-53031 
175-53301 
175-53301-200 
175-54031 
169-58015-3 
175-58031-10 
175-73201 
175-71006 
183-71006 
175-73301 
175-73301-100 
175-73301-200 
175-73205 
1175-74001 
183-74001 
175-53116 


175-31703 
175-31401 


146-31089 
146-31383 


Section Íl 


AN O1-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146-31101-400 FRAME ASSEMBLY, Fuselage complete . . s. ole Desde. d. ze “er at ιδ, v^ ΠΟΤ AD 


See figure 66 for next assembly) 


FRAME ASSEMBLY, Fuselage complete . . . . . . . . . . . . . . . Ref cc 
(see figure 66 for next assembly) 

FUSELAGE ASSEMBLY ΡΞΟΝτ................... 1 AD 
FUSELAGE ASSEMBLY FRONT. . . . . . . . . . . . , , ο ele 1 cc 
. DOOR INSTALLATION, Fuselage wheel well panel RH aft . . . Ref 
š DOOR ASSEMBLY, Fuselage wheel well panel RH aft. . . . 1 
. DOOR INSTALLATION, Fuselage wheel well panel RH forward . Ref 
+ + DOOR ASSEMBLY, Fuselage wheel well panel RH forward. . 1 
ae BOLT o. X ol x 45 να ο ο oe ας τας ar ἃ ge Y τῷ 32 
ο BW ASHER S: ¿ys es Sen Ge, de es Hw. Sh ws (OU S QA QS le Tg 32 
. PANEL INSTALLATION, Pilots compartment Step . . . . . . . Ref AD 
. PANEL INSTALLATION, Pilots compartment Step .:. . . . . . Ref cc 
. . PANEL ASSEMBLY, Pilots compartment step. ...... 1 AD 
+ + PANEL ASSEMBLY, Pilots compartment step. ...... 1 cc 
+ . SEAL PANEL ASSEMBLY, Pilots compartment step . . . . . 2 AD 
+ + SCREW, Brazier head Phillips recess alloy steel 10-32. 64 AD 
o> e “WASHER a Voy δν voce m 3o ¿ V. WO ho Sew ee a ee Dl AD 
- + SEAL PANEL ASSEMBLY,. Pilots compartment step . . . . . 1 cc 
+ + SEAL PANEL ASSEMBLY, Pilots compartment step . . . . . 1 CC 
- + SCREW, Brazier head Phillips recess alloy steel 10-32. 73 cc 
So WASHER a oe Mat GAG, Ye a cal ds Bids Wn gga τμ 73 cc 
. FRAME ASSEMBLY, Fuselage front. . . Ea a a A . 1 AD 


. 


(see figure 75 for detail breakdown) 

FRAME ASSEMBLY, Fuselage front. . . . . . . . . , . . .. 1 cc = 
(see figure 75 for detail breakdown) 

PANEL INSTALLATION, Fuselage pilots floor station 51 to . Ref 
station 79.5 (see figure 74 for detail breakdown) 

DOOR INSTALLATION, Fuselage station 224-5/8 bulkhead. . . Ref 
(see figure 85 for detail breakdown) 


. AUXILIARY ALIGHTING GEAR INSTALLATION . fog ο o. REÍ 
(see figure 370 for detail breakdown) 
+ LINER INSTALLATION, Fuel fuselage front . τ, sx x Ref 


(see figure 143 for detail breakdown) 
. LINE INSTALLATION, Fuel and air fuselage front. . . . . . Ref 
(see figure 18 for detail breakdown) 


. EQUIPMENT INSTALLATION, Fuselage front instrument . . . . Ref 
(see figure 159 for detail breakdown) 
. SURFACE CONTROL INSTALLATION, Fuselage forward. . . . . . Ref 


(see figure 168 for detail breakdown) 
. CONTROLS INSTALLATION, Fuselage front section Secondary . Ref 
(see figure 176 for detail breakdown) 


. FURNISHINGS INSTALLATION, Fuselage front. . . . . . . . . Ref AD 
(see figure 189 for detail breakdown) . 
+ FURNISHINGS INSTALLATION, Fuselage front. . . . . . . . . Ref σσ 


(see figure 192 for detail breakdown) 

HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage . . Ref AD 
front (see figure 203 for detail breakdown) 

HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage . . Ref cc 
front (see figure 203 for détail breakdown) 

ELECTRICAL EQUIPMENT SYSTEM INSTALLATION, Fuselage forward Ref 
(see figure 226 for detail breakdown) 

HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit door Ref 
(see figure 97 for detail breakdown) 


HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front. . . . . Ref 
(see figure 274 for detail breakdown) 
EQUIPMENT INSTALLATION, Camera vacuum system fuselage . . Ref 


front (see figure 349 for detail breakdown) 


EQUIPMENT INSTALLATION, Radio fuselage front. . . " Ref AD 
(see figure 333 for detail breakdown) 
EQUIPMENT INSTALLATION, Radio fuselage front. . . . . . . Ref cc 
(see figure 333 for detail breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref AD 
(see figure 351 for detail breakdown ) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref CA 
(see figure 352 for detail breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref CF 
(see figure 352 for detail breakdown) 
LINE INSTALLATION, Camera vacuum System fuselage front. . Ref 
(see figure 350 for detail breakdown) 
RADAR EQUIPMENT INSTALLATION, AN/APS31. . . . . . . . . . Ref AD 
(see figure 339 for detail breakdown) 
RADAR EQUIPMENT INSTALLATION, AN/APS31. . . . . . . . . . Ref cc 
(see figure 339 for detail breakdown) 
WIPER INSTALLATION, Windshield. . . . . . . . . . . . . . Ref BW 
(see figure 99 for detail breakdown) 
FUSELAGE ASSEMBLY, Intermediate. . . . . . . . . . . . . . . 1 
. FRAME ASSEMBLY, Fuselage intermediate .......... 1 
(see figure 111 for detail breakdown) 
- DOOR INSTALLATION, Fuselage station 489 bulkhead. . . . Ref 


(see figure 86 for detail breakdown) 
. MECHANISM INSTALLATION, Duct door . . . . . . . . . . . . Ref 
(see figure 113 for detaii breakdown) 
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USEABLE ON 
CODE 


Οὔ 


ΑΗ 


σα 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. 
α 73 175-48162 . . LINES INSTALLATION, Bomb bay booster pump and cell bay. . Ref 
drain (see figure 157 for detail breakdown) 
175-48302 . . FUEL SYSTEM INSTALLATION, Fuselage intermediate . . . Ref 
(see figure 144 for detail breakdown) 
a 1175-48407 . LINE INSTALLATION, Fuel bomb bay booster pump seal drain. Ref 
(see figure 157 for detail breakdown) 
m 175-48407-101 . . LINE INSTALLATION, Fuel bomb bay booster pump seal drain. Ref 
(see figure 157 for detail breakdown) 
146-48501-21 . . FUEL SYSTEM INSTALLATION, J33 engine. . . . + e^ uw . Ref 
(see figure 393 for detail breakdown) . 
175-51032 * . INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuselage. . . . Ref 
intermediate (see figure 166 for detail breakdown 
146-52003-20 . . SURFACE CONTROLS INSTALLATION, Fuselage intermediate. Ref 
(see figure 179 for detail breakdown) 
175 -53302 i . HEATER INSTALLATION, Heat and vent system fus sta 463 . Ref 
{ camera compt (see fig. 217 for detail breakdown) 
175-53303 . . DUCTS INSTALLATION, Heat and vent system camera compt . . Ref 
ventilation (see fig. 216 for detail breakdown) 
175-53304 3 . DEFROST SYSTEM EQUIPMENT INSTALLATION, Aft camera . +. . + Ref 
compartment (see fig. 213 for detail breakdown) 
175-53306 . . LINE INSTALLATION, Heat and vent system camera compt. . Ref 
heater fuel fus sta 254-5/8 to fus sta 424-5/ 
(see figure 215 for detail breakdown) . 
175-54131 . . EQUIPMENT INSTALLATION, Electrical fuselage sta 224-5/8 Ref 
to fuselage sta 538-3/8 
175-58131 . . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate Ref 
(see figure 300 for detail breakdown) 
175-73205 . . LINE INSTALLATION, Camera vacuum system sta 224 to fus. . Ref 
sta 424 (see figure 350 for detail breakdown) 
-11 175-31704 `, FUSELAGE ASSEMBLY, Rear. . . . . . + + + + + + * * + * * * ° 1 
146-31601-301 . . FRAME ASSEMBLY, Fuselage Tear . . . . + + +: + ee * * * * 1 
(see figure 138 for detail breakdown) 
169-31603-17 . . DOOR ASSEMBLY, Fuselage station 603.375 bulkhead. .... 1 
175-51200 . . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage aft sta 594 , Ref 
(see figure 167 for detail breakdown) 
175-5200 . . SURFACE CONTROLS INSTALLATION, Fuselage rear section. . . Ref 
(see figure 184 for detail breakdown) 
175-54231 . . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to. . Ref 
sta 682 (see figure 270 for detail breakdown) 
175-58231 A . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 538 to . . Ref 
sta 682 (see figure 316 for detail breakdown) 
175-58701 . . HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator . . Ref 
boost system (see figure 317 for detail breakdown) 
175-58705 . . CYLINDER INSTALLATION, Hydraulic rudder boost . . . . + + Ref 
(see figure 329 for detail breakdown) 
B 175-58710 . . CYLINDER INSTALLATION, Hydraulic elevator boost . . . . . Ref 
(see figure 326 for detail breakdown) 
[ | 175-58710-3 . . CYLINDER INSTALLATION, Hydraulic elevator boost . . . . Ref 
(see figure 326 for detail breakdown) 
-12 146-31590-200 . FRAME ASSEMBLY, Fuselage dorsal fin. ...... soco ero 1 
-13 146-31495 . SHROUD ASSEMBLY, Cable fuselage station 489 to station 549 . 1 
-14 169-31515-1 . FITTING, Fuselage station 239.75 top side to side frame, . . 1 
at upper longeron attaching LH 
169-31515-2 . FITTING, Fuselage station 239.75 top side to side frame. . . 1 
at upper longeron attaching RH 
-15 169-31516-1 . FITTING, Fuselage station 239.75 side frame to upper... . 1 
frame attaching LH 
169-31516-2 . FITTING, Fuselage station 239.75 side frame to upper... . 1 
frame attaching RH 
175-31010-1 . DOOR INSTALLATION, Fuselage bomb bay door actuating. . . . , Ref 
mechanism LH (see fig. 132 & 133 for detail breakdown) 
175-31010-2 . DOOR INSTALLATION, Fuselage bomb bay door actuating. . . . + Ref 
mechanism RH (see fig. 132 & 133 for detail breakdown) 
146-311216 . HINGE ASSEMBLY, Upper bomb bay door to longeron end attaching 2 
-16 146-311216-3 . . HINGE, Upper bomb bay door to longeron end attaching. ο 1 
-17 146-311250 . . BUSHING, Upper bomb bay door hinge attaching. . . . . +. + 3 
175-48523 . RAIL ASSEMBLY, Fuselage fuel drop tank guide . . . . . . + + 1 
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H-175-31-59 
FIGURE 74 - FUSELAGE STATION 51 TO STATION 79.5 PILOTS FLOOR PANEL INSTALLATION 
RGUIE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
74 175-31227 PANEL INSTALLATION, Fuselage pilots floor station 51 to . . . . Ref 
station 79.5 (see figure 73 for next assembly) 5 

-1 NAS221-8 . SCREW, Brazier head Phillips recess. . . , . . + + s + + < >° 5 
-2 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . + + + seseo 1 
-3 AN960D10L a WASHER ¿ « ¿ + eoe m. wa oh ο Ὁ ᾱ- ο δν eser ler y a er A 6 
-4 1156-33405 . BRACKET ASSEMBLY, Emergency break control fus station 62.5 . 1. 
-5 NAS221-8 . SCREW, Brazier head Phillips recess. . . . « + . + + ee ee 2 
-6 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . . + + «ος 2 
-7 AN960D10L a. WASHER . > o o » + » < ὁ ὁ * * « . ὁ ὁ ο 6 * » ὁ 5 e . ὁ .. 4 
-8 156-52052 . BRACKET ASSEMBLY, Secondary control fus sta 60.5 inboard . . 1 
-9 NAS221-8 . SCREW, Brazier head Phillips recess.  « . . + + +< < <+ ὁ ο ο 2 
-10 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . + + + < + + ο + 3 
-11 AN960D10L e WASHER... « ο à s ὁ e 9 e e e ὁ 9 ὁ ὁ s ο o ὁ e c ὁ e ο f 5 
-12 156-52050 . BRACKET ASSEMBLY, Secondary control fus sta 60.5 outboard. . 1 
-13 NAS220-8 + SCREW, Brazier head Phillips recess. . . . . + + + ee ee + 4 
AN960D8L « WASHER . ... ο ο ὁ οἱ ὁ ὁ ὁ ὁ ...  * ὁ ls... ο ὁ ο ο ὁ 4 

-14 NAS220-9 . SCREW, Brazier head Phillips recess, . . . « + + + < e ee © 1 
AN960D8L y WASHER 4 ¿ S < ο € 9o € ὦ 9 ο ο 4 -ᾱ-ᾱ- οἲ ὁ Oe  -ᾱ, Dc 5 1 

-15 NAS221-11 + SCREW, Brazier head Phillips recess. . . . . + + «© * * * < + 2 
AN960D10L « WASHER . . a < < «ο w è * ὁ ο ὁ ὁ ὁ ὁ. 4 9 4 4 9 «4 2 

-16 NAS221-10 + SCREW, Brazier head Phillips recess. . . . . + + + * * ee © 3 
AN960D10L > -WASHER , how o -ᾱ- te oo. 3o ᾱ- ae ᾱ- ὁ la. Nove G ὑφ ay orm Se ς 3 

-17 NAS220-8 . SCREW, Brazier head Phillips recess. . . . , . + +s νο ο 4 
ANQ60D8L . WASHER . . . « < < < < e ee e ὁ e ὁ ο a * » e 9 ὁ 9 ὁ ο ο < 4 

-18 NAS221-8 . SCREW, Brazier head Phillips recess . .. .. + + + * ees 1 
AN960D10L « WASHER  ὁ & 4 2 ο 2 € 9 09 ee ο αὶ «Ὁ 9 Φ ἡ -ᾱ- ο m s 1 

-19 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . + + + + * ο ο. 2 
AN960D10L ve WASHER ¿L SUS 09e es ιο. m m orm chum ὁ Tog C6 ὁ 7 ἴδ, 9. 2 

-20 NAS221-8 + SCREW, Brazier head Phillips recess. . . . . + + = * . * * + 4 
ANQ60D10L z “WASHER: 4. wo: e 96. c Se «ὁ Se Πέ levee se (Rode. ὃν SIL SL c9. e 4 

-21 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . + + + © . » oo 1 
-22 NAS221-8 + SCREW, Brazier head Phillips recess. . . . . + + + ο < . 0 0. 4 
AN960D10L a WASHER Z Ὁ ο 0 v 36$ 9 Ue a oe e Ow Te ο, ve αἱ Fes 5 
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FRONT FRAME ASSEMBLY 


FIGURE 75 - FUSELAGE 











PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
175-31201 FRAME ASSEMBLY, Fuselage front . . Girne: a ow 4 ln Me rep se xn wi REL 
see figure 73 for next assembly) 
175-31201-201 FRAME ASSEMBLY, Fuselage front . . Ven, gu cue! de et Z eC f. 
(see figure 73 for next assembly) 
175-311110 . FRAME ASSEMBLY, Fuselage front station 51 to station 158. . 1 
(see figure 76 for detail breakdown) 
175-311110-201 . FRAME ASSEMBLY, Fuselage station 51 to station 158. 1 
(see figure 76 for detail breakdown) 
175-311185 . FRAME ASSEMBLY, Fuselage front fuselage station 158 to. . 1 
sta 224- 5/8 (see figure 81 for detail breakdown) 
183-31186-101 . FRAME ASSEMBLY, Fuselage front fuselage station 158 to. . . . 1 
I sta 224- 3/8 (see figure 81 for detail breakdown) 
2146-31155 GRIP, Hand fuselage station 158 . . . . . . . . . + + + 1 
ATTACHING PARTS A 
AN365-1032 "ER UU eee S ο ο S S ο o ο ο ath fe a αἱ Νο ο LS ete Mae Bere t 2 
AN960D10 WASHER. . . QUU ο dg 2 
NAS221-21 SCREW, Brazier “head Phillips "recess alloy steel 10- -32 ds Je: ο 2 
146-31266 . COVER, Crew entrance door emergency operating strut ..... 1 
ATTACHING PARTS 
AN3-4A BO Bae a al 16 
AN960D10 2. WASHER 093/09 BPR. ος Nox Ya ASA Le LEER ne ay va merce e ED ο) a, O. 
AN365-1032 NUT 1.5. ce UY SQA S at Q D) e Sox ας v ai Cle d deg, v αἱ 
EXE NUM 
146-31316-11 . DOOR ASSEMBLY, Radio operators floor. . Duce 5 
E (four used on ship No. 18 and Subs) ` 
ATTACHING PARTS 
NAS205-10 . SCREW, 100° flat head Phillips recess alloy steel 3/8-34. , 75 
(sixty used on ship No. 18 and Subs) 
146-31323-11 . DOOR ASSEMBLY, Radio operators floor station 163-3/16 .... 1 
ATTACHING PARTS - ` 
NAS205-10 . SCREW, 100° flat head Phillips recess alloy steel 3/8-24. . 15 
AN365-428 . NUT (magnetic inspected). . . . . . + + + + + + + + + eee 
AN960D416 . WASHER. . . Wi. Dancer Ce del uS ος uen Ver ek EE 
AN4-10A . BOLT (magnetic ad. X Yangi A S ο ο ο μι. 


169-31266-100 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


COVER ASSEMBLY, Crew entrance door emergency operatimg strut 


ATTACHING PARTS 


AN365-1032 à DT. μα ο ο as A RE ο oue wc, Wee S ae Lee lad GS 
AN960D10 2 WASHER: ar ο Ver MAS eter UR rece δ ο 47. cate oia T tau coy ο ο 
AN3-4A "νιν... S eee Pe ee eee rra 
ο παν 
146-31319 . DOOR ASSEMBLY, Jack fitting station 1605152. s, «t ας he. ree τα . 
KM610-32. Do. LATCH (CLC) . a 
146-31319-13 A HINGE ASSEMBLY, “Jack fitting station 160. 15. $us a ters xe 
146-31334 . . SPRING, Hinge jack fitting station 160.75. .... TED 
EBOTO . NUT, Self locking 7/16-20 EN) (magnetic inspected) ORS 
AN960D716L ° WASHER. σα So 4 di κ ὥς oW ὃς ο) Letter EO hel Xe 
2W10-7 . WASHER, Countersunk (NA) | ç 
NAS147-27 . BOLT, Internal wrenchin steel 4/16- 20 ` (mag netic “inspected ) 2 
12B064 . NUT, Self locking (EN) vagnetie inspected "E ώς δι Ge s 
AN960D616 ` WASHER. . . a a πο ως 
2W10-6 I WASHER, Countersunk (NA) . do uou ον MSN 28 
NAS146-23 . BOLT, Internal wrenching steel '3/8- “oh, (magnetic inspected). . 
175-53110 š HANDRAIL INSTALLATION, Crew entrance. . . s e e + + + © © © + 
175-53111 ^ HANDRAIL, Crew entrance. ee tee φ πῇ. 0087 qM LR. ὑῷν ὦ a^? Ls 
ATTACHING PARTS 

AN365-1032 e ^e INT AA E s δὶ Ye et δρ. νῷ. s EE 
AN960D10 κ. è “WASHER: e ox c ᾳ Soe e at le . GES ted So “ὦ 5 + Z€ 
AN3-1HA 5 BOLT a 202 Eu rum was A auras (Ds we eq va arca a Ya mule 
AN960D10L ae o> WASHER . 4 4 κ e ὁ o o9 (1030€ ο. E I τα RC. wm ra ᾱ- ὃς ὦ 
AN520-10R20 5 SCREW: e 4 109 ο ο 95e 9 X. Lie la Tero es . aris 
AN520-10R8 κ ᾱ ΟΕ  ¿ x x E AAA ae 49. ae -ᾱ diss τὰν ve^ δι a 
AN365-428 gg NUTS AA sis cet rre Bel aie ο. RE G.S G: oe ο 
AN960D416 " WASHER ο. ο «ο ow 5. ὁ -ᾱ--ὁ ὁ ὁ 3 Aw fa πὲ, Fa 42 ο Gay (oi oo. 
5B6-12 i^ BOLT UOS (NA)Z ca e chy ae benign Seto er WT po οι as Wes c οκ "ES 
AN3-12A IEEE ο μμ ο SR εᾳ "m 25. val -ᾱ- Ves 4, -ᾱ- Ce. 9 Ὃς 
175-31805-1 . MECHANISM INSTALLATION, Cockpit enclosure sliding panel LH. 

. (see figure 106 for detail breakdown) 

175-31805-2 . MECHANISM INSTALLATION, Cockpit enclosure sliding panel RH. . 


160-31806-101 


183-31801 


(see figure 106 for detail breakdown) 

ENCLOSURE INSTALLATION, Pilots cockpit enclosure complete . 
(see figure 100 for detail breakdown) 

ENCLOSURE INSTALLATION, Pilots cockpit enclosure complete . 
(see figure 100 for detail breakdown) 
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CODE 
ΑΡ 
cc 
AD 
cc 
AD 
cc 
AD 
AD 
AD 
AD 
AD a 
AD m 
AD 
» BH 
AD 
AD 
AD 
AD 
AD 
AD 
AD 
AD 
AD 
AD 
AD m 
AD m 
AD m 
cc m 
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ROTATED 180° 





ROTATED 90° 


H-175-31-27B 


FIGURE 76 - FUSELAGE STATION 51 TO STATION 158 FRAME ASSEMBLY 
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FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


76 175-311110 FRAME ASSEMBLY, Fuselage station 51 to station 158... . . . Ref AD 
see figure 75 for next assembly) I 
175-311110-201 FRAME ASSEMBLY, Fuselage station 51 to station 158 . . . . . . Ref ce 
(see figure 75 for next assembly) 
-1 175-31176 . DECK INSTALLATION, Fuselage station 9-5/16 to station 51. . Ref 
| (see figure 77 for detail breakdown) 
ç 175-31751 . FRAME ASSEMBLY, Fuselage station 51 . . . . s +. + + + + +. +. 1 
-2 156-31111 . . GUARD ASSEMBLY, Barrier crash. . . P 1 
175-71065 . SUPPORT INSTALLATION, AN/APX6 radio fuselage "station "51 . . Ref 
receiver and transmitter 
-3 175-71065-11 . . SUPPORT ASSEMBLY, AN/APX6 radio fuselage station 51. . . 1 
receiver and transmitter 
w98292-2-.190 AES M OL Μπι EO 1 
99836 z . PIN UC s Glee 6: Mes ve e^ Ὁ; ος Shia der NO edad e erac os τ 1 
99947-P130 . . . RECEPTACLE (uc): » ah atte 1 
-4 175-71066 + . SPRING, AN/APX6 radio fuselage station 51 “receiver and . 1 
transmitter 
169-74138-10 . SUPPORT INSTALLATION, ASBl radar computer . . . +. . . .. Ref 
-5 169-74119-100 . . SUPPORT ASSEMBLY, ASB1 radar computer LH. . v Ww. 1 
-6 146-51060 . SUPPORT ASSEMBLY, RH stabilizer panel installation. SES 1 
AN8008D10 + . INSULATOR. . . e oy 1 
175-31713 . CONSOLE INSTALLATION, Fuselage "station "19- 1⁄2 to “114 RH, , Ref 
(see figure 79 for detail breakdown) 
175-31716 . CONSOLE INSTALLATION, Pilots center . . . S www μις Ref AD 
(see figure 79 for detail breakdown) | 
175-31716-100 . CONSOLE INSTALLATION, Pilots cénter . . oe δις Ru Hotes qw REL cc 
(see figure 79 for detail breakdown) 
1160-31712 . CONSOLE INSTALLATION, LH complete ... So QN we) Ref 
(see figure 79 for detail breakdown) 
169-74126-35 SUPPORT ASSEMBLY, ASBl radar modulator. . . wits 


SUPPORT ASSEMBLY, ASB1 radar modulator inboard track : 
. TRACK, ASB1 radar modulator support. . 

SUPPORT ASSEMBLY, ASB1 radar modulator outboard "track. 
. TRACK, ASB1 radar modulator support... . 


-7 169-74134 

-8 169-74133-5 
-9 169-74135-25 
-10  169-74133-3 


. 


-11 AN210-1A PULLEY-, 4$ ο ο ο aa wr ὁ is Sas Ss eee! κ Φιν 
-12 AN365 -1032 NUT. Serres. σος οὗ coy ο e cU ES VAS de mote cones Ve ie eo wr ë 
6 BOT... wh ers 
-14 146-74062 PLATE, Radar modulator latch spring “retainer . . 
-15 AN960D10 WASHER PET . 
-16 130-53032 SPRING, Pilots Seat “fore and aft adjustment “lock 


PIN, Radar modulator latch... 
CABLE ASSEMBLY, Radar modulator support "release. 
HANDLE, Radar modulator release. . . 


-18 1h6-7h03h : 
‘ SCREW, 100° flat head structural Phillips "recess a 


+19 146-74063 


e ota Sa E ar igs -ὁ 
FIN E EI 


He » ο e e e ὁ 4 ὁ 


PODO H PPPE HRHHHRRBHMDHHHPBEHE 


-20 NAS204-9 110 
steel 8-32 
-21 NAS120Y125 . . KNOB, Control 3/4 spherical. .. Re τιον W yw Ye 
-22 169-74115 sh ste MOUNT ASSEMBLY, ASB1 radar modulator PAP. 
-23 160-31870-10 A PIN ASSEMBLY, Cockp1t enclosure sliding panel upper “tank 
-24 175-310202-1 è BUMPER, Fuselage forward oblique camera station hood. . . . 
hinge LH 
175-310202-2 - . BUMPER, Fuselage forward oblique caméra station hood. . . . 
hinge RH 
-25 AN4-6A sg BOUT a be ο Qp ge ου NT teh cat, SORTS a a 
AN960D416 a WASHER. 4 4.8 ᾱ- Ὁ ος 040€ Ὁ se a es | ese ο Ὁ m. Del ῥο D, Ui se is 1 
-6A . BOLT... I $ ο 
-26 146-31100-300 . FRAME ASSEMBLY, Fuselage "station `79- 1⁄2 to "158 internal š AD 
(see figure 80 for detail breakdown) 
146-31100-500 . FRAME ASSEMBLY, Fuselage station 79- 1/2 to 158 internal . . 1 cc 
(see figure 80 for detail breakdown) : ; 
175-53106 . HAND RAIL INSTALLATION, Fuselage cockpit stairway . . . A 1 AD 
-27 175-53107 + . HAND RAIL η, Fuselage cockpit stairway. . . . . + 1 AD 
-28 AN365-428 : wer car NUR x ae ας δ Ἕν XO RE SR OR ee a A 4 AD 
-29 AN960D4 16 & sw WASHER ¿ 2 2 . x : o δ δ ἂν. τα, 4 AD 
-30 5B6-12 . . BOLT "U" (N n EI DIE TEE $i s 2 AD 
-31 AN365-1032 . . NUT. Wr da EP ο E ici fal oe "Ua ανα. "une 4 AD 
-32 ΑΝΟΘΟΡΙΟ « c. WASHER . i ο + x < + . ο ο ο USU PE . 9 4 AD 
-33 AN3-5A x c BOLT S.  ῳ Ὁ ια Se oe ete 4| elle Qe (l^ s Q at ce a 2 AD 
-34 AN526-1032R9 . SCREW. . . . ak μὸ, Le’, «δ ehh arse 3. Z cea UE O6; Ὃς . τ 2 AD 
175-311109 > PANEL ASSEMBLY, Fuselage station 51 to station 158 RH side. 1 AD 
175-311109-201 . PANEL ASSEMBLY, Fuselage station 51 to station 158 RH side. 1 cc 
146-31108-200 . PANEL ASSEMBLY, Fuselage station 51 to station 158 LH side. 1 AD 
146-31108-400 . PANEL ASSEMBLY, Fuselage station 51 to station 158 LH side. 1 cc 
160-31151-101 + .  LONGERON ASSEMBLY, Fuselage station 51 to station 158. 1 AD 
upper LH 
160-31151-201 . .  LONGERON ASSEMBLY, Fuselage station 51 to station 158. . 1 CC 
upper LH 
160-31151-102 "ES E ASSEMBLY, Fuselage station 51 to station 158. . 1 AD 
upper RH 
160-31151-202 + .  LONGERON ASSEMBLY, Fuselage station 51 to station 158. . 1 σσ 
upper RH 
-35 146-31159-1 . . . FITTING, Station.158 upper longeron forward LH. . 1 cc 
i 146-31159-5 S^. Mahe e FITTING, Station 158 upper longeron forward LH. . . . 1 cc 
146-31159-2 - . . FITTING, Station 158 upper longeron forward RH. . š 1 AD 
146-31159-6 . . . FITTING, Station 158 upper longeron forward RH. . . . 1 cc 
146-31152-1 + .  LONGERON ASSEMBLY, Station 51 to station 158 lower LH. . 1 


A— ————————————————————————————————————M——————————————————— 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

76 146-31152-2 + . LONGERON ASSEMBLY, Station 51 to station 158 lower RH. . 1 
-36 160-31161-3 - + . FITTING, Fuselage station 158 lower longeron forward. 1 

i LH 
160-31161-4 - . . FITTING, Fuselage station 158 upper longeron forward. 1 

RH 

-37 146-31140-19 . PANEL ASSEMBLY, Pilots compartment step . . . a s . , ... 1 AD 
-38 146-31140-12 $04 o SEAL, Pilots compartment step. . . a 1 AD 

-39 :146-51061 . SUPPORT ASSEMBLY, Installation panel vibration damper 3; ie 1 

LH side 
AN8008D10 . . INSULATOR. . . £ ¿3 
160-71028-100 . SUPPORT ASSEMBLY AND “INSTALLATION, ' AS313//ARNÓ loop “antenna. Ref 
-40 160-71028-51 l . SUPPORT SUB ASSEMBLY, AS313/ARN6 loop antenna. . . . . . 1 
-41 AN3-10A . BOLT po inspected). Ea QA ee DE S ce tes sasa 3 
-42 AN3-12A . BOLT magnetic inspected "D de κ «νο ibus VES QW . 1 
-43 146-31472 . RING, Fuselage station 51 tie down. ein fee ere Sie ie ee 5 1 
-44 NAS145-28 A BOLT, Internal wrenching steel. . . . .. E AN 2 
-45 NAS143-5 : WASHER, Countersunk . « « < ο» o... ee ὁ ὁ we ο "pm 2 
-46 AN960D516 ο.” τ΄... s 4 
-47 AN365-524 we NUD 5 bi Sgn ο.” 2 
146-31776-201 . FLOOR ASSEMBLY, Station 51 to 79-1/2 sub. . . . . . . . . . 1 
-48 175-31305 + . COVER, Brake cylinder and control system access, ee jew 1 
175-31307 . . SEAL, "Brake cylinder and control system access cover . . 1 
AN526-1032R9 E Qe ο μμ μμ i M RS eo esa a dA S ns 1088 
AN960D10L co seo WASHER 3^2 27. δι δω UE UE v ON ue Um. See 38 
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Group Assembly Parts List 


FIGURE 77 - FUSELAGE STATION 9-5/16 TO STATION 51 DECK INSTALLATION 


PART 
NUMBER 


175-31176 


175-31176-31 
175-53361 
175-310204-1 


175-310204-2 


AN365-624 
AN960D616 
AN26-24 
4B2186-27 
2W13-6 
AN6-14 
175-310205 
175-310208 
2W1-24-32-64 
2W1-24-32-16 
2W1-24-32-32 
2W1-24-32-91 
AN365-428 
AN960D416 
AN509-416R14 
AN365-524 
AN960D516 
AN5-13 
175-310206-1 


175-310206-2 


175-310242 
AN365-1032 
AN960D10 
AN3-6A 
175-31182 
175-31233 
98292-2-180 
99836 


` # + 9 9 n 


2 


NUT 


3 4 5 6 


NUT .. 
WASHER. . . . 
BOLT. . . 


BUSHING, Spacer (NA) . 
WASHER, Serrated (NA). 


BOLT. . . . . 


YOKE, Puselage oblique camera 
SEAL ASSEMBLY, Fuselage 
NA 


WASHER, Plain 
WASHER, Plain 
WASHER, Plain 
WASHER, Plain 
NUT. οσο 
WASHER. . . « 
SCREW . . . . 
NUT ..... 
WASHER. . i. 
BOLT. . . . 


99 


. * o e o s 


NA 
NA 
NA 


FITTING, Fuselage 
latch striker LH 
FITTING, Fuselage fwd oblique 
latch striker RH 
BRACKET, Upper deck fwd camera hood handling 


WASHER . . . . . 
BOLT: 7 us ze Be mem ο Lem re e Se Q ud ue 
DOOR ASSEMBLY, Fuselage deck radar access. . 
GASKET, Fuselage deck radar access door . 


STUD, Fastener 


(uc) 


NOMENCLATURE 


DECK INSTALLATION, Fuselage station 9-5/16 to station 51. . . . 
(see figure 76 for next assembly 
DECK ASSEMBLY, Fuselage station 9-5/16 to station 51 
SCOOP ASSEMBLY, Heat and vent system nose air . 
STRIKER INSTALLATION, Fuselage 
hood latch LH 
STRIKER INSTALLATION, Fuselage 
hood latch RH 


ry 
. t| 9 + ο 8 


. 
. 


fwd oblique camera statio 


n. 


fwd oblique camera station. 


fwd oblique 


Cc). . . 


PIN, Fastener (UC) . . 


` . . 
. 


station hood 


et * 0 we n n 


T. 


m 


latch striker 
fwd oblique camera station hood 


` * * + ο o n n9 


ca era station hood 


9 9 ὁ ν t ... ὁ 


camera station hood 


cable 


support 


ik 


UNITS 
PER ASSY. 


Ref 


> i= n r= DN ËJ PPS 


H-175-58-4A 


USEABLE ON 
CODE 


= 


NONO Ë = O T> 
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ROTATED 90° @ 


H-175-31-33A 


FIGURE 78 - FUSELAGE STATION 158 TO STATION 254.645 TOP FRAME ASSEMBLY 
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Section 11 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


LL ος L._CËesU — — . J——— — —nTME-ÜÑ—J— ——— MÁ 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
78 175-31502-101 FRAME ASSEMBLY, Fuselage station 158 to 254.645 top . . . . . . Ref AD 
‘(see figure 81 for next assembly) 
183-31181 FRAME ASSEMBLY, Fuselage station 158 to 254.645 top . . . . . + Ref cc 
(see figure 81 for next assembly) - 
-1 175-31528-1 . PLATE, Fuselage escape hatch fuselage station 178.5. . . . + 1 AD 
serrated LH 
175-31528-2 . PLATE, Fuselage escape hatch fuselage station 178.5. . . . . 1 AD 
serrated RH 
-2 175-31529 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage 2 AD 
station 178.5 
ATTACHING PARTS 
-3 AN365-428 Z uM RR E TE Y AD 
-4 AN960D416 . WASHER . . ; ο ο ὁ ο κ 5 099 a ese 8 AD 
-5 ΑΝΗ -7A BOLT ο ο ο ee (δ Gs 4 AD 
COMM un 
-6 4B19B6-016 . . BUSHING, Press fit plain (NA). . . . 1... ee ee 2 AD g 
-7 175-31531-1 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage 1 AD 
station 199.5 LH 
175-31531-2 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage . 1 AD mn 


station 199.5 RH 
'ATTACHING PARTS 


-8 ΑΝΗ ΤΑ . BOLT.. Vos ahaa: MLR A : 2 AD 

-9 AN4-6A y BOLT v ¿E ἐς -- ο τᾷ S lei el GS ç 2 AD 

-10  AN960D416 . WASHER . - «P E — 2 AD 

-11 AN960DH16L . WASHER... . sad ee xod z i ç 2 AD 

ae ee 

-12 4B19B6-016 . . BUSHING, Press fit plain (ΝΑ)... ... +. +. + : 2 AD 

-13 1175-31503 . SEAL, Escape hatch door. . . . . . + + o... +... * `° » 1 AD 
146-31213 ` STEP INSTALLATION, Fuselage station 211-5/16 upper x 1 AD 
183-31213 ` STEP INSTALLATION, Fuselage station 211-5/16 upper . . . . + 1 cc 

-14 146-31214 . . PIN, Fuselage station 211.5 step pivot, . . . +. + . * * + 2 

-15 146-31216 ` . PIN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 

spring guide 

-16 146-31217 . SPRING, Fuselage station 211-5/16 upper step. . . . . + + 1 

-17 AN393-19 . ec. PINa do a Sa C e m los cie A Ce 1 

-18 146-31220 . . PLATE, Fuselage station 211-5/16 upper step . . . . a 1 AD 
183-31220 . . PLATE, Fuselage station 211-5/16 upper step . . . . + +. + 1 cc 

-19 146-31219 ` | PAN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 AD 
183-31221 |: . PAN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 cc 

-20 146-31218-1 "| . SUPPORT, Fuselage station 211-5/16 upper step side LH. 1 
146-31218-2 a SUPPORT, Fuselage station 211-5/16 upper step side RH. 1 

-21 175-31526-1 . FITTING, Fuselage station 199.5 fwd tension tie LH i4 2 € x4 1 AD 
183-31159-1 . FITTING, Aft fuselage station 119-1/2 fuel cell support LH . 1 ος 
175-31526-2 . FITTING, Fuselage station 199.5 fwd tension tie RH . . . . . 1 AD 
183-31159--2 . FITTING, Aft fuselage station 199-1/2 fuel cell support RH . ` 1 cc 

-22 175-31527-1 . FITTING, Fuselage station 199.5 aft tension tie DH s ee aes 1 AD 
183-31174-1 . FITTING, Fuselage station 199-1/2 fwd heel line longeron LH. 1 cc 
175-31527-2 . FITTING, Fuselage station 199.5 aft tension tie RH..... 1 AD 

-23 AN365-1032 . Νο X ee ο ee dm. SU οἱ e Cho ᾱ Φ. wR ARA 4 AD 
AN365-428 c NUZ 20x κ Sw RR OLS A EA ᾱ. Ὁ Ue v, Se, OR 4 cc 

-24 AN960D10 . WASHER . eid! "ema “ἐν ο, Sn ην ψι C: qul nu. je. AUA v^ he e tg 5 8 ΑΡ 
ANQ60D416 . WASHER . ΠΝ eee «ὁ " 8 cc 

-25  AN3-10A Βου Be ergs) x as ο Ἕν ἐς. οφ N 4 AD 
AN4 -12A . BOLT . . . «ο mn xai ο o Der Q ER CIA Me N CC 
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AJ-2P-4-51-1 


FIGURE 79 - CONSOLE COVERS AND FRAME ASSEMBLY 


Revised 15 September 1955 
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FUSELAGE (Cont) 








5 FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
το CONS ERS A FRA A LY 
175-31713 . CONSOLE INSTALLATION, Fuselage station 79.5 to station . ... Ref 
114 RH (see figure 76 for next ; assembly) 
-1 175-31705 š . COVER ASSEMBLY, RH console. E 1 
-2 175-31705-17 ou as DOOR: ΠΠ. CONSOLE? cr 99 a e a ee A o ᾧ ᾱ. δ 9 1 
-3 175-31705-19 . . ., DOOR, RH console. . a food ὣι ἂν Pha σος ο Dei veas 1 
-Å 98292 -1-090 . .. . STUD, Fastener (UC). WU a Sas ᾽ν. LET wM s 4 
99836 . X a4 PIN, Fastener (UC) ç 4. «.. . eS ο ο ο e... mon 4 
99833P080 $ . RECEPTACLE (UC). > . . + . +. + P $ 4 
175-31716 š CONSOLE INSTALLATION, Pilots center. š so Ref AD 
175-31716-100 . CONSOLE INSTALLATION, Pilots center. . . . . Ref cc 
- (see figure 76 for next assembly) 
146-51063 . . SUPPORT ASSEMBLY, Shock absorber instrument panel o 1 
-5 AN8008D16 bow ve! SG DNSULATOR 6 2512s. τὸ; hs «ὁ τὸ--ων WU X e VE oak We pud s 1 
-6 175-31714 ` 1 CONSOLE ASSEMBLY, Pilots center ...........«... 1 AD 
175-31714-100 . . CONSOLE ASSEMBLY, Pilots center .. a φι r 1 cc 
-7 # 175-31717 . . ^. DOOR ASSEMBLY, Pilots center console . A D 1 
-8 "^ 1546-53101 . . . MOUNT, Console ash tray. . . . +. +... s ἢ 1 
-9 2c641 $ ç . RETAINER (GDR) . St p Jes cae ier, wr tee A » 1 
-10 3106109 ` i RECEIVER ASSEMBLY, Ash (GPR ctu dione eons š 1 
: -11 AN365-832 T ow GR NUTS C e ο ο ed Be ο aa n ioe) f : 2 
a -12 AN960D8L 6 "P . WASHER . . . . « o»... . š rp 2 
I -13 AN515-8R16 . `. . SCREW. . ode NM εκ Waar decide e š 2 
-14- 146-71036 ὍΣ |. GUARD ASSEMBLY, Radio wiring hinged. . . ... . . . . . 1 
-15 175-31714-17 . . . COVER, Pilots center MONGOLE oov e ὅτῳ X ARA 1 
ATTACHING PARTS ᾿ 
-16 AN509-8R6 iV o0. 0 SCREWL. ¿Tasu 3-0 es pee ὅν hs š 8 
MES NS 
160-31712 . CONSOLE INSTALLATION, LH complete. : eeu d£ Ref 
(see figure 76 for next assembly) 
-17 146-31744 . . PANEL, Fuselage station ΤΟ to station 79.5 LH console 1 
. ATTACHING PARTS 
-18 AN530-8-6 ον x4 SSCREW s Sinks ο ο ον a a eet hes “ates ἃν £ 8 
» AN960D8L d . WASHER: 0.06 ap fe. cw Te S eh Φον Ἔ Woo a ὁ Ὁ 8 
: Mats 
, 146-31728. + + INTERCOSTAL ASSEMBLY, LH congole instrument panel . .,. 1 
Γρ supporting 
-19 AN8008D16 +. . INSULATOR. . eoe hh 
-20 146-31732 + . MOUNT a MELE; LH console station TO, 5 to station. . . . 1 
: 9.43 
-21 160-31716 . . PLATE ASSEMBLY, LH console fuselage station 89.438. . . . 1 
cover 
: ATTACHING PARTS 
-22 AN530-8-6 wi ox) SCREW z s ee AO E A OR e OER ee eS T 
AN960D8L €. WASHER, $5 owe. 9, as A ue TR. c) Toe dire Catala Cw T 
ος ΕΠΕΚ 
-23 175-51094 . . PANEL ASSEMBLY, LH console fus station 83.5 instrument. . 1 
-24 156-31736-20* . . PLATE, LH console station 89.438 to station 114 cover . . 1 
ATTACHING PARTS 
-25 AN530-8-6 . V AOOHIW. o a a e ο ο TN. 9 dl. a is ia A 16 
ΑΝΟΘΟΡΘΙ, κο ο oa esoe ht os ο ο ο ο ο ο. 
---ᾱ--- > 
' -26 160-31712-10 . . PANEL ASSEMBLY, LH console fuselage station 96. 625 to ¿ a 1 
. X station 125 
Tra -27 310640 a . RECEIVER ASSEMBLY, Ash (GDR). ο ea N r 
2C611 . . RETAINER (GDR). s ο do warns. ο ter de ves Ca 1 
146-53101 . . MOUNT, Console ash tray ZY et I oe AE Ne ο πο NO 1 
AN515-8-17 M £ SCREW ος a 5i 5 πίοι cem RI Te uero Q o W W 2 
=. AN960D8L ve . WASHER; ς 4 434.9 109. 7€ τα. οφ) oo v.d ὁ 2 
4S3P8-18 à SPACER 4 ae 0606 Y ένας er a A Sas 2 
. AN365 -832 η NUT MERECE E Mc iy "V MEER E 2 
-28 146 -31738 . . PLATE, LH console fuselage’ station 114 to station 125 1 
ATTACHING PARTS ` 5 
-29 AN530-8-6 e o. SCREW 12 4. 5 4 04 09 ο ο QUY Ὁ ἡ. s. ae -ὁ 8 
AN960A8L š s MASHER o mJ š lal es Caner Se ὡς ον oe, we et ae, le 8 
MSIE š 
-30 146 -31739-10 . . COVER, LH console fuselage station 125 to station 158 . 1 AD 
183 -31739 . . COVER ASSEMBLY, LH console fuselage station 125 to. . . 1 cc 
station 158 
ATTACHING PARTS y 
-31 AN530-8-6 O o Gos eee bate we Seg, S ο See ἃ. αν ϱ ὦ) αἱ Ὁ 18 
ANS60A8L , - WASHER, . . . + + + + + + + + + + + + oe mom e 18 
oi m aec 
156-54056 .. . . DOOR ASSEMBLY, Electrical spare lamps. . . . - . .: : 1 AD 
183-54056 . . ., DOOR ASSEMBLY, Electrical spare lamps. . . +. +. + +. +. + 1 cc 
-32 156-54056 -3 2c . DOOR, Electrical spare lamps. . . . . . + + + + * o. 1 AD 
183-54056-3 co de . DOOR, Electrical spare lamps. Ἐν ο ο. 1 cc 
-33 156-54056-5 . . . . HOLDER, Electrical spare lamps. ce cen Rat Bet ve ὑλῶν ὅς. 1 AD 
183-54056-5 z . . HOLDER, Electrical spare lamps. Ms Aera idt 1 cc 
-34 156-54056 -9 ° . HINGE, Electrical spare lamps . . . . +. + + + + +. + 2 AD 
183-54056-9 de se . HINGE, Electrical spare lamps . . ο ιν nrw. e 2 cc 
-35 156-54069 A g . SPRING, Electrical spare lamps door . . . NS Qc e 





NOTE: #. Denotes the incorporation of Service Change No. 474 
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H-175-21-26 
FIGURE 80 - FUSELAGE STATION 79.5 TO STATION 158 INTERNAL FRAME ASSEMBLY 
FIGURE & PART kr UNITS USEABLE. ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7: NOMENCLATURE : PER ASSY. CODE 


















80 146-31100-300 FRAME ASSY, Fus sta 79.5 to 158 internal (see fig. 76). 

i 146-31100-500 FRAME ASSY, Fus sta 79.5 to 158 internal (see fig. 76). . . . Ref cc 
175-31226 . FLOOR ASSEMBLY, Fus sta 79.5 to sta 158 pilots cockpit .. 1 AD 
175-31226-300 . FLOOR ASSEMBLY, Fus sta 79.5 to sta 158 pilots cockpit . . . 1 σσ 

-1 146-53054-3 - + FITTING ASSEMBLY, Pilots seat floor attaching . . . . . . 2 
-2 NAS76A5-009 - + . BUSHING, Plain press fit bronze. . . . . . . . . . . . 2 
-3 156-53051 -5 + + PITTING ASSEMBLY, Pilots seat floor attaching . . . . . . 2 > 
-4 NAS76A4 -008 - + +. BUSHING, Plain press fit bronze. . . . . . . . . . . 2 
-5 146-31128 + . FITTING, Pilots seat forward supporting . . . . . . . . 4 
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INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. co 






-55 160-34121 
-56 160-34122 
-57 146-34124 
-58 146-34123 
-59 146-34127 
-60 146-34126 
-61 160-34111-3 
160-34112-3 
-62 AN509-10-28 
-63 AN960-10L 
-6h AN365-1032 - 
-65 NAS2-101 
NAS2-201 
-66 AN365-524 , 
-67 AN960D516 k 
-68 AN5-11A 
-69 AN365-428 2 


FITTING ASSEMBLY, Auxiliary LG trunnion support LH. 


365- . . NUT magnetic inspected ot «Ὁ . t 
-7 ANQ60D416L zw WASHERS 22.255 νον los al na Roh ο ος κι Bl cw Wig we cs. 32 
-8 ANŅ -10A . . BOLT (magnetic inspected) ........ ων κος ας αν αντι 8 
-9 146-53057 + - + FITTING, Pilots seat actuator aft support . . . : MH 1 
š -10 146-31145 + . FITTING, Pilots seat actuator support . . . . . : ae 1 
is -11 AN365-428 - . NUT (magnetic inspected) . . . ............. 4 
-12 AN960D416L bt pe WASHER. ¿ ο ορια, o ia τ 8 
-13 ANH -10A + . BOLT (magnetic inspected) ........... i 4 
~14 146- 53076 + . TRACK ASSEMBLY, Pilots seat . . . . . , . , , . Sone 3 2 
-15 146-53076-3 * See TRACK, Pilots 868t 0 ον ον 1.2). 09 rn S en ὁ Eu wow ub 
-16 AN365-1032 : e NUT. LR a mythe Gn sed EU e ver Oe aac gee ul 
-17 AN960-10 : PET WASHER. ¿ 7394 Q <P cnet a a US ox w. a ToS e is š: 1 
-18 AN3-17A Ὁ 4179442 AAA E νην τν. W 1 
-19 120-31837 - . STOP ASSEMBLY, Canopy operating mechanism truck. . . 1 
-20 AN365-428 + + NUT (magnetic inspected). .........,.,..... 6 
i _7el ANQ60D416L £ « WASHER, o 4. ν 23. 4 6 Ὁ ὃν 2v s Trade, vr SK Cok ce iat te 6 
-22 AN509-416-11 - . SCREW eo inspected). . in de Toa ee atl 
-23 AN509-416-12 + . SCREW (magnetic inspected). . ee wees ee te PS Mer 2 
-24 AN365-1032 - . NUT (magnetic inspected) . . . . . RA .. Y 
_ -235 AN960D10L s c6 WASHER,  , U 45 $09. Ae ei s e Sq ένο ο ας A ως de O 
-26 AN509-10-10 - . SCREW as μεσ ον 6 "Rr ucc Ὁ 
7 -27 AN509-10-11 . . SCREW (magnetic inspected). . . . . . . , + .. .. e 2 
-28 146-31130-1 + + FITTING, Navigators forward seat support LH... A 1 
146-31130-2 + + FITTING, Navigators forward seat support RH....... 1 
146-31299 + . FITTING ASSEMBLY, Navigators seat rear outbd attaching. . 1 
-29 146-31127 + + . FITTING, Navigators aft seat support outboard. . . . . 1 
I 146-31300 . . FITTING ASSEMBLY, Navigators seat rear inboard attaching. 1 
i --30 146-31132 - + . FITTING, Navigators aft seat support inboard ..... 1 
-31 160-58116 + + WELL ASSEMBLY, Hydraulic emergency brake handle ..... 1 AB l 
175-58144 + + WELL ASSEMBLY, Hydraulic emergency brake handle ..... 1 BW 
-32 160-58112 * +. . SPRING, Hydraulic emergency brake stop . . See Ze 1 
146-31779-200 . FRAME ASSEMBLY, Fuselage station 79.5. . . . . es gh lay a 1 
-33 146-74033 . . FITTING, Radar modulator support latch. . . . . . . . . . 1 
AN3-6A s OCLGBOLTue ο νεα) ee d aro lw ur Y TAS VR S eens 3 
AN960D10L ao ee WASHER e X059» S. e Ins δ uo ἂν αν ο olea cpm ον vow “Ὁ 
AN365 -1032 er ἀν NUF Iesse κο a WU Q euo ws M c 3 
175-31220 + PANEL ASSEMBLY, Fuselage wheel well LH ........ . .. 1 AD A 
175-31220-301 . PANEL ASSEMBLY, Fuselage wheel well LH . . . . . . , , . .. 1 cc 
-34 175-31220-129 . . RING, Fuselage wheel well LH. . . . .. , ¿+ , + ..... 1 
. -35 175-31220-131 + . GASKET, Fuselage wheel well ΤΗ. . . .. , , , . + ¿+ , . ον 2 
-36 175-31220-133 ... PLEXIGLASS, Fuselage wheel well LH. . . . , , . + so ... 1 
-37 4s4D4 -9 + + SPACER, Rivet (NA)... .. ο νο ων ee ee ee 12 
-38 160-52213 + + STOP ASSEMBLY, Elevator continued forward sector. .... 1 
-39 1P7 + + . INSERT, Control stop (NA) .. ... ......... 2 
-40 175-31220-119 + . COVER, Fuselage wheel well LH . . . , , ων ¿+ ¿ , ον ν 1. 
-41 AN960D10L E e wr WASHER ace ο ο Ee ο ik ip SG οὶ απο erg 1 
. -42 AN3-4A wow BOLT te wey Kap TY pa a he e ipee ar eign aw Id 
-43 130-53447-5 . + FITTING, Cabin air system pressure test line. bes ar Ge 1 
-44 130-53455-5 + + CAP ASSEMBLY, Cabin pressure system test fitting. .... 1 
-45 130-53448-5 +». + SEAL, Cabin air system test fitting. ......04... 1 
-46 130-53456 + + PLUG ASSEMBLY, Cabin pressure system test fitting. . .. 1 
-47 169-53091 + . MOUNT ASSEMBLY, Entrance ladder stowage lower . . . . . , 1 AD 
-48 AN365-1032 E A E A 5 μὲ. Z: 1 AD 
-49 AN960D10 ey aro Ὁ WASHER 2.1 2-4 uv SUS EO ei ee τρ wea See Ya, en τὰ PEE 1 AD 
-50 169-53004 ` + . STUD, Crew entrance ladder mounting. . . . . . . . . . 1 AD 
-51 169-53090 . MOUNT. ASSEMBLY, Entrance ladder stowage upper P 1 AD 
-52 AN365 -1032 n. Ὁ m cR PX rx 1 AD 
-53 AN960D10 2.59. WASHER 2-2 Q. wa os, oe beet ce ow a a uoa. LA AD 
é 54 169-53004 . . STUD, Crew entrance ladder mounting. ......... 1 AD 
146-34031 TRUNNION FITTINGS INSTALLATION, Auxiliary landing gear . . . Ref 


. FITTING ASSEMBLY, Auxuliary LG trunnion support RH. . 

+ . RACE, Auxiliary LG trunnion support fitting gearing. . 
a BEARING, Auxiliary LG trunnion support fitting . . 
. SHIM, Auxiliary LG trunnion support fitting bearing 
. RING, Auxiliary LG trunnion support fitting. . . . 
. FITTING, Auxiliary LG trunnion support LH. 
. FITTING, Auxiliary LG trunnion support RH 


SCREW; e ois cine ος esr. do U το I. € . 
WASHER o . . . . . . + .. 4 
ο inter a a M 
FITTING, Lubrication RH. . 
. FITTING, Lubrication LH. . 
NUT (magnetic inspected) . 
WASHER. . . ¿ + + < . . . a 
BOLT Hen nea 


eot o9 t9 9] 9 5$ 9 0 W *? 9 J Q * ο ο 9 5 
se ο we 
` sso‘ n 


m 
ROPE RPE O PITO VA A a OO A HDHD HH 


NUT magnetic inspected 


9. . .. ... 9 9 9 £9 ο ο ο 575 Q 
° °` 9 9 9 9 0 s s s 5 9 s 9 * sc. 


. 
"9*9 52 ο +o ο ο 
. 

4. 9 ° w 9 s s 79 c3 09 “x 
5. 5 9 @ s o o ο °. e o 
` 
. 
. 


-70 ANQ60D416 WASHER... ¿ 2 £ ο 9 i : ; I $ we š 
-71 AN4-12A BOLT (magnetic inspected) . . . š A š 
-72 175-31258 FRAME ASSEMBLY, ‘Fuselage station 158 . ; S 


183-31158 
-73 175-31210 


FRAME ASSEMBLY, Fuselage station 158 . . . ... Poe ος yes ἐς 
+. WINDOW ASSY, Fus sta 158 hyd reservoir fluid level insp 


-74 175-31210-7 - . GASKET, Fus sta 158 hyd reservoir fluid level insp . 
-75 NAS220-14 . SCREW, Brazier head Phillips recess alloy steel 8-32. . 
E 146-34032 . DOWNLOCK INSTL, Aux LG (see fig. 372 for detail breakdown) . Re 
: — 
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AN 





H-175-31-32A a 


FIGURE 81 - FUSELAGE STATION 158 TO STATION 224-5/8 FRAME ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 81 175-311185 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/8. . . . . Ref AD 
(see figure 75 for next assembly i 
m 183-31186-101 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/8. . . . . Ref cc 


(see figure 75 for next assembly) 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER . 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
81-1 146-31183-300 PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 ` AD m 
LH side (see. figure 82 for netail breakdown) 
146-31183-400 . PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 cc m 
LH side (see figure 82 for detail breakdown) 
-2 146-31184-300 . PANEL ASSEMBLY, Fuselage station 158 to station 221-5/8. . . 1 AD m 
RH side (see figure 82 for detail breakdown) . 
146-31184-500 PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 cc a. 
RH side (see figure 82 for detail breakdown) 
146-31182-300 . FRAME ASSEMBLY, Station 158 to station 224- 5/8 bottom. . . . 1 AD 
183-31182 . FRAME ASSEMBLY, Station 158 to station 224-5/8 bottom. . . . 1 cc 
183-31218 5 +. - FRAME ASSEMBLY, Left side bottom. . . a . . > o 2 heer She τς 1 cc 
183-31219 e . FRAME ASSEMBLY; Right side bottom . o Dan "reis TES 1 cc 
146-31195-1 + . BEAM ASSEMBLY, Catapult LH. . .:. . . s + < +s s x o eee 1 
146-31195-2 . . BEAM ASSEMBLY, Catapult RH. . . . A EFE EE: 
-3 146-31196-1 . + . FITTING ASSEMBLY, Catapult beam trunnion iu i RM. 1 
146-31196-2 +. . FITTING ASSEMBLY, Catapult beam trunnion RH. 7 , 1 
-4 146-31196-5 = $ . BUSHING, Catapult beam trunnion . . . .. ο š 1 
-5 AN365-428 SE. αν NUT (magnetic inspected) . . . . . ; . . . i Ρ 2 
-6 ANQ60D416 ΚΡ WASHER . . . : 2 
-T NAS206-14 S SCREW, 100? flat head "Phillips recess “alloy "steel. | 1 
; 1/4-28 (magnetic inspected) 
-8 NAS206-12 + + . SCREW, 100? flat head Phillips recess alloy steel. k 1 
1/4-28 (magnetic inspected) 
175-31222 š FRAME ASSEMBLY, Fuselage station 224-5/8 bottom . . . . . 1 
-9 163-31266 . < . PLATE, Fuselage station 267-1/2 door stop. ...... 4 
-10 163-31268 . . . STOP ASSEMBLY, Fuselage station 267-1/2 door ..... 2 
-11 ANQ60D416 A WASHER erre 
-12 AN4-7A ne BOLT... : ο aide das tence u pisc ms cae “Ὁ 
-13 146-311259 - . . SEAL, Bomb bay door "frame. s werd. wo EN AES d 1 
-14 146-31316-3 . . RING ASSEMBLY, Radio operators floor. pc "M 3 AD 
146-31316-3 + . RING ASSEMBLY, Radio operators floor. . s. . e s + . . . 2 cc 
175-31276-11 : . RING ASSEMBLY, Radio operators floor. . . . . s . + . + x 1 cc 
-15 146-31320 + . DOOR Een Oxygen filler ναῖνε.,.......... 1 
-16 KM610-32 ὁ . FASTENER (cic s "S P den sgr “ὁ 1 
146-31157 . . SUPPORT ASSEMBLY, Fuselage' sta 160. -75 nose Jack fitting . 1 
-17 130-31217 +... FITTING, Fuselage nose Jack pad. . . . . . , . . + < ο 1 
-18 146-31182-47 + . DOOR fs bottle access} i iei Alles ve δι, join SQ Ga c 3 
-19 146-31182-87 . . DOOR Oxygen bottle ο μμ μα SU S N de sh j as a 1 
-20 AN509-416R12 . + SCREW.. Sven elie S. SC Rak τος ad g. a MaU as ee, VES 
-21 9C1-3-7 . . CHAIN, No. 1 safety (NA)... ο ο ο IIi .. .. .. ee Ë 
5R10 . . RING, Chain retainer (NA). . ο δὲ Q Ue «Ea m ey A 
-22 175-31094 + . DOOR ASSEMBLY, Pilots relief system tank access Euro χρό ps dé 1 
-23 159-13351 . + . SPRING, Relief system tank access. . . cry (Sp far el. 22 1 
-24 146-58545 . . FITTING ASSEMBLY, Hydraulic reservoir vent sta 220-5/8. . 1 
-25 AN365-524 . . NUT (magnetic inspected) "DII te les a; «Ὦ 
-26 AN960D516 . . WASHER. . . PITE 4 a yeild! ο ο” 4 
-2 AN5-11A . . BOLT (magnetic: inspected) ο ο wa ο dia “ert ui a Tet T 2 
-2 AN365-1032 . + . NUT (magnetic inspected) ... E SA NE cea tet ter Dec ο. 4 
-29 AN960D10 . . WASHER. . « 235 2 ow weis wy om om o, TO 
-30 AN3-4A k BOLT (magnetic “inspectea) z ο et, Meee . Y 
175-31224 : FRAME ASSEMBLY, Fuselage station 224- 5/8 side. ¿y S ee ae e SS 1 
-31 160-31354-7 Š FITTING ASSEMBLY, Forward sta bomb bay door idler strut . 2 
-32 175-310165 . . . BUSHING, Bomb bay door idler link attaching. 2 
-33 146-54062-11 i PANEL ASSEMBLY, Electrical pressure power panel disconnect 1 
-34 AN365B624 . NEL. OM DL M DE ο ο Ah ten Van Ss Sh Se 12 
-35 AN961-616 μα WASHER 2c "ιν ην... reo ial hac iva ula 
-36 AN341-616 $9 ve NUTS ο. A Ja tee Oe le Sa ce Me “18 
-37 241B24-28-125 a WASHER, Plain (NA). i rs š .. 8 
-38 146-54063 . + . STUD, Electrical pressurized power panel αι: M 6 
-39 146-54062-5 . . +. BUS, Electrical pressurized power panel disconnect dd 1 
-40 146-54062-7 » . BUS, Electrical pressurized power panel disconnect y 1 
-41 146 -54062-3 5 PANEL, Electrical pressurized power panel disconnect . 1 
-42 175-54062 : PANEL ASSEMBLY , Elec press. power panel disconnect. CS 1 
-43 AN365B624 " eONUT. 2.2... . . ὃν aide s. (ε.φ. αἳ ἂν cat Sth ——UN: 
-44 AN961-616 ` _ . WASHER ........ Dre a ο lis E . . 16 
-45 AN341-616 . > NUT. EES ody) dap ta Wan a ο thay S D LO 
-46 2W1B24 -28-125 N š WASHER, "Plain (NA). : AN .. 12 
-47 146-54063 . . . STUD, Electrical pressurized power panel A ἃ RN 8 
-48 175-54063 ἃ BUS, Electrical pressurized power panel disconnect οἱ οἷς 2 
-49 175-54062-3 z . PANEL, Electrical pressurized power panel disconnect 1 
175-31502-101 y FRAME ASSEMBLY, Fuselage station 158 to station 254.645 top. 1 AD C 
(see figure 78 for additional breakdown) 
183-31181 FRAME ASSEMBLY, Fuselage station 158 to station 254.645 top. 1 cc m 
(see figure 78 for additional breakdown) 
175-31509-101 . . WEB ASSEMBLY, Fuselage station 158 to station 139712 $e 1 AD 
-50 AN515-8-12 < < x SCREW. . . . .. 24 AD 
-51 175-31509-11 FED: WINDOW, Fuselage station 168 to station "178. 5. un A ee 2 AD 
-52 175-31509-13 2e. a SEAL, Fuselage station 168 to station 178.5. ..... 4 AD 
-53 175-31509-15 7 1 . RETAINER ASSEMBLY, Fuselage sta 168 to sta 178. SM AD 
-54 169-53111-1 . LUG, Entrance ladder fuselage attaching LH . . . . ορ, “ies te 1 
169-53111-2 . LUG, Entrance ladder fuselage attaching RH .....-.... 1 
1775-53006 E HEAD REST INSTALLATION, Third crewmans retractable . . . . . Ref AD = 
(see figure 83 for detail breakdown) 
175-53076 . SEAT INSTALLATION, Fourth crewmans retractable ..... Ref 
(see figure 84 for detail breakdown) 
167: 
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FIGURE 82 - LH AND RH SIDE STATION 158 TO STATION 224-5/8 PANEL ASSEMBLIES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
82 146-31183-300 PANEL ASSEMBLY, Fuselage station 158 to 224-5 LH side. Ref “AD 
(see figure 81 for next assembly 
146-31183-400 PANEL ASSEMBLY, Fuselage station 158 to 224-5/8 LH side. Ref cc 
(see figure 81 for next assembly) 
146-31184-300 PANEL ASSEMBLY, Fuselage station 158 to 224- 5/8 RH side. Ref AD 
; (see figure 81 for next assembly) 
146-31184-500 PANEL ASSEMBLY, Fuselage station 158 is 224-5/8 RH side. . Ref cc 
(see figure 81 for next assembly) 
146-31069-100 . SEAL INSTALLATION, Crew entrance door . . ints "E Ref 
-1 146-31071 š ANGLE, Crew entrance door seal frame splice. a . 1 
146-31078 . . FRAME ASSEMBLY, Crew entrance door seal. . . . . a 1 
-2 146-31096 : . SEAL, Crew- entrance door. . PE 1 
156-31154-101 l LONGERON ASSEMBLY, Station 158 to 224-5/8 lower LH. . . . 1 
156-31154-102 ` LONGERON ASSEMBLY, Station 158 to 224-5/8 lower RH. : 1 
-3 -160-31161-5 . . FITTING, Fuselage station 158 lower longeron LH. St fs 1 
160-31161-6 f FITTING, Fuselage station 158 lower longeron RH. . . . . 1 
-4 146-31340 . FITTING, Fuselage station 172-1/16 lower longeron. . 1 
$ upper attaching (RH side only) 
-5 146-31341 FITTING, Fuselage station 172-1/16 lower JXongeran. 5s 1 
upper attaching (RH side only) 
-6 AN365-428 . NUT (magnetic inspected) . . . . . + . + + + < - 2 
-7 ANQ60D416 : WASHER . . . . Fh ign any Qa ue vate dd 4 
-8 ANÀ-TA ` Ε BOLT (magnetic inspected). e Ap wd’ κο ο m I ds 2 
` -9 146-31287 . . FITTING, Fuselage station 199-1/2 lower longeron . 1 
š attaching upper (RH side only) 
-10 146-31321-3 š FITTING, Fuselage station 199-1/2 lower longeron . . . 1 
: attaching lower (RH side only) 
-11 AN365-428 Eu NUT (magnetic inspected) . ; Dk exe ο μα. 4 
-12 AN960D416 WASHER . . . MD E NE E em 8 
-13 AN4-11A BOLT (magnetic inspected). : 4 
146-31153-1 ' LONGERON ASSEMBLY, Station 158 to 224-5/8 upper LH. . . . 1 
146-31153-2 . LONGERON -ASSEMBLY, Station 158 to 224-5/8 upper RH. . . . 1 
-14 146-31160-1 i FITTING, Station 158 upper longeron LH . . . . . + + +. ° 1 
146-31160-2 . . FITTING, Station 158 upper longeron RH . . . A. v «κ ear "τὸ 1 
146-58063 . EQUIPMENT. INSTALLATION, Hydraulic emergency exit. .... Ref 
(see figure 95 for detail breakdown) 
146-31397 . STEP INSTALLATION, Fuselage station 205 (RH only) . . . . Ref 
146-31206-101 ` STEP INSTALLATION, Fuselage station 211.5 lower (RH only) . Ref 
-15 146-31214 . . PIN, Fuselage Station 211. 5 step pivot . . . . . + + + * 2 
-16 146-31208 he uc SPRING, Fuselage station 211.5 lower Step. . . . , + + + l 
-17 146-31210 . . PLATE, Fuselage station 211.5 lower step . +. . , + + +. + 1 
-18 146-31221 . . PAN ASSEMBLY, Fuselage station 211.5 upper step. . . +. + 1 
146-31221-101 . . PAN ASSEMBLY, Fuselage station 211.5 lower step. . . . . 1 
-19 146-31209-1 . . SUPPORT, Fuselage station 211.5 lower step side LH. . 1 
-20 146-31209-2 Ὁ, 25 SUPPORT, Fuselage station 211.5 lower side RH. . .. 1 
-21 146-31397-5 . . PIN, Fuselage station 205 upper Step ... . . + . + * * * 1 
146-31206-5 . . PIN, Fuselage station 211.5 lower step . . . . . + . * * 1 
-22 146-31397-7 . STOP, Fuselage station 205 upper step. . . . . Ursa uds 2 
146-31206-7 . STOP, Fuselage station 211.5 lower step.. Ves “e SAL ος 2 
-23 AN393-27 A PIN Ua s SG A NEGO 23 ane hie 1 
-24 AN960A10 WASHER . . . «. a is. $ O 2 
146-31191-101 FRAME ASSEMBLY, Fuselage “station "199. "5 "RH. κεν. 1 
-25 183-31115 . . PLATE, Crew entrance door frame assembly fixed MEE" 2 
-26 183-31116 x PLATE, Crew entrance door frame assembly adjustable. és 2 
-27 AN365-1032 ο SNOT AA E E A š Sei, us 8 
-28 AN950D10 sou “WASHER, Z C s Aa Soe prsia wig alee € See (e Ge im maus HO 
-29 AN3-11A Ss BOLT DIL BR? A a i 4 
: -30 AN3-7A BOLT .. ç "E 4 
146-31173-101 n INTERCOSTAL ASSEMBLY, Fuselage "station "158^ to 199.5 RH side 1: 
-31 146-31338 . . FITTING, Fuselage sta 172-1/16 intercostal attaching . . 1 
upper 
-32 11416-31339 .. . FITTING, Fuselage sta 172-1/16 intercostal attaching . 1 
lower 
-33 AN365-524 . . NUT (magnetic inspected) . Loved ds ! E 4 
-34 AN960D5 16 . . WASHER... eim tatio : : tec 4 
-35 AN5-11A . . BOLT (magnetic inspected). od wc 2 Vis Ge Set te Is 4 
-36 AN365-428 . . NUT (magnetic inspected) . . . . . + I s: fad ay ος 2 
-37 ΑΝΟΘΟΡΗ16 . . WASHER... oe « Ὁ ὃς "οἱ Gas w 2 
-38 ANH-11A . BOLT (magnetic inspected). lune τῷ AD εν ui οἳ -ὲ ae Se 2 
-39 169-31148-3 š BRACKET, Crew entrance door latch support LH. . βολτ, Sut “ay ἐᾷ 1 
-ho .169-31148-4 . BRACKET, Crew entrance door latch support RH. . < kee kg 1 
-41 169-31150 . GUIDE, Crew entrance door latch . . . . . . » . ge? a's a 
-42 169-31154 . SPRING, Tension ....... + + * * * * * * * n . W αν US 1 
-43 AN365-428 es NUT LL WD ορ ο, i a, SOS es eii δι. -ᾱ HS s eren ὃν 1 
-44 ANQ60D416L 2 WASHER. dia co Jere: αἱ, dee ue dM ος š e n Aue puppe ed 1 
-45 AN} -5A . BOLT. ... ὃς S ds Ὧι te ea se aoe Bitte ue τῳ» ^g 1 
-46 4B21S4-100 . BUSHING, Spacer ` (NA) . ; at i ME 1 
-47 169-31152 . HOOK ASSEMBLY, Crew entrance “door latch αν νι κῶν vei e 1 
146-31234 . SUPPORT ASSEMBLY, Hydraulic emergency exit “upper. oe Ua Te w 1 
7 146-31249 . SUPPORT ASSEMBLY, Hydraulic emergency exit lower. . . . : 1 
-48 51026 . PLUG, Button (UC) . . μονο dais f 1 
-49 146-311103 TRUNNION, Crew entrance “door hinge zw. 73s waver us 2 
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H-175-53-20 
FIGURE 83 - THIRD CREWMANS RETRACTABLE HEADREST INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 83 175-53006 HEADREST INSTALLATION, Third crewmans retractable. . . . . . . . Ref AD 
(see figure 81 for next assembly) 
B -1 146-53006-59 + HEADREST ASSEMBLY, Pilot and navigator seat ...... iS 1 AD 
(third crewmans retractable) 
ATTACHING PARTS : 
-2 AN365-1032 so NUT e oo bop a Ma. Mee rien k. u w." eae ο ο ο ο a ta Ὅ 1 AD 
-3 AN960D10 . WASHER. . . NEL ONE EFE DESEAS 1 AD 
-h 175-53046 . SPRING, Third crewmans “retractable headrest actuating .... 1 AD 
-5 NAS43DD3-76 " SPACER, Screw and bolt. . . .........., ate rem sat, Sate Sa 1 AD 
-6 AN960D10L . WASHER. Lap Dc Lc 1 AD 
-7 AN3-15A e BOLTS 4e dev tee ves wu E a Uia, Us bat. sehen T Dy RA! w ἀν Des 3 ZQ το 1 - AD 
"E NES ; : 
-8 146-53017 E PAD, Headrest assembly . . . . dca τῳ, as p us f. Sok 1 AD 
146-53006-59 : SUB’ ASSEMBLY, Third crewmans headrest. ruis eoe ney er Sona ae? UL AD 
-9 4318B5 -64 B . BUSHING, Shoulder (NA). pU RE uenis να. Ὁ AD 
-10 146-53020 : n RETAINER, Headrest pad. . . . m 1 AD 
-11 175-53048 1 LATCH ASSEMBLY, Third crewmans retractable headrest ---- 1 ΑΡ 
-12 4B18B5-90 . . BUSHING, Shoulder (NA); los om lg NOIRE ES * UE AD 
-13 AN365-1032 7 NUT Lx. as YA Sa te κος “Ob del a &ctec nw eat ον en T. 6. -ᾱ RES 1 AD 
-14 — AN960D10 . WASHER. . . . 2. 1 AD 
-15 175-53045 . SPRING, Third erewmans “retractable “headrest latch retaining . 1 - AD 
-16 NASA3DD3-32 . SPACER, Screw and bolt. . . . . . . B ο oat Rc ον i . . 1 ΑΡ 
-17 AN960D10L . WASHER. Sh ce verso νι Cie κο ev κὸ ὃν τῳ os νεα ες í A E 5 1 AD. 
-18 AN3-10A ο. BOLTA ogai one okt) de ue SB leaks eel Ee, m t > Πα» ros Ὥς AI 1 AD 
-19 AN526-1032R16 = ΜΕΝ... eo ο το m ap ee Read aree Si se Is . Η 1 AD 
š . . a 1 AD 


-20  NASH3DD6-21 ` SPACER; Rivet |...) l| ap Ka Rd ns 
MEME -—-————É— — s NEUE 
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FIGURE 84 - FOURTH CREWMANS SEAT INSTALLATION 
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UNITS 


FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE, PER ASSY. CODE 
84 175-53076 SEAT INSTALLATION, Fourth crewmans. . . ο e. ο s «REL 
(see figure 81 for next assembly) 
-1 169-31231-101 TUBE ASSEMBLY, Fuselage sta 198-5/16 radio guard panel . . . 1 
-2 169-31231-5 . TUBE, Fuselage sta 198-5/16 radio guard panel . : . . . . 1 
-3 169-31231-7 . CUP, Fuselage station 198-5/16 radio guard panel. . . . . 1 
-4 AN365-428 α ΝΟΣ. ο lat oe: Ean fot Bate) sou eka ο a dee ee ee Sia z 1 
-5 AN960D416 . |. “WASHER + κα x9 ο AA . E oe ee tas “er ο να 2 
-6 AN4-25A 2 qe ο ο o $4 ο wel shuka et $e n a τὰ "E eps 1 
-7 NAS43DD4-138 . . SPACER, Screw and bolt (NA). . . . : ο ὦ dima). sen, ees 1 
-8 AN365-428 Ντι ορ wow. $e Ies Ὁ δ me m Ye Yw . . . 2 ur er ke ἐφ 1 
-9 AN960D416 » WASHER 4 ; ο 2 9 x» w ὁ ὁ 5$ "x s š etes «^w wes 2 
-10 AN4 -25A e e BOLT: a X X ewe RR RUE) AL . ὃν 208; me 13 τῷ 3 
-11 NAS43DD4 -128 . SPACER, Screw and bolt (NA) ....... ED EE TES 1 
-12 175-53089-5 . DOOR ASSEMBLY, Fourth crewmans seat. . . . . .. "m 1 
-13 175-53091 " SPRING, Fourth crewmans harness door hínge. . s 2 
175-53089-7 . PANEL ASSEMBLY, Fourth crewmans seat . sie ae "I 1 
-14 175-53089-21 . . DOOR ASSEMBLY, Fourth crewmans seat Tei de 1 
-15 H5000-064~-125 BATCH" (HWh)*" οὐ re E VES rs nes et ah a 1 
-16 156-25009 . . . SPRING, Horizontal to vertical stabilizer fillet ja. 2 
I attaching access door (fourth crewmans seat 
-17 17175-53079 . DOOR ASSEMBLY, Fourth crewmans seat ART-13 trans access. . . 1 
-18 175-53103 . HANDLE ASSEMBLY, Fourth crewmans seat egress . . . . . . .. 1 
- -19 175-53084 . DOOR ASSEMBLY, Fourth crewmans seat belt stowage . . . . .. 1 
-20 175-53090 . . SPRING, Fourth crewmans seat belt door hinge. . . . . . + ᾱ . 
-21 175-53092-1 . LUG, Fourth crewmans seat lap belt attaching LH. . . . . . . 1 
175-53092-2 . LUG, Fourth crewmans seat lap belt attaching RH. . . . . + + 1 
-22 AN365-428 PA ARA A ο ο μμ ο ο ο ο ο Qh Tan Se 9 
-23 ANO60D!116 y WASHER 5 wk deoa) € Oeo aS n Ue Ay AUC AER AE A 2 
-24 AN4 -6A . BOLT (magnetic inspected) . . . . . . .. , + + + + +< + + + 2 
-25 175-53093-1 . LUG, Fourth crewmans seat lap belt attaching LH. ...... 1 
. 175-53093-2 . LUG, Fourth crewmans seat lap belt attaching ΠΗ... . ... 1 
-26 AN365-428 UE OX E 2 
-27 AN960D416 s SWASHER s. 02 5 235 a ρω», αν-ᾱ- de. Core, veh id “ala ae cD eS 2 
-28 ΑΝΗ-6Α . BOLT (magnetic inspected) . . . . . , , + + + + + + 2 + + + 2 
-29 AN515-8R10 a ODOREM Du. cm olm oom We de Uo XS UE €. Xo Wc de AC ee ALL 52 
i lULlUUUELIKaaiILILILPIIIIU!CUIiCTIm i aa aaa Éís+p— sG+—— 
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i 42 i 60 H-175-31-18A 


FIGURE 85 - FUSELAGE STATION 224-5/8 BULKHEAD DOOR INSTALLATION 
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PART 
NUMBER 


AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 NOMENCLATURE 


UNITS 
PER ASSY. 
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Group Assembly Parts List 


USEABLE ON 
CODE 


146-31225-201 DOOR oec Pipes Er station 227 578 bulkhead. Ret 


(see figure 73 for next assembly) 
DOOR ASSEMBLY, Fuselage station 224-5/8 bulkhead 


146-31225-51 š Gt χες 1 
ATTACHING PARTS 
146-31038 . PIN ASSEMBLY, Fuselage station 224-5/8 door hinge. 7 2 
146-31036 . SPRING, Fuselage station 224-5/8 door hinge š 2 
pin retaining 
146-31039 . RING, Fuselage station 224- 5/8 door hinge pin. E argi , 1 
9C1-2-5 ` CHAIN, Safety (ΝΑ)... . . . . κ τος A me 1 
9C1-2-22 . CHAIN, Safety ἰΝΑλ................ DX apse 1 
FA 
163-32773 - . SUPPORT, Nacetle forward horizontal firewall aft. 1 
support rod 
175-31283 . . WINDOW ASSEMBLY, Fuselage station 224-5/8 bulkhead door . 1 
AN364-1032 MN: NUT ο ad pp kee io ue ο Ser ο ο ο ο” 3 
AN960D10 us WASHER . . .- 11 
175-31284 v s HINGE ASSEMBLY, "Füselage Station 224- 5/8 bulkhead. 1 
door window 
175-31283-13 “A SHIM, Fuselage station 224-5/8 bulkhead door ..... 1 
AN509-10R9 « dy SCREW. E AD LIT DO O Ve ss 8 
AN365-1032 C NUT. . 8 
175-31285 . . . HANDLE, “Fuselage station 224- 5/8 bulkhead door window. 1 
AN509-10R13 ç " SCREW. . . . sns $ 2 
175-31283-11 IN BRACKET, Fuselage station 224-5/8 bulkhead door. . . . 1 
AN509-10R11 i. Pcs SCREW. . . . . . . Wir es wl τῷ. Ro mr WI UR UR » s 2 
AN509-10R10 . + . SCREW. . « I^ 4 
175-31283-9 + + + RETAINER, Fuselage station 224- 5/8 bulkhead door ieee, πὸ 1 
175-31283-3 . . . GLASS, Fuselage station 224-5/8 bulkhead door. . ae 1 
175-31283-7 . . . SEAL, Fuselage station 224-5/8 bulkhead door ....:. 1 
175-31283-5 ν. ὃς DOUBLER, Fuselage station. 224-5/8 bulkhead door. s 1 
AN365-832 e» s NUT deus Ger Car SR = te Hr E" 2 E ΠΤ 3 
AN960D8 . + WASHER. . .. D ve! e tet tw ce Ena 3 
175-31287 + . SHIM, Fuselage “station 224- 1578 bulkhead door. . . . us 1 
AN509-8R15 κ... SCREW EC "εν ae ved Mau (ST Ya od s Ce E 3 
w98292-7-680 1o. STUD, Fastener (UC). s yau Si, fat E eee e et Mee SS D. 1 
99836 . . PIN, Fastener (UC). s? ed fan tet AIRS. ο Pary Sy kar S TU s 1 
99833-8-130 . . RECEPTACLE, Fastener (UC). | . . . . . . . š ο. 1 
295107 . . COVER, Fastener (UC). E δώ Be 1 
175-31286 . . SEAL, "Fuselage station 224- 5/8. bulkhead door window.. . . 1 
146-31315 ` SEAL, Fuselage station 224-5/8 bulkhead door window . . . 1 
AN8022-1 e: COLOR CHART... "m 1 
146-31314 . . LATCH ASSEMBLY, Fuselage “station "eon 5/8" bulkhead door. | 1 
146-31314-5 & co. BIN, Bulkhead door latch Meena κ. es Ὁ wa! SOS Cer Sey Get ο δν ον 1 
ANQ60D4.16 "Ri WASHER a ee, WU antes te" τὸν Sal εν es elei» ως σα 1 
146-31314-9 - . . PIN, Bulkhead “door latch . . RAS 1 
146-31346 "I SHAFT, Fuselage station 224- 5/8' bulkhead mechanism vos 1 
146-31314-7 IM: HANDLE, Bulkhead door latch. . . . . - + + + +s + + + + 1 
AN393-9 =: et vay PING C. ky S re iu Ve hs ea eta a lat a? τὰ; ares E 1 
AN365-1032 νο. a cw μι S Ya ο “Goh ο ERE E V e 3 
AN960D10 πώς “sa. WASHER Vou. od ata ete VE e —H 8; Ὁ 5 
AN42-30A it E BOT... š ler E 1 
146-31217 : . SPRING, Fuselage station 211- -5 46' upper "step Ur n πο 1 
146-31345 < . LATCH, "Fuselage station 224-5/8 bulkhead door. . . . . 1 
mechanism . 
AN960-516 š WASHER. 8S ectetur opto Bia κ) «EP ο ως 9^ Sol Sei Ss Q Ow 4 
AN960D516 σπα WASHER . . Lt jer i qu redi E^ ARN ae ον ἡν -ᾱ n 2 
4s4-6-11 $c SPACER, Rivet (NA). e dogs ote da di 2 
NAS221-13 6 SCREW, Brazier head Phillips recess "bronze and alloy . 2 
Steel 10-32 ` 
146-31314-3 - . . BRACKET, Fuselage station 224- in bulkhead door. £ ta 1 
AN365-1032 . . NUT Αμ qut ^ icon Ze . S. ç 30 rd. pida ὦ 4 
ANQ60D10 ce WASHER. $c. yh ο ο Vas fa) ZR αλα... z ο ο” 8 
AN520-10R10 . . SCREW... > wi foe ο ο ο ο ο ο απ 4 
146-31225-19 . . SEAL, Bulkhead door latéh o 1 cen at LEA" OR xg 1 
146-31225-29 " HANDLE, Bulkhead door latch... . ο ος n 1 
146-31225-45 . PIN, Bulkhead door latch. . . . . να... 1 
AN365-1032 . NUT. rcp ο κ κ ο ο Ωω τα . ο e "o 30 
AN960D10L ο RS she αφ, hie A a . ο 60 
AN526-1032R11 . SCREW. . . rU iar te E MES 30 
175-310282 . DOUBLER, fuselage “station 2241 5/8. bulkhead door window . | ? 1 
175-310281 . GLASS, Fuselage station 224-5/8 bulkhead door window . . . . 1 
175-310283 . SEAL, Fuselage station 224-5 bulkhead door window. . . . . 1 
175-310284 Ὁ DOUBLER, Fuselage station 224-5/8 bulkhead door window . š 1 


cutout 
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Group Assembly Parts List AN 01-6OAABA-l 


FUSELAGE (Cont) 





H-175-31-20A 








FIGURE 86 - FUSELAGE STATION 489 BULKHEAD DOOR INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
86 146-31089 Š DOOR INSTALLATION, Fuselage station 489 bulkhead. . . . . . . . Ref 
: (see figure 73 for next assembly) 
146-31089-31 . DOOR ASSEMBLY, Fuselage station 489 bulkhead . . . . . . . e 1 
ATTACHING PARTS 
-1 146-31089-25 . HINGE.PIN, Fuselage station 489 bulkhead door. . . . . . . + 2 
=s A 

-2 146-31089-21 + . HALF HINGE, Fuselage station 489 bulkhead door. . . . . . 1 
-3 146-31089-23 - . HALF HINGE, Fuselage station 489 bulkhead door. . . . . . 1 
-4 146-31089-27 . . HALF HINGE, Fuselage station 489 bulkhead door. ..... 1 
-5 146-31498 + . BLOCK, Fuselage station 489 door handle bearing . . . . . 2 
-6 AN365-1032 xo æ IU JA cee eta air Ὁ II 4 
-7 AN960D10L mt de WASHERS. 4 2.2 ο nicus SR) SP ο) Wayka, “δι, net Rove are δ) αὐ) Sete 4 
-8 NAS221-12 + . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 4 
-9 146-31469-1 . . FITTING ASSEMBLY, Fuselage station 489 door handle LH. . 1 
-10 146-31469-2 . . FITTING ASSEMBLY,: Fuselage station 489 door handle RH. . 1 
-11 146-31485-1 . . SPRING, Fuselage station 489 door handle LH. . . . . . . 1 
-12 146-31485-2 + . SPRING, Fuselage station 489 door handle RH . . . . ο , . 1 
-13 146-31496 + . HANDLE ASSEMBLY, Fuselage station 489 door. . . . . . . . 1 
-14 146-31497-11 + . CABLE ASSEMBLY, Fuselage station 489 door latch . . . . . 2 
-15 AN365-832 Shee ο QU. e imo e en Ter INS Cac ο ο e TRU ο. PA 
-16 AN960D8 s o« WASHERS C e irreal a muse ἂν aa a aii a. 68 
-17 AN509-8-14 $6 Uo SCREW: 2051 16 he e ο telle ve REY on CE Totem ο e ο ο ο 4 
-18 146-31484 + . SPRING, Fuselage station 489 door latch . . . . . . . , . 3 
-19 AN515-8ni2 €x, SCREW d set noy 9 ow cx ern eT C ο Ri Zen er yes ITE eric cede Tar VR] A 32 
-20 130-31412-3 + + RING, Fuselage frame reinforcement. . . . . e . . + + + . 2 
-21 146-31089-71 - . GASKET, Fuselage station 489 bulkhead door. . . . . . .. 2 
-22 146-31089-69 + . GLASS, Fuselage station 489 bulkhead door . . . . . . . + 2 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 





PART 


1 2 3 4 5 6 7 NOMENCLATURE 


UNITS 


PER ASSY. 


H-175-31-16 


FIGURE 87 - LH AND RH FUSELAGE FORWARD OBLIQUE CAMERA STATION HOOD AFT HANDLE HOUSING ASSEMBLY 


USEABLE ON 
CODE 


HOUSING ASSEMBLY, Fuselage forward oblique camera station 


175-310215-1 
175-310215-2 


ANY-16A 
AN365-1032 
2W1-16-16-63 
4B19S3-029 
AN3-15A 
175-310215-7 


151-31844-5 


151-31845 
151-31830 


151-31831 


aft handle LH (see figure 89 for next assembly) 
HOUSING ASSEMBLY, Fuselage forward oblique camera station 

aft handle RH (see figure 89 for next assembly) 
NUT. Vox ce oum ...α εἷς Ree 
WASHER, Serrated (NA). . . 
SPACER, Screw and bolt . 
BOLT. Ίντα ier ον 


NUT. zou 40. ale, Yw a 
WASHER, Plain (NA). . 
. BUSHING, Press fit plain 
BOLT ¿ i x te ο ra οι a ee e 
. SUPPORT, Fuselage forward oblique camera 
aft handle 
LATCH ASSEMBLY, Fuselage forward oblique camera . 
station hood aft handle 


(aj j : 


a n hood. 


t tio 


8 


. HANDLE, Fuselage forward oblique camera station hood aft .. 


. SPRING, Fuselage forward oblique camera station hood 
aft handle 

. SPRING, Fuselage forward oblique camera station hood . 
aft handle 


hood. Ref 


hood. Ref 


` 9 ° ο ο n 
= Pee Pp MM Tr 


[M 


m 
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FUSELAGE (Cont) 





H-17$.31-12 


FIGURE 88 - FUSELAGE FORWARD OBLIQUE CAMERA STATION HOOD INSTALLATION 
176 o 


° 


FIGURE & 
INDEX NUMBER 


88 


-1 





-2 


PART 
NUMBER 


175-310108 
175-310138 
175-310138-201 
175-310200-1 
175-310200-2 
175-310109-1 
175-310109-2 


1 





ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


HOOD INSTALLATION, Fuselage forward oblique camera station. 


(see figure 66 for next assembly) 
HOOD ASSEMBLY, Fuselage forward oblique camera . . . . 
(see figure 89 for detail breakdown) 
HOOD ASSEMBLY, Fuselage forward oblique camera ..... 
. (see figure 89 for detail breakdown) 
LATCH INSTALLATION, Fuselage forward oblique camera. . 
station hood LH 
LATCH INSTALLATION, Fuselage forward oblique camera. 
station hood RH 
. COVER ASSEMBLY, Fuselage forward oblique camera . . . 
station hood latch LH 
. COVER ASSEMBLY, Fuselage forward oblique camera . . . 
station hood latch RH 


ATTACHING PARTS 


NAS221-9 
NAS221-10 
2W1-14-14- 020 | 


175-310209-1 
175-310209-2 


AN364-624 
AN6-16A 
2W1-28-24-025 
2W1-36-24-025 
4B21B6-102 
ANAH16A 
2W1-20-20-025 
2W1-28-20-025 
4B21S4-102 
175-310209-5 
175-310209-6 
175-310209-3 
175-310209-4 
AN394- 
2W1-16-16-032 
175-310210 
175-310211 


4B19B4 -008 
175-310212-1 


175-310212-2 


99836 
98265-12-1250 
AN393-19 
175-310224-1 
175-310224-2 


oe . eee 


*. = 9 9 s + 9 ο ο ο 


. SCREW, Brazier head Phillips recess alloy steel 10-32.. 
. SCREW, Brazier head Phillips recess alloy steel 10-32 
` WASHER, Plain (NA) a ... e essi b Wee x ον . E Rs 
. LATCH ASSEMBLY, Fuselage forward oblique camera station . 
hood LH 
LATCH ASSEMBLY, Fuselage forward oblique camera station 
hood RH 
% ο ᾱ, ον ὦ ise ο 28 ος š 
sow BOLT. ovv cwm. Sou erum AP ac ο a Tas ο š 
. WASHER, Plain rx s $ xen qus E wore Copie ο E 
WASHER, Plain (NA of ἐν“ : E 3x ws š š: 
ee BUSHING, Spacer (NA). pin er en ewe BP yes ee ἃν. Ry, saad 
. . BOLT... š να.” ος, ws, ei Ter ο 
` . WASHER, Plain (wa). Dos. ç L^ 2. Yapu ο ie 
. . WASHER, Plain (NA s TIA S E ue 
» BUSHING, Spacer (NA). S AN. EAL ad ο ο 
HAT, Fuselage forward oblique camera station hood LH 
. . HAT, Fuselage forward oblique camera station hood RH 
. . HAT, Fuselage forward oblique camera station hood LH 
. . HAT, Fuselage forward oblique camera station hood RH 
. . PIN. we qe lE Uw S Ge ες. φὶ w Q ; 
` | WASHER, Plain (NA). . . . 
. . HOOK, Fuselage fwd oblique camera “station “hood lateh 


LINK ASSEMBLY, Puse lage fwd oblique camera station 
hood latch 
BUSHING, Press fit plain (NA). 
hood latch LH 


hood latch RH 


5. PIN (0C)* 7 3 Po ας τω Ay tay ο μέν ss 
. STUD (ue). ο ο aree eM we ο αυ. 
. PIN 


upper register LH 
upper register RH 


PLATE, Fuselage “sta “4g- 5/8 camera hood 
PLATE, Fuselage sta 49-5/8 camera hood 


ATTACHING PARTS 


AN365-1032 es NUT ο ο ate eas Sl, ο) tad Ves 192 o Γεν qa u ee Son Sah ο 
AN509 -10R17 SCREW s. a6 κ e cO τα. ᾱ ESOS Ce ue κος Ros AA AAA ἃ 
AN960D10 e WASHER. 4204-3) 05 we o Me St νο Sey im tad, oce! νᾱ-ῳ-. ape 
--2-*.--- 
175-310225 . CLIP, Fuselage station 49-5/8 camera hood lower register 
ATTACHING PARTS 
AN365-524 v NUTS. «ο Q ο τν. Goh Quo YR ELS nate má m s: τος pelea e 
AN5-10A . BOLT... + 9 ° ο ο ο o e e e e ο e ο ο ο 
2W13-5 ` WASHER, Serrated (NA) . ; . ; . νο. EE 
AN960D516 z WASHER. . 26 € 5 9 9€ "T δν A sW . 
AN365-428 ο ο ο ΕΕ ο ο ο ο ο RD sta 
ΑΝΟΘΟΡΗ16 . WASHER . . . + EE ο IER" 
175-310246 . PIN, Fuselage forward “oblique camera sta hood longeron 
register 
2w13-4 . WASHER, Serrated (NA)... . . .... + + + + + + etree 


HANDLE ASSEMBLY, Fuselage fwd oblique camera station 
HANDLE ASSEMBLY, Fuselage fwd oblique camera station 


Section {| 


Group Assembly Parts List 


UNITS 
PER ASSY. 


. Ref 


USEABLE ON 
CODE 


1 BD 
1 H 


ipi ους ËJ ire ro E pa 


e.s 9 + 9 9 q o 0 + 9 5$ ο 


ee ee 


D FEF EFFES? S OOO 122 P HN 
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Section 1l 


Group Assembly Parts List AN O1-GOAABA-4 - 


FUSELAGE (Cont) 


37 





4 H-175-31 -14B 


FIGURE 89 - FUSELAGE FORWARD OBLIQUE CAMERA HOOD ASSEMBLY 


—————————————————— —————————————É 
FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
89 175-310138 HOOD ASSEMBLY, Fuselage forward oblique camera. . . . . . + + . Ref 
(see figure 88 for next assembly 
-1 175-310203 . SEAL, Fuselage forward oblique camera station hood s . . . . 1 
175-53305. . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Porward camera. Ref 1 
compartment window (see figure 219 for detail breakdown) ; 
1 


-2 153-31050-11 . MECHANISM ASSEMBLY, Fuselage nose oblique camera door. . . . 
è (see figure 91 for detail breakdown) | 








AN 01-60AABA-4 
FUSELAGE (Cont) 


Section l! 
Group Assembly Parts List 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
89 ATTACHING PARTS E 


-3 AN3-5A BOLT es ie SS is et ints Vei ues Oe es aL Metu aig. ο Pt ee Z 11 
ANQ60D10L WASHER (o0 X ne cgi ee Sng An . 7 
153-31623 . WASHER, Fuselage forward oblique camera well serrated. . , 11 

-4 AN3-4A 4 BOLT ot il ree eh oe, ar s gr eee Colas bof lene $ eRe dio. w. w 3 
AN960D10 & WASHER es cota Bow ev αρ wa ον cy e Ὁ Ç e. w^ SE. ae ee er cg 3 

En E 

-5 153-31091-11 + SEAL INSTALLATION, Fuselage forward oblique camera door. . . 1 
153-31090-7 + . SEAL, Fuselage forward oblique camera door. . . . . a.. 1 

-6 175-310233 . WINCH ASSEMBLY, Fuselage forward camera hood . . . . | £ S U 1 

(see figure 90 for detail breakdown) $ 
ATTACHING PARTS 

-7 AN4 -6A ot AA i Uu ᾱ- ee W Seats oS πο... 4 
AN365-428 5. NUT air S e ek woo igs Seo aa Se n pU RR aed do ke sg 4 
AN960D4.16 WASHER 4. $0.03 0$ la a Sos ο quw er eh Rob te e o a ae a 4 

ος μετα 

-8 175-310240-9 . DOOR ASSEMBLY, Fuselage forward camera hood winch crank. . . 1 
9C1-1-7 - + CHAIN, Bead Type I (NA). . . . . .... .. ων ο .. 1 

-9 175-310247 - CRANK ASSEMBLY, Fuselage station 44-9/32 camera hood winch . 1 
AN365-428 v. NUDE CU S Sy vox feo Mey cen hh Sh Sra eris Ud whined Boe ok oe deu La 1 
AN960D416 a te WASHER: oiar ta M usce noo TE E N Yu eis, Ὁ bist yd να 2 
175-310247-5 + « ROD, Fuselage station 44-9/32 camera hood winch . . . . , 1 

-10 175-310215-1 . HOUSING ASSEMBLY, Fuselage forward oblique camera station. . 1 

hood aft handle LH (see fig. 87 for detail breakdown) 
175-310215-2 . HOUSING ASSEMBLY, Fuselage forward oblique camera sta 44-9/32 1 
camera hood winch (see fig. 87 for detail breakdown) 

-11 175-310146 . SUPPORT ASSEMBLY, Fuselage fwd camera hood actuating cyl . . 1 

ATTACHING PARTS 

-12 AN365-1032 z. NUT y se bes Seine: st SP eB. O a a Ben 4 

-13 AN960D10 + WASHER, Plain. . . . . . . . . . . νον EE EN 4 

-14 AN509-10R13 -. OCREWS. voce are ie ορ ces BL GS ον . ES ace 2 

-15 AN3-6A e, BOLT > Sow. es dod š Vs d OM Eo ων ὁ 2 

m MM 
-16 175-310145-5 . STRAP, Fuselage forward camera hood actuating cyl LH. . 1 
-17 175-310145-6 . . STRAP, Fuselage forward camera hood actuating cyl RH. . . 1 
ATTACHING PARTS 

-18 AN365-1032 s d NUT. uo Ese Soar ead od RUE Genef S Qp a gii 2 

-19 AN3-15A ν ΝΙΝ ν᾿ Erbe tabe VONT A A 2 

-20 AN960D10 s d o OWASHER. volo ece an e ew oaa. OW ος eis Sus φον ο 4 

-21 4B1983-100 + + BUSHING, Press fit plain (NA). ........0..... 2 

-22 AN210-2B E TCU 1 

ATTACHING PARTS LU 
AN365-1032 "ΟΚ. wo woe A SAU ο μμ 1 
AN960D10 . WASHER a) je ο ο ο ey Ve ο ki Su Sh eo ce awed ib VEL Ge" Tai e 1 
AN3-7A BOLT ais cade Bak vedo a do he uice ον QURE" ο... 1 
---π--- eam 
-23 AN210-2B of PULLEY I ο ο”... . E er se JQ 1 
ATTACHING PARTS 5 
AN3-7A a BOLT ie do a eS A a 22 αἳ E 1 
AN960D10 s “WASHERS Q .- ΙΙΙ... IUE rog mos Ea los 1 
AN365-1032 NUT. Va. iru Ὁ τὰ N a wie Te μμ de ater W OS PE dE EE 1 
odd ror 

-24 175-310146-1 - BEAM ASSEMBLY, Fuselage fwd' oblique camera mount support LH. 1 

-25 175-310156-2 . BEAM ASSEMBLY, Fuselage fwd oblique camera mount support RH. 1 

-26 175-310147 + + HINGE ASSEMBLY, Fuselage fwd oblique camera sta hood. . . 2 

-27 AN365-528 sro NUT ο ea ba? deo el a lot eae a ee ee e... 2 

-28 AN960D518 - + WASHER. ,. . ο . S+ s s e s sa s s e v a νον λε 4 

-29 AN5-17A 5 oy OBOLD Se. 4 2; ου Ye Sas s κ ye. «4 ὦ, S ee ὁ --ᾱ 2 

-30 AN365-1032 e NUT I A ο ο Haley Ἦν a a $ s 12 

-31 AN3-11A s". BOL utra b bh hy S . e ὁ b Ae ee G e e ο ο ο 10 

-32 AN3-12A ο cg uat Quan ae fn eee av moz "rr 2 

-33 AN960D10 $c ss, CWASMER S 20.0208 o9 w w τρ | ee le ras D Ὁ κ Fo» . ο 24 

-34 175-310192 + . CABLE ASSEMBLY, Fuselage forward oblique camera . . E 1 

Station hood hinge release 

-35 175-310193 + + ROD, Fuselage forward oblique camera station hood hook. . 1 

-36 175-310191 + . HOOK, Fuselage fwd oblique camera sta hood hinge lock . . 1 

-37 175-310149 . + SPRING, Tension. . . .. .. . .. .... a RECEN 1 

-38 AN253-1-050 s a) SEHEN: v.s as te se we Se Se CY: ies eve ey a te im a ών. ης 1 

-39 AN393-7 ΕΟ" t ο tee dac ΝΙΝ oh Sata ke Ne 1 

-40 175-310148 + . HINGE, Fuselage forward oblique camera station hood . . . 1 
175-310300 . LOCKER INSTALLATION, Forward oblique camera door . . . . . . .1 AL 

-41 AN365-1032 s a NUT A cv wo e ae eee OE emus ees a Q E š> ter toe es ras affi 2 AL 

-42 AN960D10L e us WASHER. 2023 25.493 e de ae € < se ae 4 AL 

-43 AN3 -5A ες ues BOLT y pv m, ca ο ο ue Ss ο ου ha be e BS cae c Ὁ 2 AL 

-44 175-310301 + . SUPPORT ASSEMBLY, Forward oblique camera door lock. . . . 1 AL 

-45 AN365-1032 E NUT e ae O καἰ Oe dos NN ο 1 AL 

-46 AN960D10L sow CWASHERZT. oL ο μις w ο a ste ὦ κω, x. ον 9 AL 

-47 AN3-13A A ο ο ο ο a Ya SS ceca e Sable De 1 a 1 AL 

-48 175-310298 + . FITTING, Forward oblique camera door lock. . . . er^ 1 AL 

-49 AN365 -428 ο ANUT y uo e Ab E ae ο ο Baal Ena er IE 1 AL 

-50 AN316-4 i NUT oF ο ο Ven NY a Nai gees σον ks δε. ea eos EUN TS ο -- 1 ` AL 

-51 AN960D10L of de WASHER a ο Meee a Bn ο To Uer LE. du a? Jes On oS ο Z 2 AL 

-52 175-31058-3 + . BOLT, Fuselage camera door open detent... CN EUER Bin 1 AL 

-53 175-32111 SNUBBER, Nose camera (K38-24) . . . . . . . . gee Renna ἃ 1 
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H-175-58-76 





eee | 


FIGURE 90 - FUSELAGE FORWARD CAMERA HOOD WINCH ASSEMBLY 
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PART 
NUMBER 


175-310233 


175-310231 
AN320-6 
AN960D616 
AN201K8A 
NAS43C8-78 
175-310262 
175-310265-7 
NAS43C8-90 
175-310261 
175-310265-9 
NAS43c8-24 
AN201KP8A 
175-310230 
AN320-6 
AN960D616 
175-310264 
AN503-8-8 
AN201KP8A 
NAS43C8-48 
175-310229 
175-310241 
175-310265-5 
NAS43C8-38 
2W1C32-26-010 
175-310263 
175-310265-3 
NAS43C8-36 
AN201KP8A 
175-310232 
AN392-23 
ANQ60D4 
175-310232-3 
AN320-4 
AN960DH4 16 
AN201KP4A 
175-310260 
AN365-1032 
AN960D10 
AN3-14A 
AN201KP8A 
175-310241 
AN365-832 
AN515-8R8 
175-310251 
175-310228 





AN 01-60AABA-4. 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


WINCH ASSEMBLY, Fuselage forward camera hood. ...... 


* * 9 9 4 9 s sq » 9 * » s s ? 0 a 9 se s e 9» h ο 


κ πο ο μι eee asa e 


(see figure 89 for next assembly) 
SHAFT, Fuselage forward camera hood winch worm gear. 
NUT . e e ie ws . 
WASHER ........ siete) rud. bere “a! e la 
BEARING. . . . ο μα Nanos Te 
SPACER, Screw and "bolt eee . P E ox 
WORM, Diametral pitch 10 single thread apres 
KEY, Fuselage forward camera hood winch gear 
SPACER, Screw and bolt ..... P 
GEAR, Fuselage forward camera hood winch small 
KEY, Fuselage forward camera hood winch gear , . 
SPACER, Screw and bolt . . .. . , , + + + + + + 
BEARING. Ss ver ων ο mE . 
SHAFT, Forward fuselage camera hood “winch cable drum 


ee ee we 


e.. * * = 9 t n 
. 


WASHER . . . . 
RETAINER, Fuselage forward camera `hood winch bearing 


SCHREW. ice ele ο ο i wU le LUE E e te bs ter oe 
BEARING. . . oR aeo up A E CT 
SPACER, Screw “and "bolt rana è 


DRUM, Fuselage forward camera hood winch cable SA 
CABLE ASSEMBLY, Fuselage forward camera hood winch 
KEY, Fuselage forward camera hood winch gear 
SPACER, Screw and bolt . . . . . . . . νι 


e 9 9 $9 * ° + s ο ο 5 


WASHER, Plain (NA). : αεί 
GEAR, Diametral pitch 10- 20° worm š aC cies μῶν wrens 
KEY, Fuselage forward camera hood winch gear X ian a te τε 
SPACER, Screw and οο1ς,............... 
BEARING. * " sow. 
SHAFT ASSEMBLY, “Fuselage camera `hood winch crank oe uk 
A UREN asses Be ose cal ole eta 2 ο Cane ce? Me Site te tes ᾱ- a 
. WASHER. . . . 2 eee eg 
. SHAFT, Fuselage forward camera “hood winch crank . . 
NUT... ο wy. ε.α su oe Roi moe v ο tele xo M. a peo wie 
WASHER: 5d νο ὃν fei u e 6) Mie eee ROTE DR del e data τος ος 
BEARING. . . . . rv TEPORE ver Kea 
GEAR, Fuselage forward camera hood winch. . . . . ... 
εις, ο KU τς 
s BOLT S ο Send a μ.ο) τς SE 2 ο αυ 
BEARING. ..... Es sri. Dae ug Μος eerte. ς 
GUARD ASSEMBLY, Fuselage forward camera hood winch c 
NUT. lu eur ο απο L a ο ο S DET E RACE, en rS Ως 
SCREW. . . . . 


CLIP, Fuselage forward camera "hood crank to “winch attachi 


HOUSING, Fuselage forward camera hood winch. . . . . . 


abl 


e * 9 9 9 9 s s 9 9 sa 9 * q 9 s s s 9? ο 9 ὁ < 


. 
. 
. 
. 
. 
` 
. 
. 
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FIGURE 91 - FUSELAGE NOSE OBLIQUE CAMERA DOOR MECHANISM ASSEMBLY 
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FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


—————————M——————MM——MMM € — U U a € À —Ó 


-10 


-12 


-18 


-20 
-21 
-22 


-26 


-42 


-45 


-51 
-52 


-58 
-60 


PART 
NUMBER 


153-31050-11 


AN365-1032 
AN960D10L 
AN960D10 
AN3-HA 
AN3-5A 
AN365-428 
153-31194 


2W1-17-2h-32 
2W1-17-24-63 
ANY-224 
AN4-27A 
153-31296-11 
AN315-3R 
5B1-6 
153-31190 
AN310-3 
AN960-10 
AF83-6 
175-310143-3 
175-310143-5 
AN365-632 
AN960-6 

AN507 -632R8 
175-310143-29 
175-310143-41 
AN218-4 


153-31195-11 
AN960-4 
153-31193 
153-31183 
AN364-1032 
AN9T5-3 
AN386-1-7A 
153-31182 
153-31196 
153-31181-21 
AN3-5A 
2W1-13-24-63 
153-31179-11 
NAS50-143 
153-31220-11 
153-31185 
153-31044-11 
AN315-3R 
5B1-6 

AN3-14 
153-73294 
153-73296 
153-73292 
153-73290 
22TM82 
AN960D8 
NAS220-20 
153-73291-10 


153-73291-103 
153-73291-5 
153-73291-3 
153-73293-7 
153-73293-9 
153-73299 
153-73295 
153-73297 


BOLT. . 


1 2 3 4 5 6 7 NOMENCLATURE 

MECHANISM ASSEMBLY, Fuselage nose oblique camera door. . . . 
(see figure b9 for next assembly) 

o NUT τος ο. DO όν, Cam Yo ee ees τόν ide a o m 

. WASHER. . s . . ES ος etos Us - 

. WASHER. . . . . e Vç : ΠΚ g^ Ye EN i š 

. BOLT. . . . « « . QS us Sou το 


NUT .. ME : 
WASHER, Fuselage nose obliqu e camera door operating "A 


. WASHER, Plain (ΝΑῚ. .............. 
. WASHER, Plain (NA) . . . .. . +, +, + + ç + .. 
z BOLT: ga. uo ο ο 9 cwm cce eine elt Me τοὶ ie 
. BOLT. ..- 

BRACKET ASSEMBLY; Fuselage nose camera ` well uppe 


BRACKET ASSEMBLY, Fuselage nies nood well lower 


. . 
. . 


mechanism serrated 


NUT. . . . So Ee Su i τὸ E 
BOLT, Adjustment “(naj $5 


ec + + ο + 9 ο 


HUG ο A vera ok as dd Au ο RE TE 
WASHER. | 1. ὁ A git te ia 


] BOLT, Close tolerance aircraft “10- 3e. : πο 


DOOR ASSEMBLY, Fuselage forward oblique camera "station LH I 
DOOR ASSEMBLY, Fuselage forward oblique camera station RH . 


. 
. . 
. 
. 


o9 9 * 9 s 9 ο + + ὁ ὁ 


BOLT, $e s e ο ο ο ο ο celu ο ρου 
WASHER, Plain (NA) | š 
PILLOW ASSEMBLY, Fuselage forward oblique camera “actuator 


PLATE, Fus nose camera actuator pillow adjustment. š 
WELL ASSEMBLY, Fuselage forward oblique camera hood š 


NUT (used on 5 only) . a. ........ s sz ez e e +... 
WASHER (used on 5 only). . . . . . . .. eee ee wee 
SCREW. . . . . š 
ANGLE, Fus forward oblique camera sta '(àsea on 3 only) 


SEAL, Fus forward oblique camera station (used on 3 only) 


BEARING, Ball bellcrank anti-friction airframe . . . . . 
(3 required on 5) (2 required on 3) 


CLEVIS ASSEMBLY, Fus nose camera door operating mechanism . 


WASHER . . . . Per ec τν ç ce 
PIN, Fus nose oblique camera door operating mechanism. 
LINK, Fus nose camera door operating mechanism center. 


NUT, 4. e ersten ig Sten vs wg Wa. δ Ya e re laces deris MG. Wea g ue SE TENE 
WASHER ο ο ww ue c euh, Worm vat iem a a 
PIN. ME 


FORK ASSEMBLY, Fus nose "camera door. “operating “mechanism 
. BUSHING, Fus nose camera door operating mechanism . 
SHAFT, Pus nose camera door operating mechanism. . . . 


RINGS, Internal retainer . . š 
BUSHING, Fus forward oblique camera “actuating "pillow 


NUT. . ο ο ae ee ο ee ο 
BOLT, adjustment ANN S yas E μας ο SS 
BOT... ον. 
RING ASSEMBLY; Fuselage "forward oblique camera window 
SEAL, Fuselage forward oblique camera window. . 


* s * =< 9 t 9 o; s .. s 0 e ο “4 ο 


SNUBBER, Fuselage forward camera window. ....... 
WINDOW ASSEMBLY, Fuselage forward oblique camera . . . . 
. NUT, Light hexagon fine thread (EN). Ῥίον, ἂν a i 


WASHER. SX sio is 
SCREW, Brazier head Phillips recess alloy Steel 8- 32. 
HINGE ASSEMBLY, Fus forward oblique camera window . . 

. (supersedes 153-73291) 

. PIN, Fuselage forward oblique camera window. . . . 
HINGE, Fuselage forward oblique camera window. . . 
, HINGE, Fuselage forward oblique camera window. . . 
. RETAINER ASSY, Fus forward oblique camera window left 


RETAINER ASSY, Fus forward oblique camera window right 


I SPLICE, Fuselage forward oblique camera window. . . . 
GASKET, Fuselage forward oblique camera window. . . . 
GLASS, Fuselage forward oblique camera window . . . 


Hund 
PEN PPE RPND HPUUIN HH HH O A PRUE I4 HU) IL III OV) OV. WIND HDI IP IL TO IB OI IE IO TO TO TO IO 


+ 
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H-175-31 “ο 


FIGURE 92 - COMPLETE CREW ENTRANCE DOOR ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
92 183-31080 DOOR ASSEMBLY, Crew entrance complete . . . . . . . . . . . . . . Ref 
(see figure 66 for next assembly) 
-1 183-31179 . FRAME ASSEMBLY, Crew entrance door . . . P 1 
(see figure 93 for detail breakdown) 

-2 AN310-6 A snp oiu vw ο au nace eins ου 
-3 AN960D616L . WASHER... : πο... 
-4 169-31144 . BELLCRANK ASSEMBLY, "Crew entrance 'door emergency operated. . . 1 
-5 4B2158-024 . BUSHING, Spacer (ΝᾺ)... . . ο a ara eni s des Ὁ 
-6 156-31042 . BUSHING, Crew entrance door hinge. ο a e e 2 
-7 AN6-31 « BOLT 2 a "A c Gp 2 
-8 183-31090 ; LATCH ASSEMBLY, “Crew entrance door Piet. SUUS, Ri elem Eh aah de ἀντ 2 
-9 183-31111 s "Q HOOK, Crew entrance door latch assembly. οτος Ρα Fey. Zot. ος 1 
-10 183-31121 ç LINK, Crew entrance door latch ANT Sis. eu Tac ο ἔφη) E edel ος 1 
-11 RPA52-048-250- -0500. A ROLL PIN (EN). . . . . "sf key exe ον. χο 2 
-12 183-31112 a Ge BELLCRANK, Crew entrance door latch’ assembly AES 1 
-13 RPA52-018-250-0625. . ROLL PIN (EN). d a UR e e ὦ 1 
-14 183-31113 A PIN, Crew entrance door latch’ spring eae ees fw) a ee es 1 
-15 183-31114 : SPRING, Compression. . . . . . . . +. eae BS e. ds Re te de 2 
-16 ANO60D516 Ἢ . WASHER... . , ., . ο iras diy ule τς ο misa si. DE 
-17 183-31119-5 ¿ SHAFT, Crew entrance door latch. ote] ter ᾽ν, νον ei TR pue Se 1 
-18 183-31118 s HANDLE, Crew entrance door latch inner (casting) .. . . . . . 1 
-19 AN365-1032 ης... a Nd au MERC E a 
-20 AN960D10 SC ad s i Va ace CS y ο ο... 
-21 AN3-13A « BOLT...’ * v wi m E ο ο ha, a WO la 2 
-22 183-31119-3 . SHAFT, Crew entrance door latch. " νην e a ος rm je 1 
-23 183-31091 . DOOR ASSEMBLY, Crew entrance door latch’ outer. Has CS A 1 
-24 183-31091-11 é Ss PIN, Crew entrance door latch outer. . . . . . . . ο . . . 1 
-25 62-53718-3 $- «Ὁ SPRING, Map case door hinge. . . . . . EUREN 2 
-26 183-31091-7 ara. Ὁ HALF HINGE, Crew entrance door latch outer. . . | . nn 1 
-27 183-31091-9 oe HALF HINGE, Crew entrance door latch outer . . . . . . . ο 1 
- -28 183-31091-5 $^ od DOOR, Crew entrance door latch Outer . . . . . . . . . . . 1 
-29 AN365-1032 e ΝΟ; x o ο ge ope ο Re we Se Be ο E 
-30 AN960D10 2. WASHER 4.5 3 1044 o9 Ὁ -ᾱ ow y ος ος E Rl de De Um er ce ος ee e. ο 
-31 AN3-13A 44 BOLT vu rv us sm S oh SUPE E ὦ, τῶν, e Tu Sete er, DE 
-32 183-31122 . HANDLE, Crew entrance door latch outer (casting) ο"... 1 
-33 183-31123 . HANDLE, Crew entrance door fixed (casting) . . . . . . . . . . 1 
-34 AN960D10 s WASHER -L X2 4049 4s $U ck a eo m cen es Sen ος ο μα. 
-35 AN3-6A e BOLD Ον. νἮΙ ΙΡ EE 
-36 AN364 -428 oe A fo e eee, eS o9 Je, Sa Ew, SE eT wee £ Gees DOA UL 
-37 AN960D416 ss WASHER. ¿er a os, ta fa Na ο ο AG vel Ἐν Aue a Ge e Dec ia eh ul 
-38 AN24-17 . BOLT δ w^ iot xe cw. S AE cel ο RTI ὦ 1 
-39 183-31081 . DOOR ASSEMBLY, Crew entrance deflector complete. . . . . . .. 1 


(see figure 94 for detail breakdown 
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H-175-31-51 
FIGURE 93 - CREW ENTRANCE DOOR FRAME ASSEMBLY 
FIGURE & PART i l 2 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


93-1 183-31179 FRAME ASSEMBLY, Crew entrance Goor. . . . . es + . + . . s . . . Ref 
(see figure 92 for next assembly) 


-2 183-31084 . HINGE ASSEMBLY, Crew entrance door lower . A du c CIN δν 1 
-3 183-31083 . HINGE ASSEMBLY, Crew entrance door upper . . . . . + + + + * « 1 
-4 183-31102 PEN HINGE, Crew entrance door lower. . . . , s + + + <s +< eae 1 

183-31120 ul HINGE, Crew entrance door upper. ο Oe, oO isa E 1 
-5 AN364 -428 ο. NUDE eco fon a le nbn et e Con ire qu ii pe. whe ode ee bua ue AO 
-6 AN960D416L 5 WASHER sqa ο GOE Mcd eee: sos 
-T AN24~-17A LEY" BOLT . & ο ο & ow Je, e, vue ou. ον SE A mm. wy) oos 2 
-8 RPA52-048-250-0750 . . ROLL PIN (EN). "E «e c. 5 Us is “αὶ, ow. Yes Vo ow 1 

183-31082 is οἳ TOGGLE ASSEMBLY, Crew entrance door hinge. 2200 2 0e 1 
-9 RPA52-040-187-0375 . .  . ROLL PIN (anj ο a wee ¿iu ari ο can eee” S Ge a ο”... 
-10 RPA52-048-250-0375 . . . ROLL PIN (EN)... . ay sU a er ie 2 
-11 183-31104 ^ c . LINK, Crew entrance door jettison toggle. + < e ° ° ° 1 
-12 183-31105 ac “Q . BELLCRANK, Crew entrance door jettison toggle pr 1 
-13 183-31106 "S . PULL ROD, Crew entrance door jettison toggle. ..... 1 
-14 183-31103 δι ἣν νὰ . HOOK, Crew entrance door jettison toggle. ....... 1 
-15 AN365-428 a NU ιν E A a a a a. A 6 
-16 AN960D416 « WASHER. . « . ὁ o . o ig tania E ey ia te a a. xn ep Le 
-17 AN4-13A κ. “BOUT EE xe 6 
-18 AN365-428 ao MUT e veo te woe a τι, M «IX CEDAR EE LIE MU Re e wo SEES 
-19 AN960D!H 16 s WASHER ΛΙ. sls eoim Ib cx E II CS lie DEDE a OL pu E a xs certe ΟΡ 
-20 AN4-6A . BOLT... reu ue i ο gef oce we Qe! σου 
-21 183-31092 . BAR ASSEMBLY, Crew entr rance “door latch shaft . . . . - ooo. 3 
-22 4B20B12-006 GEM. BUSHING, Press fit flanged (ΝΑ)... « . . + + + < + + + « 3 
-23 AN3-5A s. BOLT. 4-0 ώς φώτο sce E νο Ve. ια, Ὁ αφ ete e orb se «ψ ὦ 8 
-24 AN960D10 + WASHER . . . + ον 2er. ac ias ce νο tot 16.0757 9) ie 4G. TM 8 
-25 183-31124-3 . ANGLE ASSEMBLY, "crew entrance "door latch. 4 -ς es lee we Se 2 
-26 183-31121N-1 . ANGLE ASSEMBLY, Crew entrance door latch . . . . . + + + + + > 2 
-27 4B20S4-006 i-o BUSHING, Press fit flanged (NA). . . .. . + + + <s + + + . 4 
-28 AN4-11A s BOLT 2 2 e 04 09 a “δ ο j e k "LR 4 
-29 AN960D416 - WASHER. . . . Bi Ves ce ο a ga ο.” "E 4 
-30 183-31099 . CATCH, Crew entrance door to flap. ar Weser τἂν Lad SO? UNT iO SoS Rae ὧν core 2 
-31 AN365-1032 . NUT. $i. Mel Sah US SET ιόν € 191 le^ Ser es Darse Tus w S e tel pm ο d D 4 
-32 AN960D10 . WASHER he: “<S qs ο MEE 8 
-33 183-31125 +. SPACER, Crew entrance door latch as [uU D. RA QS e SN en ο C CY Me 2 
-34 AN3-14A . BOLT... .. 3 £3. ^ S cien e ue SSP envers ᾱ; E e Ar Ru YE Cw: «ᾱ 4 
-35 183-31179-57 . COVER, Crew entrance door. DN s Wai eh SP core) A σι. 1 
-36 NAS221-7 . SCREW, Brazier head Phillips recess s ere; ο ου... 


ςππππππὔτζζἣὓηὓΏπ”πὔὌἼὔὌὌτἼΠ------------------π---τ----------Ἴ--ΓἼΓ"ΓἼ"Γ-"-----------------------------------ο- 
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FIGURE 94 - COMPLETE CREW ENTRANCE DEFLECTOR DOOR ASSEMBLY 
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PART 
NUMBER 


183-31081 


183-31107 
183-31096-2 
4B19B10-018 
183-31089 


'AN365 -1032 


AN960D10 
AN23-17 
130-52084-2 
130-52084-1 
AN364 -428 
AN960D416 
AN24-21 
183-31098 
4B19B10-018 
183-31096-1 
183-31088 


AN364 -1032 
AN960D10 
AN23-16 
183-31097 
AN364-524 
AN960D516 
AN25-25 
183-31095 
AN364-428 
AN960D416 
AN24-25 
183-31185 
183-31088-3 


169-31132 
AN320-8 
AN960D816 
183-31180 
AN365-1032 
AN960D10 
AN509-10-19 
AN509-10-20 
AN509-10-33 
AN509-10-31 
183-31085 
183-31093 
183-31093-3 
4B20B10-020 
183 -31093-5 
AN365-1032 
AN960D10 


AN509-10-34. 


AN509-10-35 
183-31086 
183-31094 


183-31094 -3 
183-31094-5 
183-31087 
AN365-428 
AN960D4 16 
ANQ60D4 16L 
AN4S-14A 
AN4-11 
AN960D4 16 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


Section Íl 
Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. . CODE 


DOOR ASSEMBLY, Crew entrance deflector complete . . . . . . . . . Ref 


* > 9 ° s t + s s 9 + ο ο 


(see figure 92 for next assembly) 


PUSH ROD, Crew entrance door jettison. . a ae s 2 
LEVER ASSEMBLY, Crew entrance door manual jettison control κ. ὦ 1 
BUSHING, Press fit plain (NA). o Ke & Gert ο 1 
SHAFT ASSEMBLY, Crew entrance door jettison. V o src at es 1. 

NUTS V P. aum WS QS ο κας ete a des UV. A Ve sq BOS 2 
à WASHER... og! £6 ο, οι ον -ᾱ- ῇ εί «ος Se, He sae Solan Go νο 32 2 
E BOLT .... RC | š s” Meh Sete S ER 18 2 
.... SPRING, Control lock releasing EC EN dt ia TR Ro Vey. m. ip de 1 
* SPRING, Control lock releasing . . . . . . . s. wg. e ᾱ 1 
š NUT. Q δα al Se ar US. e riw ο bet fox Oy toes 1 
* WASHER . £4 o 9. ο ee SEA DES el. facia eus 1 
E BOLT 54:53 $79 o9 oe s ος, de ο) oh elt ο πως 1 
* LEVER, Crew entrance door jettison shaft manual. . «e e. 5 1 

BUSHING, Press fit plain (NA). . . . . . ο. 1 

LEVER ASSY, Crew entrance door manual jettison control Poe 1 
HANDLE ASSEMBLY, Fuselage crew entrance door manual . . ee 1 

jettison 

š NUT. e SU uy AG s “ah, om cat G q k ad E A E 1 
5 WASHER: ο A ο ο ο ne zm e ups dy Bes vet es iin 2 
š BOLT... " NEED 1 
. LEVER, Crew “entrance door jettison shaft manual. E o qos 1 
A NUT Z. ο ο . D VR bs sa a Sets ns 1 
. WASHER . v . . ο . .. +. « : CRUCE EE δν ος ISSUE RUE 2 

BOLT .... si^ ie. Tis uds ay a 1 
; CLEVIS, Crew entrance door manual jettison handle. eve 1 
š NUT. 24:9 das a ihi» ο WISI vs Ve ee $ Aer eds, q χέριν 2 

WASHER 2 153 SU er $5938 Se SU ws es ae) we ay ads S 4 

BOLT ..... à a ὄρ ο SE, a 2 
š CLIP, -Crew entrance door manual jettison handle spring . 1 
> TUBE; Handle assembly crew entrance door . . . . . . s 1 


manual jettison control 
SPRING, Tension. . «α΄. 9 « ο» ο ὁ © ο © ο ο ο 


° . 9 9 * c5 c5 2 os ο c9 » c9 « : « » o 


WASHER pare DN DP er YG: ee ee ee 
FRAME ASSEMBLY, "Crew entrance deflector door 
s NUT. . 


. ee . . 


. . 
. . . oo. 
. . . . . 
. . . . . 
. . . . o 


e.. 


. 
. . . ο . 
oe . . . . 
. . . 
- . ο n 
. 


. . 


$ Crew entrance door wind deflector 


BEARING ASSEMBLY, Crew entrance door jettison shaft upp 
s HOUSING, Crew entrance door jettison shaft upper. . 


τα 
Ω 
E 
= 


: BUSHING, Press fit flanged (NA)... 


+ COVER, Crew entrance door jettison shaft upper. 


NUT. . . . 
WASHER . . 


* e o ù o s a c5 osle o : 


roo... we . . . .. 


va 
a 
Be: 
= 


e . o 9 9 c5 c5 ο $9 cf $5 ὁ «ο 


SCREW. . . 
HINGE, Crew entrance door wind deflector 


; BEARING ASSEMBLY, Crew entrance door jettison. D. 


shaft lower 


RATCHET ASSEMBLY, Crew entrance door 


. à NUT V s ina e ca es a G. ὦ 
. - WASHER. . . S < + s s s + e s e ie 
. + WASHER. . « os os + +s + et « ww n 
. z BODIES ike ο”. 
. BODE. ο 435 4 0^7 kl 909 BE te ae eue 
. WASHER ¿ . . » . . we ew we o on ὁ wes 


HOUSING, Crew entrance door jettison shaft lower 
. COVER, Crew entrance door jettison shaft lower. 


` * * ° > . + ο α 
`. * s 9 + 9 5$ ο 559 ο 
4 . 9 E eb wl ο n ο 


. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 
. 
. 
. 


9. ` 9 e e ο 72 « 5$ » 


uppe ; 
er 


lower . 


ΓΗ» ΜῸ ΝΟ EERPN ERP P πὸ πὸ [ο Πο CoO r A 


. + s e e + o9 n 
* * * + ὁ t + ».. 


. 
. . ο ὁ 95259 .. 
PTT 
"IPTE 
FE AAA 


187 











Section {| | 
Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 








H-175-58-24 
FIGURE 95 - EMERGENCY EXIT HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
95 146-58063 HYDRAULIC EQUIPMENT INSTALLATION, Emergency exit. . . . . . . . . Ref, 
(see figure 82 for next assembly) 
-1 146-58057-3 . CYLINDER ASSEMBLY, Hydraulic emergency exit actuating. . . + + 2 
ATTACHING PARTS J 
-2 AN5HH COGN yr z qur ES A Yanan te vr W ans ο Be ea A eh. «6 
-3 AN960-516 ; WASHERS -s d£ ὥς D BO, mou s Ὁ σον o eene al Ὁ 
-4 AN960D716L . WASHER . +. . « « ὁ es ee ee ο n eee n. we . | ep  ] n s ew ele ΑΒ 
a PRA 
-5 146-58203 o Š END, Hydraulic emergency exit actuating. . . . . + + + * ° 1 
-6 AN316-7R A A νυν ο ο κο E TR q e Set ο... 
-T 146-58204 s. ἃ END, Hydraulic emergency exit actuating cylinder . . . . . 1 
-8 146-58202 ies Me PISTON ASSEMBLY, Hydraulic emergency exit actuator . . . . 1 
-9 AN6246-24 Sse. RING 9 voir od. ee a € dw Wo ο 9 73) EAS ο.” 
-10 AN6227-24 A . PACKING. . . . « © < < s e e e e e e « e e s on . om oo 1 
-11 146-58201 ος τς CYLINDER, Hydraulic emergency exit actuator. . . . . + e 1 
-12 156-58205 "S BOLT, Hydraulic emergency exit actuator. . . . . + + + * ° 1 
-13 AN6246-9 EE RING o v. x. aaia e wA. A ode deos Y eves ce oso ues Rr ce dec e «8 
-14 AN6227-9 O ¿Us es a ce aa WE Say tas o de CE eL ce Ro 3, ue ue SE Φα Ὅᾳ Ὁ 
-15 AN520-10R6 2 SCREW o uaa Z p Corte: wa er arte ta fel IQ arp κ he o vus ο use) oe ie 
-16 146-58229 . PLATE, Hydraulic emergency exit bolt locking . . . . . + . + ° 2 
-17 AN960D10L go WASHER Quo 9 ο. mo mue USD te HE vel Dem τοὶ ο ο ο ere -ϐ 
-18 AN364 -1032 μα id arid οκ a ο ο Bee, ο ο ss aa «Ὁ 
-19 AN320-3 ΝΠ... μος eke: wees κας DEW be G Se re ee a TE GUS ῳ SC wa a ae δν. AL 
-20 AN960D10 « WASHER . . ο’ ὁ ο ὁ ὁ 9 9 * € ὁ 7 . 5 ences c9 ose SED ca E «ὁ 1 
-21 4B21-53-010 . BUSHING, Spacer (NA) . . ss + + + + + + + + + + + + ee eee 1 
-22 AN23-13 O A M 
-23 169-58149 . MECHANISM ASSEMBLY, Emergency exit valve actuating . . . +. +. + 1 
(see figure 98 for detail breakdown) 
ATTACHING PARTS 
-24 AN365-1032 S UNUBS WIL Yes O ο ο whe Se C ush 
-25 AN960D10 s: WASHER4 I A. Nec Cay teo S vate ce, ο essa ie ferus eh ee Rush ex ren. ES 
-26 AN3-3A .. BO Q: ey a ie tee m A A τα. fe: ie ο ος vowels E 
s sus sui A 

-eT 146-523102 . CABLE ASSEMBLY, Aileron lock . . . . + + + + © © + * + * ee * 1 
-28 146-523103 š CLEVIS, Aileron lock cable outboard. . . e s s + + + * + + 1 
-29 28C093-72-3/8 Ee CONTROL ASSEMBLY, Tru-lay (ACA). . . . . . + + + + es 1 
-30 AN315-3R a x “NUS za LRL ux 
-31 146-523104 A CLEVIS, Aileron lock cable inboard. . . . . . . + + . * + 1 
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H-175-58-71 


FIGURE 96 - EXIT DOOR HYDRAULIC AIR EMERGENCY EQUIPMENT PANEL ASSEMBLY 








. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96 169-58013 PANEL ASSEMBLY, Hydraulic air emergency exit door equipment . . . Ref 
(see figure 97 for next assembly) 
-1 169-48803-5 . LINE ASSEMBLY, Emergency air tee on panel to tee on refill .. 1 
valve boss 
-2 AN92! -4D e NUT. > + <S 2». «2 e ὁ 9 4 ὁ ὁ ο 4 e à 4 ὁ 4 Ὁ ὁ ὁ eoe 9 ὁ ὁ 1 
-3 AN960D716 a “WASHERS X 6 Ue ες ο oso Mes ρε e RRA ROO, RS CELOS UNS, ας Ux 1 
-4 AN834 -4 ko TEE. exco A AA Se A OCIO IS A AAA 1 
-5 169-58803-3 . LINE ASSEMBLY, Emergency air tee on refill valve boss to... 1 
elbow on pressure gage 
-6 AN833-4 a ο ο RA ET 1 
-7 AN6289-4 Z Οδ, τν bate a οί ος wh, rs Vea ο, So n a δον S S ῥ τι d 
-8 AN6291-4 se RING ¿ < ας ace 4-959 w el Je. sa a de οἱ a Der yar w 1 
-9 AN6290-4 xe ASEDIO a α ONG DESC UE κι ο AA J O 1 
-10 SK179BP6-14 er (SCREW (ASCO) s sire so yo Soy La Loma Pb ee ee Qs W SQ N -ᾱ 4 
-11 AN5771T4B (GAGE EL Pau cL EE 1 
-12 AN80l -4 z PEBE sees oc t ves Tay a a to me Yan Cait an WC Vee? τῶν. Bien ο way Heo δ. S, ου” 1 
-13 AN6289-4 O μη Ὁ. ο eim. πο ο Cah. Sir lei ας ο wt μα jer ο ασ a aE 1 
-14 AN6291 -4 s RENCIA IS w ig? ui ο Va a ος; e τἂν SY TS ias OS, e dd 1 
-15 AN6290-4 ar GASKET 6 ο ae we, ο ει ται AR A E φ, ὁ ae sa 1 
-16 AN6287-1 s^ WALVE. GG τό τῶν Iw OVE de ia SES pan! ο ο NP RS ey EO 1 
-17 161-58117 - FITTING, Hydraulic accumulator air valve mount . . . . - , + + 1 
-18 AN3-13A να πώ αμ ο ο Vera mi S κ ο ατα Sk tonne 2 
-19 AN960D10 e> WASHER costal anio a yaka m te ves, Sos idu. fon Te Fay τὰν e uer Ced "ἃς (ates αὖος. LIÉ. 
-20 169-58156 . PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. . 17 
----νμ-.---------. E Y l l 1 lll μι ματς κο τετ = 
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FIGURE 97 - AIR EMERGENCY EXIT DOOR HYDRAULIC EQUIPMENT INSTALLATION 
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AN O1-60AABA-l 
FUSELAGE (Cont. 


Section [| 


Group Assembly Parts List 





FIGURE & PART 


1 
HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit door... 


eee ee 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 73 for next assembly) 
PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. 
(see figure 96 for detail breakdown) 


SCREW < seve, ο X ο owe SIE EN ae an ο 
WASHER 5 254029 Gat tel dey ἃν e ο USU Guo emer ο ev eines Cer Duce. Ye 


LINE ASSEMBLY, Emergency air fitting on bottle station 160 . 
RH to tee on panel station 170 RH 

BOTTLE (WK):.- a US USE. USE UP Q sr 

SUPPORT ASSEMBLY, 365 series double leg.padded Ὃ αν 
(supersedes 169-58157 for future procurement 


| "Lr nies eB ek Sp Saat E 


WASHER! co: Dono pa coer aT N a ο κα ee 
BOLT S Ut is Ge Pe ee Er en Sate 


LINE ASSEMBLY, Emergency air tee on panel station 170 RH . . 
to elbow on control valve station 159 RH 
ELBOW. . EN NOE e, ya, e φς ἕῳ oA CX Eoo SO κά 


NUDO Oy unu rd SA Ακ κκ σος d RIA I ας 
μα E eS cest ck uer a κκ IP e te RE 
RING... Suita αν ες 


LINE ASSEMBLY, Emergency air union on control valve station. 
169-RH to tee on bleed valve station 170 RH 
UNION 277.28. a det ms Gi se Sense ve quo. Qa veh (NU UTR 
GASKET a: wu e T9 ow re! Së Ges «δν en ας Hoe ο w. Se sa eee E vw 
VALVE ASSEMBLY, Vent check bleeder 1/4 AN tube (WK). 


INDEX NUMBER NUMBER 
97 169-58015-3 m 
-1 169-58013 
. ATTACHING PARTS 
AN520-10R10 
. AN960D10L 
i a rerit 
-2 169-58803-19 
-3 MS870149 
-4 22870 
ATTACHING PARTS 
AN365-1032 
AN960D10L 
AN3-14A 
Gs si ως 
-5 ' 169-58803-7 
-6 AN833-4 
AN6289-4 
AN6290-4 
AN6291-4 
-7 169-58803-13 
-8 . AN815-4 
AN6290-4 
-9 MS840119 
-10 AN834 -4 
AN6289-4 
AN6290-4 
AN6291-4 


-11 169-58803-15 
* -12 175-58818-15 
-13 175-58818-17 


-14-  AN804-5-4 
-15 AN894 -5-4 
-16 AN6289-4 
` -17 AN6291-4 
-18 AN6290-4 


` 9 + + + 9 9 » 


TERES QT w^ Serle! np a ion Yg. A A vee. Be fe . 

NUT. Lodo cos oi a τὸς urs) i) ο S. lie er eh Go γερό. ἀργίαν CaP caro ae 
GASKET? 4. reee 1€ er So pa ἴον Foes ay ces valle de De) eae "m 
RING... . . 


LINE ASSEMBLY, Emergency air tee on bleed valve station 170 
RH to restrictor station 168 RH 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to upper cylinder 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to lower cylinder 

TEE. + G Sg eS a mie el wy De 

BUSHING. . 

NUT. + s cs 

RING... 

GASKET . . 


. 
. 
. 
. 
. 


s.s 
ee ο 5 n 
ee 9 ee 
se ew ο 
....» 
ee * t on 
m 
ee . ot n 
9 `... ο ν 
` ` ο . 
ee ewe 
`. 
mI 
s... 
se ο ee 
e... 


eo . e 
. * o 
. . o 
. e > 


oe 9 


. 
.. 
. . 
PE 





s.es 


UNITS 


. 


PER ASSY. 
Ref 


1 


B= FRE He 


PRR PP 


Prene HB ο κα γα EPP γα κα 


USEABLE ON 


CODE 
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FIGURE 98 - EMERGENCY EXIT VALVE ACTUATING 
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MECHANISM ASSEMBLY 





H-175-58-23 








PART 
NUMBER 


169-58149 


169-58146 
169-58231 
169-58225 
146-58207 


169-58225 
169-58226 
169-58230 
169-58228 
169-58227 
AN364 -832 
AN960D8L 
NAS220-15 
AN960D10 
AN3H6 
AN365-1032 
AN960C10L 
AN3-3A 
169-58142 
NAS51-68 
2W1-44-30 
AN960C716 
169-58145 


5 


AN960C10L 
AN393-15 
169-58143 
146-523103 
169-58147 
169-58148 
169-58147-7 
NAS42C4 -14 
AN960C416L 
AN392-13 
AN365-1032 
AN960C10 
AN3-15A 
169-58144 
MS870629 


AN316-4R 
5B21-428-16 





AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


MECHANISM ASSEMBLY, Emergency exit valve actuating. ... 


oe 5 ο n on 


4. 8 o9 o9 9 ο 9 9 9 9 »« « ο 


(see figure 95 for next assembly) 
BRACKET ASSEMBLY, Emergency exit air valve supporting. 
LEVER ASSEMBLY, Hydraulic emergency exit valve . . . . 
HANDLE ASSEMBLY, Hydraulic emergency exit valve. . . . 


. BUSHING, Hydraulic emergency exit and canopy actuator. 


handle 
HANDLE, Hydraulic emergency exit valve ... 
KNOB ASSEMBLY, Hydraulic emergency exit valve lever. 
. KNOB, Hydraulic emergency exit valve lever. . . 


. LATCH, Hydraulic emergency exit valve lever . . 
š a: NUT οι ος ο ος ὁ. ee Lal ee ee Lom -ᾱ- Se 
. WASHER. . . . siae UR ad ο ο a^, Siva. Ne ο” 


SCREW, Brazier "head Phillips recess alloy steel 
WASHER d cw ie: Len ο ο "ew iss (Qr ue oe τῷ ip tert ceo Pe, es as prre 
BOLT: ala 2564.91 m ἐφ τιον ory Sa, L0 - νι CU Hur δν ar ie veri 9l 9 - 1$. "δέ 
NUT: ο dal Ας, -ᾱ, ο p—— ur 
WASHER ¿tra ral ea da GU o Md. Sw Nar ek ws s 
BOLT ..... " SR er. sera ds, νι ος λος V: “ep δν σεν TT ass 
FITTING ASSEMBLY, Air emergency exit bottle. ..... 
RING, External retainer. A A AN πα ο 
WASHER, Plain (ΝΑ)... +... + + + + + + + «νο. 
WASHER... + s SSS S SD fe» es N$ . oo. 
BELLCRANK ASSEMBLY, “Crew entrance emergency air bottle 

mechanism 
WASHER e erede es S. δι e A A URL ee S ὁ UN 
PIN. . . « aoa n. 
CLEVIS, crew entrance. emergency “air "bottle mechanism š 
CLEVIS, Aileron lock cable outboard. . . . . n š 
LATCH ASSEMBLY, Emergency exit air valve mechanism lock 
; SPRING, Tension. iow 
E LATCH, Emergency exit “air valve “mechanism. lock aZ 
n SPACER, Rivet. . . « « © . » » . ο we ὁ ο ο ο ὁ ο ο 
, WASHER . + « `ç «ο e el han « « w. ae aa Te a ie: te εἷς 
. PIN... is), tes tos co Set v6 OR, “ον fer ο m cm (Sl al RC ο vt ο 
NUT. . . « « SŠ + e ο e e e m e ὁ o e ο ο s e e e ο ο ο 
WASHER 5 ou. ὁ 03097 ὦ, ο 18779 $21 cm ο τῳ! μοι W.W. De. ss (τῳ. fe 
BOLT... stus stg uw fe i es n “4; Φ. ὦ, TA LE 
SPACER, Emergency air bottle valve mounting. . . . a.. 
VALVE, Pneumatic two-way two position (WK) E^ ui. e a 

(supersedes μα 
NUT. . . aa ls eve: πο Ses 7a 
BOLT, Adjustable Stop (NA) . Site, chlo a? de vas fuge cei toys 


SPRING, Hydraulic emergency exit valve lever latch. 


* ° 9 9 9 s 9 + 3 9 s ο ο » i 


° 9 ° ὁ ο ° ° ° qe 


ee ee 


o9 9 9 s $9 s s s 9 | 0 + £52 i$ °  ὁ 


. . 9 s >< + + so s ο + 5» 5 


e... 9 s s 9 9 |! o ] 9 ο ο ο » 
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UNITS USEABLE ON 
PER ASSY. CODE 

. Ref 

z 1 

* 1 

. 1 

. 1 


PD PRPWOWHNE PRP RP REPU FE PREP HP t-r A A A A 
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FIGURE 99 - WINDSHIELD WIPER INSTALLATION 








H-175-53-34B 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
99 175-53116 WIPER INSTALLATION, Windshield (see fig. m for next πώ . Ref 
-1 B17320 + CONNECTOR AND RADIO NOISE FILTER (MQ). 1 
-2 AN365-832 NUT. ρα vere ae erm rune ο oF Q CSS 2 
-3 AN960D8L WASHER S D ἃ I ii] ; 4 
-} AN515-8R8 SCREW. . . Sets Carter ο.” 
-5 D17167 . MOTOR AND MOUNT ASSEMBLY, 1/16 hp 27 volts de 10000 RPM (MQ). 1 
-6 AN365-428 s NUT. V v. $$ code C» EU Z τας Be toe ώς di Ia ed dto ος 2 
-7 AN960D416 - WASHER... E 2 
-8 B17315-6 . DRIVE CABLE ASSEMBLY (Braided Casing) (Ha) ME 1 
-9 D16955-18 + WINDOW UNIT CONVERTER (MQ) . . . . ee ss Up 
-10 175-53458 . PLATE, Windshield wiper converter adapter. $ s olz N 1 
-11 AN507-428-7 C SCREW: Myo bows ue hirer a So x Sc d Sos 4 
-12 AN960D10L ο ο”... $4 hou 3 
-13 AN3-4 . BOLT... ove aia IS ee S à "UNE 3 
-14 26C048 . CAP NUT, Self" locking 550* P (NUS) . . š ç 2 
-15 AN935-416L + LOCK WASHER. . . κ δ, τῷ’ g 2d os 2 
-16 175-53119-5 . SPACER, Windshield wiper 1-1⁄8 . . | . Bice ὃν . 1 
-17 175-53119-7 . SPACER, Windshield αι 15/16... . i Susie 4 ŠI 
-18 AN509-416R34 . SCREW. ... Sa nate bien ow a X essa. us wn b 
-19 AN509-116R35 SCREW. . . E 3 A ¿y Ge Ὢ 
-20 A17463 MOUNTING PLATE ASSEMBLY (Μα) tiere ds ; Eq d I 
-21 A17462 GASKET (MQ)... QUA Wray quae see ya Ὁ š ç: ue cc 
-22 AN73-4 BOT... Ç an MUNI Sa: Tan : - 5 s od 
-23 D17562-8 ARM ASSEMBLY, Drive (maj A 2 š See a 
-24 AN960C6 WASHER . . ον ιν Pere "ΝΗ = se 
-25 B17500-9 . ROD ASSEMBLY, Tie (MQ) . . . . . . . ` Rad 2 E 
-26 D171438-3 . BLADE AND CHANNEL ASSEMBLY (MQ). ... . e a anmi s: ub 
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H-175-31-35 


FIGURE 100 - COMPLETE PILOTS COCKPIT ENCLOSURE INSTALLATION 


FIGURE & . PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
100 160-31806-101 ENCLOSURE INSTALLATION, Pilots cockpit complete. . . . . . . + Ref AD 
(see figure 75 for next assembly) 
-1 156-31112 . FAIRING ASSEMBLY, Barrier crash guard . . EP IE cay AS MEE 1 AD 
-2 175-31801 . ENCLOSURE ASSEMBLY, Pilots cockpit complete emo tear δν ce S 1 AD 
-3 160-31827-101 . + . WINDSHIELD ASSEMBLY, Pilots cockpit enclosure. . . . . 1 AD 
(see figure 105 for detail breakdown) 
-4 142-31871-15 . . NUT, Fuselage cockpit enclosure. . . . . , o... + * * 2 AD 
-5 AN936A316B ^ “ee “WASHER oai 4600s oe ὁ. SY O W ie le ιδια See ἃ gon am «ἂν «ὁ 2 AD 
-6 Τ513-1032010Α. . . SCREW, 100° countersunk (ΝΑ). ... . . . 4... + + + + + 2 AD 
-T 175-31803-73 + . GLASS ASSEMBLY, Cockpit enclosure canopy ........ 1 AD 
175-31803-74 + . GLASS ASSEMBLY, Cockpit enclosure canopy . στενοῦ s s 1 AD 
-8 160-31803-21 + . GLASS ASSEMBLY, Cockpit enclosure canopy . oA tens 1. PSS i913 A 1 AD 
160-31803-22 - . GLASS ASSEMBLY, Cockpit enclosure canopy . "m 1 AD 
-9 175-31803-75 + . GLASS ASSEMBLY, Cockpit enclosure canopy . iue A αν iar ee 1 ΑΡ 
175-31803-76 + . GLASS ASSEMBLY, Cockpit enclosure canopy . c At ὃς 1 AD 
-10 160-31803-25 + . GLASS ASSEMBLY, Cockpit enclosure canopy . . . . . . + +. 1 AD 
160-31803-26 + . GLASS ASSEMBLY, Cockpit enclosure canopy . I en τῷ 1 AD 
-11 160-31803-?7 - . GLASS ASSEMBLY, Cockpit enclosure canopy . € 7e ο ᾱ ο 1 ΑΡ 
-12 175-31803-79 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . . . . . + + 1 AD 
-13 160-31803-29 . . GLASS ASSEMBLY, Cockpit enclosure canopy c oy 3 1 AD 
-14 175-72005 . . SUPPORT ASSEMBLY, Periscopic sextant mount cano py. .. 1 AD 
station 44.079 
: 175-53032 . . SHADE INSTALLATION, Cockpit enclosure sun. ος τι Ref ΑΡ 
-15 9085 ` | . SHADE ASSEMBLY, Cockpit enclosure sun (CJPP). . . . . 1 AD 
-16 175-53036-1 . . . STOP, Cockpit enclosure sun shade . . . . . +... + + 1 AD 
175-53036-2 . . . STOP, Cockpit enclosure sun shade ........... 1 AD 
-17 AN365-1032 ae tae NUT S220 s D 2 ice Rese ο mugire ον ο --- 4 AD 
-18 AN960D10L ο eek. FWASHERS: νο Ses a Sm Deum ep Ses, Sr us 8 AD 
-19 AN3-hA ae BOLT νην. '' ο es tah Seas tada 4 AD 
-20 175-53035-1 i Se SUPPORT, Cockpit enclosure sun shade . . . . . . +. +. ` 1 AD 
175-53035-2 . . SUPPORT, Cockpit enclosure sun shade lst a, SPSS Say sqa e IRR. 1 AD 
-21 147-31641 . . SPRING, Bombardiers astrodome locking. BONS vw Ute: Sp UE 365 AD 
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FIGURE 101 - COMPLETE PILOTS COCKPIT ENCLOSURE INSTALLATION 
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FIGURE & 
INDEX NUMBER 


101 


-12 


PART 
NUMBER 


183-31801 
183-31806 
183-31805-1 
183 -31805-2 


183-31802 
AN365-1032 
AN960D10L 
AN3-6A 
183-31811 
AN365-1032 
AN3-5A 
AN365-428 
AN960D416L 
ANY-7A 
183-31866 
183-31841 
AN4-10A 
AN4-14A 
AN3-10A 
183-31847-1 


183-31847-2 


183-31846 
183-31856-1 


183-31856-2 


183-31856-21 
183-31856-22 
ο γ 
AN316-4 
183-318-44 
147-31641 
AN4-15A 
AN4-11A 
183-31821 
AN3-TA' 
NAS221-10 
183-31868 
183-31867-3 
183-31855-1 
183-31855-2 
AN960D10 
AN509-10R11 
AN507C1032R10 
AN936A416B 
142-31871-15 
160-31827-301 
183-31803-45 
183-31803-46 
183-31803-27 
183-31803-28 
183-31803-29 
183-31803-30 
183-31803-31 
183-31803-32. 
183-31803-35 
183-31803-36 
183-31803-37 
183-31803-38 
183-31803-39 
183-31853 
183-31803-197 
183-31803-189 


AN 01-60AABA-4 


FUSELAGE (Cont) 


3 4 5 é 7 NOMENCLATURE 


ENCLOSURE INSTALLATION, Pilots cockpit complete ...... 


. 


ec] + t ο ο 9 ο 


e e + ο 9 s 9 ὁ 9 | | | £3 ο 5 


s... 


9 + 9 5 ο n n9 


HATCH INSTALLATION, Fuselage cockpit canop 


(see figure 75 for next assembly) 


(see figure 104 for detail breakdown 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel. 


(see figure 102 for detail breakdown) 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel. 


ENCLOSURE ASSEMBLY, Pilots 


e s e e e 9 9 39 s ο 9 c9 c9 9 0 so ὁ o ὁ a 9 9 * s 0 9 o 9 s 0 ο 0 c9 ç ο ο 5 


BOLD, 4 % Q a a ὁ [n mo ὁ ο Ὁ RIS 


(see figure 102 for detail breakdown) 
cockpit complete. 


NUT. VU CV. ue Cu. rad fal BEB q. Ve hte sash Se οφ; 28. dA DLL Soe RO 
WASHER uoo t.e ᾱ- a a Φως ee Be. Q SL Wi. ὧν 
BOLT. . . — "nr ἃ . 
FRAME ASSEMBLY, Cockpit enclosure fuselage station 178 
NUT ¿S a TW ovo te ASI am eL RU Jan wow bee e V. S def οἷς 
BOLT Le We A Ὡς ο, ο TRU e X ee siw IPM MES IPAE 
NUT. 2405.59, S 5 ees > A Vs ο ο ο ο S S. iod 
WASHER; ^. Ὁ ᾱ «ο τῳ s 04 οι ο. Wintec Dec cum Aes oh Amy. ev δι es Satie sp de 
BOLT. . . « δι us RM TES " š E 
FRAME ASSEMBLY, Cockpit enclosure fuselage station 66. 37 
BOW, Cockpit enclosure canopy station 56-3/4 RH side. . 
Bo. ca tk eid oe tees Clin aes dua E 2 a 
BOLT, S uU y eee e. Sal, fol vb eod is T ane ον Fae tay ο σον dat Lo ἃς, Σο») Qe «ὃν. 
BOLT. ... s ws 
SPLICE, Cockpit enclosure canopy "station 21 .788 and ` D us 


station 44.079 top 

SPLICE, Cockpit enclosure canopy station 21.788 and 
station 44.079 top 

STRAP, Cockpit enclosure canopy station 44.047 rod. . 


ROD ASSEMBLY, Cockpit enclosure canopy station 44.079 . 


to station 66.371 
ROD ASSEMBLY, Cockpit enclosure canopy station 44, 079 
to station 66.371 


pitching hatch . 


. ROD, Cockpit enclosure canopy station 44.079 to 66.371 
ROD, Cockpit enclosure canopy station 44.079 to 66.371 


Z. “CLEVES! > toi "a IS ete ue. ταν SE Ve Qe iw Was ο ras, fon -ᾧ 
v. NUTS ἃς come ο Sete E ο ο ον 
FRAME ASSEMBLY, Cockpit enclosure canopy station 44. 
SPRING, Bombardiers astradome locking . . . . +. + + 


. 


BOLT. . . 
FRAME ASSEMBLY, Cockpit enclosure canopy "station “al. 
BOLT. .. š 
SCREW, Brazier “head Phillips recess alloy steel 
TEE, Cockpit enclosure canopy station O top. . 
SHIM, Cockpit enclosure canopy station O top. . 
SPLICE, Cockpit enclosure canopy station O top. 
SPLICE, Cockpit enclosure canopy station O top. 
WASHER. ^. ο: 05.4 ὁ κ ον 9 $c]: ese 
SCREW . . » ooo s +< ὁ ο e e e e e ὁ ο 5 ο 
SCREW 4 4 ὁ iya a 09 sl ο omo. sie 
WASHER. . . . + + . 
NUT, Attaching fuselage å 
WINDSHIELD, Pilots cockpit enclosure canopy 
GLASS ASSEMBLY, Cockpit enclosure canopy. . 
GLASS ASSEMBLY, Cockpit enclosure canopy. . 
GLASS ASSEMBLY, Cockpit enclosure canopy. . 
GLASS ASSEMBLY, Cockpit enclosure canopy. . 
8 


eee ὁ s mde ο 


cockpit enclosure 


GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
SUPPORT ASSEMBLY, Sextant mounting canopy 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
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Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 

Ref cc 
Ref CC 
Ref cc 
Ref cc 
Ref ος 
8 -CC 
112 cc 
14 cc 
1 cc 
51 cc 
26 cc 
11 cc 
22 cc 
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. Section I! 


Group Assembly Parts List ΑΝ 01-GOAABA-4 
FUSELAGE (Cont) 





H-175-31-71 


FIGURE 102 - COCKPIT ENCLOSURE SLIDING PANEL MECHANISM INSTALLATION 
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-4 


-13 


-14 
-15 


-16 


-17 


-18 


-19 


PART 
NUMBER 


183-31805-1 
183 -31805 -2 
183 -318143-1 
183-318143-2 
183-318143-9 
183-318143-10 
184 -31890 


184 -31892-1 


184-31892-2 
184-31891-1 


184-31891-2 


ΑΝΘ6ΟΡ1Ο 
AN365-1032 
NAS221-25 
183-318169 
183-318144-1 
183-318144-2 
183-318144-3 
183-318144-4 
183-318144-5 
183-318144-6 
183-318137-1 
183-318137-2 
183-318139-1 
183-318139-2 
183-318146-1 
183-318146-2 
183-318147-1 
183-318147-2 
183-318171 
183-31804 -1 
183-31804-2 





AN O1-60AABA-l 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel 


(see figure 101 for next assembly) 


MECHANISM. INSTALLATION, Cockpit enclosure sliding panel . . . 


5 9 ο ο ο n 


(see figure 101 for next assembly) 
TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism. 
lower 
TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism. 
lower 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . 
mechanism lower 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . 
mechanism lower 

. BRACKET, Cockpit enclosure sliding panel mechanism. . , 
lower forward track (supersedes 183-318140-1 & -2 
for future procurement) 

. BRACKET, Cockpit enclosure sliding panel mechanism. . . 
lower track canopy station 18 
(supersedes 183-318145-1 for future procurement) 

. BRACKET, Cockpit enclosure sliding panel mechanism. . . 
lower track canopy station 18 
(supersedes 183-318145-2 for future procurement) 

. BRACKET, Cockpit enclosure era ti panel.mechanism. . . 
lower track canopy station 
(supersedes 183-318148-1 for future procurement) 

. BRACKET, Canopy station 44, , 
(supersedes 183- 318148- ϱ for future procurement) 


BOLT . . « +s + +s s ὁ o's e.. CI 
BOLT"... uan Le e le. E O E UNU WQ. Jol SË O 
WASHER . . . + s s © © +> e s « ὁ s s s s s s m m - + n9 ng 
NUT. ... . . o. 


SCREW, Brazier head Phillips recess “alloy steel. š i 
BUMPER, Cockpit enclosure sliding panel mechanism track. 


m we + 


TRACK ASSEMBLY, Cockpit enclosure sliding panel. . . . . 
mechanism upper . 
TRACK ASSEMBLY, Cockpit enclosure sliding panel. . . . . . 


mechanism upper 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . . 
mechanism upper 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . . 
mechanism upper 

. ANGLE, Cockpit enclosure sliding panel mechanism upper. 

. ANGLE, Cockpit enclosure sliding panel mechanism upper. 

. FITTING ASSEMBLY, Cockpit enclosure sliding panel... 
mechanism upper forward track 

. FITTING ASSEMBLY, Cockpit enclosure sliding panel . . . 
mechanism upper forward track 


+ . INSERT, Cockpit enclosure sliding panel mechanism. 
upper forward track fitting 
+ . INSERT, Cockpit enclosure sliding panel mechanism. 


upper forward track fitting 
. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . . . 
mechanism canopy station 21.788 upper 
. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . . . 
mechanism canopy station 21.788 upper ^ 
BRACKET ASSEMBLY, Cockpit enclosure sliding panel... 
mechanism canopy station 44.079 


. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . .. 
mechanism canopy station 44.079 ' 
SPACER, Cockpit enclosure sliding panel mechanism. . . .. 


upper forward track 

PANEL ASSEMBLY, Cockpit enclosure sliding. . . . . s + + +. 
(see figure 103 for detail breakdown) 

PANEL ASSEMBLY, Cockpit enclosure sliding. . . . . + + + +. 
(see figure 103 for detail breakdown) 
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Gróup Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





FIGURE 103 - COCKPIT ENCLOSURE SLIDING PANEL ASSEMBLY 
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H-175-31-69B 





FIGURE & 
INDEX NUMBER 


103 


-l 


-19 
-20 


-21 
-22 
-23 


-28 


-29 
-30 
-31 
-32 
-33 


Revised 15 September 1955 


Shp RAR 


PART 
NUMBER 


183-31804-101 
183-31804-102 
183-318116-1 
183-318116-2 


AN3-10A 
AN960D10 
AN365 -1032 
183-318120-1 
183-318120-2 
183-318124 
184-318165 
AN301KPHA 
184-31895 
AN201KPHA 
184-318166 


AN201KPHA 
184 -31866-1 
184 -31866-2 
AN316-6 
2W18-616M 
4B1986 -004 
NAS51-37 
183-318129-1 


183-318129-2 
183-318129-9 
183-318129-7 
183-318129-3 
183-318170-3 


. 183-318129-5 


183-318130-1 
183-318130-2 


ANQ44-101 
183-318163-3 
183-318170-5 


AN23-10 
AN320-3 
183-318118-1 


183-318118-2 


4B20B6 -014 
AN9H1-101 
183-318122-1 


183-318122-2 
183-318126-1 


183-318126-2 


183-318165 
AN2O1KPHA 
AN316-6 
183-318111-1 


183-318111-2 


4B20B6-014 
ANQ44-101 
183-318127 
183-318127 -3 
AN481-8P 
183-318128 
AN486-4 
183-318117-1 


183-318117 -2 
4B20B6 -014 


AN944-101 
AN3-5A 











ΑΝ 01-60AABA -4 





Section II 


Group Assembly Parts List 


FUSELAGE (Cont) 
ο te C Se ee eS ss Os 
| UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
PANEL ASSEMBLY, Cockpit enclosure sliding LH. ... . . . + . * * Ref cc 
(see figure 102 for next assembly) 
PANEL ASSEMBLY, Cockpit enclosure sliding RH. . . .. Ref cc 
(see figure 102 for next assembly) 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. + ce 
-forward arm attaching LH 
FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. 1 cc 
forward arm attaching'RH i 
s (ΒΟ ο... š eit o se te Z ο E k: oes ὃν SS us Us" e Serie INTE "κ 10 cc 
. WASHER . . . , + + + + + + s + + + + + + + t m m n n! n ng 20 cc 
: ΚΤ... ee ie or ooo CE A 10 cc 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel forward 1 σσ 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel forward 1 CC 
. . ARM, Cockpit enclosure sliding panel mechanism forward. 1 CC 
. . SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. 1 CC. 
s. . . BEARING. . . . + + + s + > + + s s o... s or ° om t n 1. cc 
9 . SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. + cc 
x UC BEARING. X Q 1 0e cio. T 909) €. 9, τῳ ος. i SI NO Ti RU Ter ἐφύγαν τάς m 1 cc 
τ SHAFT ASSEMBLY, Cockpit enclosure sliding panel mechanism d cc 
forward arm 
š ¿ BEARING, 4 . 4 4 ο ο κα ανα a δ κοκ OE E 1 cc 
7 SPRING, Cockpit sliding panel forward lower truck LH. 1 cC 
. SPRING, Cockpit sliding panel forward lower truck ΠΗ, 1 cc 
i NUT os s.s ee s o ee xo ὦ iM OR ue ee ο al one deg Oe 1 cc 
š WASHER, Flat (NA) . . . , + +, + + + + «κο. +. t +. 1 cc 
l . BUSHING, Press fit plain (ΝΑ). .΄... + + + + + * * ° 1 cc 
. RING, External retainer. . . . + + + e + + > + s soea soo 2 cc 
TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 cc 
upper LH 
TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 ος 
upper RH 
š SUB ASSEMBLY, Cockpit enclosure sliding panel mechanism . 1 CC 
upper tie rod ; 
. . TUBE, Cockpit enclosure sliding panel mechanism. . . + 1 CC 
upper tie rod . 
° . SPACER, Cockpit enclosure sliding panel mechanism. . . T cc 
. upper tie rod ` : 
. . CLEVIS, Cockpit enclosure sliding panel mechanism. . . 1 cc 
tie rod upper ` I 
š SPACER, Cockpit enclosure sliding panel mechanism upper . 1 ce 
tie rod : 
A WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 CC 
: er LH 
. . WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism. P cc 
upper RH 
bee cw RETTING 4). eu ο E mum ue τμ. ete 1 cc 
` SPRING, Torsion cockpit enclosure sliding panel mechanism 1 cc 
. CLEVIS, Cockpit enclosure sliding panel mechanism tie rod 1 cc 
upper š 
. BOLT. wd ie ορ, Bete atte, Bae em eo ie RH, a TN (Άν 4 cc 
MOD LECTICA BEES 4 σσ 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. . . 1 cc 
. aft arm attaching LH 
FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. . . 1 cc 
forward arm attaching RH 
. BUSHING, Press fit flanged (NA) . . . . + + - + + * eee 1 cc 
. . FITTING < . . . . «4 :. 9 ὁ oe om om o ο: m oo ot t B SU t| 0 1 Cc 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel mechanism . 1 cc 
aft 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 cc 
£ ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 σσ 
aft í 
ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 cc 
aft 
. SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. 1 cc 
. . BEARING. . . + + ὁ ὁ à < e a eom «νο... . . . . 1 cc 
Ὁ su ITA S 1 cc 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel ‘lower. 1 cC 
forward arm attaching LH 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. 1 cc 
forward arm attaching RH, š ` 
? BUSHING, Press fit. flanged (NA) . . . . - + + + ees 2 cc 
z PITTPINO +). κ.α $ 2. € ee) ese A κ.α I eae 1 CC. 
. TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 cc 
v TUBE, Cockpit enclosure sliding panel mechanism tie rod 1 cc 
è CLEVES. gk wR oS eee € X κ 09. ας AAA 1 cc 
š ROD, Cockpit enclosure sliding panel mechanism lower. . . 1 CC 
> ULOOLEVIS. c e a £29 e o. (m S e DR o ex ces ROI Ye * 1 ος 
` FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. š 1 CC 
aft arm attaching LH > 
FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. . 1 cc 
. aft arm attaching RH 
. BUSHING, Press fit flanged (NA) . . . . . . +... * +. + 2. cc 
FITTING . . . . < 4 < < s eo e wo om nom m om m n t t t tg, ng 1 cc 
BOUT . o Q S v we [ook cm a RN AE sel -ᾱ re "E 2 cc 
ὗΓΓ----ΓΓΓΓΓΓΓΓ----------ΓἤΓΓΓΓΓ-------------ΓΓΓΓΓΓ----------ΓΓΓΓΓΓΓΓ ee eee 
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Section 11 


: ΑΝ 01-60AABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART 2 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
103 183-318134 . TORQUE TUBE ASSEMBLY, Cockpit enclosure sliding panel, , , , 1 cc 
mechanism 
-35. NAS221-17 + . SCREW, Brazier head Phillips recess alloy steel se 1 cc 
-36 AN960D10 s “οὗ MASHEHS-. ο hom doce e emo ko Wesce ee vw Xo vr N 1 cc 
-37 AN365-1032 "νο... reb Gy Fat Gv eese Sas UPS ο ae Doar ο. 1 cc 
-38 183-318134-3 + . TUBE, Cockpit enclosure sliding panel mechanism torque. 1 cc 
` tube ; 
-39 183-318135 : . . ARM, Cockpit enclosure sliding panel mechanism torque T CC 
"e tube upper 
-40 183-318136 . . ARM, Cockpit enclosure sliding panel mechanism torque . . 1 cc 
: tube lower 
-41 147-316411 . SPRING, Bombardiers astradome locking. . . . . . . . . . . . 26 cc 
-42 183-318168-1 . SEAL, Cockpit enclosure sliding panel LH . . . . . , . 1 ες 
183-318168-2 . SEAL, Cockpit enclosure sliding panel RH , . . . . . 1 cc 
-43 183-31803-43 . GLASS ASSEMBLY, Cockpit enclosure canopy LH. ...... 1 cc 
183-31803-44 . GLASS ASSEMBLY, Cockpit enclosure canopy RH. ...... 1 cc 
-44 183-31808 . SPRING; Tension. . i . 4 6o ᾱ x Roe e BS ke ὃν ` 1 cc 
- . NOTE: # Denotes the incorporation of Service Change No, 446 


— R n ,————n  FUIa—n rAP n F nnm Ms —F _É r  _ . ο.) 
2ooB ^ " Revised 15 September 1955 
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Group ‘Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 














34 3 32 36 35 35363233 4 ns. 


FIGURE 104 - FUSELAGE COCKPIT CANOPY DITCHING HATCH INSTALLATION 





FIGURE & PART ` ` UNNS USEABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
» 104 1183-31806 HATCH INSTALLATION, Fuselage cockpit canopy ditching hatch. . . Ref 


(see figure 101 for next assembly) 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Group Assembly Parts List 





PART 





FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

“TOR-I —  183-318000 . HATCH ASSEMBLY, Fuselage cockpit canopy ditching hatch... 1 CC 303] 
-2 183-31146 . . SPRING, Fuselage cockpit canopy ditching hatch. . . . . . 10 cc 
-3 183-31803-33 . . GLASS ASSEMBLY, Cockpit enclosure canopy. . . νο. 1 cc 
-4 183-31876-1 . . SIDE FRAME, Fuselage cockpit canopy ditching hatch. "HI 1 cc 
183-31876-2 + . SIDE FRAME, Fuselage cockpit canopy ditching hatch... . 1 σσ 
-5 183-31877 . . FORWARD FRAME,Fuselage cockpit canopy ditching hatch. .. 1 CC 
-6 183-31878 . . AFT FRAME, Fuselage cockpit canopy ditching hatch... . 1 cc 
-T 183-31880 . . SEAL, Fuselage cockpit canopy ditching hatch. . . sw 1 cc 
-8 183-31889 . . PLATE, Fuselage cockpit canopy ditching hatch... x 6 ος 
-9 183-31899 "ES BRACKET ASSEMBLY, Fuselage cockpit canopy ditching hatch. 1 cc 
-10 146-31641 . . SPRING, Bombardiers astradome locking . id a ote š 12 cc 
-11 NAS221-14 . . SCREW, Brazier head 29/32 inches long 10- 232 alloy steel š 4 cc 
-12 AN960D416 . . WASHER. . . . + Se ten qe WP ADAE. APS! A ον, Me, A a “ee 4 cc 
-13 AN960D10 oue WASHER ΙΟΣ dou Cede lev eeu Uriel DOSE UV" xe. ee Gg adh κοι ren ia nior ᾳ 8 cc 
-14 AN365 -428 oes NUT osa yore oves a, a el ο ο. 2 CC 
-15 AN364-1032 e wc I NUTuyvay We ο Me oe I, Sat ve wo Non Mee SE ele sa" pan WO ο Gets ok ben x = be 4 σσ 
-16 AN4-14A 5 . BOLT. .. š eve as τα Qo) Yer cie ὃν ον 2 cc 
-17 183-31881 . HANDLE ASSEMBLY, Fuselage “cockpit canopy ditching hatch. . . 1 cc 
-18 183-31881-3 HANDLE ASSEMBLY, Fuselage cockpit canopy ditching hatch . 1 cc 
-19 183-31883 . . . LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . 2 cc 
-20 183-31884 . . BEARING ASSEMBLY, Fuselage MU canopy ditching hatch. 2 cc 
-21 4B20B6-020 . . . BUSHING, Press fit flanged (NA). . . » 1 cc 
-22 183-31885-11 + . CRANK ASSEMBLY, Fuselage cockpit canopy ditching “hatch. ; 2 cc 
183-31885 -3 e δη PLATE u.s Gare ve a Ore a Ae: 1 cc 
183-31885-7 eo UU uw SHART Is E ONR 1 cc 
-23 183-31886 . . SPACER, Fuselage cockpit canopy ditching Εμ... 2 cc 
-24 CR12CP . . CAM, Follower TOR) . ο be de E ie νυν 2 cc 
-25 AN364 -624 eU. AS ud ali drea qoq. armel ist: ο ernie INT Tess “an ce Stee ο ae ie Tos, 2 cc 
-26 AN960C616 . + WASHER. . 4. at vrbe. Lu 2 cc 
t -27 183-31887 . AXLE ASSEMBLY, Fuselage “cockpit canopy ditching “hatch. "An 1 cc 
-28 183-31887-3 4 AXLE, Fuselage cockpit canopy ditching hatch. . . . . . . 1 cc 
-29 183-31883 ç LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . 2 cc 
183-31883-3 . . . PLATE, Fuselage cockpit canopy ditching hatch. . . . . 1 ος 
183-31883-5 . . . TUBE, Fuselage cockpit canopy ditching hatch . . é 1 cc 
-30 183-31884 . . BEARING ASSEMBLY, Fuselage cockpit canopy ditching hatch. 2 cc 
-31 4B20B6-020 . . . BUSHING, Press fib flanged (NA). . . . 2 1 cc 
-32 183-31885-9 . . CRANK ASSEMBLY, Fuselage cockpit canopy ditching “hatch. . 2 cc 
183-31885 -3 . . . PLATE, Fuselage cockpit canopy ditching hatch. .... 1 cc 
183-31885-5 . . . SHAFT, Fuselage cockpit canopy ditching hatch. .... 1 cc 
-3 183-31886 - . SPACER, Fuselage cockpit canopy ditching hatch. . . . . . 2 cc 
-3 CR12CP . . CAM, Follower TOR) αρ κας ee Fa fen ed. e. cm Gg MEETS κα 2 cc 
-35 AN364 -624 wt. C NUN en mc AO ο ο o, Boe χης, E. CK Ve. DAC DAR ee Ne: Ux 2 cc 
-36 AN960C616 š WASHER. . . QUU Iv. ge 2 ce 
-37 183-31888 ` HANDLE ASSEMBLY, Fuselage “cockpit. canopy ditching “hatch. . . 1 cc 
-38 183-31888-3 - + TUBE, Fuselage cockpit canopy ditching hatch. ...... 1 co 
-39 5H1-3 . . HANDLE (NA)... « >... eee we eee ὁ ος t tm 59 n9 n9 1 cc 
-40 1R12-6-049-428 we. ROD END (NA). «e$ oe 0€ w 6. 9 τν ο, ο es a 1 cc 
-41 AN315-4 Ss NUL e de u e e A 1 cc 
-42 AN481-4P wx CEBVIS. ας res NEL A WINS pel ei cis ο. 4; aire 4. g: “6 1 CC 
-43 AN960D/116 . WASHER. . . ο ᾱ- ὦ . ç e iets et tes HS oe 1 cc 
-44 183-31890 " TRUCK ASSEMBLY, “Fuselage cockpit canopy ditching hatch . . . 2 cc 
-45 183-31890-3 . . FITTING, Fuselage cockpit canopy ditching hatch . . . . . 1 cc 
-46 183-31892 ; . SPACER, Fuselage cockpit canopy ditching hatch. . . . . . 1 cc 
-47 AN960C616 es x» WASHER. ¿ Ὁ 720 à 0 -ᾱ- e e$; οἱ. οἱ P m ὁ, ος «αἳ Pw io, -ᾱ 1 Ως 
-48 AN364-624 . . NUT QU PE ENTM ee 1 cc 
-49 CR12CP š CAM, Follower (TOR) ` . ae 1 cc 
-50 183-31891 7 BRACKET ASSEMBLY Fuselage cockpit canopy "ditching hatch αὐ xe 1 cc 
-51 183-31893-1 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . 1 cc 
183-31893-2 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . 1 cc 
-52 183-31894 . AFT LOCK ASSEMBLY, Fuselage cockpit canopy ditching hatch. . 1 cc 
-53 183 -31894-3 . . LOCK, Fuselage cockpit canopy ditching hatch. .... H 2 ος 
-54 183-31894-5 `. . ACTUATOR, Fuselage cockpit canopy ditching hatch. E G κ 1 ος 
-55 183-31894-7 . . TUBE, Fuselage cockpit canopy ditching hatch. . . 1 cc 
-56 183-31879 . BEARING ASSEMBLY, Fuselage cockpit lock canopy ditching “hatch 2 cc 
-57 183-31895 . ROD ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . . 2 ος 
-58 183-31895-3 . . TUBE, Fuselage cockpit canopy ditching hatch. ...... 1 cc 
-59 1R12-6-044-428 ic ñas ROD SEND? (NA) ae ov Bae. ta e oe ο ο AE ο eye ee 1 cc 
-60 AN316-4 a Aw ΝΟ x. ece 4 ye - A E P. sU sel ᾱ ᾱ 79 0€ Ter a 1 CC 
-61 AN481-4P soU OCLEVIS. 4-4 -ᾱ ὁ ο; hoo oe cm Fee lad ω ine, ο ᾱ ος «95441 de; «ἴδ». 1 CC 
~62 AN486-4 . CLEVIS. . . » 3 > Bring E 1 cc 
-63 183-31896 š PLATE, Fuselage cockpit canopy ditching hatch. n 2 cc 
-64 183-31897-1 . SUPPORT, Sta 178-1/2 fuselage cockpit canopy ditching `hatch. 1 cc 
183-31897-2 . SUPPORT, Sta 178-1/2 fuselage cockpit canopy ditching hatch. H cc 
-65 183-31898-1 . SUPPORT, Sta 66.371 fuselage cockpit canopy ditching hatch . 1 cc 
183-31898-2 . SUPPORT, Sta 66.371 fuselage cockpit canopy ditching hatch . 1 cc 
-66 36-53070 . SPRING, Map case . . . . +. + <s +< < < < ὁ e . < s s e on -- 1 CC 
-67 183-31882 . STOP, Fuselage cockpit canopy ditching hatch ........ 2 σσ 
-68 AN960D10 « WASHER... ο 4... 4 4 Owe ee ew se 36 cc 
-69 AN365-1032 e NUTS ο ara we OS 5 ὁ re ὁ -ᾱ- w SB en ο ο οἱ δὲ ὡν Gw wo ὦ 13 cc 
-TO AN310-3 x. SNUB eh Σὸν SS Ab ie ο a e Vest s. Q sve) ος ne «Ὁ LS, še που” 5 cc 
-71 AN23-12 ο “BOLT ui -ῳ -ᾱ «ὁ e e dg N pa a ας Da a aA inr ts, 5 CC 
-72 AN3-10A E ABO ou 6s < ων a 0 ο ο tee ¿U ο γῶν ο ο €^ WO des Cer κα 12 cc 
-73 AN520-10R8 s SCREW I o eile Cat CIR ο ein ee See SL S Ve Co en, en ον -δι 1 cc 
AN960B816 WASHER . . « . . © © . +. Ub μονο πα ο) ap ὧν. απο AR cc 
-74 2015-3 . (‘CLIP (NA). . ¿ o... ο . NE ο Ἔν su ἐν ὃν ο. iden 1 cc 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


H-175-31-37 





FIGURE 105 - PILOTS COCKPIT ENCLOSURE WINDSHIELD ASSEMBLY 
204 . 








160-31827-101 


160-31827 -57 
160-31827 -58 
175-31828 
175-31223 
175-73248 


ATTACHING 


AN341-8 
AN960D8 
AN507C832R12 
7813CN832 


160-31827 -59 
160-31827 -73 
AN364-1032 
160-31827-77 
AN960D10L 
7813-1032C15A 
142-31871-17 
AN936A416B 
160-31827-89 
7813-1032C15A 
175-54071 
AN363-1032 
AN960D10L 
160-31827-77 
7813-1032C16A 
AN365-1032 
AN509-10R16 
160-31827-27 
AN363-1032 
AN960D10L 
NAS43DD3-35 
7813-1032C17A 
AN363-1032 
AN960D10L 
160-31827-77 
1813-1032C16A 
7813-1032C15A 
160-31827-51 
160-31827-71 
160-31827-53 
160-31827-63 
AN364-1032 
AN960D10L 
NAS43DD3-33 
AN509-10R16 
160-31827-55 
160-31827-56 
160-31827-69 
160-31827 -41 
146-31825-1 
146-31825-2 





AN 01-60AABA -4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


WINDSHIELD ASSEMBLY, Pilots cockpit enclosure 
see figure 100 for next assembly) 
RETAINER STRIP, Pilots cockpit enclosure LH. . . . 
RETAINER STRIP, Pilots cockpit enclosure RH. . . . 
. BOW ASSEMBLY, Cockpit enclosure windshield ç 
. BOW ASSEMBLY, Cockpit enclosure windshield 


- . PLATE, Camera sight mounting. .... e US 

PARTS 

ss RecoNUT S S. 2 Y 2. $. ο ο RE RO. vou S YS 
WASHER... ¿21 os WES G ote er BES A: BLS w e 

- + SCREW... 


SCREW, 100° flush head corrosion resistant `(NA) 


. STRIP, Pilots cockpit enclosure. . . . 
. STRIP, Pilots cockpit enclosure. . . . 


. NUT. . Ἐν Malo š x 
. SPACER, “Pilots cockpit enclosure DS ^ vg 
. WASHER . . CR RES 
. SCREW, 100° flush head corrosion resistant (NA). . 
. NUT, Fuselage cockpit enclosure. . . . . . . . + + 

WASHER ο 8 CN HEP vs 


SPACER, Pilots cockpit enclosure ο ἂν -ᾱ 
SCREW, 100° flush head corrosion resistant (NA). 


SHIELD, Electrical wiring canopy ........ 
NUT ees a iS seh ce ud 
WASHER . . . . uA DPI 


: SPACER, Pilots. cockpit enclosure , . . .. . s < ο 
SCREW 100° flush head corrosion resistant (NA). . 


. NUT. X cA αρ... ας κα ROO. Zar δι ἂν κ” ην. AR 

" SCREW. $ AR ee a Ao RR OR aa: ο. 

. FILLER, Pilots cockpit enclosure v x0. ο @ + + κεν 
NUT ry 1$ ae a ος ὃς ο 399, 9 sa 19 τὰ . 
WASHER . . . . OR ο ο ο DO ER Q we 


SPACER, Screw and "boit m 


` . ο 9 n 


SCREW, 100° flush head corrosion resistant (NA) 
Nic decor ZS bas Gk κκ μα nee 
WASHER . . . . bM pM M 


( 
SPACER, Pilots cockpit enclosure . . . . . . 
SCREW, 100? flush head corrosion resistant Í 
SCREW, 100° flush head corrosion resistant 

RETAINER STRIP, Pilots cockpit enclosure . . 
STRIP, Pilots cockpit enclosure rubber . .. 
STRIP, Pilots cockpit enclosure cork . . . . 
TEE, Pilots cockpit enclosure. . . . . .. 


NUT ο e, ο wer u eA Dem Lei Puy in εἰς κ. 
WASHER . . . E ieee es Sao ca μον. 2 το δρ 
SPACER, Screw “and “bolt E Ged ὡς ο e 
SCREW. . . : 


. . 0 . . ὁ ο ο . t| ο  α 


RETAINER STRIP, Pilots cockpit enclosure LH. n 
RETAINER STRIP, Pilots cockpit enclosure RH. . 
STRIP, Pilots cockpit enclosure. . . . . . . + + . 
SEAL, Pilots cockpit enclosure . . oo. 
GLASS ASSEMBLY, Cockpit enclosure windshield: LH. 
GLASS ASSEMBLY, Cockpit enclosure windshield RH. 


° ° +> q 9 9 s 9 9 9 s s + 9 + 9 +... 


B= 


H fOTO fOTO LH. HS IS ES PO Λ) M W Lu Uy 


9 5 + 9 t] ο ὁ ο n 


5 e @ e o o . ° n 


$9 °> 0 0 9 w s 9 0 s s ὁ 6 ο ο . 
* ` * o9 e s. 9 ο 4 s k t$ ὁ oc] ο 
* * 9 s o9 9 9 ὁ 9 s + 0 9 0 c£ 3 ο 
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FIGURE 106 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL MECHANISM INSTALLATION 
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ΑΝ O1-GOAABA-4 
FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
106 175-31805-1 MECHANISM INSTALLATION, Cockpit enelosure sliding panel LH. . . Ref AD 

(see figure 75 for next assembly) 
175-31805-2 MECHANISM INSTALLATION, Cockpit enclosure sliding panel RH. . . Ref AD 
(see figure 75 for next assembly) 
NOTE: Quantities listed per LH installation only except as noted 
-1 175-31802-1 . PANEL ASSEMBLY, Cockpit enclosure sliding LH . . . . . . +. +. 1 AD 
(see figure 109 for detail breakdown) 
175-31802-2 . PANEL ASSEMBLY, Cockpit enclosure sliding RH . . . . . ... 1 AD 
(see figure 109 for detail breakdown) z 
-2 AN365-1032 c NOT € Dye Se E Se we A A š E NET 5 AD 
-3 AN960D10L & TWASHER: 20 ue uve ων w a Rav eue λεω te vi ts RES . 9 AD 
-4 AN960D10 . WASHER ............. ETE πα ντο. 1 ΑΡ 
-5 AN3-6A s. “BOLT! : > . A š a Pee οξέα. 5 AD 
-6 1175-31819 . FITTING ASSEMBLY, Cockpit enclosure track ‘aft low wer attaching 1 AD 
-7 B45P . . BEARING, Type DC needle (TOR) . . . soso . . . . + ον i 1 AD 
-8 AN320-4 we NUES talado ois eee a. eh Ke chy re ο oh e) werd 100 ὅς ο ο. š 2 AD 
-9 AN96OD416L « WASHER: 429 κα ww q Ca ek ox a A Ἐν, E E 4 AD 
-10 AN24-18 . BOLIT... n s. z τ 2 ΑΡ 
-11 175-31825-1 . FITTING ASSEMBLY, "Cockpit “enclosure aft upper track hinge. ` 1 AD 
frame attaching LH 
175-31825-2 . FITTING ASSEMBLY, Cockpit enclosure aft upper track hinge. . d AD 
frame attaching RH 
-12 B45P š BEARING, Type DC needle (TOR) . . s^ Yen heh, de else. 22 1 AD 
-13 175-31835-1 . TRACK ASSEMBLY, Cockpit enclosure sliding anel lower LH 2 1 AD 
M (see figure 110 for detail breakdown 
175-31835-2 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower RH . 1 AD 
(see figure 110 for detail breakdown 
-14 160-31824-1 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper track. 1 AD 
LH (see figure 110 for detail breakdown) 
160-31824-102 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper track. 1 AD 
RH {see figure 110 for detail breakdown) 
-15 AN320-4 be, NUTS spices A S a a awl ek de Tender eS e: ὁ 1 AD 
-16 AN960D416L S WASHER. 4 ο S SSE να ο ο ο ee tink Mel Da 2 AD 
-1 AN24-22 . BOLT . . . i . . 1 AD 
-1 175-31818-1 . FITTING ASSEMBLY, Cockpit “enclosure track fwd lower end LH . T AD 
175-31818-2 . FITTING ASSEMBLY, Cockpit enclosure track fwd lower end RH . 1 AD 
-19 BA5P . . BEARING, Type DC needle (TOR) .......... ον. 1 ΑΡ 
-20 AN365-1032 . NUT. o Ey Jas VEL ato) ps ος, “ὁ; BR SN: Ye Se UE, Mats aio wi Nr ee e CEST Si, SQ 3 AD 
-21 AN960D10L * WASHER wu WOES SUA OS AGAR Be EO ϱ ar Say ONCE ea E κ.α E ἃ 6 AD 
-22 AN3-7A «c BOLT O μα A E RR ARA Ὁ RR CU AX Sus τς wg. Q 2 AD 
-23 AN50910R13 $OSOREWA ο ο cuo: ἃ S OUS s δν. We & αὶ a EE ᾱ arse RO PERS T AD 
-24 AN320-4 ae AAA O φ πὰ TO io ᾱ 1 AD 
-25 ΑΝΟΘΟΡΗ161, o CMASHER ο ο ο ot as ad “Wis Syeda ο ο μ. 2 AD 
-26 AN24-1 a BOLT . . . . Σ a ws . & δὲ op. ve 1 AD 
-27 175-31816-1 . FITTING ASSEMBLY, Cockpit enclosure forward upper "track. . . 1 AD 
ο hinge bow attaching LH 
175-31816-2 . FITTING ASSEMBLY, Cockpit enclosure forward upper track. 2 1 AD 
hinge bow attaching RH 
-28 1B19S1 -006 . . BUSHING, Press fit plain (NA) . βὶ τῷ Me is e wate 2 AD 
-29 AN365 -1032 . NUT. a a Salsa ο. SE RE fend se 5s 2 AD 
-30 AN960D10L ` WASHER oo oTi ^ E S^ E ταν δ Dus 4 AD 
-31 AN3-10A s BOLT Oe) bs 6: a al te οι cie ae a -ἰφι γοναὶ -ᾱ Eni 1 AD 
-32 AN3-7A e BOLT SC ο -ᾱ 6 E ewe Heh «οἱ T . e.e.. . oe ο ο . ο 1 ΑΡ 
-33 AN365-1032 ao NUT το, a, ος νι RA es τώ” (ο τως kat ὃ oat v 9 7€ . ae ier vdd 2 2 AD 
-34 AN960D10L ^ (WASHER 42 ο ο w lu a at era, q S GS AD eh de qe, ος eA at e Φα 4 AD 
-35 AN3-7A » BOLT . « 4 ὁ ὁ ο ο 5 2... ο š $4 e La, QE y. Zé 2 AD 
-36 175-31849 . FITTING, Cockpit enclosure bu ungee attaching. Se κάν BE Ven Re 1 AD 
-31 AN320-3 ὁ "NUT. ecce cx" ub ww Yee $e. m Sl Ao Aer a "EPI 1 AD 
-38 AN960D10L 2 “WASHER: 25.5 o; a ο P Gos ec a GË ο RAUS d es UNT Ue ο” 2 AD 
-39 AN23-13 . BOLT... š A dla ee cape e aa DE Fat er τό. e 1 AD 
-40 160-31874 , BUNGEE ASSEMBLY, Canopy sliding panel mechanism. . . . . . . 1 AD 
-41 146-31860-51 . . ROD END ASSEMBLY, Canopy Bidding panel mechanism. aa 1 AD 
-42 AN316-4R . . NUT . . š: á 1 AD 
-43 160-31874-3 e ^s. TUBE, Bungee “assembly canopy “sliding "panel “mechanism. m 1 AD 
-44 160-31863 . . BEARING, Canopy sliding panel mechanism bungee... -— 1 AD 
-45 160-31859 + . ROD, Canopy sliding panel mechanism bungee. . . . . . . . 1 AD 
-46 160-31875 + . SPRING, Canopy sliding panel mechanism bungee ae À 1 AD 
-47 160-31861 . . TUBE END, Canopy sliding panel mechanism bungee . . . . . ‘1 AD 
-48 AN320-3 . NUT. Sw fos qp E cs tad Vers ο” de 20.47 ον e o V UR! e S S s 1 AD 
-49 AN960D10L è WASHER w bee SSS en οφ. IEEE A 2 AD 
-50 AN23-13 « BOLT.. "ES 1 AD 
No Number . CANOPY SLIDING PANEL MECHANISM HANDLE ASSEMBLY AND ATTACHING Ref AD 
PARTS (see figure 107 for detail breakdown) 
No Number . FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS. . . . . . Ref AD 
(see figure 108 for detail breakdown) 
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23 24 40 30 34 29 24 46 


H-175-31-63 
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ΑΝ 01-60AABA-4 l Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
107 No Number CANOPY SLIDING PANEL MECHANISM HANDLE ASSEMBLY AND ATTACHING. . Ref AD 

PARTS (see figure 106 for next assembly) 
NOTE: Quantities listed per LH installation only 
-1 AN320-3 sor ΜΜ ee LE v ον τς ο SI ᾱ- PES a Se ON ç MET 1 AD 
-2 AN960D10L . WASHER . . A x ο νο pere -- ο. 1 ΑΡ 
-3 2W1AL12-10-16 ` WASHER, Plain `(NA) ` ο ο κ “ar Mey se? Sel Ti^ ua Sr Sele 4 AD 
-4 NAS43-3-40 . SPACER, Screw and bolt Mo e S ru egeta e. i Rie Tm ο ο erga 1515} AD 
-5 AN23-27 + BOLT .... è ο ο κ ο ο DEO 1 AD 
-6 175-31827-1 . LINK ASSEMBLY; Cockpit enclosure track actuating rod sup LH. 1 AD 
175-31827-2 . LINK ASSEMBLY, Cockpit enclosure track actuating rod sup RH. 1 AD 
ni HSB3 . . BEARING, Self-aligning (HLF) 
- ΤΤΗ3 . s c BEARING: (ND) i 6 196108 x 09€. Ὁ xo Vs A eie Ὁ 2 AD 
-9 AN364-428 s NUT 4-3 us ο jk ΙΙ ΙΙΙ A404. PO Sa le a 141 - AD 
-10 AN960D416L s . WASHER . . a raq w. Metre is 2 AD 
-11 NAS143-4C . WASHER, x4130° or equivalent 185; ¿000 to 145, 000 psi ie uer ος τ 1 AD 
countersunk and plain types 
-12 175-31823 . SPACER, Cockpit enclosure sliding panel mechanism link... 1. AD 
-13 NAS144 -25 . BOLT, Internal wrenching steel 1/4-28. . . . z ox. < = s 1 `. AD 
-14 AN320-2 er IN Mc hein ο MA DU νο 1 ND 
-15 AN960D10L . WASHER . . νην 2 ÀD 
-16 175-31810 . . LATCH ASSEMBLY, “Cockpit. “enclosure "handle ο: Q ^3 "es wu Q. e “ϱ CQ “Q L AD 
-17 AN200K3L . . BEARING .... s ule οκ ο ΙΝ. ey Tet Y OR 1 AD^ 
-18 NAS464-3-36 . BOLT, Shear close tolerance. . . ο... Ne 1 AD 
-19 175-31806-1 . HANDLE ASSEMBLY, Cockpit enclosure sliding panel LH. £45 1 AD 
175-31806-2 . HANDLE ASSEMBLY, Cockpit. enclosure sliding panel RH. . "RM 1 AD 
-20 175-31807 -1 . . FITTING ASSEMBLY, Cockpit enclosure handle LH... m 1 AD 
" 175-31807-2 . FITTING ASSEMBLY, Cockpit enclosure handle RH... ex 1 AD 
| -21 AN200KS 3L + . BEARING. . . va s ας ἐνόν νέῳ. ο 2 AD 
-22 486-3-.010 . . SPACER, Dual bearing (NA). wre $U S E MEE 1 AD 
-23 AN310-3 of NUD Se οι; ^u τα. τῳ, αὐ c» uel Me -οἳ Ἂς ASE hh S RE sU S 3 AD 
-24 AN960D10 +> (WASHER o ne Wel see Wie A xS NLIS. e ens Sob Nie ey Ge 11 AD 
-25 AN3-11 . BOLT. κ . ç T 1 AD 
-26 175-31809-1 . FITTING ASSEMBLY, Cockpit enclosure handle aft “locking “LH 1 AD 
175-31809-2 . . FITTING ASSEMBLY, Cockpit enclosure handle aft locking RH 1 AD 
-27 AN200K3L . + . BEARING. . . . . QUU quie, (gw quisi Ya ο σεν 1 AD 
-28 175-31821-1 . . FITTING, Cockpit enclosure “handle sit lock catch LH... 1 AD . 
175-31821-2 . . FITTING, Cockpit enclosure handle aft lock catch RH... 1 AD 
-29 AN365-1032 a ο” AG PEMEX Gate wy see, wea δ. xcu 4 AD 
-30 AN509-10R11 . . SCREM . . . . Mea. Sc wal, ie), Jas ie: Nar ος ος (ον ar, idol Se 2 AD 
-31 175-31839 + . SPRING, Tension wu Urs "Ec cates EE ERES 1 AD 
-32 NAS428-3-7 + . BOLT, Adjusting crowned hexagon head. use οὐ Vs lam SA qu ως 1 AD 
-33 AN315-3 et ο. NUT Lo g dice me BR ο 5 9 ος Φις ο φις 3 AD 
-34 AN960D10L . . WASHER. . . . . ; ο δν δε dr. ον ως oP 4 AD 
-35 175-31808-1 . . FITTING ASSEMBLY, Cockpit enclosure forward lockin ng LH. . 1 AD 
175-31808-2 . . FITTING ASSEMBLY, Cockpit enclosure forward locking RH. . 1 AD 
-36 3Β1953-011 . ++ 3 BUSHING, Press fit plain (NA). . « . . + + + + + + + + 1 AD 
-37 AN3-12 sco BOLT 29x 0€) je. Q Qel Ra ο ο ου ο ο ee ee end 1 AD 
-38 AN3-10 eo BOLT. 6.5 Q Wy Sub aA 2 š 1 AD 
-39 175-31811 . + LOCK, Cockpit enclosure handle open position. m š 1 AD 
-40 175-31856-1 . . . GUIDE, Cockpit enclosure handle lock LH . . MINE 1 AD 
175-31856-2 .. . GUIDE, Cockpit enclosure handle lock RH. . UIDES 1 AD 
AN509-10R8 PO ee SCORE ον ντο eS ee a elan ve. 9 Se erro M cen. Ser ὁ gor ares 2 AD 
AN364 -1032 S. ee NUT Ca der Nee cho RD lec νά ἃ fete) Ye, a S Ὁ εν Seb S 2 AD 
-41 175-31817-1 . . FITTING, Cockpit enclosure handle lug LH. . . . . . + + + 1 AD 
175-31817-2 “o . FITTING, Cockpit enclosure handle lug RH. . . . . . + + + 1 AD 
-42 NAS428-3-10 + + BOLT, Adjusting 6 crowned hexagon head. . . . . . + + + + * 1 AD 
-43 AN507 -440R12 +... SCREW... E E E EE CERE 1 AD 
-44 ——AB2 : - .. BUMPER (CRPI). ese, E ον EC QS ο UE πας I AD 
#5 > 2WYAL8-16-032 ` ` WASHER, Plain (ΝΑ). . . ligaas $1705 A H AD 
-46 AN341-6 Z. ΝΤ us — ο ο ο μου. 1 ΑΡ 
` -47 175-31840 M SPRING, Tension eee . € 9 $9 9 € ὁ ier 1 AD 

AB 175-31830-1 > COVER, Cockpit enclosure window handle IH. ; . . . M 1 AD 

175-31830-2 . COVER, Cockpit enclosure window handle RH. ......... 1 AD 

-49 AN365-1032 a NUT oe τν οἱ τως Ὁ ο ο απο s a s 1 AD 
-50 AN960D10L » WASHER 4 ὁ ο ὁ 9 69 9 9 9 9 ὁ ὁ ο ὁ ο v 9 ο τὰ, an τῳ 3 AD 
+ à 2 AD 





-51 AN3-3A SHOUD Ch i ο q u ak dre ve ck RM ROS UA 
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FIGURE 108 - FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS 











No Number 


175-31826-1 
175-31826-2 


AN310-5 
AN960D516 
NAS335-20 
AN310-4 
AN960D416 
NAS 334-22 


175-31850-3 
175-31853-1 
175-31853-2 
4BOS4-008 

175-31852-1 


a, EANN 


| 175-31852-2 


4B2055D10 
HSB3 
175-31854-1 
175-3185h-2 
4B20B4 -008 
AN365-1032 
AN960D10L 
AN3-6A 
AN3-7A 
175-31855-1 
175-31855-2 
4B20B4-008 
AN365-1032 
AN960D10L 
AN3-11A 
AN3-10A 
175-31836-1 


175-31836-2 


BRA5 
4B19B3-006 
4B2086-008 
AN310-5 
AN960D516L 
NAS335-14 
AN320-4 
AN960D416L 
4B21S4-012 
2W1-16-24-50 
NAS 334-10 
160-31847-1 


160-31847-2 


BRA5 
4B2086-008 
AN310-5 
AN960D516L 
NAS335-14 
AN320-4 
ANQ60D416L 
4B21S4-012 
NAS 334-10 
175-31838 
160-31871 
AN316-4R 
1R8P8-428 
175-31838-3 
AN320-3 
AN960D10L 
7813-1032-13 


1 


e 9 $9 ο 3 0 ο 9 9 ο 


AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 106 for next assembly) 
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Group Assembly Parts List 


FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS 


TUBE ASSEMBLY, Cockpit enclosure track actuating 


NUT. ¿SU aus s AR AAA A AO 
WASHER A 
BOLT, 100° close tolerance high "strength 
NUT. a e Soe «o5 09 A AA 
WASHER . 3 


BOLT, 100° close -tolerance high pee 


FITTING ASSEMBLY, 
FITTING ASSEMBLY, 
. BUSHING, Press 
FITTING ASSEMBLY, 


fit flanged (NA). . 
Cockpit encl torque 
. FITTING ASSEMBLY, Cockpit encl voraus 
.. . BUSHING, Press fit flanged (NA). 
. BEARING (HLF). EM 
MOUNT ASSEMBLY, Cockpit enclosure "torque 
MOUNT ASSEMBLY, Cockpit enclosure torque 
BUSHING, Press fit flanged (NA) . . . 
NUT; 43x re os: τὰ μας š 
WASHER . . . + 
BOLT . . . 
BOLT . . e . 
MOUNT ASSEMBLY, Cockpit “enclosure torque 
MOUNT ASSEMBLY, Cockpit enclosure torque 
BUSHING, Press fit flanged (NA) . . . 
NUT A ο ei ate m Sra ice ο ere TN 


ee «ο 


. . . o 
* * 9 © t t o o |; s o o 

e * $9 $5 o $9 * £2 oo t|] ο  » o 
. . 


. 
. ο 
. 


. ο . 
` 
. 
. 
. 

. ο 
. 


5. © © © © : 
. 


BOLT . 
station 21.788 lower LH 


. TUBE ASSEMBLY, Cockpit enclosure track actuating 
ATTACHING PARTS 


5/16 -24 


e... ο 


i/4-28. 


tube bottom LH. 
tube bottom RH. 


torque LH 
torque RH 


oe ee ee 


. ee oe 
. 


`. 


TOR 
tube lower RH 


. ee 
n 
. . 
et . on 


tube upper LH 
tube upper RH 


. 
. . . 
. 


BELLCRANK ASSEMBLY, cockpit enclosure sliding “panel ca 


oe eee 


`. ` 0 9 5 . 5. 


no 


y 


TUBE ASSEMBLY, Coekpit enelosure track actuating torque 
Cockpit enclosure torque tube top LH 
Cockpit enclosure torque tube top RH 


p 


BELLCRANK ASSEMBLY, Cockpit enclosure sliding panel canopy 


Station 21.788 lower RH 
. BEARING (TOR). S ceras 
BUSHING, Press “rit “plain ` (NA) ue 


BUSHING, Press fit flanged (RH only) '( 
NUD a ee ο UQ Ἵν LM as 
WASHER . ¿ : . 
BOLT, 100° close tolerance high strength 
NUT. cv Mare? aie es e va E Ros 
WASHER . . E E ye 
BUSHING, Spacer ` (NA) ; wi V8. Se, ew. rar es 
WASHER, Plain (NA) . P a 


BOLT, 100° close tolerance high strength 


NA) ` ` 
iso 
1/À-28. 


. 9 9 9 ο ο c3 . .. 


. °. 
. 
. . 
. . 
. . 
. . 
. . 
. >» 
. 


BELLCRANK ASSEMBLY, Cockpit enclosure: sliding window . 


station 114 upper LH 


BELLCRANK ASSEMBLY, Cockpit enclosure sliding window . 


station 114 upper RH 


BEARING (TOR). . da e ve 

BUSHING, Press fit flanged (NA) . . . 
NUT X ὦ -ᾱ- a e -ᾱ- W. ὁ n 
WASHER . . . o < +s s « © © © © Š 0. ooo 
BOLT, 100° close tolerance high strength 
NUT. 5 5-2. ο 3.297099 aa de a daa 
WASHER . . Ore Wert severe Au. cR S te 
BUSHING, Spacer ΘΑ) . - 


BOLT, 100° close tolerance high "strength 
ROD ASSEMBLY, Fixed canopy sliding panel 


. NUT "IDEE 
. ROD END, “Threaded (NA). oy 

. TUBE, Fixed canopy sliding panel "actuating "mechanism 
NUT, Ὁ... "aso oim ὦ vm. US sm ᾱ ὁ 4. Ὁ ο we 4 9 


WASHER . . 


ο ο 
=. ο» 
T 
m 

. S ες n n 


i/i-28! 


: actuating 
. CLEVIS, Canopy enclosure sliding window tie rod 


SCREW, 100° “flush “head corrosion resistant (NA). 


9. + 9 9 °. 9 $9 s s s 9 i$ 


ee * 0 9 ο 9 o ος 


e 8 + 9 ee + νε. 


UNITS 
PER ASSY. 


Ref AD 


Fa i PRN OFRPRPYENNOFH PEPE = 
> 
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H-175-58-72A 


FIGURE 109 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
09 175-31802-1 PANEL ASSEMBLY, Cockpit enclosure sliding LH. . . . . . . . . + Ref AD 
(see figure 106 for next assembly) 
175-31802-2 PANEL ASSEMBLY, Cockpit enclosure sliding RH. . . . . . . . . + Ref AD 
(see figure 106 for next assembly) 
-1 175-31802-3 . FRAME, Cockpit enclosure sliding LH. . .. . .. , + + + + . 1 AD 
175-31802-4 . FRAME, Cockpit enclosure sliding RH. . . . , . s + s + s ον 1 AD 
-2 175 -31802-5 . FRAME, Cockpit enclosure sliding LH. . « . . . . . . . s . o 1 AD 
175-31802-6 . FRAME, Cockpit enclosure sliding RH. . . . ... + . ç < eee 1 AD 
-3 175-31802-7 . FRAME, Cockpit enclosure sliding LH. . , . . + + +< +s . s x x 1 AD 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER ad 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





p g Winch a 
FRAME, Cockpit enclosure sliding LH. it 


-4 175- E 9 š or rs : SS 1 AD 
175-31802-10 . FRAME, Cockpit enclosure sliding RH. ...... *o v ο. - 1 AD 

-5 175-31802-11 . STOP, Cockpit enclosure sliding LH . . . . . . e +s . . . . . 1 AD 
175 -31802-12 . STOP, Cockpit enclosure sliding RH . . EET να. 1 AD 

-6 175-31802-13 . STOP, Cockpit enclosure sliding LH . . . . elsi q.s 1 AD 
175-31802-14 . STOP, Cockpit enclosure sliding RH.... ο ο... 1 ΑΡ 

-τ 175-31802-15 . STOP, Cockpit enclosure sliding LH .... ke dad! t ον e 1 AD 
. 175-31802-16 . STOP, Cockpit enclosure sliding RH . . .. "TP 1 AD 

-8 175-31802-17 . STOP, Cockpit enclosure sliding LH . . MCCC MES 1 AD 
175-31802-18 . STOP, Cockpit enclosure sliding RH š ο os vet ubat ton,” Soe 1 AD 

-9 175-31813-1 . SEAL, Cockpit enclosure sliding panel “LH ο tel es οφ 1 AD 
175-31813-2 . SEAL, Cockpit enclosure sliding panel RH . . . . . e . . . . 1 AD 

-10 147-31641 . SPRING, Bombardier's astradome locking ην eye e SOUS ?6 AD 
-11 175-31803-71 . GLASS ASSEMBLY, Cockpit enclosure canopy LH. . . . . . s + + 1 AD 
175-31803-72 . GLASS ASSEMBLY, Cockpit enclosure canopy ΠΗ... . . . . sà 1 AD 

-12 175-31833-1 . TRUCK ASSEMBLY, Enclosure panel rear lower LH. . . . . . +. +. 1 AD 
175-31833-2 . TRUCK ASSEMBLY, Enclosure panel rear lower RH. . . . ss 1 AD 

-13 175-31842-1 . . FITTING, Cockpit encl sliding panel rear lower truck LH . 1 AD 
175-31842-2 . FITTING, Cockpit encl BAO Ene panel rear lower truck RH . 1 AD 

-14 AN200K3L . . BEARING... μμ ο. ο ας δὲ, ον eter, ES 1 ΑΡ 
-15 CR10 . . CAM FOLLOWER (TOR) ` ERI EPIRI 1 AD 
-16 AN364 -428 m NU vente, το... O cR UE cae nets ae a A ar rete 1 AD 
-17 ANS60D416 E WASHER. . . . + . PEN EP 4 AD 
-18 160-31865 ὃ PLATE, Fixed canopy “sliding “panel "truck serrated a 1 AD 
-19 160-31867 . SHIM, Fixed canopy Siding panel truck . . . . . + + <s +< + x AR AD 
-20 AN365-1032 . NT... ο ο Jaca ee: GS de Were a A πβεᾳ 10 AD 
-21 2W1AL13-22-64 . WASHER, “Plain `(NA) . e Se NS ο ue tec ο P es E ea ος ax LR pel 2. 10 AD 
-22 AN3-12A » BOLT ¿ « s e . NES tee 2 AD 
-23 175-31832-1 . TRUCK ASSEMBLY, “cockpit enclosure “panel” rear upper LH. a ts 1 AD 
175-31832-2 . TRUCK ASSEMBLY, Cockpit enclosure panel rear upper RH. . . . 1 AD 

-24 175-31843-1 . . FITTING, Cockpit enclosure panel rear upper truck LH. . . 1 AD 
175-31843-2 . . FITTING, eu enclosure panel rear upper truck RH. . . 1 AD 

-25 AN200K3L . . BEARING . . Ví ο mei ο τὸν pe? πώ pg AR ah Jere E ναὶ. Ii 1 AD 
-26 CF12-6GT7J . . CAM FOLLOWER ᾽ (RBC of A). 4 4. 4-4 €-c ov 9 ae Lee m ὃν 1 AD 
-27 AN364 -428 + o. NUT ay at hee Se) fm: Bh San 43 ο Mien tel το ο. E 1 AD 
-28 AN960Dl16 > WASHER. ee μμ νο 2 ΑΡ 
-29 160-31865 ` PLATE, Fixed sliding panel truck serrated. . . . . 2 1117 1 AD 
-30 160-31867 . SHIM, Fixed canopy sliding panel truck . vuoto o Sar utens. UAR AD 
-31 AN3-12A . BOLT . . .. $m eve e erus Sine 5 eh ck. no de Zar "exiis he 2 AD 
-32 175-31834-1 . TRUCK ASSEMBLY, "Cockpit encl sliding panel front lower LH. . 1 AD 
175-31834-2 +. TRUCK ASSEMBLY, Cockpit encl sliding panel front lower RH. . 1 AD 

-33 175-31845-1 . . FITTING ASSY, Cockpit encl panel front lower truck LH . . 1 AD 
175-31845-2 . . FITTING ASSY, Cockpit encl panel front lower truck RH . . 1 AD 

-34 RL205SH55L scc 1. INSERT (ROS) . a 2—46 SoS a ws ow, Beate ει Eve a 1 AD 
-35 RL24SB7 . . . RING (ROSN) a ue tan Aa P a πα acia ο ar te 1 AD 
k -36 AN200K3L š BEARING. 4 20.23€ s aa GS: SU SO Beet e Tee T ἃ 1 AD 
-37 CR10 > -CAM FOLLOWER (TOR) . PONE ο ο ο qe uie. e 1 AD 
-38 AN364-428 sve NUD US wn Ον fee SW ο Ον» sa 1 AD 
-39 AN960DH16L ew WASHERZ «eu Ce ue arca a a ο τῷ 2 AD 
-40 AN365-632 v NU en ο a ο he q h ο a S T "ED 1 AD 
-41 AN960D6 . < WASHER. . PUE w. € eec ow e ie te wg 1 AD 
-42 ?WlAL10-20-.032 | . WASHER, Plain (NA). 2. . 0. 2... ee . . . . s 1 AD 
-43 175-31841 . . SPRING, Cockpit enclosure handle Tater v. weiss os. as α 1 AD 
-44 2W1AL10-20-.032 . . WASHER, Plain (NA). . AA Er LIE s es 1 AD 
-45 NAS42DD5-16A su ¡SPACER RiVet. X 2 S; o. $m 0m oe dh as TO la aa τῷ 1 AD 
-46 AN515-6R12 . wo € OCREW 4^ 401 o6 m Stes Be a μον eid" hm le Rl eR Q 1 AD 
-47 AN315-3 ο ο bes cory ie. n cx enis Beles ο ο ο T εστω” Bl ran Sel Nelo) ee 1 AD 
-48 AN960D10 e ula, WASHER = 4.7 4 ὦ: sse i Wini a ὁ ὁ ον) Le aa S. LS "S 2 AD 
-49 175-31834-3 e + SPACER. . . . eis ser Ὅρ eie dece. τῷ Swe mls s wi wi. 1 AD 
-50 AN3-10A . BOLT. . . < NN enu. NE E ceo] esae μυ.” 1 AD 
-51 175-31848 PLATE, Cockpit enclosure forward lower truck serrated. . ` . 1 AD 
-52 175-31846 . SHIM, Cockpit enclosure forward lower truck side πες τῷ AR AD 
-53 175 -31847 . SHIM, Cockpit enclosure forward lower truck bottom . . . . . AR AD 
-54 AN960D10 « WASHER ae a ο ἃ: ᾱ- ὦ κεν ἃν ο ο 2 AD 
-55 AN3-11A «s^ BOLT ο Ss Z o vas ο d oom TR May A ϱ 2 AD 
-56 AN960D10 i WASHER... co ἐς. Se τῶ: S σερ ος EA sends, 8/7 ὥς ido ο πώ. τὰς. ιὸ 2 AD 
-57 AN3-10A κ. BOLT 2. owe . . . vis: ^x 2 AD 
-58 175-31831-1 . TRUCK ASSEMBLY, Cockpit enclosure “panel front upper “LH s^ tay va 1 AD 
175-31831-2 . TRUCK ASSEMBLY, Cockpit enclosure panel front upper RH... 1 AD 

-59 175-31844-1 » FITTING, Cockpit encl sliding panel front upper truck LH. 1 AD 
175-31844-2 . . FITTING, Cockpit encl sliding panel front upper truck RH. 1 AD 

-60 AN200K 3L . . BEARING... e e “e -9 € a Ὁ a 9. 0 q ὁ “ὦ e a ee ὁ 1 AD 
-61 CR10 `. + CAM FOLLOWER (τοπ) η ΟΝ fe^ ο 1 AD 
-62 AN364-428 + + NUT ο ο N AC eun ox au Αρα. M 1 AD 
-63 ΑΝΟΘΟΡΗ16 . WASHER. ace ; T etd Sce 4 2 AD 
-64 160-31865 ο ΡΙΑΤΕ, Fixed canopy “sliding panel "truck serrated . up erus 1 AD 
-65 160-31867 . SHIM, Fixed canopy sliding panel truck . . . . . . +. PEN 1 AD 
-66 AN3-12A . BOLT o sco a * e As 2 AD 
-67 175-731190-1 . BRACKET ASSEMBLY, side oblique camera "sight “support LH ἘΝ 1 AD 
175-T31190-2 . BRACKET ASSEMBLY, Side oblique camera sight support RH... 1 AD 
AN365-1032 . . NUT MEI OPEM cod M E 2 AD 
AN960D10L $6 "s WASHER. em. d. evum e eu eT due Der ie SSS e Xe Ue Ss Ve WESS TUN 4 AD 

AN3-6A és Ww BOLT ο ο Maks m er en a 219.- 265 ο ee ces sae LAS ase ο σοι 2 AD 
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H-175-58-74 


FIGURE 110 - UPPER AND LOWER COCKPIT ENCLOSURE PANEL TRACK ASSEMBLIES 


INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 | NOMENCLATURE PER ASSY. CODE 
110 LH AND RH UPPER AND LOWER COCKPIT ENCLOSURE PANEL TRACK 
ASSEMBLIES ` 
175-31835-1 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower. . . . Ref AD 
track LH (see figure 106 for next assembly) 
175-31835-2 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower. . . . Ref AD 
track RH (see figure 106 for next assembly) 
-1 175-31835-13 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel πα ο ο 1 AD 
lower LH 
175-31835-14 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel ... . 1 AD 
lower RH 
-2 175-31835-3 . . . TRACK, Cockpit enclosure sliding panel lower . . . +. + 1 AD 
-3 160-31844-3 . . . FITTING, Cockpit enclosure track hinge station 114 . . 1 AD 


aft track section LH 
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Group Assembly Parts List 





HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
110 160-31844-4 . . . FITTING, Cockpit enclosure track hinge station nh.. 1 AD 

aft track section RH 
-4 175-31835-15 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel . . . 1 AD 
lower LH 
175-31835-16 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel * 1 AD 
lower RH 
-5 175-31835-5 . . TRACK, Cockpit enclosure sliding panel lower . . . . . T AD 
-6 175-31815-1 . . FITTING ASSEMBLY, Cockpit enclosure track forward. : 1 AD 
lower LH 
175-31815-2 . + < FITTING ASSEMBLY, Cockpit enclosure track forward. . . 1 AD 
lower- RH 
-T 175-31815-3 hg . . FITTING, Cockpit enclosure track forward lower LH . £ AD 
175-31815-4 . . . . FITTING, Cockpit enclosure track forward. lower RH . 1 AD 
-8 4B19S4-010 . . . . BUSHING, Press fit plain is $^ c. Tw Ww Sey e S o) T 1 AD 
-9 4B19S4-008 - . . + BUSHING, Press fit plain (NA) ...... E a 1 AD 
-10 AN365-1032 40. $9 NUT aaa a a A E A 1 AD 
-11 AN960D10 xo «© x “WASHER S < 0. < wo «© @ ox x é eA ον Meet Mar ce dw. os 2 AD 
-12 AN3-27A . ç ᾷ BOLT; 7 e Rr MEER 5 1 ΑΡ 
-13 160-31845-1 Viel oe FITTING, Cockpit enclosure track hinge station 114 ; 1 AD 
forward track section LH 
160-31845-2 + . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
forward track section RH 
-14 AN320-4 E . ο, NUTS ὁ. ο. ον 9 rues ᾱ eee S Q. κοκ W. τὼν ORO ee ὃς όν Se ὦ -ᾱ 1 AD 
-15 AN960-416L 5452 e “WASHER νο e A a aa a a a 2 AD 
-16 AN24-19 $^ ce BOT... ' : 1 AD 
-1 160-31822 e) us FITTING, Cockpit “enclosure aft "track "hinge “movable “Link 2 1 AD 
-1 AN320-4 ο ο I NUT Sete: Sata oe, -ὃν τὰς «ᾱ C bit cat a ee τον δν de tel es". eye Ce n 1 AD 
-19 AN916-416L ο “WASHER feces aa A a e a S (en të š 2 AD 
-20 AN24-18 . . BOLT. . a WU tee al.” ας 1 AD 
-21 160-31820 . . FITTING ASSEMBLY; Cockpit enclosure aft lower track... 1 AD 
hinge track attaching 
-22 B45P . . BEARING, Needle type (TOR). . . da CR EE 1 AD 
-23 AN365-1032 Pone Τα a ne gm hc X TW Sel ue QE VU ORO MD OLI DAI VUA DEC" VÀ 2 AD 
-24 AN960-10L s oe WASHER. 2 2.35.» 01.09. as τά) jste a sy ced ceu Ye." fen es co. Saye 4 AD 
-25 AN3-11A e . BOLT... SY dA ος Veit ie sof ἃν “ἂν Se 2 AD 
-26 175-31835-7 + . STOP, Cockpit enclosure sliding panel lower Sis eal ees has 1 AD 
-27 AN365-1032 . <+ NUT κ ae E E Ὁ G ep te Oa ec ew oe τν 2 AD 
-28 AN960C10 4 x WASHER, WC tél 26, RI vel LUND ο Der ο Qar: NU yak. LE. Del ου oe 2 AD 
-29 AN509-10R10 š SCREW... B $, cet erai y 2 AD 
160-31824-1 ` TRACK ASSEMBLY, “Cockpit “enclosure “sliding "panel upper. +... Ref AD 
track LH (see figure 106 for next assembly) 
160-31824-102 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper. . . . Ref AD 
track RH (see figure 106 for next assembly) 
-30 160-31824-11 . . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper . . 1 AD 
track LH 
160-31824-12 + . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper . . 1 AD 
E track RH 
-31 160-31821 s + . FITTING ASSEMBLY, Cockpit enclosure aft upper. . 1 AD 
track hinge track attaching 
-32 B45P . . . . BEARING, Needle type (TOR). zc 1 AD 
-33 160-31822 . <+ + FITTING, Cockpit encl aft track hinge "movable "link τ ῳ 1 AD 
-34 AN320-4 αυ NUT. ος ra ο E a ewe de vid 1 AD 
-35 AN960-416L Es e WASHER: oa Ske? er I. e oe Dore Sce ον, 1 AD 
-36 AN24-18 a tee BOLT < < Pa τῳ ώ το re ee 15; Se. ae wi S Te ὦ 1 AD 
-37 AN365-1032 AAA . ο 2257 Cod ν ος 2 AD 
-38 AN960-10L > ᾳ Ὁ OMASHER us olo ace 9e eras os) ewe is ¿A bas GaP ο αρ... 4 AD 
-39 AN3-11 $ ç . BOLT. wl 4 ¿an (vw cel E v; Lu Ὁ E 9 eL siete ^ 2 AD 
-40 160-318444 -4 ` | l FITTING, Cockpit enclosure track hinge station 114 ` . 1 AD 
aft track section RH (LH upper 
160-31844-3 . . . FITTING, Cockpit enclosure track hinge station 114 , 1 AD 
aft track section LH (RH upper 
-41 160-31824-3 + . TRACK, Cockpit enclosure sliding panel upper .... 1 AD 
track aft 
-42 160-31824 -13 . . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper 1 AD 
track LH 
160-31824-14 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper a 1 AD 
track RH 
-43 160-31817-1 as FITTING ASSEMBLY, Forward upper conopy track hinge . 1 AD 
attaching LH 
160-31817 -2 . . FITTING ASSEMBLY, Forward upper canopy track hinge . 1 AD 
attaching RH 
-44 B45P . . + . BEARING, Needle type (TOR). ... ου... 1 ΑΡ 
-45 160-31845-2 . . . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
; forward track section RH (LH upper) 
160-31845-1 . . . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
forward track section LH (RH upper) 
-46 160-31824-5 . . . TRACK, Cockpit enclosure sliding panel upper track LH. 1 AD. 
160-31824-6 $^ a TRACK, Cockpit enclosure sliding panel upper track RH. 1 AD 
-47 160-31870 » PIN ASSEMBLY, Cockpit enclosure RD panel upper . 1 AD 
track pull (upper RH ‘onl 
-48 146-31036 . . . SPRING, Fuselage station oe door n.nge pin retain 1 AD 
-49 AN320-4 . . NUT (upper LH only) . . . . .. + + + + +s + + ° + + š 1 AD 
-50 AN960-416L . . WASHER (upper LH only). ο ο Roses Ae Se ches dor Τῷ 2 AD 
-51 AN24-20 . .-BOLT (upper LH only) . . . . , 4 4 « « 4. ο» «24ο a e 1 AD 
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'H-175.31-39 
FIGURE 111 - INTERMEDIATE FUSELAGE FRAME ASSEMBLY 
Pe —PART l uwa J — SS. Tu τες E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE ` 
11715-31401 FRAME ASSEMBLY, Fuselage intermediate. . . . . . . . . . . . . e 
(see figure 73 for next assembly) 
-1 146-31422-101 . WEB ASSEMBLY, Fuselage frame station h2h-5/8. ....... 1 
-2 175-31402-1 . PANEL ASSEMBLY, Fuselage station 224 to station 538 LH side 1 
(see figure 112 for detail breakdown) 
-3 175-31402-2 . PANEL ASSEMBLY, Fuselage station 224 to station 538 RH side 1 
(see figure 112 for detail breakdown) 
-4 146-31403 . PANEL ASSEMBLY, Fuselage station 362.236 to station 538 top 1 


deck (see figure 115 for detail breakdown) 
ο a a t .UUUUUUUllosv.LU[CCUUC — M a 
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FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
111-5 146-31 -400 FRAME ASSEMBLY, Fuselage station 424-5 to station 538 . . . Ref 
bottom (see figure 117 for detail breakdown) 

146-31380-200 . WEB ASSEMBLY, Fuselage station 362.236 to station 424.625 . . 1 

-6 175-31359 . . COVER, Fuselage station 379-1/4 flap linkage . . . 9.» 
-7 NAS221-9 . . SCREW,Brazier head Phillips recess alloy steel 10- “32 (NA). 10 
-8 ΑΝΘ6ΟΡΙΟ . 3 WASHER oe, C σι ᾱ . 10 
-9 175-31360 . . COVER, Fuselage "station 371- `19/32` limit switch RH. Sc 2 1 
-10 NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel 10-32 (wa) 4 
-11 AN960D10 οἱ. cie WASHER MES Á 4 
-12 146-31380-205 + . DOOR ASSEMBLY, Fuselage "station “362. 1236 to sta hol 625 | v 1 
-13 NAS221-9 + . SCREW, Brazier head Phillips recess alloy steel 10-32 (Na) 1 
-14 130-53145-8 EN HANDLE ASSEMBLY, Bomb bay walkway assist . . . . . . . + . 1 
-15 AN3-5A . + BOLT (magnetic inspected sow ο de Wy We lw < ο We ee š 1 
-16 AN3-12A . . BOLT (magnetic inspected) (LH side only) . . . . . ¿ . - wl 
-17 AN4-6A . . BOLT (magnetic inspected). . . . . . . . , ee sç sç s s ee A 
-18 AN3-5A . . BOLT (magnetic inspected). . . . . e a . + + + s s s ewe 4 
-19 AN3-6A s BOLT (magnetic inspected WR wh a fe 2 
146-18002-1 ` HINGE INSTALLATION, Wing inboard “landing `flap inboard LH. . . Ref 


(see figure 14 for detail breakdown). 
146-18002-2 : A HINGE INSTALLATION, Wing inboard landing flap inboard RH. . . Ref 
(see figure 14 for detail breakdown) 


-20 169-31522-3 . FITTING, Fuselage ‘sta 424-5/8 longeron to lower frame [ΕΙ A 1 
169-31522-4 . FITTING, Fuselage sta 424-5/8 longeron to lower frame (RH). . 1 
-21 AN365-428 . NUT (magnetic inspected) ....... ex wed Rows ὑπ en de 
-22 ANQ60C416 τ WASHER uu AY as, ¿iss ue το ue Je ee uote: ceu m se a ee eo eae. 
-23 AN960D416 . WASHER. . . a Mapes Wels ues sep eue wo Um CES Ya: no e τω osi. 12 
-eh AN4-6A . BOLT (magnetic daspected] A š CERE CM i- 
-25 AN365-1032 . NUT magnetic inspected les a dw. E vesc Se v I aE WE el 6 
-26 AN960C10L z. WASHER. ¿U το οἴω cy NS " δ ο e uh wi τᾷ 2 - xen can fus 6 
-27 AN960D10 . WASHER. . . "M d "X ME M Er M Mr ns 6 
-28 AN3-5A ` BOLT (magnetic inspected) . és i eS te yw ole ου... 
-29 PK79XZ6-4 . SCREW (PK) .... ιν ee ΚΦ eh ae --6 2 
-30 146-31524-3 . ROD ASSEMBLY, Plenum chamber “fuselage station 500.25 tie. . . 1 
-31 146-31524-5 . ROD ASSEMBLY, Plenum chamber fuselage station 519.25 tie. . . 1 
-32 AN365 -1032 . NUT (magnetic inspected) eon asso NO rte SE CES ε casa Y 
-33 AN960D10 . WASHER. . . Z^ XL δν T€ c. τώ tao S: us. ὁ ὦ 8 
-34 ΑΝ3-6Α . BOLT (magnetic inspected) ` S G Wr e Ehre wie ey OG 
-35 146- 231628 . ROD ASSEMBLY, Plenum chamber "fuselage station 528.375 tie . . 1 
-36 AN365 s NUM a IS oe a qn ο ο RR A a Te 2 
-37 suasana . WASHER. .. Bites ee Gen SE ο ο Seiler qe twee. been Ὁ πα AC 
-38 AN4 -7A | BOLT (magnetic inspected) . . . . . . 2 ii I IIIi 2 
-39 PK79XZ4-6 . SCREW (PK). Μπ’ —— ο οι” 
-40 175-31002 . DOOR INSTALLATION, "Fuselage camera compartment. e ο fey a ROL 
(see figure 119 for detail breakdown) 
175-73283 . GLASS AND PANEL INSTALLATION, Fuselage camera . . . . . . . +» Ref 
(see figure 129 for detail breakdown) 
-41 175-310115 . FAIRING ASSY, Fus sta 361-7/16 to 428-13/16 aft camera door . 1 
-42 175-310120 n COVER, Fus prime vertical camera door mech access. . . .. 1 
-43 AN509-10R9 1o. SCREW. . 11 
-44 175-310115-9 . . COVER, Fus sta 361- 1/16. to ἡρᾶ- 13/16 aft camera “door LH. η 1 
175-310115-10 + . COVER, Fus sta 361-7716 to 428-13/16 aft camera door RH. . 1 
-45 AN509-10R8 z- « SCREW. . . . . . . . 16 
-46 175-310218-1 . SEAL ASSY, Fus camera compartment attaching: hinge fwà LH. . . 1 
175-310218-2 . SEAL ASSY, Fus camera compartment attaching hinge fwd RH. . . 1 
-47 175-310219-1 . SEAL, Fus camera compartment attaching hinge aft LH..... 1 
175-310219-2 . SEAL, Fus camera compartment attaching hinge aft RH..... 1 
-48 15416-52385 . DIVIDER ASSEMBLY, Aileron lock cable. . . . . . + + + < + + ο 1 
ATTACHING PARTS 
-49 AN4 -11A . BOLT (magnetic inspected) ...... 2.2. .. s s s s e e e + 3 
-50 ANQ60D416 & WASHER: von % S. S £459 0 76 we qo e ae el be a des eS ee vee oe 23 
x m 
-51 1146-52377 `. . BRACKET ASSEMBLY, Aileron lock cable wing root LH. ... 1 
-52 AN320-4 . . NUT. NOE M (δι 8 -ῳ e ο ὁ * 5 s .. 1 
-53 483D416-16 ὁ SPACER, "Bolt `(NA) ` o las blew ay LR ο a τῷ. «ὦ ο ο. 1 
-54 AN24 -50 MEE Dy EN a OE RM E 
-55 AN960D416 . . WASHER... κ. Eaa NS 2 
-56 146-52382 . . PULLEY ASSEMBLY, Aileron lock cable divider. . . . . . . . 1 
-57 Dw4 e ig BEARING (FAR). . . . tuv pal, ον 
-58 175-53164-1 . BOOT INSTALLATION, Flap hinge arm water and air seal LH . . . Ref 
175-53164-2 . BOOT INSTALLATION, Flap hinge arm water and air seal RH . . . Ref 
-59 175-53156-1 . . BOOT ASSEMBLY, Flap hinge arm water and air seal LH. . . . 1 
175-53156-2 + . BOOT ASSEMBLY, Flap hinge arm water and air seal ΒΗ... . 1 
-60 175-53158 . . PLUG, Flap hinge arm water seal boot... du E ες ὃν Q 1 
-61 175-53161 + . TUBE, Flap hinge arm water seal boot drain . . . . . . + + 1 
-62 AN737RM98 i e CLAMP, HOGG a oe 4. AA AA CRA A o; 1 
-63 AN737RM30 &. we CLAMP;  HOSe: 4:249 δι wow qu ὁ We ee A Sa ol ge ο . 2 
-64 3H2L8-31 i HOSE (NA) ` . a a "EE! 1 
-65 175-31310-5 A BULKHEAD ASSEMBLY, "Fus sta 311- -7/16 camera 'eompt closeout ¿ 1 
(see figure 120 for detail presion) 
-66 AN365-524 . NUT (magnetic Inspected) sh d Gas lie oe a P ο ο bs oec set A 
-67 AN960-514 . WASHER. . ο τω ο Non «ai Wor πο CEU viuo uhr ο 8 
-68 AN5-10A . BOLT (magnetic inspected) a “aay eee ey a M Ais ES 2 
-69 AN5-7A . BOLT (magnetic inspected) . E ὃς «s 2 
175-31101 . STRUCTURE INSTALLATION, Fus camera * compartment sta “3111 -7/16 ; 1 


to sta 423 (see figure 116 for detail breakdown) 
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FIGURE 112 ~ LH AND RH SIDE FUSELAGE STATION 224 TO STATION 538 PANEL ASSEMBLIES 
218 


H-175-31-5& 

















Section [| 
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AN O1-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112 175-31402-1 PANEL ASSEMBLY, Fuselage station 227 to station 538 side LH. . . Hef 
(see figure 111 for next assembly 
175-31402-2 PANEL ASSEMBLY, Fuselage station 224 to station 538 side RH. . . Ref 


(see figure 111 for next assembly) 


146-31362-101 . FRAME ASSEMBLY, Fuselage station 363.236 center LH. . . . . + 1 
146-31362-102 . FRAME ASSEMBLY, Fuselage station 362.236 center RH. . . . . + 1 
-1 146-31355-1 . . FITTING, Fuselage sta 262 frame to longeron upper LH... 1 
146-31355-2 . . FITTING, Fuselage sta 262 frame to longeron upper RH . ... 1 
146-31303-1 . LONGERON ASSY, Sta 424,625 to sta 538 upper LH. . . . . . +. + 1 
146-31303-2 . LONGERON ASSY, Sta 425, 625 to sta 538 upper RH. . . PRS 1 
-2 160-31532-3 š FITTING, Fuselage sta 538 upper longeron fwd and aft LH. . 1 
160-31532-4 - . . FITTING, Fuselage sta 538 upper longeron fwd and aft RH. . 1 
146-31304-1 . LONGERON ASSEMBLY, Fuselage station 424.625 to station 538. . Ref 
lower LH (see figure 114 for detail breakdown) 
146-31304-2 . LONGERON ASSEMBLY, Fuselage station 424.625 to station 538. . Ref 
Ν lower ΒΗ (566 figure. 114 for detail breakdown) 
-3 175-48454 . OUTLET ASSEMBLY,Fuel bomb bay tank dive vent (LH panel only). 1 
-4 175-48455 . FILLER ASSEMBLY, Fuel upper bomb bay tank filler cap. .... 1 
(LH panel only) : 
-5 175-48456 . . ADAPTER ASSEMBLY, Fuel upper bomb bay tank filler cap... 1 
-6 14546-48149 . . GASKET, Wing and fuselage fuel cell filler . . . . . + + . 2 
-7 175-48457 . . CUP ASSEMBLY, Fuel upper bomb bay tank filler. ...... 1 
-8 146-48150 . . CAP ASSEMBLY, Wing and fuselage fuel cell filler ..... 1 
-9 AN502-10-10 ῳ ο nuc ο ο ώς el bi ILL E EXPE 8 
-10 AN960D10L . . WASHER . . . . M are, «Ὁ 
-11 175-48445 . DOOR ASSEMBLY, Fuel upper bomb "bay "tank filler “adapter. ee 1 
I : (LH panel only) (see figure 113 fon detail breakdown) 
ATTACHING PARTS 
-19 AN520-10RB8 eS SCREW. L bv de dca du eu a SURE Wut mE 29 
-13 AN960D10L LI WASHER Z du ye w. a m elm cele Go» E S 
---ᾱ--- E 
-14 175-48601 ; ADAPTER ASSEMBLY, Fuel bomb bay drop tank filler (LH only). 1 
ATTACHING PARTS ` y 
-15 AN509-10R11 V. “SCREW one vo ο a -ῳ s TR ob eos eed a ees 30 
-16 AN509-10R10 ο E x. o ο Dee So wie Si Em diet pube utes UP 
ας ον 
-17 175-48602 . . ADAPTER ASSEMBLY, Fuel bomb bay drop tank filler . . . . . 1 
-18 175-48603 . . RETAINER, Fuel bomb bay drop tank filler adapter spring. . 3 
-19 175-48601-3 . . SPRING, Adapter assembly fuel bomb bay drop tank filler. . 3 
-20 175-48604 . . PLUNGER, Fuel bomb bay drop tank filler adapter. . . . . . 3 
-21 175-48605 s PIN, Fuel bomb bay drop tank filler adapter, . . . . . . . 3 
-22 175-48607 ` DOOR ASSEMBLY, Fuel bomb bay drop tank filler (LH panel only) 1 
(see figure 113 for detail breakdown) 
-23 175-53322 . DUCT ASSEMBLY, Heat and vent system camera compartment. . . . 1 
heater exhaust (RH panel only) 
-24 175-53319 . SCQOP ASSEMBLY, Heat and vent system camera compartment . . . 1 
RH fuselage station 443 heater vent air 
-25 175-53318 . SCOOP ASSEMBLY, Heat and vent system camera compartment . . . 1 
heater combustion air inlet (RH panel only) 
-26-  175-51095 . VENT, Flush camera static source. .-. ORNA RUE SM 1 
-27 146-31379-101 r SUPPORT ASSEMBLY AND INSTALLATION, Fuselage station 33... 1 
inboard flap pivot (LH panel) 
146-31379-102 . SUPPORT ASSEMBLY AND INSTALLATION, Fuselage station 33... 1 
inboard flap pivot (RH panei) 
~28 160-31378-1 - . `. FITTING ASSEMBLY, Fuselage station 383 inboard flap... . 1 
-pivot LH 
160-31378-2 . . FITTING ASSEMBLY, Fuselage station 383 inboard flap. . . . 1 
pivot RH 
-29 NAS75-6-009 i. f . BUSHING, Plain press fit steel. . . ..... 2 
-30 146-31379-23 . . FITTING, Fuselage station 383 inboard flap pivot A fds San eae e 2 
-31 AN365-624 x « “NUTS , ὁ "a 4 
-32 160-31377 . . WASHER, Inboard "flap pivot fitting serrated. EE NET 4 
-33 AN960D616 a uw WASHER qw ie e BA A as a όν να ο RC σε να κ 4 
-34 AN6-15A a BOLT... MS Jas Ti, eae ο ο Oo ο 4 
-35 146-31360 R FITTING, Wing attached πα νεος station 360-3/4 ....... 1 
ATTACHING PARTS 
-36 AN365-524 . NUT (magnetic inspected) . . . . . 2... + + ee s s... 8 
-3T AN960D516L . WASHER. . E ve que ot Aa? Nel er Al Sesar laura ο ΜΕΝΟΣ; 
-38 ΑΝ5-ΤΑ . BOLT (magnetic "1Anspected) UNE zer Eo vota er Net ere c ui E yI μα”. 5 
-39 AN5-7 a BOLT S arse oe Ue A lh ws ινε Um. cub a ele Sete ae S ο.” 1 
-40 AN960D516 . WASHER. . ο ο ο eld sec ο 
-41 4s4D10-83 . SPACER, Rivet `(NA) νε ο Bt E VEL Sa Q BT ο ο. 
-42 AN5-37A . BOLT (magnetic {rope} argu, ο ος feta Gt TORE ο απο ue, Ld 
-43 AN5-40A . BOLT (magnetic inspected) . . . . . s + .. + + + + + ee + + 1 
ον οκ 
-44 146-31259 . FITTING, Fuselage. station 254.645 lower πο να 1 
-45 160-31255 FITTING, Fuselage station 256,145 wing attaching. ds tonto τὰν A 1 
ATTACHING PARTS š 
-46 AN365-524 . NUT (magnetic inspected) . . « . ....... . . . + ee ees 12 
-47  ANQ60D516L ο (WASHER ISA L e's nes ee ο ta Phe Gy Gy at nore wove a oe om a Ὁ Gee 
-48 - ΑΝ5-ΤΑ . BOLT (magnetic inspected) . . . . . . ... 240524022 4 
-49 AN5-11A . BOLT (magnetic inspected) . . . . . « 2. + + + + * + + s + * 3 
-50 AN5-11 . BOLT (magnetic inspected) ....... Be GC aro. e Misi ορ TETTE. de 1 
-51 AN5-10A . BOLT (magnetic inspected) . . . . "E Mende «Ay l ο ds = om ge 8 2 
-52 AN5-13A . BOLT (magnetic inspected) . . . . sede PESE E EP 
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Group Assembly Parts List AN 01-60AABA-h 


FUSELAGE (Cont) 








FIGURE & PART UNITS USEABLE ON 
- INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112-53 146-31428-1 . FITTING, Fuselage sta 424-5/8 lower longeron splice upper LH 1 
146-31428-2 . FITTING, Fuselage sta 424-5/8 lower longeron splice upper RH 1 
-54 146-31429-1 . FITTING, Fuselage sta 424-5/8 lower longeron splice lower LH 1 
146-31429-2 . FITTING, Fuselage sta 424-5/8 lower longeron splice lower RH 1 
-55 146-31367-1 . TIE, Fuselage station 362 upper LH . . . e e e e e s s o νο 1 
146-31367-2 . TIE, Fuselage station 362 upper RH . . . . . see ee eee 1 
ATTACHING PARTS i 
-56 AN365-524 . NUT (magnetic inspected) . ................. 6 
-57 AN960D516 £ WASHER 2.2274 29 Se: ο ο ο y Bo aT DO Uwe sbi SU SINS 3 
-58 AN5-12A . BOLT (magnetic inspected). ................. 3 
-59 AN960D516L s WASHER: Sas ler tn ve: πμ. 6 
-60 AN5-7A . BOLT (magnetic inspected). . . . . . , , , ww ee s k ... 3 
pa de 
-61 175-31330 . PITTING, Fuselage sta 384 oblique camera door operating cyl. 1 
-62 175-31321 . FITTING, Fus 421 oblique camera intercostal RH aft ..... 1 
-63 175-31319 . FITTING, Fus sta 424-5/8 oblique camera intercostal LH aft . 1 
-64 175-31318 . FITTING, Pus sta 424 oblique camera intercostal forward. . . 1 
1175-73311 . SUPPORT ASSEMBLY, Portable oxygen bottle upper (RH panel). . 1 
-65 175-73303 + + SUPPORT ASSEMBLY, Portable oxygen bottle neck ...... 1 
-66 175-31089-1 . HINGE ASSEMBLY, Upper bomb bay door to longeron. ...... 1 
intermediate attaching LH . ΄ 
-67 146-311250 + . BUSHING, Upper bomb bay door hinge attaching. ...... 17 
-68 175-31092-1 + HINGE ASSEMBLY, Upper bomb bay door to longeron center... 1 
attaching LH : 
175-31092-2 +. HINGE ASSEMBLY, Upper bomb bay door to longeron center . . . 1 
j attaching RH ν 
146-311250 + + BUSHING, Upper bomb bay door hinge attaching. . . . . . . 6 
-69 175-310181-1 . HINGE ASSEMBLY, Fuselage camera compt to longn upper fwd LH. 1 
175-310181-2 . HINGE ASSEMBLY, Fuselage camera compt to longn upper fwd RH. 1 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. ...... 1 
-70 175-310187 . HINGE ASSEMBLY, Fuselage camera compt sta 256-7/8. . . . . . 1 
to sta 366-1/8 and sta 392- /B to sta 402-1/8 upper 
146~311250 + . BUSHING, Upper bomb bay door hinge attaching ...... 3 
-71 175-310183 . HINGE ASSEMBLY, Fus camera compt sta 366-3/4 to sta 392-1/4. 1 
š : upper I 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. ...... 6. 
-72 175-310185-1 . HINGE ASSEMBLY, Fus camera compt sta 402-11/16 . . . .... 1 
to sta 418-3/16 upper LH 
175-310185-2 + HINGE ASSEMBLY, Fus camera compt sta 402-11/16 . . . . . . . 1 
to sta 418-3/16 upper RH 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. . . . . .. 3 
ATTACHING PARTS 
-7 AN365-1032 e CNUE ada cb ο mr IE or Be Roe a Q al -ᾱ 58 
-7 AN960D10 e WASHER? . «ο site. c9 $e ὁ q la ce! eee mos we sa le! v το ο ο cs. 58 
-75 AN509-10R14 v. “SCREW: ee let. ποι woe ey ὧν ce lh ο ο Sh Das Ὅν. ο. γος 52 
-76 AN509-10R18 s UBOREW. 26e ce “eis: a ο ον ow Ὁ τῷ Ue vies ees S sce, wj αὐτῷ, We sale. -Ὦ Me 6 





220 





Section || 
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H-115-31-54 


FIGURE 113 - UPPER AND LOWER BOMB BAY DROP TANK FILLER ADAPTER DOOR ASSEMBLIES 








AGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
113 UPPER AND BOMB BAY DROP TANK FILLER ADAPTER DOOR ASSEMBLIES 

175-48445 . DOOR ASSEMBLY, Fuel upper bomb bay tank filler adapter . . . Ref 


(LH panel only) (see fig. 112 for next assembly) 
-1 156-48112 


+ . HINGE ASSEMBLY, Wing fuel filler door . . . . . . + + .. 

-2 156-48112-5 e + . HINGE HALF, Wing fuel filler door. ... . . ο ο 
-3 156-48113 e <+ . ADAPTER, Wing fuel filler door hinge . . * coe 
-4 156-48112-3 - + + HINGE HALF, Wing fuel filler door. ... : ow de 
-5 156-48112-7 e >. + PIN, Wing fuel filler door. . . . aie x poas 
-6 H5000-040-64 + . LATCH ASSEMBLY, Flush torsion spring (BL): š ME 
175-48607 . DOOR ASSEMBLY, Fuel bomb bay drop tank filler. . ρου. 

m 


-7 165-48410-19 e . HINGE ASSEMBLY, Fuel fuselage cell. .... 
-δ 165-48410-9 + . . HALF HINGE, Puel fuselage cell. . . . . 
-9 165-48410-17 + . +. HALF HINGE, Fuel fuselage cell WE Qe. ὁ 


-10 165-48410-7 . PIN, Fuel fuselage cell... T. . . 
-11 H5000-040-091 LATCH ASSEMBLY, Flush torsion spring (HWL). 


σ 

. 6 ° 9 o flo 9 . o o o 
-4 

soe 9 ο ο «Ὁ 9 9 ο ο ο 
$ 

Nip PROP Ree 


(LH panel only) (see fig. 112 for next asse 
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> 
13 
H-175-31.5 

FIGURE 114 - LH AND RH FUSELAGE STATION 424.625 TO STATION 538 UPPER LONGERON ASSEMBLIES 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
114 146-31304-1 LONGERON ASSEMBLY, Fuselage station 424.625 to 538 upper LH. , Ref 
(see figure 112 for next assembl ) 
146-31304-2 LONGERON ASSEMBLY, Fuselage station hol 6ος to 538 upper RH. . Ref 
(see figure 112 for next assembly) 
-1 AN6-7A - + BOLT (magnetic inspected) .. . ...... . . . o. 1 
-2 AN960C616 è « WASHER 1... «ο ο νο tet ce ο wm νο ον «ο ως, 1 
-3 AN960D616L s ow WASHER 20. a 0. + e 4 νο o 4 Q wu e αν νος 1 
-4 AN365 -624 . . NUT ας inspected). . . « . ν ν 1. eee s e ον 1 
-5 AN5-6A + . BOLT (magnetic inspected). . . . ... ... .... LL 1 
- 6 AN960D516L + « -WASHER e Q «ο o... «ο ο: ο «ον ο νο ο lc. DF 
-T AN960D516L - + WASHER . a e veh cm d. ie Wet ee! C a ves Va ei ele. BS ος SU iw. ον 1 
-8 AN365-524 s. ce NUTT Quo 30x 2 Ba ο ο ο eae 1 
-9 AN3-7A A ¿c cds, Kia νη S SE vat Cored ot uv tes ee wn tee a 1 
-10 AN960C10 . . WASHER... E PI Dac 1 
-11 AN960D10 . . WASHER . . .. Lita o rar w Ye. se ο ο, ο ου 1 
-12 AN365-1032 0039 NUTS s ο wita bey e ο Pe cR Rove Gem eee a d 1 
-13 146-31911-1 + . SUPPORT ASSEMBLY, Eng main trunnion fus attachment LH. . 1 
146-31911-2 - + SUPPORT ASSEMBLY, Eng main trunnion fus attachment RH. . 1 
-14 AN320-6 a NU e a ee p 2 
-15 AN960-616 - + + WABHR............... len. 2 
-16 AN26-22 aod tet BOLT £ ¿ ca” ο ase ο ο ου ews vU. V god a 2 
-17 146-31903 + + + BOLT, Engine mount hinge eye. . . . es . . . . . .. 1 
-18 157-31937 - + + NUT ASSEMBLY, Eng trunnion Support locking assembly . 1 
attaching (supersedes 13131918) 
-19 134-31916 - + > . RING, Drop chain attaching ........4.4... 1 
-20 157 -31938 * + + + CABLE ASSEMBLY, Engine support locking nut drop. . 1 
-21 134 -31908 - + + + NUT, Lower engine mount socket to upper socket . 1 
assembiy attaching 

-22 160-31920-1 + .. . FITTING, Jet engine mount support LH. .:...... 1 
160-31920-2 - + + FITTING, Jet engine mount support ΒΗ... . . . . . . 1 
-23 146-31902 - . + HINGE, Engine main trunnion. . . . . . . . . e . . . 1 
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H-175-58-62 





FIGURE 115 - FUSELAGE STATION 326.236 TO STATION 538 TOP DECK PANEL ASSEMBLY 


P ES 





FIGURE & ` PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
115 146-31403 PANEL ASSEMBLY, Fuselage station 362.236 to 536 top deck. . . . Ref 
see figure 111 for next assembly) 
-1 146-31012-1 . FILLET ASSEMBLY, Fuselage to wing stub Su d tes σος 1 
station 362. 236 to station 399- 7/8 τ 
146-31012-2 . FILLET ASSEMBLY, Fuselage to wing stub duse τας, urna e 1 
station 362. 236 to station 399-7/8 RH 
146- -31363- 101 . FRAME ASSEMBLY, Fuselage station 362.236 top . . . . . + š 1 
-2 146-31366-1 . . CAP, Fuselage station 362.236 upper LH. . . . . . + + < + 1 
-3 146-31366-2 . . CAP, Fuselage station 362.236 upper RH. . . . . + + +. + + 1 
-4 130-53145-8 $$ HANDLE ASSEMBLY, Bomb bay walkway assist. . . . . + + + - 1 


ATTACHING PARTS 


-5 AN365-1032 νιν E ---- Bid ana ir. «0 
-6 AN960D10 - 5 WASHER. Li. uos e IIR UL eh or GAD Gai e Serer ο. 
-T AN3-5A νον: ο ere sss, ο ο 4 Ver wide ener a el c eo ue lee "E 
------- 

146-31508 . FRAME ASSEMBLY, Station 509.5 upper. . . τας δι Ι len Ὁ ¿w 1 

-8 146-31910 SUPPORT ASSEMBLY, Engine forward steady oie, A ok Se 1 
ATTACHING PARTS 
-9 AN365 -128 s LASTNÜT Lour. a ag hued He del Qe ue Eua po oleo ae d ue Ve CU 
-10 ANQ60D4 . . WASHER. . . « - < < < eo ee ὁ e s a a s ww a ° ος n 4 
-11 ANQ6ODAL . . WASHER. . . e ὁ € ὁ * 9 € 9. ο 4 ὁ ὁ € ὁ € 4 
-12 ANU-TA . . BOLT [magnetic inspected). X am s a a ee Sue a, Ὁ 
-13 AN4 -10A . . BOLT (magnetic inspected ay ag ο eye) ows Er eal oe Gal ve 2 
a NUES 
-14 AN320-6 . . . NUT (magnetic inspected) . . . . . QUERI οφ, «6 sate, 2 
-15 AN960D616L e 0. . WASHER... wc ο ee A 
-16 AN26-26 . + . BOLT (magnetic inspected). "x Poux Miri πως de 
-17 146-31903 . . . BOLT, Engine mount hinge eye . A A 1 
-18 157-31937 site du. NUT ASSEMBLY, Engine trunnion support locking. La ᾧ τῷ 1 
-19 134-31916 [Ol I . RING, Drop chain attaching. . . . svi. «Ἐς cece sie b 
-20 156-31938 wow S Ge CABLE ASSEMBLY, Engine support locking. ὃς coh he ES 1 
-21 134-31908 . + . . NUT, Lower engine mount socket to upper socket. . . 1 
assembly attaching 

-22 146-31904 . . . HINGE, Engine forward steady support . . . . +. + + + * 1 
~23 146-31901 . . . SUPPORT, Engine forward steady . . . . . . . esse 1 


223 








Section 1l . 


. ] E -4 
Group Assembly Parts List AN 01-60AABA 
FUSELAGE (Cont) 






STA. 
423 


STA. 
311-7/16 


20 23 
19 


24 H-175-31-114 


FIGURE 116 - FUSELAGE STATION 311-7/16 TO STATION 423 CAMERA COMPARTMENT STRUCTURE INSTALLATION 





FIGURE & PART UNITS USEABLE 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
11 175-31101 STRUCTURE INSTALLATION, Fuselage camera compartment sta. . . . Ref 
311-7/16 to sta h23 (see figure 111 for next assembly) 
-1 175-31082-3 . FITTING, Fuselage sta 423 and sta 311-7/16 camera.door. . . 1 
actuating cylinder attaching LH 
175-31082-4 . FITTING, Fuselage station 423 and station 311-7/16 camera . 1 
door actuating cylinder attaching RH 
175-31124 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera... . . . + 1 
a compartment station 423 
-2 175-31188-1 š FITTING, Fuselage camera compartment sta 423 longeron LH 1 
175-31188-2 . . FITTING, Fuselage camera compartment sta 423 longeron RH 1 
-3 175-310190-1 . HINGE, Fuselage camera compartment sta 418-3/8 lower LH . 1 
175-310190-2 . HINGE, Fuselage camera compartment sta 418-3/8 lower RH . . 1 
175-31123 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera compartment 1 
station 337-9/16 
-4 175-31189-1 . . FITTING, Fuselage camera compartment sta 361-7/16 and. . 1 
sta 397-9/16 longeron lower LH 
175-31189-2 - . FITTING, Fuselage camera compartment sta 361-7/16 and. . 1 
. sta 397-9/16 longeron lower RH 
-5 175-31293-1 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16. inboard LH : 
175-31293-2 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1, 
buttock line 11-9/16 inboard RH 
-6 175-31294-1 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16 inboard LH 
175-31294-2 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16 inboard RH 
175-31115-1 . LONGERON ASSEMBLY, Fuselage camera compartment station. . . 1 
311-7/16 to station 423 LH 
175-31115-2 . LONGERON ASSEMBLY, Fuselage camera compartment station. . . <I 
311-7/16 to station 423 RH B 
-7 175-31216-1 . . FITTING ASSEMBLY, Fuselage camera compartment station. . 3 
361-7/16 and station 397-9/16 longeron attaching 
175-31216-2 . . FITTING ASSEMBLY, Fuselage camera compartment station. . 3 


361-7/16 and station 397-9/16 longeron attaching 
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RGURE δ. PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
116-8 175-31189-1 . . FITTING, Fuselage camera compartment station 361-7/16. . . 1 
and station 397-9/16 longeron lower LH 
175-31189-2 . . FITTING, Fuselage camera compartment station 361-7/16. . . 1 
and station 397-9/16 longeron lower RH 
-9 175-310186 . HINGE, Fuselage camera compartment station 402-11/16 to... 2 
` station 418-3/16 lower 
-10 175-310189-1 ; . HINGE, Fuselage camera compartment station 392-5/8 to...» 
station 402-1/8 lower LH 
175-310189-2 . HINGE, Fuselage camera compartment station 392-5/8 to. . . . 1 
station 402-1/8 lower RH 
-11 175-310184-1 . HINGE, Fuselage camera compartment station 366-3/8 to . . . . 1 
station 392-1/4 lower LH 
175-310184-2 . HINGE, Fuselage camera compartmént station 366-3/8 το... . 1 
station 392-1/4 lower RH - 
-12 175-310188-1 . HINGE, Fuselage camera compartment station 356-5/8 to . . . . 1 
station 366-3/8 lower LH 
175-310188-2 . HINGE, Fuselage camera compartment station 356-5/8 to . . . . 1 
station 366-3/8 lower RH 
175-31120 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera compartment. 1 
station 361-7/16 
-13. 175-31029 . . STOP, Fuselage camera compartment entrance door latch. .. 1 
-14 146-311213-91 . PIN ASSEMBLY, Bomb bay door hinge . . . . . s s + + s s + + . 4 
-15 146-311213-81 . PIN ASSEMBLY, Bomb bay door hinge . . . . . . , + + + + + + + 2 
-16 175-310182-1 . HINGE, Fuselage camera compartment to longeron lower fwd LH. 1 
175-310182-2 . HINGE, Fuselage camera compartment to longeron lower fwd RH. 1 
173-31310-3 . BULKHEAD ASSEMBLY, Fuselage station 311-7/16 camera . . . . . 1 
compartment close-out 
-17 175-31310-73 . . HINGE HALF, Bulkhead assembly fuselage station 311-7/16. eod 
camera compartment close-out 
-18 175-53424 . . DOOR ASSEMBLY, Heat and vent system aft camera compartment 2 
-station 311 air exhaust 
175-53424-5 . . . HINGE HALF, Door assembly heat and vent system aft. . . 1 
camera compartment station 311 air exhaust 
-19 175-53424-3 . + . HINGE HALF, Door assembly heat and vent system aft. . . 1 
camera compartment station 311 air exhaust 
AN253-2-200 a τι untra ud AS, W: as A E e BR a SS 
146-31353-5 . FITTING ASSEMBLY, Bomb bay door idler strut attaching fus . . 
-20 146-31353-3 + . FITTING, Fitting assembly bomb bay door idler strut. . . . 


attaching fuselage 
. . BUSHING, Bomb bay door idler link attaching . 
. PLATE, Fuselage station 267-1/2 door stop. . . . 


175-31016-5 ; 
` STOP ASSEMBLY, Fuselage station 451 door. . . . . 


-21 163-31266 
-22 163-31268 


9 * + ο ο 
ee ο ο 


175-31091-2 
-24 175-31020-1 


HINGE, Upper bomb bay door upper center RH. . . .. "I 
FITTING ASSEMBLY, Fuselage camera compartment entrance door 
hinge frame attaching LH 
175-31020-2 .. FITTING ASSEMBLY, Fuselage camera compartment entrance door . 
hinge frame attaching RH 
4B19S5-6 . . BUSHING, Press fit plain (NA)... . . - + + + + + + + + 


-23 175-31091-1 š HINGE, Upper bomb bay, door upper center LH. . . . . 


Y FP PPPNNDN ΜΥΛΟΙ” 
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FIGURE 117 - FUSELAGE STATION 424-5/8 TO STATION 538 BOTTOM FRAME ASSEMBLY 
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PART 
NUMBER 


-31404-400 


156-31037-1 
156-31037-2 


ATTACHING PARTS 


146-31404 -43 
156-31037-7 
156-31517-1 
156-31517-2 
156-31517-5 
146-42545 
AN310-3 
ANQ60D10 
BS3D10-81 
AN3-31 
146-54264-100 
146-54264-23 
146-54265-1 


146-54265-2 


146-31430 
146-31430-23 


AN 01-60AABA-4 
FUSELAGE - (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 

FRAME ASSEMBLY, Fuselage station 424-5 to station 530. 
bottom (see figure 111 for next assembly) 

DOOR ASSEMBLY, Fuselage plenum chamber fire access LH. 

DOOR ASSEMBLY, Fuselage plenum chamber fire access RH. 


. HINGE PIN, Fuselage plenum chamber fire access. . . .. 
HALF HINGE, Fuselage plenum chamber fire access. 


` DOUBLER ASSEMBLY, Fuselage plenum chamber door LH . 
. DOUBLER ASSEMBLY, Fuselage plenum chamber door RH. 


. HALF HINGE, Fuselage plenum chamber door . . . . : 
. SPRING, Engine plenum chamber pressure relief door. é 
4g NUL? ο S. S A KGS | Bley LS XQ dy NS 5 
z. WASHER, ii Ὅς. Teks ues q τὸ -ᾱ- αὐτο e we a e n 
. SPACER, Bolt (NA). ig S en et sa Seu ate 
BOLT. . .. Ep E ue uQ US 


RECEPTACLE INSTALLATION, "External power ICE 
DOOR ASSEMBLY, External power. . . . 
. SPRING, Electric external power receptacle access. 
door (lower LH) 


. . SPRING 
(lower LH) 
DOOR INSTALLATION, Fuselage fuel filter access. .... 


. DOOR ASSEMBLY, Fuselage fuel filter access . . . . + 


ATTACHING PARTS 


146-31430-11 . . HINGE PIN, Fuselage fuel filter access . . . . . 
uper De 
KM610-51 FASTENER (CLC) . . . . Bo ua. er Ta S res ος ; 
146-31430-9 HALF HINGE, Fuselage fuel filter access. . . . . ç 
146-31430-25 . . HALF HINGE, Fuselage fuel filter access. . . . . š 
146-31468 . RING ASSEMBLY, Fuselage station 189 tie down. Vis š 
ATTACHING PARTS 
AN365-624 NUT (magnetic inspected) . Bi Oe tte ἃ; AA ua 2x 
AN960D616 . WASHER, Soeur UA DE) CM uU SP SS Q9. “aro 
AN6-12A . BOLT (magnetite inspected)! E cm E ee Se 
AN6-11A . BOLT (magnetic inspected Move Wt Noua μυς ces 
NEL 

AN310-5 . . NUT (magnetic inspected). ο ο yaw OSO b «ςτὸ, Q ὦ 
AN960D516 . . WASHER . . ^ Uer QS rad ere a aa OS™ ce ee ο 
2W10-5 . . WASHER, Countersunk (NA). . . . ο ο ;; P 
NAS145A29 . . BOLT, internal wrenching steel 5/16-24 (magnetic 

. 146-31471-10 ` Ὁ. COVER ASSEMBLY, Fuselage station 489 tie down ring . 
146-31473 . . FITTING, Fuselage station 489 tie down . . . . . . + 
146-31472 A RING, Fuselage station 489 tie down. . ee ee 
146-31475 : WALK ASSEMBLY, Fuselage station 463-1/4 to “489. eie οσο 
146-31488-101 . FRAME ASSEMBLY, Fuselage 489 lower fuselage ...... 
146-31492 BEAM ASSEMBLY, Fuselage station 489 lower. . . . . . 
AN365 -1032 E re x NUP ox ον ο a SK eis) ο meen ya š 
AN960-10 s s WASHER. ιο ον a ον τῷ ος ος Bote eee s ο 
1433-10-16 . . . SPACER, Bolt E ΕΝ ο ος περνᾷ. Dae Fa. SD ας cup NUES 
AN3-17A . os BOLT. . E " . 
146-31483 . SPRING, Fuselage station "189 door safety stop 
146-31490 . . STOP ASSEMBLY, Fuselage sta 489 bulkhead door 
9C1-2-5 + . CHAIN, Νο. O Safety ΝΑ) . 
146-31440 BEAM ‘ASSEMBLY, Fuselage station hol 5/8 to 463- 1/4. 

holdback trunnion support 

146-56621 TRUNNION ASSEMBLY, Holdback support. . . A . 
NAS77-20-106 BUSHING, Flanged press fit steel and bronze 
156-42510 INTAKE ASSEMBLY, 733 engine fuel drain tank air . 
AN509-10-5 . SCREW... ë 
175-732101 . RETAINER ASSEMBLY , "16 MM camera fus sta 476- 1/8 glass i 
175-732103 . SEAL, 16 MM camera fuselage station 476-1/8 window. 
175-732102 GLASS, 16 MM camera fuselage station 476-1/8 window .: 


Electric external power receptacle access door 


safety. 
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FIGURE 118 - DUCT DOOR MECHANISM INSTALLATION 
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Section [| 


ΑΝ 01-60AABA-h Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
118 146-31383 MECHANISM INSTALLATION, Duct (see figure 73 for next assembly). Ref 

-l 146-58042 . CYLINDER ASSEMBLY, Hydraulic jet engine door actuator. . . . 1 

ATTACHING PARTS 

-2 AN320-8 . NUT (magnetic Tñspecued): s "cca" 

-3 AN960-816L + WASHER... . s oq» n cate Eg eA el re e ας Vei δῷ 

-4 NAS72-8-006 . BUSHING, Clamp up “steel” chrome ° plated. Be Soh see te ο. 

-5 AN28-26 - BOLT (magnetic inspected). seh el det Was. facli ο ο” 

-6 AN310-8 . NUT (magnetic Inspected) + Pole: ο XP. Cx e e Rai, "Rx aede. uy a ας 

-7 AN960-816 . WASHER . . . +. PISA IM RECS Wh ἰόν e ο V. oh cer τῳ; ἃ 

-8 'NAST2 -8-005 . BUSHING, Clamp up “steel chrome ° plated. Roe ue αν RUN Teen ας ἐφ. ὧν 

-9 AN8-21 . BOLT (magnetic inspected). duo Materie ΝΗ po M, SG Q 


-10 146-58129 END ASSEMBLY, Hydraulic jet engine door actuator rod 


PACKING . o.. 
PISTON ASSEMBLY, ayapa nito jet “engine door actuator 
CYLINDER, Hydraulic jet engine door actuator. . . . 
NUT, Hydraulic jet engine door actuator cylinder loc 
HEAD ASSEMBLY, Hydraulic jet engine door actuator . 
. BEARING (AP)... ar ord e ο te ορ a 
. FITTING, Lubrication -—— DL AR 4 
UBE ASSEMBLY, Jet engine. duct door. * "e 
BELLCRANK ASSEMBLY, Jet engine duct door outboard LH. 
(supersedes 146- 31385) 

NUT (magnetic inspected). 3 78 
WASHER. ... e 
BOLT (magnetic “inspected) | š 
SUPPORT ASSEMBLY, Jet engine "duct 
+. BEARING. . . . 


-24 AN6227-18 
-25 146-58130 
-26 146-58126 
-27 146-58402 
-28 146-58127 
-29 HSB8COH 
-30 NAS2-301 
-31 146 -31392 
-32 160-31385-5 


-3 AN365-428 
-3 AN960D416 
-35 AN4 -22A 

-36 146-31391 
-37 AN202K29B 


-11 HSB80H . BEARING (AP)... Bo orp ο uu ce epi prie Mey Sar Qn. Qu de 
-12 NAS2-101 . FITTING, Lubrication: . . . . IIIi 
-1 AN316-8R NUT, Aircraft check s ss soe 9 9.739 ὁ ὁ ο. ve U el as % 
-1 2W11A8 WASHER, Lock tab (NA) osc erei a 399 eh eee o 
-15 7R2-13D RETAINER, Gland (NA). Aca o AGE w, C$ as S UN: ka Wo, DS 7e: de 39 
-16 AN6231-4 WIPER. . . . . "Ἔνναν 
-17 2W1ALP45-35-64 WASHER, Plain (NA). ιν. Cay. Wo Dec. SS saw 
-18 AN6232C2-9-16 FELT. . . ο arus e, vate ο RIS TREO, -ᾱ 
-19 TR3-13D RETAINER, Rod- "o" ring (NA) S woe 9e το, Suh Ser rg, ο 
-20 AN6216-13 RING; ΟΙ re seh Pa bt ç cate Vee) TW eh ¿YN Q 
-21 AN6227-13 PACKING .... "νην Say QUELS 
-22 146-58128 END, Hydraulic jet “engine door actuator ....... 
-23 AN6246-18 RING ce CAS. Ea ee ο Q SS Sag it Ee e 

k 


e... 9 0 a t9 9 e Q s e o 0 * ç » ο * * » e ο 
e.e < e 9 + 9 9.9 9 * * a o * » o + » ο o... 
e... c c9 s ç c9 s. 9 9 so 0 * s 0 s 0 * ° ο o » < 


ο | Su cce cer a LS ὦ OW WI. 


= 


Ν Ὁ Οκ’ PP ΕΕ) Ῥ’ ΓΟ ΓΟ Ε ΙΒ) ΕΕ (ΕΕ ΠΟΠΠΟ ΒΕΠ ΞΟΑΞ NEP RPE RPE ΕΕ.) OW REDE Fm Hz FH I NP 


oor outboard 


Qe ee 


-38 146-31384 BELLCRANK ASSEMBLY, Jet engine “duct door. 
-39 NAS75-8-012 . BUSHING, Plain press fit steel "e 
-40 AN364 -624 NUT (magnetic inspected). . . . . κ. Ὁ 
-41 AN960D616L WASHER.-. oe ar eote :Φ. L ὦ ὁ’ ο ὁ . ο 
-42 AN960D616 WASHER. . . era ss 
-43 AN26-40A BOLT (magnetic “tnspected) | sx a 
-44 1446-31386 oor 


-45 AN202K29B 
-46 146-31392-5 
-47 146-31392-3 
-48 146-31381 
-49 NAS75-7-005 


. BEARING. .... . o. 

SHIM, Jet engine duct door. . «ο 

TUBE, Jet engine duct door. . . 
INK ASSEMBLY, Jet engine duct door. 


. SUPPORT ASSEMBLY, Jet engine duct 
L 
. BUSHING, Plain press fit steel. 


-50 NAS75-11-004 BUSHING, Plain press fit steel. . 
-51 AN310-5 NUT. (magnetic ρα ui Aw φ, ο. e 
-52 AN960D516 WASHER . . . "CIPIT 
-53 4B2185-212 BUSHING, Spacer. (NA) . οφ. o o e s 
-54 AN5-32 BOLT (magnetic inspected). a vn. 


-55 146-31390 
-56 NAS75-7-005 


LINK ASSEMBLY, Jet engine duct door. 
- BUSHING, Plain press fit steel . 


e © s c9 9 s s s s c9 ο c? s 0 s $7» Qo + : + » Cro 


E 


v 
p 


eraka ὃ» «ο oo... ὁ oo ooo.»o.o.»oo»o»..$ p=<S>.)¿. 
` ° e e e s t 9 0 s sn e t o9 o 9 e s 9 s 9 s 9 9 ç e 9 s s o 0 9 9 s e s ὁ 5 


5 * @ e ο à © 5» © © à 9 4 Ú » 0 © » Q 0 * 4.6 » Q 0 0 * * Q Q » e ^? o * » » 
°` * 9 e ° s c9 0 0 s c c9 0 €$ 0 o ὁ o * o » 9» ç * » ο s * * s 0 ὁ o... o ο ο ο 
. .. 9 e q e 0 9 & 0 ο q 9 * o ç s s 0.0 9 € * * » 0 * » ο s o... ὁ s. s * o » ο 
* 9 9 ° e e q 0 0 * + * 0 o » 9 q * * * s Q * * o so * * * b ο * o o o * ο ο » 
* * c < e a 0.0 e 9 * Q s * s se q 0 o * Q o * o s o * * o h * o o ο * * » ο ο 


9. 9 e e s c sa sa » 0 0 * 9 e * * 0 0 * 0 o * s 0 s e s. * » * o » * ο 


He s s s s s q e Po 9 9 9 s s ὁ ç Q e 9 e 0 q o 0 o 0 o 0 2215255 


Ane s + 0 s s De bo + +ç s s s s ο s o ο t9 + s n ο ο 


-57 NAS75-11-005 . BUSHING, Plain press fit steel . 

-58 AN310-4 NUT (magnetic inspected) AES 

-59 AN960D416 ` WASHER ..... 

-60 NAS72-4-011 BUSHING, Clamp up "steel chrome plated 

-61 AN4 -12 BOLT (magnetic inspected). . . . . 

-62 146-31561 SPRING, Fuselage jet engine duct door overtrave 
-63 146-31382 ROD ASSEMBLY, Jet engine duct door. . 

-64 146-31393 . END ASSEMBLY, Jet engine duct door upper rod 
-65 NAS75-7-006 an <£ PUSHING; Plain press fit steel . . 2 
-66 AN316-7R . NUT ET " . . 
-67 146-31394 . END, “Jet “engine duct door lower rod . 7 
-68 146-31395 . END, Jet engine-duct door lower rod . š 
-69 AN310-5 NUT (magnetic inspected)-. " 5 
-70 NAS72 -5-003 BUSHING, Clamp up steel chrome plated. . . 
-71 NAS335-15 BOLT, 100° close tolerance high strength 5/16-2 


(magnetic inspected) 
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AN O1-GOAABA-4 
FUSELAGE (Cont) 


ROTATED 45° 
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FIGURE 119 - FUSELAGE CAMERA COMPARTMENT CAMERA DOOR INSTALLATION 
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H-175-31-42A 





PART 
NUMBER 


175-31002 


No Number 


No Number 


No Number 


AN4-11A 

2W1AL18-44 -032 
2W1AL18-44 -064 
2W1AL18-44-125 


2W13-4 
175-310102 
175-310102-3 
175-31078-1 


175-31078-2 
175-31078-3 
175-31078-4 
CR12CP 
AN364-624 
AN960C616 
AN365 -5 2t 
AN960D516 
AN5-10A 
175-31003-1 
175-31003-2 
AN4-10A 
AN960D416 
AN365-428 
175-58022-11 
175-58022-12 
175-31075-1 


175-31075-2 


1 








AN 01-60AABA-4 
FUSELAGE (Cont) 


3 4 5 é 7 NOMENCLATURE 


DOOR INSTALLATION, Fuselage camera compartment camera. . . . 


see figure 111 for next assembly 


FUSELAGE STATION. 361-7/16 TO STATION 423 CAMERA . . . . + 


COMPARTMENT PRIME VERTICAL CAMERA DOOR 
(see figure 121 for detail breakdown) 


LH AND RH FUSELAGE STA 361-7/16 TO STA 423 CAMERA . . . . 


COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
(see figure 122 for detail breakdown) 


LH AND RH FUSELAGE STATION 361-7/16 TO STA 423 CAMERA . 


COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
(see figure 123 for detail breakdown) 


ANCHOR ASSEMBLY, Fuselage side tri met camera door. 
ANCHOR, Fuselage side tri-met camera door. . . . 


BOLT. 204» € ae ee ce les Lec €i A φ- φις A ; 
WASHER, Plain (NA) . . . < xs . . «ια A 
WASHER, Plain (NA) ...... AS: E ; 
WASHER, Plain (NA) ...... N A bese 
WASHER, Serrated (NA). PES ; 


TRUCK ASSEMBLY, Fuselage side tri-met camera door 
(aft inboard and forward outboard) 
TRUCK ASSEMBLY, Fuselage side tri-met camera door . . 
(aft outboara and forward inboard) 
. TRUCK, Fuselage side tri-met camera door . . . . . 
aft inboard and forward outboard) 
. TRUCK, Fuselage side tri-met camera door . . . . + 
aft outboard and forward inboard) 
. CAM FOLLOWER (TOR). . 
v NUTS nos 
. WASHER . . 


. 
. . ο 
. 


ee ee we wes 


NUT qe Aur ο eal eb id es. ο ES S 

WASHER. sase + + + + « EE S “ë Ὧν. ο wx 7s. 

BOLT. . E . . . 4 s ie re, wes 

DOOR ASSEMBLY, Fuselage camera compartment side tri-met LH. 
(see figure 124 for detail breakdown) 

DOOR ASSEMBLY, Fuselage camera compartment side tri-met RH. 
-(see figure 124 for detail breakdown) 

BOLT. aq a ii e user? OES 

WASHER, . . . . ὁ ο 9 ο ὁ e ὁ ὁ ὁ ὁ 0. ὁ ὁ 9 ο ὁ om ο ο ο ο ο 

NUT ae ΗΝ 


CYLINDER ' ASSEMBLY, “Hydraulic camera 
side tri-met) (see figure 137 

CYLINDER ASSEMBLY, Hydraulic camera 
side tri-met) see figure 137 

TRACK, Fuselage side tri-met camera 
lower right) 

TRACK, Fuselage side tri-met camera 
upper right) 


door actuating (RH. 
door (upper left a 


door (lower left a 


ATTACHING PARTS 


AN365-1032 
AN960D10 


2W1AL13-24-032 
2W1AL13-24-064 
2W1AL13-24-125 


AN509-10R13 


2W1AL13-32-032 
2W1AL13-32-064 


AN509-10R14 


---- 


AN365-428 
AN3E6-4R . .. 
AN960D116L ` 
175-31058-3 
175-310113-5 
175-54212-1 


175-54212-3 
175-54212-4 


AN365-1032 ... 


AN960D10 
NAS221 -44 
NAS43DD3-132 
NAS43DD5-18 
175-54215 
AN363-632 
AN960D6 
AN507 -632R18 


ὃν 1HS1 


175-54214-1 
175-54214-2 
175-54212-13 


9 9 ο 0 < + «αν» 


`BOLT, Fuselage camera 


. ο 9] ο e o 


WASHER. . . . . . 
WASHER, Plain (N 
WASHER, Plain (N 
WASHER, Plain N 
SCREW . . . . . 
WASHER, 
WASHER, 
SCREW . . . . . 


9 9 9 9 9 ο ο n 
`. + 9 o9 9 9 9 ο o 
* `" s e + $ | ο 
oe ° n n 

4 9 9 © 9 ο 9 9 ο 
- * $9 ο we 

* > * ο ο ο 9 ° 

* 9 c9 9 9 ° 13 9 ο 
ec s 9 ο ο 9 ο. 


oe t t] we 9 ο ewe 

ee * we ` 
` 

ee s. 9 t ο ο ο 9 


NUT . . . . « oo < ὁ ο we o ooo» +. 

NUT . « « 4 ὁ ὁ ὁ o... e m ο n ο ο 2 

WASHER. . . ^. —.. . . 

door "open detent. * 

SPRING ASSEMBLY, Fuselage eamera door open detent 

BRACKET. ASSEMBLY, Electrical camera door microswitch. 
(1ower tri-met) 


. BRACKET ‘ASSEMBLY, Electrical camerá, door microswitch. 


(LH side tri-met) 
BRACKET ASSEMBLY, Electrical camera door microswitch. 
(RH side tri-met) 


door “actuating σα: 
for detail breakdown) 


nd. 


for detail breakdown) 


nd. 


* >” 9 s 9 s | . 


. WASHER € ο ο $1095 ὁ at See aa “ὦ ο. ο ὁ 
. SCREW, Brazier head "Phillips recess alloy steel 10-32. 
. SPACER, Screw and bolt . . . . , - + + ecs oee oo 
. SPACER, Screw and bolt . . . . cs. 
. SPRING, Electrical camera door microswitch bracket . 

. NUT. BRAS ο ο A Ca 1 1 a ge ERA, IND τῳ; τάς. ap ate Ντο 
- WASHER I 
. SCREM. . . . ο 
$ MICROSWITCH, Single "pole double "throw hermetically ον 

sealed (MCS) 


. BRACKET, Fuselage side tri-met camera door microswitch 


(used on -3 assembly only 


. BRACKET, Fuselage side tri-met camera door microswitch 


(used on -4 assembly only 
BRACKET, Electrical camera door microswitch. . . . 
used on -3 and -4 assembly only 


. . 2 + s 72 0 o 9 1 


Eum. = ; 
BONO © m m NOPE === 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


eo 
FIGURE & PART UNITS USEABLE ON 

INDEX. NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
119 175-54212-7 + . BRACKET, Electrical camera door microswitch. ...... 1 


used on -1 assembly only) 


-43 175-54212-5 + + STRIKER ASSEMBLY, Electrical camera door microswitch LH, 1 
175-54212-6 + + STRIKER ASSEMBLY, Electrical camera door microswitch RH. 1 
175-310131 . ANCHOR ASSEMBLY, Fuselage lower tri-met camera door . . .. 1 

-44 175-310131-3 + . ANCHOR, Fuselage lower tri-met camera door . . . . . .. 1 

-45 AN365 -428 s NUT ww U St oe le aie es ga ο ϱ αἱ Se Tm uer S ee 2 

-46 AN960D4 16 zs (WASHER o a eno a lieve UQ ti a a a Yo 2 

-47 2W13-4 . WASHER, Serrated (NA). . . . . . V ος safe seg Mie ur URS Ta cht E ua 2 

-48 2W1AL18-32-125 . WASHER, Plain NAG) Au. nura. e le e. LS Sw Pe crue ed See quie AR 

-49 2W1AL18-32-064 . WASHER, Plain NAA e e mandi Dado SSS ele eei el be τον Sees τῳ 4 

-50 2W1AL18-32-032 . WASHER, Plain NA) «une aaa ar eet sns dev e voee, dec oo ae ete 2 

-51 AN4-11A ge BOLT uu rw a RIS re. ο Bo μα oath we 2 
175-31087-1 . TRUCK P E Fuselage lower tri-met camera door outboard 1 

aft I 
175-31087 -2 . TRUCK (osse Fuselage lower tri-met camera door outboard 1 
forward 

-52 175-31087-3 + + TRUCK, Fuselage lower tri-met camera door outboard (aft) 1 

-53 175-31087 -4 "NE TERR lower tri-met camera door outboard . . . 1 

forward 

-54 CR12CP + . CAM FOLLOWER (TOR). . .. ... , , . ων + eee vus 1 
AN364-621 . ULM EMI X eile, ο Wee ce abt ο oat! Jah ws ΝῊ Sa ey loc bie 1 
AN960C616 es. n» WASHER foresee re Ὁ mus EUN a Net Bee enw φομ ὁ ee 1 
175-31098-3 . TRUCK ASSEMBLY, Fuselage lower tri-met camera door inboard. 2 

(aft and forward) : 

-55 175-31098-7 . . TRUCK, Fuselage lower tri-met camera door inboard. . . . 2 

(aft and forward) 

-56 CR12CP + . CAM FOLLOWER (TOR)... . . . .. . . .. 0.00 ee eee 1 
AN364-624 es NUT a e ia a GLB ES gos 1 
AN960D616 + . WASHER.. GR TI Re xe be ο aa cay τως Sh aa UN Lon (ο -- 1 

-57 AN365-524 v NUT ç ο ο ye ο e ο eR calce ves Sey ο.” 4 
AN960D516 oe “WASHER 5 g os e a Hye a e Q 4 
AN5-10A ο O ode Rtas μα Tod she ta ως 4 

-58 | AN509-516R17 . AN ο; wa rectas Ve Ven E hoe i om S Yg les etitm Z DA ua, μα. 4 
AN960D516 s WASHBR. ο Sed er Sob tec ya Tt te ne yee S, Dy Te ᾱ-ῳ Ree 4 
AN365-524 "lux CIAR ee Seat ls o 4 

-59 175-31004 . DOOR ASSEMBLY, Fuselage camera compartment lower tri-met, . 1 

camera (see figure 125 for detail breakdown) 

-60 AN4-13A BOT ii a a al AOT de ae a Q. ws 1 
AN960D!16 i WASHERS € ο ο ο a Sy va ο) Sr. Q aaa Ie x qe s 5 
AN365-428 NU teh sh Rue) ai ο sr Wo ie VE A ο D coe rel ds l 

-61 175-58022-9 . CYLINDER ASSEMBLY, Hydraulic camera door actuating (lower . 1 

tri-met) (see figure 137 for detail ών, 

-62 175-31077-1 . TRACK, Fuselage lower tri-met camera door μας P NE 2 

-63 175-31077-2 . TRACK, Fuselage lower tri-met camera door (inboard) .... 2 

-64 AN365-1032 a NUT el deos SS SL a e ds 19 

-65 AN960D10 . WASHER, . . . . . . 4:5. Ue" AA ey tw ψ BC ανν w «ον ve τὸς us 19 

-66 2W1AL13-32-032 +. WASHER, Plain NA) sof ΟΕ ka eT eu D erii v; Se nee tes RATIO ye 19 

-67 2W1AL13-32-064 . WASHER, Plain NA). dsl fas. cal ο E ο de el ten ob as re 19 

-68 2W1AL13-32-125 . WASHER, Plain (NA) . . ... + +s +s + s s sç s s s e s e e . AR 

-69 AN509-10R13 s CREW S. τῷ U οφ, eee? l ie, et w^ ce? ao Ña ce Aes (ap ο ο". 14 

-το AN509-10R14 EV SCREW a s πο. ENG ὦν ο ο al ο a ay Caria ve ορ”. 5 

-71 175-310126 . NUT, Fuselage aft camera door track attaching (aft inboard. 9 

Š lower tri-met door track only) 

-72 2W1AL17-32-125 . WASHER, Plain NAJ 4. O PUS vee TURIS (s tw AR 

-73 2W1AL17-32-064 . WASHER, Plain NAN S. X rM ο ο et. es να 9 

-74 2W1AL17-32-032 . WASHER, Plain NA) vow ut τὸ wu era clon Goa Se Sale ey Yeh ele 9 

-75 AN507-832R7 less oes τες ο δν E E 9 
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ROTATED 160° 





H-175-31.40 


_ FIGURE 120 > - FUSELAGE STATION 311-7/16 CAMERA COMPARTMENT CLOSEOUT BULKHEAD ASSEMBLY 











Route δ. PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 









120 175- selage station camera. . 
compartment closeout (see fig. 111 for next assembly) | 
-1 175-53424 . DOOR ASSEMBLY, Heat and vent system aft camera ...... 2 
compartment station 311 air exhaust 

-2 175-53424-7 + + DOOR, Heat and vent system aft camera compartment . . . 1 
station 311 air exhaust 

-3 175-53424-5 + + HALF HINGE, Heat and vent system aft camera compartment 1 
station 311 air exhaust 

-4 175-53424-3 + + HALF HINGE, Heat and vent system aft camera compartment 1 
station 311 air exhaust 

-5 AN253-2-200 š PIN. ον ο . ὃν δαν) τὸ 1 

-6 1175-53425 . SEAL, Heat and vent "system aft camera compartment. $ qs 2 

station 311 air exhaust door 
-7 146-31353-5 =  .- FITTING ASSEMBLY, Bomb bay door idler strut attaching . . 2 
~ fuselage 
ATTACHING PARTS 

-8 AN365-428 A Luo ler Bicone ot ee ft ος Sa mer p 8 

-9 AN960Dh16 > WASHER- 2 ile woke ie] ue sspe je ex wa Ss sow) Sy e oce v ism oce ..36 

-10 AN4-7A è BOLT: Doene ΙΝ See we A E 8 

IW. 
-11 175-310165 - < BUSHING, Bomb bay door idler link attaching. . . . 2 
-12 175-31310-73 . HALF HINGE, Fuselage sta 311-7/16 camera compartment closeout 1 
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FUSELAGE (Cont) 


αἰ 
HI 





H-115-31-4. 


d I s ] 
FIGURE 121 - FUSELAGE STATION 361-7/16 TO STATION 423 CAMERA COMPARTMENT PRIME VERTICAL CAMERA DOOR 
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Section [| 


ων OT-GORABA-I Group Assembly Parts List 


FUSELAGE (Cont) 








RE PART 2 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
121 No Number FUSELAGE STATION 361-7/16 TO STATION 423 CAMERA COMPARTMENT. . Ref 
PRIME VERTICAL CAMERA DOOR (see fig. 119 for next assy) 

-1 ANH -10A . BOLT. . . . ο ¿SU rasa ie τὰ, as CS wU δὲ Gr tone Q aby. ESE DW. τῷ 3 
2W1AL18-32-032 . WASHER, Plain (a) iia D c . 3 
2W1AL18-32-064 + WASHER, Plain (NA) ................-«... AR 
2W13-4 . WASHER, Serrated (NA). -- , Qi Ἐς as 3 

-2 175-31019 š ANCHOR’ FITTING, Fuselage. camera door. locking latch. πα. 1 
175-310117-1 . TRUCK ASSEMBLY, Fuselage prime vertical camera door (LH. . 2 

aft RH fwd) 
175-310117-2 . TRUCK ASSEMBLY, Fuselage prime vertical camera door (RH. . 2 
aft LH fwd) 

3 175-310117-3 "RET S RP. prime vertical camera door (LH aft... 2 

RH fwd 
-4 175-310117-4 . . TRUCK, cordi prime vertical camera door (RH aft... 2 
LH fwd) : 

-5 CR8CP + . CAM FOLLOWER (TOR). ester AB), ος ta ae intr ea ον. 4 
AN364-1032 . . NUT. rel raw ap wie 18 PS «AT eg ο οσο 4 
AN960C10L WASHER ο bs shade μα E inn νην 4 

-6 AN4-12A ` BOLT Un al Soviet a o las A ὁ 4 
ANY-14A . BOLT (aft end) . . . . .. . .. RP A 4 
AN365-428 . NT... s A so Sate PED apt 8 
175-310201-5 . WASHER, Fuselage lower oblique "and “prime “vertical camera. . N 

door truck attaching 

-7 175-31006 . DOOR ASSEMBLY, Fuselage prime vertical camera sta (see. . . 1 

figure 127 for detail breakdown) 

-8 AN4-10A x. BOLT ac^ Sophie ee cele Gro Bite: fae τ ves etu sow Mec. wiles ande rd τ 1 
AN365-428 ic NUT o ο usus) demus, file? ο er ο ο ο μὲ CELA cette μὸν αὶ 1 
ΑΝΟΘΟΡΗ16 . WASHER. . . a ae ie 1 

-9 175-58022-7 . CYLINDER ASSEMBLY, "Hydraulic camera door ‘actuating. ws. 1 

(see figure 137 for detail breakdown) 

-10 175-54212-1 . BRACKET ASSEMBLY, Electrical camera door microswitch. . . . 1 

-11 AN365 -1032 a io» NUTS etu a Vor ap, Ger Ὅν nt, UM cR RN dee Ra. alah ac MN Heeler τρ ae q; 2 

-12 AN960D10 + . WASHER . . . . ος H 

-13 NAS221-44 + . SCREW, Brazier head "Phillips recess “alloy “steel “10- 32. . 2 

-14 NAS43DD5-18 š SPACER, Screw:.and bOlt s s ὦ oe: cos A. del cee an ee 5 1 

-15 NAS43DD3-132 + . SPACER, Screw and bolt . . ο. 2 

-16 175-54215 . . SPRING, Electrical camera door microswitch bracket Sete ond 1 

-17 175-54212-5 2 vs STRIKER ASSEMBLY, Electrical camera door microswitch . . 1 

-18 AN363-632 voy ANU Tas S ge s eet ts I UNE qe τας Uae ο οσο 2 

-19 AN960D6 wis “soe WASHER: pb; Qz τῶ ute fi, κ ο αρα οἷς, Sa: On Gdn, NO da 2 

-20 AN507 -632R18 . . SCREW. e. ο 2 

-21 1HS1 ee MICROSWITCH, Single “pole double throw “hermetically a: d. 1 

sealed (MCS) 

-22 175-54212-7 * BRACKET, Electrical camera door microswitch. . . . . , . 1 

-23 175-310126 . NUT, Fuselage aft camera door track attaching . . . . . ο ο 20 

-24 2W1AL11-24-032 š WASHER, Plain. (NA) ; QC 440 xe eo Ge Ra Iro ISP ὦ, Ze uy ἐν 20 

-25 2?W1AL17-24-032 è WASHER, Plain (NAJ S. a uywa 9 $ QÇ δν w a D 40 

-26 2W1AL11-24-064 . WASHER, Plain (ΝᾺ})................. EN AR 

-27 AN509-8R7 s OCRE 2.2.07. ὦ 20. Zo ος ο ds ὁ w ce . "n ss 20 

-28 AN365-1032 $ NOTE S ο eux UR ο ο ο ο l ος Λο Ie. ae Ue μος eis 2 

-29 AN960D10 . s WASHERS Seat 37379 Ste sa, ὃς rel πον dg le Ba: ae em, Be Rea ae τὸν as 2 

-30 2W1AL13-24-032 . WASHER, Plain (αὶ κο ae q.d cds μετρ ὦ dr a s 6 

-31 2W1AL13-24-064 . WASHER, Plain (NA)... +, + + + + s s ee eee ssl... AR 

-32 AN509-10R15 =. SCREW ο see BE eer Du. ee SS Mw d^ er Ne 2 

-33 AN365 -1032 Sc NUI S> ur Biter ὦ ο ο I) war ο “a ru PM ede Ὁ car ο 2 
AN960D10 e WASHER. . ο ος x enis 99 a » a Ze Sef μον EE 2 
2W1AL13-24-032 . WASHER, Plain Du snae ioc VO Lr ai tis: Sele ον re 2 
2W1AL13-24-064 . WASHER, Plain (NA) : ........ +. < s <s + s s eee se AR 
AN509-10R11 . SCREW . . . . EE Z e "m = te 2 

-34 175-31073-1 . TRACK, Fuselage prime vertical camera door LH 2 κ « TD" 2 

-35 175-31073-2 à TRACK, Fuselage prime vertical camera door RH... EA 2 
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“we FIGURE 122 - LH AND RH FUSELAGE STATION 361-7/16 TO STATION 423 
E .. CAMERA COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
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AN 01-60AABA-4 
FUSELAGE (Cont) 
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Section [| 


Group Assembly Parts List 





FIGURE A PART 
INDEX NUMBER NUMBER 
122 No Number 
-1 AN4-10A 
2W13-4 
AN365-428 
- 175-31095 
-2 175-31095-3 
-3 ANY-14A 
AN4-12A 


175-310201-3 
175-310201-5 


AN365-428 
175-31097-3 


-4 175-31097-7 
175-31097 -4 


-5 175-31097 -8 
175-31097-5 


-6 175-31097-9 
175-31097-6 


-7 175-31097-10 

-8 CRBCP 
AN364-1032 
ANQ60D10L 

-9 175-31005-1 


175-31005-2 
-10 AN4-13A 
` AN960D416 
AN365-428 
-11 175-58022-13 — 
175-58022-14 


175-54212-1 


A 1775-54 21228 


-12 AN365-1032 
-13 AN960D10 
-14 NAS221-44 
-15 NAS43DD5-18 
-16 NAS43DD3-132 
-17 175-54215 
-18 175-54212-5 
175-54212-6 
-19 AN363-632 
-20 ΑΝΟΘΟΡ6 
-21 AN507-632R18 
-22 1HS1 


-23 175-54212-7 
-24 AN520-10R8 
-25 175-310134-1 


175-310134-2 


-26 175-310113-5 
-27 AN365-1032 

-28 AN960D10 

-29 2W1AL13-24-032 
-30 2W1AL13-24-064 
-31 AN509-10R14 
-32 AN509-10R11 
-33 175-310123-3 
-34 175-310123-4 
-35 175-310123-5 
-36 175-310123-6 


T 2 3 4 5 6 7 NOMENCLATURE 


LH AND RH SIDE FUSELAGE STATION 361-7/16 TO STATION 423, 
CAMERA COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
(see figure 119 for next assembly) 
BOLT... A ian en er tet e κ a Kel vat E 
WASHER, Serrated’ ` (NA). ate ay ο S Vau ο ο 
NUT .. als 


. ANCHOR, Fusela e lower oblique camera door latch . 
BOLT (forward ONG) oo Gs se ek eee weiss τῶν at oh SS 


BOLT (aft end). EAE 


: ANCHOR ASSEMBLY, “Fuselage lower oblique camera “door latch 


WASHER, Fuselage- “lower “obli ue “and `prime “vertical camera. 


door truck attaching (forward end) 


. WASHER, Fuselage lower oblique and prame vertical camera. 


door truck attaching (aft end 
. NUT... ο ey OW o Bal SU ο “ο 
TRUCK ASSEMBLY, Fuselage lower oblique camera door. . 
(forward » Fuselage 


. TRUCK, Fuselage lower oblique camera door (forward inbd) 


TRUCK ASSEMBLY, Fuselage lower oblique camera door (aft 
inboard) 
. . TRUCK, Fuselage lower oblique camera door (aft inb) 
. TRUCK ASSEMBLY, Fuselage lower oblique camera door. 
(aft outboard) 


. TRUCK, Fuselage lower oblique camera door (aft outbd). 


. TRUCK ASSEMBLY, Fuselage lower oblique camera door. . . 
(forward outboard) 

. TRUCK, Fuselage lower pique camera door (fwd outbd). 

` CAM FOLLOWER (TOR); a) Jar ΟΡ. ο ae a ἃν ο” 

45 "NUTS ¿ ο... Ey s rs νῷ. Ro TSS a CAU e e Fat tai aoa 

. WASHER... 

DOOR ASSEMBLY, Fuselage station del- 5/16 oblique camera 
compartment LH f 


see figure 126 for detail breakdown) 


. 


. DOOR ASSEMBLY, Fuselage station 421-5/16 oblique camera . . 


compartment RH: (see figure 126 for detail breakdown) 


BOLT ER NN o οκ πε να 


2 M 
. NT. 3 
A CYLINDER ' ASSEMBLY, "Hydraulic camera door “actuating (in! NC 


lower oblique) (see figure 137 for detail breakdown) 


. CYLINDER ASSEMBLY, Hydraulic camera door actuating (RH. 


lower oblique) (see figure 137 for detail breakdown) 


. BRACKET ASSEMBLY, Electrical camera door microswitch (LH. 
lower oblique) 


..—.BRACKET ASSEMBLY, Electrical camera. door microswitch (RH. 


lower oblique) 


s; NUTS ç se el ela ο ee ὁ ἡ el ae Sten Y 
- . WASHER . . . . 

2 SCREW, Brazier head "Phillips recess “alloy "steel “10- 32. 
e . SPACER, Screw and bolt . . . . . + ss oossoo 


n SPACER, Screw and bolt . . . . . 
SPRING, Electrical camera door microswiteh bracket . 


NUT. 1^0. 43.302 9 aa es eS S ee ee Ὁ 

WASHER 15 199» 93 7909609 a sa e Dep τω Quy u οι is 

SCREW. . . 

MICROSWITCH, Single “pole double “contact “hermetically. . 
sealed (MCS ) 

- . BRACKET, Electrical camera door microswitch. . . . . 

SCREW . . +a < e “< ο. 


: STRIKER ASSEMBLY, Electrical camera door microswitch LH. 
. STRIKER ASSEMBLY, Electrical camera door microswitch RH. 


. 


BOOT ASSEMBLY, "Fuselage lower oblique camera door actuating 


cylinder seal LH 


. BOOT ASSEMBLY, Fuselage lower oblique camera door actuating 


cylinder seal RH 


TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK: ASSEMBLY, Fuselage oblique camera door, 


. SPRING ASSEMBLY, Fuselage camera door open detent... 
o NUT y 4 7 3e ee νος oo Bl ws ος ο. ος ue 18 EM 
«WASHER. . . ον o. Ser ο ὁὁ "s "EP > Se. ce 
. WASHER, Plain i dpi ο P san tore TY τῳ. MEM 
. WASHER, Plain v Sa a ara Ὁ. ER š . 
« SCREW . . ¿ 4 4 5» » : ».. ο ve, εφ, Tree τῷ . . 
. SCREW. . a — "š . . . . 





9 9 9 ο we 


w. 5 om 9 9 n9 9 n 


UNITS 
PER ASSY. 


Ref 


HO m TO ΕΙ = Λ) rS rO 


HH 


PEPE HR PP 


|] PUR ΕΛΛ ΕΛ) ΕΛ) ΦΑΛ P PP HP PRA 


USEABLE ON 
CODE 
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FIGURE 123 - LH AND RH FUSELAGE STATION 361-7/16 TO STATION 1#23 
CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
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H-175-31-45A 








Section II 


ΑΝ 01-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
123 No Number LH AND RH SIDE FUSELAGE STATION 361-7/16 TO STATION 423 . . . . Ref 


CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
(see figure 119 for next assembly) 


-1 ANI -6A a^ BOLT... Vw ell ταῦ dw er αι Se per ei AU ley wy o 2 
2W13-4 . WASHER, serrated (NA): 2 ον ep arse im oca de 2 
175-310132 . ANCHOR ASSEMBLY, Fus upper oblique camera "door € ode IA i 

-2 175-310132-3 . . ANCHOR, Fuselage upper oblique camera door. . . . . . + + 1 

: 175-31098-5 . TRUCK ASSY, Fuselage lower tri-met camera door inbd. . . .. 4 

-3 175-31098-9 . . TRUCK, Fuselage lower tri-met camera door inboard . . . . 4 

πη AN365-624 Wt 2 μα S oV Stel NP S Gel ote BER ϱ ο ο Ca er jar eS Soa? oe 4 

-5 AN960D916 . o. WASHER. . . a ο 9 Ὅς. Ὁ Gy ο ο 4 

-6 CR12CP . . CAM FOLLOWER (TOR). . wQ A AT NEUES 4 

-7 175-310110-9 . PLATE, Fuselage camera door truck "washer o is ERE AE T 3 

-8 175-310171 A STRIKER, Fuselage upper oblique camera door microswitch. . . 1 

(lower forward end of door only) 

-9 AN365-524 Go NUS ¿umala yw om io yan e ρος as Bel Mir ς sa cis Lp ος λος. 8 

-10 AN960D516 q cx Ta Doe μμ αν AA M sq at 8 

-11 AN5-10A e BOLT. < `. $m 8 

-12 175-31062-1 + DOOR ASSEMBLY, Fuselage camera compartment upper oblique ΡΝ 8 

(see figure 128 for detail breakdown) 
175-31062-2 . DOOR ASSEMBLY, Fuselage camera compartment upper oblique . . 1 
camera RH (see figure 128 for detail breakdown) 

-13 AN4-11A v BOLD a 4 τῳ tente esu es oue 9 NO tee OU qui a an Rk lage ο; O απο 1 
AN960D416 . WASHER . . 2 + +< +< s « e e ο e s s e s s e ὁ ο s ο s ο ὁ ο n 1 
AN365-428 . NUT. . E 1 

-14 175-58035-1 š CYLINDER ASSEMBLY, Hydraulic camera “door latas LH. aoe 1 

(see figure 137 for detail breakdown) 
175-58035-2 . CYLINDER ASSEMBLY, Hydraulic camera door actuating RH. . . . + 
(see figure 137 for detail breakdown) 
-15 175-54212-1 . BRACKET ASSEMBLY, Electric camera door microswitch LH. . . . 1 
(see figure 122 for detail breakdown) 
175-54212-2 . BRACKET ASSEMBLY, Electrical camera door microswitch RH. . . 1 
(see figure 122 for detail breakdown) 

-16 AN365-1032 ο NUT δ. ὑφ. el a Yor ὦ. δ τῳ w: δε a W ο ο) τς a 2 

-17 2W1-13-24-064 . WASHER, Plain (NA). . oie ew te ο xo e E" κο. 2 

-18 2W1AL-13-32-032 . WASHER, Plain (NA) . . , « « +< + e « © s © © © ὁ © ο ὁ ο n n AR 

-19 2W1AL-13-32-064. . WASHER, Plain (NA) +. +. +. + + + + + s + + + ee s . . om ο. AR 

-20 2W1AL-13-32-125 + WASHER, Plain (NA) . . « + +s s + e e s ο we ο ὁ ww s onm n n AR 

-21 AN3-7A BOLD E ELLE 2 
175-310170 + DETENT ASSY, Fuselage upper oblique camera door. . . . . . + 1 

-22 AN365-1032 es a NUT a rd a ca^ Mee ο 1 

-23 AN960D10 . WASHER. . +. + DA A AA AA αὶ Φ' Se? cer d 2 

-24 AN3-20A . . BOLT. .. "Lr A IN «ὦν ϕ 1 

-25 4B2183-23 . . BUSHING, Spacer (NA). » A + P . "m 2 

-26 175-310169 + . BRACKET, Fuselage upper oblique camera door open detent . 1 

-27 175-310167 . . HOOK, Fuselage upper oblique camera door open detent. . . Le 

-28 175-310168 . .. SPRING, Fuselage upper oblique camera door open detent. . 1 

-29 AN520-10R17 . SCREW. να ο ο SER πο EIE 2 
AN960D10 e WASHER . . ee ee e e e ehh e oe hh n n n n n n n n t n 2. 
AN365-1032 « NUTT; ο “¿s s . . . . . . . 2 

-30 175-310175-1 . BOOT ASSEMBLY, Fuselage upper “oblique camera door compartment 1 

closeout LH 

175-310175-2 . BOOT ASSEMBLY, Fuselage upper oblique camera door. .... . 1 

-- compartment closeout RH . 

AN737RM66 ` . CLAMP. . . $i vee aD e TR. Q 1 

175-310176-1 . RETAINER, Fuselage’ upper oblique camera “door compartment . . 1 
closeout LH 

175-310176-2 . RETAINER, Fuselage upper oblique camera door compartment . . 1 
closeout RH 

-31 AN365-1032 4X «ΝΗῸΣ se ss v9) e ve. 9^ Wie cod a ος Di Hey cen ο πο 20 

-32 AN960D10 « "WASHER... + wre è o> ta sy e as ο . ο ο ο « νην 20 

-33 2W1AL-13-32-032 . WASHER, Plain uy $72 9» Je 18129. σας + < ο ο * » a ο ο ° HO 

-34 2W1AL-13-32-064  . WASHER, Plain HUC DN οὐ pie mat fates P AR 

-35 AN509-10R14 €. (SCREWS s ο 9, wu ITE Se ve eS ac Lg ary Qa p a rat ἀντι ο 10 

-36 AN509-10R13 + SCREW. . . . . . . ae ο ο eee 10 

-37 175-310296-1 . TRACK, Fuselage upper oblique camera door BH. wx ae ee za. Q 2 

-38 175-310296-2 . TRACK, Fuselage upper oblique camera door RH . . . . . . + + 2 
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AN O1-60AABA-À 


FUSELAGE (Cont) 


FIGURE 12! - LH AND RH FUSELAGE CAMERA COMPARTMENT SIDE TRI-METROGON DOOR ASSEMBLIES 


H-175-31-46 








FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

12 175-31003-1 DOOR SEMBLY, Fuselage camera compartment side tri-metrogon e 

see figure 119 for next assembly) 
175-31003-2 DOOR ASSEMBLY, Fuselage camera compartment side tri-metrogon RH Ref 
: (see figure 119 for next assembly 
-1 175-31067-1 . DOOR, Fuselage camera compartment side tri-metrogon LH. . . 1 
175-31067-2 . DOOR, Fuselage camera compartment side tri-metrogon RH. . . D^ 

-2 AN365 -1032 μον 970 Aue S us de 08 NE ce y's 1 
-3 AN3-6 e BOLT. 54 &-g8-pes3*l 9 Me ew 09 28 ο Te. A (AS a Ce) 19 1 
-4 AN960D10L e WASHER. 2-744 ὦ ο. O a A RS Us 2 
-5 ΑΝΘΟΟΚΡ3 . HEARING .- 22204. Sie et Tel 9 09 ae. ena v ὃν ο) SV Ue ve tere ὃς a 1 
-6 AN365-1032 so NUTS ος ο νος Ga Be Ie er ds Pei Ve. IESUS RU ο ara aw 4 
-T AN960D10 a WASHER. ος ο 4 ο ce o9 as ee Se v s 4 
-8 AN509-10-16 « (SCREW 4. . 2 ὁ ο 4e Ὁ ὁ. ὁ 4 m oc ο ὦ la, Ye ὁ ὁ ο ὁ ὁ Ὁ 9 Ue ss 2 
-9 AN509-10-10 a “SCREW o 2.05 SU tU wila Causa C ay a d 09. a Sa ane! Ὁ ml ος 2 
-10 175-31015-3 + LATCH ASSEMBLY, Fuselage camera door locking. ....... 1 
-11 AN310-3 Gg OND ee E LE D EE T e xr M ο ein ὅσα 1 
-12 AN3-20 ὅ c BOLT S. 4). e^ See more δν ahus ος a ES) τω W 3 We oa m 1 
-13 AN960D10 a a” WASHER 53-59 ρε a ὦ wo Se lie Wis ee δῷ Sa C. -ῷ. ο ss CADO eS 2 
-1% 1B2183-7 . . BUSHING, Spacer (NA). . . « . , « + +ç + + s + + 9 ο ο « 2 
-15 AN365-128 e. Mion NUT. v ο ὁ SS ew ce, wow le YW Sep e a ee τι. WD “ee a Yel ey Ze 1 
-16 AN4-21A 2. «BOLT e oi. αμ «οὐ Goo ο) en qusun ο se wire rah e d ore 1 
-17 ANQ60D416 . . WASHER CEN" x^ E ἐξ, Wr ep hi So elio? Foleo 2 
-18 4B21S4-9 ` | BUSHING, Spacer (NA): s A : s: αμ... 2 
-19 175-31018-3 . . SPRING, Fuselage camera acon locking latch χιὼν aby ο τω» o 1 
-20 175-31017-3 Ὅν ον BRACKET, Fuselage camera door locking latch LH . . . . . 1 
-21 175-31017-4 Set κα BRACKET, Fuselage camera door locking latch RH..... 1 
-22 175-31016 . . HOOK, Fuselage camera door locking latch . . . . . . . + 1 
-23 AN365-1032 i NUT cav A i ce Node (εκεί T ceo δω AO w. SR ee ο Ee S. Mr e 1 
-24 AN3-13 T BOLTS. 4 ος sz A ο eR Yee s Ge νο oS 1 
-25 AN960D10L. . WASHER. .. wow. ο ee Um ο ΟΝ > 2 
-26 14B1983-100 . BUSHING, Press fit “plain” (ΝΑ)... 2.4 UI P MMOL 1 
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H-175-31-41 
FIGURE 125 - FUSELAGE CAMERA COMPARTMENT LOWER TRI- METROGON CAMERA DOOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
125 175-31004 DOOR ASSEMBLY, Fuselage camera compartment lower tri-metrogon. Ref 
camera door assembly (see fig. 119 for next assembly) 
-1 175-31068 . DOOR, Fuselage camera compartment lower tri-metrogon. . . . 1 
-2 175-31015-9 . LATCH ASSEMBLY, Fuselage camera door locking. ....... 1 
ATTACHING PARTS 
-3 AN365-1032 NU ο Sob te! a Fag tee a NS Sua σας 4 
-4 AN960-10 . WASHER. . . . . . . . . Qu τος ο as Cel PIT. lec Q 4 
-5 AN509-10-19 ο AME cx LT ὃς da s 2 
-6 AN509-10-13 » SCREW... o ora Ὁ με V ws ar a RII IRI de ce νο; er el, “Q 43 a ie 2 
ET RENE 
-7 AN365-428 ο κῶς ισα ea δα ο us ne ae es Se sa aa 1 
-8 AN960D416 e us WASHER, ος 2 22e ar ra a A a W. Se 2 
-9 175-31017-9 . . BRACKET, Fuselage camera door locking latch. . . . . . . 1 
-10 4B21-54-9 . . BUSHING, Spacer (NA). ................. 2 
-11 175-31017-7 . . BRACKET, Fuselage camera door locking latch. . . . . . . 1 
-12 AN4 -214A s ~an BOLT ¿ oy eS sem e O NE 1 
-13 AN310-3 e. wy NUT Se de ces a ο ο ο ΙΙ cet ae wU N Qw 1 
-14 AN960D10 e des WASHER: o e ep ook 8 a uode eee 2 
-15 175-31018-3 + . SPRING, Fuselage camera door locking latch . . . . . +. . 1 
-16 175-31016 +. . HOOK, Fuselage camera door locking latch . . . . . . . . 1 
-17 4B21-53-7 + . BUSHING, Spacer (NA). . . . .. , + + ç ç ç sç ç ç ees 2 
-18 AN3-20 27x BOLT? 035 5295 oe ο a A arar an Ses e ο... 1 
-19 175-31004-11 . BRACKET ASSEMBLY, Fuselage camera compartment lower . . . . 1 
tri-metrogon camera door assembly 
-20 AN365-1032 gc NUT. ui Inu σον Ὅν S ee wd ellen a a ως ο ES ο δν ώς ias 1 
-21 AN200KP3 ον) (BEARING; o2 obw a eae og va EI ur. q. AN 1 
-22 AN960D10 e c WASHER. 205 Wus3- X Wc wwe ET 1 Fee ον S Me 1 
-23 AN3-7A s^. BOLT ouv ο ο wx di suce ca ds S 1 
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FIGURE 126 - LH AND RH FUSELAGE STATION 421.313 OBLIQUE CAMERA COMPARTMENT DOOR ASSEMBLY 
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Section Il 


AN 01-60AABA-4 9 
Group Assembly Parts List 
FUSELAGE (Cont) 
PART UNITS USEABLE ON 
NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-31005-1 DOOR ASSEMBLY, Fuselage station 421.313 oblique camera. . . Ref 
compartment LH (see figure 122 for next assembly) 
175-31005-2 DOOR ASSEMBLY, Fuselage station 421.313 oblique camera. ... Ref 
compartment RH (see figure 122 for next assembly) 
175-31070-1 . DOOR, Fuselage camera compartment oblique LH... So cS fon Ad 1 
175-31070-2 . DOOR, Fuselage camera compartment oblique RH... . 1 
175-54180-1 ACTUATOR ASSEMBLY, Fus lower oblique camera sta microswitch. 1 
LH 
175-54180-2 . ACTUATOR ASSEMBLY, Fus lower oblique camera sta microswitch. 1 
RH 
ATTACHING PARTS 
AN365-1032 a NUTS 3 ο ο ο ο δι Ὁ: Ὁ A Su ὅσα, Vo 3 
AN3-10A a BOLT us ei vut E ceres s LAS Seats dr e TER ce S tae gh M. dais l 
AN3-14A ε΄. BOLT vov ο ο ον O A -ᾱ 
AN509-10-19 e ¿SCORES ος Wo ls Be ROUGE Š ΕΝ ου. 1 
AN960D10 s WASHER J S ame a a VA xs s eU A S 4 
—— ays 
AN365-1032 š NUT ç tay) Bi ete ᾧ ç Se Cer hes m oue “δι ate ο ο ο Wi TOR Yw. “ἃ 1 
AN960D10L " + WASHER. . . . . vs ec eos ὦν Φὶ τῷ! “ὁ a as 1 
AN509-10R37 * . SCREW . . . fe JI ο er ο ο Yer Was ο» 1 
4B2183-100 . . BUSHING, Spacer. ΠΙΑ Vous. 1 22 Nets fe ue MINA urs ten: Ss 1 
4B2183-024 . . BUSHING, Spacer NA) . . .. SD Selat Vae que ο ρα 1 
1p19S5-021 : BUSHING, Press fit plain (NA). . . . . . . . . . . . : 1 
AN365-428 + NUT. STU d. eel” Ὁ tem S D. T Ss JU END eu . 1 
AN316-4R e NUT. . . ; + AS «ee (οι ο ο «Ὁ οφ». Mer ciated bay's DE Ç 1 
175-31058-3 . BOLT, Füselage camera door open detent . . . . . . . . . x 1 
AN960D10 A WASHER ο ὁ τα W A Lorre tee νο ΑΕ A . 2 
175-31015-7 . LATCH ASSEMBLY, "Fuselage camera door locking LH. νὰ ἃ š 1 
175-31015-8 LATCH ASSEMBLY, Fuselage camera door locking RH. . NIE . 1 
ATTACHING PARTS 
AN365-1032 NUT. ο DU eus ye JW 5 : s š Su σα 2 
AN509-10-20 e SCREWS: ο. ae. τος το aee ο Ya We Seti “ὁ M š ο ο ο sr SEE AZ 2 
AN365-428 s NOTE κ. O run irs QY aos a τα πο) 1 
AN4-14A 2 SBOLT S uie των τῶ αν Gas utet," ` ances 242 AT a ο νο on NSS G at So 1 
AN960-10 S WASHER . 093929 τῷ arte Ie ος CS] Serle dar ο τῳ Ὁ) te ος sw we 3 
Ὀσω ο ος 
AN310-3 à. -ᾱ- NUT sce oy S Sg as αφ). τὰς ἐν I A DAN Ὁ Ὁ 1 
AN3-20 vou BOLD τῳ. ος A nos rS S W waw el See S eles, Gb), Br igh 1 
AN960D10 . . WASHER. . ; a Ρα 2 
4B19S5-026 ` . BUSHING, Press fit plain (ΝΑ), . ο J . . 02222000 1 
4B2183-026 1 . BUSHING; Spacer m ο οαἲ “Ὁ τρ Ruel ERE 
4B2183-7 s... BUSHING, Spacer (NA) aan. Dos Lose We BA re a ve woo ae «Ὁ 
AN365-428 sU INT i ο ο a Z ο sell et day o eer E Im Sal eh. I 
AN4 -21A ever BOLTS Cu a uara ο Se BP ut Um rer eo a RA 1 
ANQ60D4.16 . . WASHER. . . . "JN NL PEE 2 
4B21S84-9 : | BUSHING, Spacer (NA) . . ; . alee φι τ Rae ay Cg 
175-31086-1 ο ts BRACKET, Fuselage lower oblique camera door latch ΤΗ... 1 
175-31086-2 : BRACKET, Fuselage lower oblique camera door latch RH. . . 1 
175-31016 . . HOOK, Fuselage camera door locking latch. . . . k: eke 56 1 
175-31018-5 . SPRING, Fuselage camera door locking latch. . . as ERE 1 
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Section [| 
Group Assembly Parts List 





AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 127 - FUSELAGE PRIME VERTICAL CAMERA STATION DOOR ASSEMBLY 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-31006 DOOR ASSEMBLY, Fuselage prime vertical camera station . . 
(see figure 121 for next assembly 
175-31069 . DOOR, Fuselage prime vertical camera station . . . .. 
175-31083 . ROLLER ASSEMBLY, Fuselage prime vertical camera door . 
AN365-1032 eee ῳ NUT ὁ... e$ 4) 9 de ces τ yes ἴα. ια. ὦ m EMEN 
AN960D10 ç WASHER. +. . . ὁ ὁ 6 a ὁ ὁ ο 9 » 0.0.0 ο οι: 9 4 4 
NAS221-21 . . SCREW, Brazier head Phillips recess alloy steel 10-3 
NAS43C3-24 . . SPACER, Screw and bolt. . . . « e + + + + +s +< ο ο 
AN200KS3L €^ BEARING o a 6 š: 9 47€ o9 de 9209 a «β. ὁ 
175-31084 . BOLT ASSEMBLY, Fuselage camera door open detent. . . . 
AN364-428 . » NUT... «^ $1 x cepe SA engl A M vele eum a Nb 
AN960D416 Q WASHER. τν ος Sa us ον ο ον aly oi, VOTER ah tay S, sa, ὃς 
175-31058 . . BOLT, Fuselage camera door open detent. ...... 
175-31057 . LATCH ASSEMBLY, Fuselage prime vertical camera door lo 
ATTACHING PARTS 
AN365-1032 «- NUT. 4. a ὦ ὦ 5.8.2818" pere. “4. ο NR sex δν κ 
2W1-12-18-63 - WASHER, Plain . (NA). μα ο qux cem απ. 
` AN509-10R22 "CE AO CREW PA a hu, ows w fey wi wl Mens EE E 
NAS43C3-8 + SPACER, Screw and bolt . . . - + s + + +s s eee eve 
AN364-1032 . NT... πα ο de h αν ο πο 
AN960-10L . WASHER . . . . . . . dr Iu lera Q Ge USE te c sen πο ο 
AN509-10R17 « SCREW: oV 8 2 O cR Qe e. RU E eje 
ΠΠ , 1 
AN310-4 2. 4 NUT 27s Q ob eet A doe uter ο ο ο a, BR es 
AN4-16 + . BOLT, "ΝΥ a a a S 
AN9GOCH16L . . WASHER. . . Ee h al a 
NASA3Ch -24 + . SPACER, Screw and bolt. . . . - + + + + + we < < * * 
AN393-67 . . PIN, A wie ele? St QI we Mae NBD ter Inge. Wen ο 
2W1C13-18-32 i. WASHER; Plain (NA) ¿ = το telenet aa os im τν 
AN960C10L s ο. WASHER. ος ος € 9o Ὁ ὦ. ο) τῳ ew m cw w w 
NAS43C3-24 . . SPACER, Screw and bolt. . . « . s + + +s + + + . . + 
AN315-3R uus ait ane! a Zen q eae QA ο GS: ων uds ta “Eset Sead No Ye. Sees τῷ 
AN526-1032R16 4o vec, CREW. Quo Wer ο uel ce moie. ος Sas ο m um (eso Se gm, 28 
175-3105! v . . BRACKET, Fuselage prime vertical camera door latch. 
175-31055 . . HOOK, Fuselage prime vertical camera door latch. . 
175-31056 ; . . ACTUATOR, Fuselage prime vertical camera door (RUM 
175-31053 . . SPRING, Fuselage prime vertical camera door latch . 


e... 9 o9 s s s ο 4 0 ο ο f 


PER ASSY. 


5 9 © o9 4 s s 5 9 s t9 0 + f 


UNITS 


Ref 


PEEP HEHEHE ENE EH TDIDIDIDIDIDIO PEPE IA FH A FH [3 [2 E. E. IS 


H-175.31.47 


USEABLE ON 
CODE 
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H-175-31-49A 


FIGURE 128 - LH AND RH PUSELAGE CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOOR ASSEMBLY 





FIGURE & ` PART UNITS USEABLE ON 

INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

128 175-31062-1 DOOR ASSEMBLY, Fuselage camera compartment upper oblique. . . . Ref 
camera LH (see figure 123 for next assembly) 
175-31062-2 DOOR ASSEMBLY, Fuselage camera compartment upper oblique. . . . Ref 
camera RH (see figure 123 for next assembly) 
-1 175-31060-1 . DOOR, Fuselage camera compartment upper oblique camera LH. . 1 
175-31060-2 . DOOR, Fuselage camera compartment upper oblique camera RH. . 1 
-2 .175-310166-1 . COVER, Fuselage camera compartment upper oblique . . . . ο . 1 
camera LH 
175-310166-2 . COVER, Fuselage camera compartment upper oblique . . . . . . 1 
camera RH 

-3 175-310295 . ROLLER ASSEMBLY, Fuselage upper oblique camera door fwd. . . 2 
-4 175-310295-3 - . ANGLE, Roller fuselage upper oblique camera door fwd. . . 1 
-5 AN365-1032 4 Se σσ πο πο ο ο ο Ἦν a a ὁ 4.4 ο * 59 . . 1 
-6 AN960-10L « c MASHER. . 2o Ὁ 79. ce ο ὁ ο ο «2 ὁ ο "EC δὲ, ὃς "δὶ. τῳ 2 
-T AN200KP3 scu BARING V u aria, Celaya φόνος οἳ ᾱ ο a o τῷ ο a 1 
-8 AN3-7A A A aa a E M 1 
-9 .AN509-10R17 ee VOCREW MES DP log το κο toe. ‘wine’, ο ο ete: oor ears 3 

-10 AN509-10R9 we. SCREWS. PLI 5 » 
-11 AN365-1032 4 -3NUT (ou^ uic oov Ive, ο ven Sy, Se) hos fat vast ο ο. Ὁ Φ. ο 3. e < ο 8 
-12 AN960D10 «s WASHER a e fe. ces ὥς το ον qe Ql SL ος οἱ Q e I 8 
-13 175-31015-5 . LATCH ASSEMBLY, Fuselage camera door locking . . . . . . +. + 1 
-14 AN310-3 ζω NUT UL se τς a ded eh oy O rcs oae NE ar ον ai Jar poter SE 1 
-15 AN3-20 2e BOLT. ες 21-62 rom Q Ser ο, oe sa dy Sa Dev a Q T τῳ ὦ 1 
-16 4B2183-7 + . BUSHING, Spacer (NA)... saca ο ew 2. ew s e wns 2 
-17 AN960D10 e . WASHER. . . « . . o oo. eese. a rw U ils: Fey ver ο 2 
-18 AN365-428 $ oue NUTS ἐπ $2 tar A Fuel IC hy CE eee qui 
-19 AN4-21A ve e BOUT. νο ες el ος ne geo eee Bal, we W- δι ος ως EO RU d. ἃν See wos 1 
-20 4B2184-9 + . BUSHING, Spacer (ΝΑ). ..... Serb ο ο rca ene) as De 2 
-21 AN960D/116 s a WASHER; 2 o2 ο Su co re οσο a Jou neh kw y Dac Y 2 
-22 175-31017-5 . . BRACKET, Fuselage camera door locking latch LH. . . . .. 1 
-23 175-31017-6 + . BRACKET, Fuselage camera door locking latch RH. ..... 1 
-24 175-31016 . . HOOK, Fuselage camera door locking latch. . . . . . . . . 1 
-25 175-31018-3 + . SPRING, Fuselage camera door locking latch. . . . . . . . 1 


AAA Er ο ο κος donec cups de S E O A Ra 
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. | B-175-73-10 





FIGURE 129 ~ FUSELAGE CAMERA GLASS.AND PANEL INSTALLATION 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & - ΜΑΝ UNITS ^ USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE " PER ASSY. CODE 
129 175-73283 GLASS AND PANEL INSTALLATION, Fuselage camera. . . . . . ¿ ¿ . Ref 
see figure 111 for next assembly ë 
No Number . FUSELAGE STATION 371-7/16 TO STA 397-9/16 CAMERA GLASS AND. Ref 
: PANEL ASSEMBLIES (see fig. 130 for detail breakdown) $ 
No Number . FUSELAGE STATION 397-9/16 TO STA 423 CAMERA GLASS AND . . Ref 
PANEL ASSEMBLIES (see fig. 13l for detail breakdown) 
-1 175-310106-1 . DOOR ASSEMBLY, Fus side tri-met closeout panel vent LH. . 1 
-2 175-310106-2 . DOOR ASSEMBLY, Fus side tri-met closeout panel vent RH. . 1 
-3 147-53008 . . SPRING, Fuselage side tri-met closeout panel vent door , 2 
-4 175-310106-15 . >.. SPONGE RUBBER, Fus side tri-met closeout panel vent door 1 
-5 AN365-1032 . NUT... ET 2 
-6 NAS221-12 . SCREW, Brazier "head Phillips récess alloy Steel 10932 * 2 
-7 NAS43C3-16 T SPACER, Screw and bolt. . ¿ < a o . < w s w w we eds 2 
-8 AN960D10 s UWASHER 6 . 3 Qo Wie S M ie ie νο ος ον 5ος. a i^ eov. a pig 4 
-9. AN393-7 Ὁ VEN ο ο ο Sp UU Yay aan tee Pa RE ο αὶ uS RO AC S Des" a HS 2 
` -10 AN960D10L . WASHER. . . ο Pto e 2 
-11 175-73298 . CABLE ASSEMBLY, Side "tri net camera glass retaining SUM Ge 2 
-12 140-53122 . SPRING, Pilots relief tube extension. . . ^ 2 
-13 175-73278 GLASS ASSEMBLY, Camera compartment side tri-met station lee, ta 2 
ATTACHING PARTS 
-14 AN393-9 4, PIN on oa sU. wor deve SL ο ee xe oue RU Ve eue vm m wm. ὃ 1 
-15 AN960D10L 4 "WASHER; |. Z s atch τν cms X cw πα De OS D Rec] CES EU URS ah ᾱ 4 
νι σε 
-16 AN364 -1032 s e NUT Ss ees ck Ἐν ος 5Ο 
-17 NAS221-6 . SCREW, Brazier head "Ph1111 8 recess “alloy "steel “16- 32. R 32 
-18 164-O101L . > “š QUICK’ RELEASE LATCH πως μα ue US e es os. 1 
164-0101R + . QUICK RELEASE LATCH MAFN — s 1 
-19 NAS221-7 . . SCREW, Brazier head Phillips recess alloy “steel '10- 32. ñ" 16 
-20 AN509-10R6 . « SCREW... 
-21 175-73292 . . PLATE ASSEMBLY, "Fuselage side "tri met “and” upper `obyique. 
- camera glass corner 
-22 175-73291 . . GUSSET, Fuselage side tri-met and upper “oblique camera . 
glass corner 
-23 175-73290-5 + + RETAINER, Fuselage side tri-met and upper oblique. ... 
camera glass ` 
-24 175-73290-3 . + RETAINER, Fuselage side tri-met and upper oblique. . ... 
camera glass 
-25 175-73290-13 + + RETAINER, Fuselage side tri-met and upper oblique. . . 
camera glass 
-26 175-73290-11 + + RETAINER, Fuselage side tri-met and upper oblique. . . . 
camera glass 
-27 175-73290-7 . . RETAINER, Fuselage side tri-met and upper oblique. . . . 
" camera glass 
-28 175-73290-9 . + RETAINER, Fuselage side tri-met and upper oblique. ... 
camera glass 
~29 175-73276 GLASS, Side tri-met camera station... š 


DOOR ASSEMBLY,. Fus lower tri-met camera sta closeout “vent ç 
. SPRING, Engine compartment fire exit door tension. . . 
SUB ASSY, Fus lower tri-met camera sta closeout vent door 


-30 175-31099 
-31  146-42541 
175-31099-17 


9 * t * 9 n 9 ο 


-32 5B2-21 BOLT, Adjustment (ΝΑ)... .-........... 
-33 ΑΝΟΤΟ-5 ` $e WASHER. < WC IE Ta. wo Cap + eru ID ων", τν. So, IR^ WI Sore] e 
-34 AN960D416L . . WASHER. . . Ἐνῷ 
-35 153-596} . SPRING, Two position split "contact "push button. s 
Switch plunger 
-36 175-31099-5 - ... SEAL, Fus lower tri-met camera sta closeout vent door 
-37 AN393-7 s PIN oS aoaaa a Sse ai Sp erm ertet mo Ga Ie Metres ee, or LE a UA SMe YG 
-38 AN960D10L WASHER Q ¿< x mo aa le ve ro esce τν AS νφ- λάθω à 


NUT . . . ts 
SCREW, Brazier “head Phillips recess alloy steel 1o- 32 "P 
CABLE ASSEMBLY, Fuselage lower tri-met camera DA eres 
SPRING, Pilots relief tube extension. . . . 
GLASS ASSEMBLY, Camera compartment lower tri-met "station. 


-39 AN365-1032 
-40 NAS221-9 
-41 175-73299 
-42 140-53122 
-43 175-73279 
ATTACHING PARTS 


DN WOON FEE BRE NMNUEPRP HNP BHP ERE N iD N EÈ im + ON 


-44 AN365-428 Pene our se ο ο ο a o d: ee ee - 

-45 AN509-416R12 . SCREW... τν eS E ο C ET 

-46 2W13-4 . WASHER, Serrated (Na). ae 

-47 175-73296 . PLATE, Fuselage lower tri-met camera "glass latch adjusting. 

-48 NAS221-7 ; SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 

-49 AN960D10L > WASHER. 1/5258) 07. 4. a Dees. dei ο να ae Da whe, Ma Side e MES: i 

----ᾱ--- 
—= -50 AN365-1032 boa NUT. uou mx 4 

-51 NAS?21-11 . . SCREW, Brazier head “Phillips recess “alloy” steel “10- 32. 

-52 AN960-10 . . WASHER .... ç š 46 

-53 NAS221-10 + . SCREW, Brazier head Phillips recess “alloy “steel 10- 3e; η 20 

-54 NAS221-23 + + SCREW, Brazier head Phillips recess alloy steel 10-32. . 19 

-55 AN42-13 s - BOER 1. ο ο ο ο TE HE 1 

-56 164-0101L . . QUICK RELEASE LATCH AN €— aD 1 
164 -0101R < . QUICK RELEASE LATCH MAFN ROS ο M ure ove: arise mE Le 1 

-57 175-73287 . . PLATE, Aft fus camera glass -assembly corner. . . PUE 8 

-58 175-73286 Tu GUSSET, Aft fus camera glass assembly corner . . . . . . à 

-59 175-73285-3 1 | RETAINER, Fuselage camera glass. . . . . . . LIII! 8 

-60 175-73285-5 + . RETAINER, Fuselage camera glass. . . . , . . . , , , + . 4 

-61 175-73285-7 Eu RETAINER, Fuselage camera glass. . . . . , . . , +< + ον 4 

-62 175-73277-3 - . GLASS, Aft fuselage camera window, . P Sa S s 1 
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H-175-73-12 





FIGURE 130 - FUSELAGE STATION 397-9/16 TO STATION 423 FUSELAGE CAMERA GLASS AND PANEL 


= a a= L—M————————————M—————————————————————O 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE . PER ASSY. CODE 
130 No Number FUSELAGE STATION 397-9/16 TO STATION 423 CAMERA GLASS AND PANEL . Ref 
ASSEMBLIES (see figure 129 for next assembly) 
-1 175-310173-1 . PANEL ASSEMBLY, Fus upper oblique camera closeout aft LH... 1 
-2 175-310173-2 . PANEL ASSEMBLY, Fus upper oblique camera closeout aft RH . . . 1 
ATTACHING PARTS . 

-3 NAS221-7 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . . 28 

-4 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . . 12 

-5 NAS221-9 +. SCREW, Brazier head Phillips recess alloy steel 10-32. .... 8 

-6 AN960D10L v WASHER 2 Q Supi Zar Lom ο r e ο ο ο So les ος .. "δ 


a 


218 











AN 01-60AABA-4 


FUSELAGE (Cont) 
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Group Assembly Parts List 





HOURS a PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 S 6 7 NOMENCLATURE PER ASSY. CODE 
130-7 AN365-1032 ο NUT. Benes ete, oc ο OS. κῶν M. tow autos «ὁ, οκ ο 3 
-8 AN520-10R8 s cac SCREW: ei ve a T vede ο ο SEC aS Meee imp de τ μη 
-9 AN960D10L . . WASHER... "t Cee νο) Sure š 6 
-10 175-53387-100 . . MANIFOLD ASSEMBLY, “Heat and vent system camera "compt "aft. 1 
- upper window defrost air (LH only) 
-11 175-53374-100 . . MANIFOLD ASSEMBLY, Heat and vent system camera compt aft. 1. 
upper window defrost air (RH only) 
~12 175-310172-1 . . VENT ASSEMBLY, Fus oblique camera door compt. in ud A 1 
-13 175-310172-2 . . VENT ASSEMBLY, Fus oblique camera door compt. (RH only). 1 
-14 175-310172-21 er «Ὁ ` SEAL, Fuselage upper oblique camera door compartment . 1 
-15 147-53008 $E ux SPRING, Navigators map and data case cover . . . . + . 2 
-16 AN320-3 Z ge NUT GV are er Sal 9 QU ys Κος -ᾱ vec vw en ορ CS: Wines is 2 
-17 AN23-9 e « BOLT. .. .. . ee —————— LE 2 
-18 AN365-1032 ο. ο NUR S x 90x09 99 Bere a οὐ S19 RS S ECTS Xe U^ cw) Te ος τὲ 2 
-19 ANH2-HA wc BOLT. e QU s. sr Serie ο. m Be ο ο ο ο fe ove ος 2 
-20 AN960D10L 2 x CWASHERG xe ih e som moo Del ses Rl RO E ue ie re Ra E M Rr ap. a 4 
-21 AN960D10L . . WASHER. . . MS -——- Su š 2... ΑΒ 
-22 175-73289 e . GLASS ASSEMBLY, Fus camera compt upper oblique station a te 1 
-23 AN364 -1032 ve ve i NUTS 49 S € 9 a "Za 48 
-24 NAS221-6 . a + SCREW, Brazier head “Phillips recess `alloy steel 10-32. 24 
-25 NAS221-7 . . . SCREW, Brazier head Phillips recess alloy steel 10-32. 8 
-26 NAS221-17 . + + SCREW, Brazier head Phillips recess alloy steel 10-32. 16 
-27 AN960D10L + + . WASHER... P . ec 2-0) We). tg 96 
-28 175-310297-1 e «+ RELEASE ASSEMBLY, Fuselage u per oblique camera. s wes 1 
glass (make from age up 164 -0101L) 
175-310297-2 + . . RELEASE ASSEMBLY, Fuselage upper oblique camera. . . . 1 
glass (make from (MARN) 164 -0101R) 
-29 175-73292 . . . PLATE ASSEMBLY, Fuselage side tri-met and upper. . . . 8 
oblique camera glass corner 
-30 175-73291 . . . GUSSET, Fuselage side tri-met and upper oblique. . . . 4 
“camera glass corner 
-31 175-73290-15 . . . RETAINER, Fus side tri-met and upper oblique camera. . 2 
-32 175-73290-17 . . + RETAINER, Fus side tri-met and upper oblique camera. . 2 
-3 175-73290-19 . . . RETAINER, Fus side tri-met and upper oblique camera. . 2 
-3 175-73290-21 e . + RETAINER, Fus side tri-met and upper oblique camera. . 2 
-35 175-73290-5 - . + RETAINER, Pus side tri-met and upper oblique camera, . 4 
-36 175-73290-3 + . . RETAINER, Fus side tri-met and upper oblique camera. . 4 
-37 175-73288 . . . GLASS, Upper oblique camera station. . . +. . . + + + + 1 
-38 AN520-10R10 e. (SCREW . V Ὁ ο. eco ο ο) € Ue. a ώς ὁ Ne et ον ὁ) -ᾱ- οἱ “δ 20 
-39 AN960D10 š . WASHER . . . + . 20 
-40 175-310121-1 - . PANEL ASSY, Fus' lower” oblique camera sta fwd closeout "uH only 1 
-41 175-310121-2 . PANEL ASSY, Fus lower oblique camera sta fwd closeout RH only l 
-42 175-310121-7 + . SEAL, Fus lower oblique camera sta fwd closeout panel . . 2 
-43 175-310121-9 . . SEAL, Fus lower oblique camera sta fwd closeout panel . . 1 
-44 9994P.130 es. RECEPTACLE. (UC) 54 ὁ. ὁ. ww xo moe cm c9 7m S 2 
-45 AN520-10R10 a) SCREW. ç 2 enei dcc) 9o e sy us δι! με eine. eae ο 20 
-46 AN960D10 . WASHER... + >) + s 20 
-47 175-31035-1 . PANEL ASSY, Fus “lower "oblique camera sta aft closeout LH only 1 
-48 175-31035-2 . PANEL ASSY, Fus lower oblique camera sta aft closeout RH only 1 
-49 175-31035-13 . . SEAL, Fus lower oblique camera sta aft closeout panel . . 2 
-50 175-31035-15 + . SEAL, Fus lower oblique camera sta aft closeout panel . . 1 
-51 175-31035-17 - . SEAL, Fus lower oblique camera sta aft closeout panel. . 1 
-52 175-310127 + . SPRING, Fuselage lower oblique camera sta vent door... 1 
-53 9994P.130 « o. “RECEPTACLE: (UC). x a w e a as aa ὁ 2 
-54 AN365-1032 5 wide. do ἃς ὁ wuerde. NU Del cer τῷ τῶ. “ο VR. RD ο A ο e LE. e re 8 
-55 AN520-10R14 4 SOREWs ο ο m^ Uso wl Sette? ος DENIS NUR Gi ed Sela ου. 8 
-56 AN960D10 . WASHER . . . . ο UR Can ui τας ee ο ee ee ο” 8 
-57 164-0101L +. QUICK RELEASE LATCH n ο SoA fame, Ll. e Ces te Ya: ο.” 2 
164-0101R + QUICK RELEASE LATCH (MAFN) +. +. « +... + + + © © we < ww we 2 
-58 AN365-1032 . . oir ae ws re . er a eee a 6 
-59 NAS221-11 . SCREW, Brazier head “Phillips recess alloy steel 10-38. . . . 2 
-70 NAS221-12 € SCREW, Brazier head Phillips recess alloy steel 10-32. . . . 2 
-61 NAS43C3-16 + SPACER, Serew and bolt . ... . « e s <s s s a a e “< e e ° “< a 4 
-62 AN960D10L . WASHER . . Y 2 4 ο s e + e e 9 a 0 e o o ο o 9 0 e ο 5 ια 2 
-63 AN960D10 . WASHER y 6o. οσο; ως 29) ὦ se? oe ee αἱ 4 τῴ) δ Sas e ο de 8 
-64 ANY2-4A . BOT . . « « ο ie? ἐα, ve ο d ο 2 
-65 175-73295 . CABLE ASSEMBLY, “Camera glass Tetaining χγ X δ» A a 2 
-66 140-53122 . SPRING, Pilots relief tube exterfsion . .. . . . + + + + + . 2 
-67 AN507-1032R7 . SCREW. . "ac" 14 
-68 175-73280 . GLASS ASSEMBLY, "Camera compartment lower oblique ...... 2 
-69 AN365-1032 ele NUR wo a ο ge “eng ο eet ο a εφ ο 42 
-70 AN509-10R9 we Gey (SCREW ο ¿na ὦ aay ο) e a QU w Qe. OS 9 42 
-71 AN960D10 s c) WASHER. ο ο ο e hod ae, WIE wm altos Ge oc] e (ὁ. -ᾱ 42 
-72 AN365-1032 ee) ΝΟΕ ο ο ο ο XE xm 24 
-73 AN509-10R22 $6.3 SCREW X ¿ 3099 a s le sm 5 9 ντ 9 -ῳ QU 6 24 
-74 AN960D10 . . WASHER. . + afte) «τ ἃ AE ta ο το e aa 25 
-75 175-73287 . . PLATE, Aft fuselage camera glass assembly corner. .... 8 
-16 175-73286 + . GUSSET, Aft fuselage camera glass assembly corner . . . . 4 
-77 175-73285-9 . . RETAINER, Fuselage camera glass . ... . . +s + + +s eee 2 
-78 175-73285-11 + . RETAINER, Fuselage camera glass . . . . +. “e + « «αυ. 2 
-79 175-73285-15 + . RETAINER, Fuselage camera glass . . .. +. + + . + < eee 2 
-80 175-73285-17 + . RETAINER, Fuselage camera glass . . . . + + + + s + + ο 2 
-81 175-73285-3 + . RETAINER, Fuselage camera glass . . . +. . + + +s +s s eos 4 
-82 175-73285-13 . . RETAINER, Fuselage camera glass . . . . +. + + s +< < eee 4 
-83 175-73277-5 ; . GLASS, Aft fuselage camera window . . . . . + . + s + ο x 1 
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ROTATED 90° 


H-175-73-11 


FIGURE 131 - FUSELAGE STATION 361-7/16 TO STATION 397-9/16 FUSELAGE CAMERA GLASS AND PANEL 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLIES (see fig. 129 for next assembly) 
DOOR ASSEMBLY, Fuselage prime vertical camera closeout 
panel vent 


SCREW, Brazier:head Phillips recess alloy steel 10-32. 
WASHER: 2 ο. ο δὲ ο ek 9 ceo dm το ο; Ὁ we cm imo Ὁ "ο ee Ὁ 
SCREW ys uou ove w G£ SS UE M caes WO RO Wi A RA ἃ 
WASHER ££ LOL we WES A ECKE oS SU Say E αντ Ὁ Ὦ 


A PAD, Fuselage prime vertical camera closeout panel 
vent door 
HINGE ASSEMBLY, Fuselage prime vertical camera . 
closeout panel vent door 
s . SPRING, Fuselage prime vertical camera closeout 
panel vent door hinge 
NUT. ... tee te) λος ο δν "o WS. So fe 
SCREW. . . 
PIN. ο; < 
WASHER . . 
CABLE ASSEMBLY, Prime “vertical camera glass stop 


. 


. 
sr © © « ὁ « 5 ο ο ο 
. . . 


FIGURE & PART 

INDEX NUMBER NUMBER 

131 No Number 
-1 175-310116 

ATTACHING PARTS 
-2 NAS221-8 
-3 ΑΝΟΘΟΡΙΟΙ, 
-4 AN520-10R10 
-5 ANQ60D10 
a i a 

-6 175-310116-9 
-7 175-310114 
-8 175-310112 
-9 AN364-1032 
-10 AN520-10R8 
-11 AN393-7 
-12 AN960D10 
-13 175-73294 
-14 140-53122 


-15 175-31034 


SPRING, Pilots relief tube extension . . . š 
PANEL ASSEMBLY, Fuselage prime vertical camera vent. . 
closeout 


ATTACHING PARTS 


-16 AN520-10R10 
-17 AN520-10R12 
-18 AN960D10 
-19 AN365-428 
-20 AN509-416R14 
-21 AN960D416 
-22 2413-4 
-23 175-31081-3 
175-31081-4 


-—-*--- 
-24 175-31034-11 


-25 175-31034 -9 
-26 175-73281 


SCREW. . . 
SCREW. . . 
WASHER . . 
NUT. . . . 
SCREW. . . 
WASHER . . eh ilr S 
WASHER, Serrated NA). Bb Na ¿ 
PLATE, Fuselage prime vertical camera glass latch LH 2 
PLATE, Fuselage prime vertical camera glass latch RH . 


. 


ec os ο n 
PPP 


` + + ee n 
oe ὁ ο ee 


ec] ot on t n9 

ee ee t n 

oe * we ot n 
. 


. . 
E . 
. . 
. . 
. . 


š SEAL, Fuselage prime vertical camera vent closeout 
i SEAL, Fuselage prime vertical camera vent closeout 
GLASS ASSEMBLY, Prime vertical camera station. .... 


ATTACHING PARTS 


-27 AN520-10R10 
-28 AN960D10 
PO oens 

-29 AN365-1032 
-30 AN509-10R22 
-31 AN42-12A 
-32 AN509-10R23 
-33 AN960D10 
-34 AN960D10L 
-35 AN364 -1032 
.-36. AN509-10RT7 


-37 175-73287 
-38 175-73286 
-39 175-73285-19 


-40 175-73285-21 

-41 175-73285-3 

-42 175-73277-7 

-43 164 -O1O1L - 
164 -O101R 

-44 NAS221-8 

-45 NAS221-7 

-46 AN960D10L 

-47 175-31032 


. 


mI 


SCREW. . . . +< s s s s + s ὁ ὁ e 0 ο s 0 ὁ ο e s < ° + 


WASHER ;. 2 4 € 9 £9 9x sae “ee 
. NUT: Conai ve iw ay WO ος Μος a RU A Ga iu uie. -ᾱ 
š SCREW. 46 woo erta We. Sep las ψ te es ees Q Yg Q he! cm Ye 
. BOLT 4 4 4 4  -ᾱ - οἱ ὦ le ο a e a 
š SCREW: i. les Sie τῷ wear a iU ἐφ. taq E S m 195 ΟΦ) a ete Té 
> WASHER. 4n ts e a a P M Dw ὦ 
" WASHER . . . . + + + +. +. Mike USUS πα Ἡ) ἃ! SD Ὁ d e 
. NUT. . « . 6 +< < < = n work) t. esu Seen lel ia! ete ue 
. SCREW. . 4c DS Chl AU p des φὲ ὁ . "P" 
. PLATE, Aft fuselage camera glass assembly corner . 
š GUSSET, Aft fuselage camera glass assembly corner. 
š RETAINER, Fuselage camera assembly . . . . . . . <+ 
. RETAINER, Fuselage camera assembly . a? ων Oa! San iion 
. RETAINER, Fuselage camera assembly . . . . . + + + 
GLASS, Aft fuselage camera window. . +. . . . + + . 


QUICK RELEASE LATCH ped ce . ο °. 
QUICK RELEASE LATCH (MAFN) . . . + 
SCREW, Brazier head Phillips recess alloy steel 10-32. 
SCREW, Brazier head Phillips recess alloy steel 10-32. 
WASHER . +. . + . . 
WEB ASSEMBLY, Fuselage upper oblique camera station. . 
forward closeout 


`. o. * ew n 9 n9 


$$ 9 + 9 ο + 9 ο 


FUSELAGE STATION 361-7/16 to STATION 397-9/16 CAMERA GLASS AND. 


e * + o9 ο s s + n n 


a . 9 e + ο o ο ο s 


UNITS 


`. ` o9 . . .. 


PER ASSY. 


Ref 


E B= GUAMAN 


ο ΕΟΟ ΓΑ) N 


mo w mn 
=Ñ 400 


PPP unn 39909 [li b EE rd 


wn 
rO fO 4& Qo i9 = HOFEFEO 


USEABLE ON 
CODE 
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FUSELAGE (Cont) 


FIGURE 132 - LH AND RH FUSELAGE BOMB BAY DOOR INSTALLATION 
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Section [{ 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


AGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER ' 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
132 175-31010-1 DOOR INSTALLATION, Fuselage bomb bay LH . . . e... Ref 


(see fig. 73 for next assembly and figure 133 for 
additional breakdown) 
175-31010-2 DOOR INSTALLATION, Fuselage bomb bay RH. . Š e.e... o Ref 
(see figure 73 for next assembly and figure 133 for 
additional breakdown) 


-1 175-31008 . DOOR ASSEMBLY, Fuselage bomb bay UDDOP oreca A Oxo S 1 AA 
(see figure 134 for detail breakdown) 
175-31008-201 . DOOR ASSEMBLY, Fuselage bomb bay upper . . . . . . ο sessa 1 BV 


(see figure 134 for detail breakdown) 
ATTACHING PARTS 


-2 146-311213-71 . PIN ASSEMBLY, Bomb bay door hinge. . . . . . . , + + + + + x 1 
-3 AN320-5 A AS “ee ο A A voe ϱὉ Wu da O ie e 2 
-4 AN960D516 . WASHER... a s —— aL 2 
-5 4B21MS5-100 . BUSHING, Spacer (NA) . RR LE EET ERE R 2 
-6 AN25-42 . BOLT (magnetic inspected). sS an δν AR ο Ec 2 ` 
---—*-.-- 
-7 175-31009 * DOOR ASSEMBLY, Fuselage bomb bay door hinge. . . . . . . , + 1 AA 
Š (see figure 134 for detail breakdown) I 
175-31009-101 + DOOR ASSEMBLY, Fuselage bomb bay door hinge. . . . . . . . ο 1 BV 


(see figure 134 for detail breakdown) 
ATTACHING PARTS 


i -8 2P7-18-80-1/2 . PIN ASSEMBLY, Hinge (NA) ......... LEUTE IC ο. 
^. -9 AN320-5 ο; NUTT PU cc E 
-10 AN960D516 . WASHER... οφ ὦ) EI" 
-ιι AN25-29 . BOLT (magnetic inspected). $4 ies 6159. T Jee et e wives tS er der του ος Us 
rm os PRE 
-18 175-31038 + FITTING ASSEMBLY, Bomb bay door actuating mechanism. . . . . AB 
universal LH I 
175-31038-10 + FITTING ASSEMBLY, Bomb bay door actuating mechanism... . . . BW 


unfversal RH 


tt ox -13 4B20MS4-013 . BUSHING, Flanged press fit qu E 
"cs -14 4B20MS7-013 . BUSHING, Flanged press fit (NA)....... 
-15 ANQ44-101 SC PITTING 2. 1-605 419€ sl a wi x e mV 
-16 AN320-4 NU ia ae vier μας 
-17 AN960DH 16 WASHER . . . s e Eig ολ. W Sen can ie 
-18 AN24-28 BOLT (magnetic inspected). š SCA ΝΕ 


LINK ASSEMBLY, Bomb bay door actuating mechanism 


. LINK SUB ASSEMBLY, Bomb bay door actuating mechani 


8 


9 * Me + + + eee 
eee 9 e ο + ο. 
* 0 9 e ο s ο ο ο 
9. > 9 * 9 s 9 $3 9 ο 


9» Dec 9.9 ο ο ο 


-21 AN316-8R oo NUT SL SE a ο Par a ο. ο... 
~22 175-310152 . CLEVIS, Bomb bay door actuating . . . . . . . 
mechanism link thread 

-23 AN320-4 NUT. $; lal te) τώ 8: a? lg) ΣΦ Te io hate Ser, a DE DOE A -φς E ο,-- 
-24 AN960D416 WASHER v od š: ο ce E tare” οὗ ^L TS ene φις 
-25 AN24 -28 BOLT (magnetic inspected). $. dee ak a ο acce es xi e. tea 
-2€ AN365-524 NUT. I MO ο E TRE ERE MP REA 
-217 AN960D516 WASHER oe o ^R ο ια, xc. er eee, ee OR oos 
-2€ 4B21MS5-100 BUSHING, Spacer ` (NA) . ο ΝΎ P Gua 
-26 AN5-20A BOLT (magnetic 1nspected). κ £ " ο... 


-31 175-58160 
-32 175-58183-5 
-33 175-31044 
-34 175-58138-3 
-3 175-310014 
-3 175-31056 
-37 175-58044 


ATTACHING PARTS 


WASHER, Hydraulic bomb door cylinder end lock. . . . 
NUT, Lock hydraulic bomb door cylinder rod end LH thread 
FITTING, Bomb bay door actuating mechanism turnbuckle. . 
NUT, Lock hydraulic bomb door cylinder rod end RH thread 
TUBE, Bomb bay door lock platform position . . . . 
NUT, Bomb bay door actuating mechanism servicing lock: . 
CYLINDER ASSEMBLY, Bomb bay door actuating mechanism . . 
(see figure 135 for detai1 breakdown) 


C | HBIOIDIO FENN ΠΑΛΜΑ) PReENNNNNNN N » ΑΝ 


-3C 175-31041-3 Ν CABLE ASSEMBLY, Bomb bay door actuating mechanism. 


-38 AN365-1032 "ER DE" lates a Nite aay (αν De a ce ee, ce 2 
~39 AN960D10 - Yee MASHER ων a wee venas Be Gy) dep Biel lita ao p Os da 4 
-40 AN3 -5A . BOLT.. νον το. 2 
-41 175-31050 . PIN ASSEMBLY, "Bomb door actuating cylinder attaching ip a μὰ vw 2 
---ᾱ--- 

-42 175-31041-5 . CABLE ASSEMBLY, Bomb bay door actuating mechanism. . . ... . 1 
-43 175-310178 . GUIDE, Bomb bay door actuating mechanism cable . . . . . . . 1 
-44 AN155-80L . BARREL . . . 8319. πο” m 
-45 175-31052 . LINK ASSEMBLY, Bomb “bay” door idler 2 ad ο ο ὁ ο ὁ ο ὁ 9 2 
-46 HFX5G + . END, Bearing rod (HEC). πο ise “ate, cr ος yu NS 2 
-47 AN316-5 e cer NUT Iv on E IN 2 
-48 175-31052-3 + + TUBE, Link assembly bomb bay door idler . . . . . . . . . 1 

1R11-12-049-524 + . ROD END, Knarled thread i ene ape O a a οὐ 2 
-49 AN365-524 . NUT. Spe xu 2 
-50 AN960D516 ` WASHER ` . . bi ta vel sz" ο ο ce oe hie: vel Sw De 4 
-51 AN5-17A . BOLT (magnetic inspected). ° ards te E Wale 2 
-52 175-310164 . FORK ASSEMBLY, Bomb bay door actuating mechanism ο Re ae a 1 

servicing lock (stowage eyle located on bulkhead at 
fuselage station 311-7/16) 

-53 146-63469 - BOLT, Lower bomb bay door open position adjusting. ..... 2 
-54 AN316-5R e NOP emsa UL age τε το DE ean ge wre oe ah NOA Se ο 2 
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H-175-31-25 


FIGURE 133 - LH AND RH FUSELAGE BOMB BAY DOOR INSTALLATION 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
133 175-31010-1 DOOR INSTALLATION, Fuselage bomb bay LH (see fig. 73 for next . . Ref 

assembly)(see figure 132 for additional breakdown) 
175-31010-2 DOOR INSTALLATION, Fuselage bomb bay RH (see fig. 73 for next . . Ref 
assembly)(see figure 132 for additional breakdown) 
-1 175-31037-1 è SECTOR ASSEMBLY, Bomb bay door actuating mech LH (LH fwd) . . 1 
175-31037-2 δ SECTOR ASSEMBLY; Bomb bay door actuating mech RH (RH fwd) . . 1 
-2 175-31037-3 š SECTOR ASSEMBLY, Bomb bay door actuating mech LH (LH aft) . . 1 
175-31037-4 * SECTOR ASSEMBLY, Bomb bay door actuating mech RH (RH aft) .. 1 
-3 175-31042 . +. SHAFT, Sector assembly bomb bay door actuating mechanism . 1 
-4 AN365-428 : él NUTS d.e ο. ο ο -Ὁ Te Si W TR ο ο Og ty da hes 8 
-5 AN960D416 ; . WASHER. . . - . . . . S VM . alae s ping ο ν.μ. LN 
-6 AN4-31A > E ο s. s odere AY ο ο ο μα. 1 
-7 ANY -24A . oS BOLT a e ο ou arses SL cR wt Ke, ος, M de a ab iss Ae! GeV Er TT eee: 2 
-8 ANY -13A š BOLD z «Ὁ ἐς doce saf Ug cae, GU Bice” ve ee cB" LO Me ay Pep on GQ 2 
-9 AN4-15A š s ¿BOLT ues Sat τῷ. fo v moe a US te eae: NIORT Sen Sire. Kies οὖν 1 
-10 AN509-416R33 + . SCREW. . aC Se ee. a a e Ὁ 
-11 CYR3/4CP š BEARING (MGL). oe ys, (lee : A "P $ . 2 
-12 175-31036-1 k SECTOR, Bomb bay door actuating mech LH(RH fwd and LH aft) 2 
175-31036-2 » . SECTOR, Bomb bay door actuating mech RH(LH fwd and RH aft 2 
-13 175-31039-1 A . ARM, Bomb bay door actuating mech sector LH ee fwd and are) 2 
175-31039-2 A ARM, Bomb bay door Map iis mech sector RH (RH fwd and aft) 2 
-14 50841 š PLUG, Button (uc) . Seq. tes Sak er rub ES Save s. Sau ὧι ey Ge “Oo Rca fe ale Y Se 
-15 AN320-8 : NUT... τῳ, Tea no art Set SSG, £ ois: TR e eta CU .ᾱ A 2 
-16 AN960D816 $ WASHER. . . . es ee S S a e a Ὅς Ὁ " 2 
-17 2W1AL32-28-188 .- WASHER, Plain (NA). As : ç Ñ z . 8 
-18 175-310180 x SPRING ASSEMBLY, Bomb bay door actuating mechanism detent : 2 
-19 1N7-20 š . NUT, Lock (NA) . nes ue . 2 
-20 175-310179 z . WASHER, Bomb bay door actuating mechanism detent spring. A 1 
-21 175-310180-3 . . SPRING, Spring assy bomb bay door actuating mech detent. . 1 
-22 175-310157 r + ROD, Bomb bay door actuating mechanism detent spring . . . 1 
-23 175-310158 z . HOUSING ASSEMBLY, Bomb bay door actuating mechanism. . . , 1 
detent spring 
-24 AN365-1032 7 NUT ç ος Ya eile ee ὁ ο ge vel das Ao Vers 4 
-25 AN960D10 ç WASHER i ο ο ὃς 9-12 07$ Qe. SU ve) U te ἐφ. NU SU ven ολες er ια s 8 
-26 AN3-5A $ BOLT set το oie Sis og ei w: aja Ga, da ot a a a ο, WU ew W N 4 
-27 AN960D4 š WASHER; 2:9 4*3 a de Decius Wido Rene WO E de ya e aa Ss 2 
-28 AN392-11 κ PIN ο . "OTI CR ο 2 
-29 175-31046 κ BELLCRANK ASSEMBLY, Bomb bay door actuating mechanism . . . . 2 
sector detent 
-30 AN960D4 7 WASHERS e rM 
-31 AN392-23 : PIN ο; τῳ. -- ¿C ο Sel n Tan ἐφ. αὖ 4 
-32 175-31043-1 š LATCH ASSEMBLY, Bomb "bày door actuating mechanism a ee Cv 2 
sector detent LH (LH aft and RH fwd) - 
175-31043-2 š LATCH ASSEMBLY, Bomb bay door actuating mechanism . . . . . . 2 
sector detent RH (LH fwd and RH aft) 
-33 AN364 -632 $ NUT :. Bs o> ὦ ος up. Si as Ca ET Rr “Sy τῷ οὔ, ber) Wy ο Vem μυ” 4 
-34 AN960D6 τ WASHER. wines ος seth ie U Sag? ver’ id, ue Shad dew ο ο (Q aa etch ey Se 4 
-35 AN515-6R16 . SCREW. . . . Kus UN ge Ho so ria Sh va eal τὸν B Ee Ch ος feci le A 
-36 1HS1 . MICRO SWITCH (MCS). š ο ο Suq Ware, wire! US 
175-54216 . COVER, Bomb door limit switch . . bI 2227502 DIE" 2 
-37 AN365-1032 š NUT; ¿U 79 wa ar W s a qe A ο aa LE TE AT .ο-ῳ Une 2 
-3€ AN960D10 . WASHER. . . + 4. cw ὅ ἃ NM . e... 4 
-39 175-54184-1 : ARM, Bomb bay door actuating mechanism limit switch LH. . .. 2 
(LH aft and RH fwd) 
175-54184-2 ie ARM, Bomb bay door actuating mechanism limit switch RH. . . . 2 
(LH fwd and RH aft) 
-40 175-54185-1 E SPRING, Bomb bay door actuating mechanism limit switch LH . . 2 
(LH aft and RH fwd) 
175-54185-2 E SPRING, Bomb bay door actuating mechanism limit switch RH. e 
(LH fwd and RH aft) 
“-41] NAS43C5-20 τ SPACER, Screw and bolt. . . . er ο er xe? ee πα. 2 
-42 NAS43C3-23 è SPACER, Screw and bolt. . . . ο fer ey ὁ im ee Ue. $ 2 
-43 NAS221-17 s SCREW, Brazier head Phillips recess (10-32) ας uw Sz. 2 
-44 AN364 -832 : NUT a Nee cce E 4 
-45 ΑΝΟΘΟΡΒΙ, š WASHER. ee he! oo Ne ο ο s: Vier iui RI Ho: ο ER ic Re. Ὃς cs eS 4 
-46 AN509-8R16 n SCREW . . . . ο ο ο ο ο. 4 
-47 175-310155 " RETAINER, Bomb bay “door actuating mechanism cable ...... 2 
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Group Assembly Parts List 


AN O1-60AABA-À 







FUSELAGE (Cont) 


H-175-31-23A 


FIGURE 134 - COMPLETE UPPER AND LOWER BOMB BAY DOORS 





INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
134 COMPLETE BOMB BAY UPPER AND LOWER DOORS . . +. +. . +s š+ = e s e oè 

l 175-31008 . DOOR ASSEMBLY, Fuselage bomb bay upper idet figure 132). . . . Ref AA 
175-31008-201 . DOOR ASSEMBLY, Fuselage bomb bay upper (see figure 132). . . . Ref BV 

175-31008-101 a wd DOOR SUB ASSEMBLY, Fuselage bomb bay upper . . . . . + + + 1 

-1 146-311217 ἂν; «- . HINGE, Upper bomb bay door upper end. . . E Net Ὁ 2 

-2 175-31090 "P . HINGE, Upper bomb bay door upper intermediate ον Jesh re 1 

3 175-31013 =: ja . HINGE, Upper bomb bay door lower. . . . . + + + + «ο 1 

-4 AN4-11A . . BOLT magnetic inspected)... s sso + + eee eee eee 6 

-5 AN5-12A . . BOLT (magnetic inspected). . . . . . + s s s s «ος A 

-6 AN! -10A s τι BOLT (magnetic inspected). . . . . . . + 2 so. c.c X0 

-T 175-31011-1 . ο FITTING, Upper bomb door actuating mechanism attaching LH. 1 

-8 175-31011-2 . ο FITTING, Upper bon^ door actuating mechanism attaching RH. 1 

-9 AN365-1032 . NUT; 4 ewe 3 06 9 ee 4. m νι «4 ar ὡ- € ος S Le De -ᾱ- cence ὃς ο 4 

-10 AN3-14A a Ὃς BOLT a . 4 66e ese m vom e ὁ ᾱ- eS i. v o e Da. ὁ 4 
-11 175-310278 x Um FITTING, Upper bomb bay door open position stabilizer. . . 2 BV 
175-310160 ‘ FITTING, Upper bomb bay door open position stabilizer. . . 2 AA 
1175-31009 ` DOOR ASSY, Fus bomb bay lower E fig 132 for next η, Ref AA 
175-31009-100 . DOOR ASSY, Pus bomb bay lower (see fig 132 for next assembly).. Ref BV 

-12 175-31014 wed x HINGE, Lower bomb bay door . . . s.. + + + + + * + + «ο 1 
-13 175-310276-1 e yá FITTING, Lower bomb bay door actuating mech attaching LH . 1 BV 
175-310276-2 2" tfs FITTING, Lower bomb bay door actuating mech attaching RH . 1 BV 
175-31012 w^ -ῷ FITTING, Lower bomb bay door actuating mech attaching. . . 2 AA 
-14 175-310277 W^ Xe FITTING, Bomb bay door open position stabilizer. . . . E 2 BV 
-15 175-310161-1 v^ tms FITTING, Lower bomb bay door open position stabilizer LH . 1 AA 
-16 175-310161-2 tisi FITTING, Lower bomb bay door open position stabilizer RH . 1 AA 
-17 163-311232-3 LM BRACKET ASSEMBLY, Bomb bay door open position stabilizer . 2 AA 

-18 175-31009-39 e we SEAL, Fuselage bomb bay door lower. . . . . + + + * * * * 1 

-19 175-31009-13 S. 8 SEAL, Fuselage bomb bay door lower . . . . . + += =< eeo 1 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


FIGURE 135 - HYDRAULIC BOMB DOOR ACTUATING CYLINDER ASSEMBLY 


PART 
NUMBER 


175-58044 


175-58142 
1N6-30 
NAS50-18 
AN6231A5 
7R4-14D 
2W1ALP49-37-40 
2412-14 
AN6246-14 
AN6227-14 
ANG244 -2 
AN6230-2 
AN6246-23 
AN6227 -23 
175-58143 
175-58141 
4B20MS8-018 


2 3 4 5 6 7 NOMENCLATURE 


CYLINDER ASSEMBLY, Hydraulic bomb door actuating. ...... 


(see figure 132 for next assembly) 
CYLINDER END, Hydraulic bomb door actuating . . . . + +. + 
NUT, Cylinder lock (ΝΑ) . . . . + + + + + ee ee eee 
RING, Internal retainer.. . . s + + +< « + ὁ © + »:» 
SCRAPER 2.450 eA δ. Ce. Ge Vere a oom doe IE De Sele a sp vs 
RETAINER, Wiper ring (ΝΑ)... . + + + + + + + + s + ος 
WASHER, Plain (NA). . . . < <+ + < w < s esou < ο. 
WASHER, Felt (NA)... .. . « ete ee e . . . . . . . 2. 
RING: aree καν ο ος 


PACKING. ο ο a ο aN a το S a : a Ns oot an hel 


9» ο 


PISTON ASSEMBLY, Hydraulic bomb door actuating cylinder . 


BARREL ASSEMBLY, Hydraulic bomb door actuating cylinder... 


. BUSHING, Press fit flanged (NA). . . . . . . +... . « 


. 


. 
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N = = = N FO ΣΟ Hz IO n) IS IO PO f'O ro 


Group Assembly Parts List 


H-175-58-3 





USEABLE ON 
` CODE 
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ROTATED 30° 





FIGURE 136 - FORWARD OBLIQUE CAMERA HYDRAULIC EQUIPMENT INSTALLATION 
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PART 
NUMBER 


175-58014 
175-58022-3 


AN365-428 
AN960D416L 
2W13-4 

AN4} -14A 
AN365-1032 
AN960D10 
AN3-11A 
AN365-1032 
AN960D10L 
AN3-6A 
153-58231 


AN832-4D 
AN6290-4 
AN6291-4 
AN6289-4 
AN365-1032 
AN960D10L 
AN501A10-5 
175-5819 
AN3-14A 
AN6277-4D 
AN837-4D 
AN815-4D 
AN924 -4D 
AN960D716 
AN833-4D 
1V7-8-15 
AN520-10R10 
SK3945 
AN894D6 -4 
AN6290-6 
15555-6 
15585-4 
AN6289D4 
AN6271-4-12 
AN6271-4-9 
AN6271-4-32 
175-58826-67 
175-58826-65 
AN837 -4D 
AN960D716 
175-58826-63 


AN837-4D 
AN960D716 
AN924-4D 
175-58826-69 
175-58826-71 


175-58826-73 


2 3 4 5 6 7 


ΑΝ 01-GOAABA-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Forward oblique camera. . . 


9 t| 9 9 9 9 > 


$9 9 ο w s s s s 9 s s ο s i$ + 9 i$ 9 £|£ 9| 59 


(see figure 274 for next asse 


mbly) 


CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . 


(see figure 137 for detal 
NU S o9 v 


1 breakdown and attaching 


WASHER: ee “erie: so) te) eh ar s S πο. "o AA 
WASHER, Serrated (NA) . sso . + + + . + + + + + + eee 
BOLT. L μα ος E SS hte LED ee Mb wt “are, 
NUT. ese ie UII UR "δω ο ο ο Ng τῳ a ο 
WASHER. <a: cie verre: δε ον. kal rc 
BOLT. oa A SR Geers hat Bk ee sh ο ο se δ ος 
NUT 4 omo Tu Pe ο ber ο ο ο ο ο ae a? Ge A ee ales δι ὅ 
WASHER. ο a € τν ος) a τς «6 SSE a Bo Ce n A ge de 8 
BOLT. . . . Ὁ Tob A Ga Besse! tar iw ο ο ei AAC AS ae N 
CLAMP ASSEMBLY, Hydraulic camera actuating cylinder shutt 
valve 
UNION: 2.2 22 a qm Ve SP A wie Ces TS 
GASKET. . ek ο m Ὁ ᾱ ὦ -ᾱ- aE de 
RING Oeo cR a Ya ces at to we Se Sa Q Yel s ο ο fer See. c9 -ᾱ 
NUT. 44. ter ο foe ees ae ee Se ie cx) QU sabe Nard ek eS 
NUT... Se SSF recta ος Pee ολ ο S USUAL τας ος qe ANY et Ne? Sa ες A 
WASHER. ^. 19e Ea Zula, eds Ὁ Ἕνα ο) SB εώς We Δ EC τῳ ds oe 
SCREW 4 ο a a RE Rr Erde ο se A, CR cer ee 
SUPPORT, Cylinder hydraulic camera door actuating... . 
BOLT. 4 -ᾱ- ο) του oo ων. wow. 5 Ve UE ra ee Oy ta we e de εν, -ᾱ- Qa 
VALVE we v 7 a vee en A eum de LS usine S^ ie (ὥς see ee er i 
ELBOW 4 ^e oe? ὁ. Ὁ la Hero Ger ie κο ats FSI al ο ο eS) tl Ne YET es Geer 
UNION < . ο x9 S Sers ole Je vm CE ο ιν a te ὑφ -ᾳ. ο) ig i 
NUT S UE et tel. Fee. ere exis ἐν ἀν Ei rel NI A) Ue ae ares? Ue Ὃν were Ψ. A 
WASHER. να ο ο he ELLA ieee A M ee oet Betta? ο. 
ELBOW . 4. eoe. € ORI ο. SS eO Wo cR] dm WO W cen cie τῷ) Pie ee fur lel τα Des ᾱ 
VALVE ASSEMBLY, Hydraulic two-way restrictor (ΝΑ). . . . 
SCREW . . . . pe D I c 
SWIVEL ASSEMBLY (sco) : oF et Ber Sa ο ο. 
BUSHING . ο.» 43105 a € €0€ $90»; € 1 wow ος e Q NQ 
GASKET. . . . u sac ae R$ Me) sau INA et (gy SE ar er vac 
COUPLING ASSEMBLY, “Hydraulic self-sealing Ps EN 29 ᾱ 
COUPLING ASSEMBLY, Hydraulic self-sealing (AQ). . ees 
NUT .... wy ORS Ce uet cet ay IE ο ο ον SOT S Iva ng 
HOSE ASSEMBLY Dia) SS ie; ὅν ταῖν ο 8S! actes ere Term Reyes Ge ete ας 
HOSE ASSEMBLY . . « . . « + . s s s ὁ s ὁ ὁ s s ο < ° ° ng 
HOSE ASSEMBLY . . . ECRIRE: . . ná 
LINE ASSEMBLY, Emergency camera door. open swivel sta HO . 
LINE ASSEMBLY, Camera door open 45° bulkhead elbow sta 31 
ELBOW. ,.5 40423 a ow Se qar ος ος woe. eis cee UR. tay Ne, Tie 
WASHER. . . +. + "n 
LINE ASSEMBLY, Camera door open bulkhead “elbow "sta `31- -1/2 


bulkhead union in clip st 
ELBOW o ο 4c. δὲ ος a e ος. 
WASHER. . « esa + + + ὁ eo n 
NUT ...o.o ooo... ὁ ο ο 
LINE ASSEMBLY, Emergency camera 
LINE ASSEMBLY, Camera door open 

bulkhead elbow sta 31-1/2 
LINE ASSEMBLY, Camera door close 

to bulkhead center to flo 


a 30 


door open swivel sta 40 
swivel 40 LH to 45° 


swivel sta HO RH... 
w regulator sta 31 


UNITS USEABLE ON 
PER ASSY. CODE 
. . Ref 
x 1 
parts) 


τ. νον 
Ὡς 
Nas cx xu A 


ea ee 


m 


PRP HE PWHN PNR RP UOOA DII |I P ID 0UU.-H- p rS O pro p p p = 


PREP 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 2 


UU 


2 


FIGURE 137 .- HYDRAULIC CAMERA DOOR ACTUATING CYLINDER ASSEMBLY 


ROD END, Hydraulic camera door actuating ο. piston. 
(use on all assemblies except 175-58022-3) 





H-175-58-40A 





Z AGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. , CODE ` 
13T 175-58022-3 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

(see figure 136 for next assembly) 

175-58022-7 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

; (see figure 121 for next assembly) ` 

175-58022-9 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-11 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-12 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-13 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 122 for next assembly) 

175-58022-14 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

: (see figure 122 for next assembly) 

m 175-58035-1 & 2 CYLINDER ASSEMBLY, Hydraulic camera door actuating. ..... . Ref 

(see figure 123 for next assembly) 
-1 153-58205 . HEAD ASSEMBLY, Hydraulic camera door actuating cylinder . . . 1 
-2 LSS4 E BEARING, Spherical self-alighting (HEC) . . . . s . . . . . . 1 
-3 AN6246-25 9 RING. 15 w wy ce ο Εμ ο αμα απ... 2 
-4 AN6227-25 S PACKING oL. 22 ο ο Q ce de] le modeste i io κο de SU Y 1 
-5 1N6-24 - NUT, Cylinder lock (NA) . ...........,...... 1 
-6 153-58209-15 ὃ CYLINDER, Hydraulic camera door actuating (use on 175-58022 , 1 
-3 assembly) 
153-58209-19 " CYLINDER, Hydraulic camera door actuating . . . . . . . . ea 1 | 
(use on 175-58022-7 assembly) 
153-58209-21 e CYLINDER, Hydraulic camera door actuating . . . . . . . . . . 1 
(use on 175-58022-9, -11,-12 assemblies) 
153-58209-23 : CYLINDER, Hydraulic camera door actuating . . . . . . . . . . 1 
(use on -175-58022-12,-1!, assemblies) 
175-58714 A CYLINDER, Hydraulic camera door actuating .......... 1 
(use on -175-58035-1 & 2 assemblies) 
-7 ANG246-16 è RING ο a Chee ia ο tas αὶ 
-8 AN6227-16 . PACKING: 4... 6 a ο ο woo eo m SZ die cw a Vg as E An 2 
-9 153-58208-25 à PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-3 assembly) 
153-58208-19 » PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-7 assembly) É 
153-58208-21 PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-9, -11, -12 assemblies) 
153-58208-23 i PISTON ASSEMBLY, Hydraulic camera door actuating cylinder .. 1 
(use on -175-58022-13,-14 assemblies) 
a 175-58716 š PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58035-1 & 2 assemblies) 
-10 153-58206 š CYLINDER END, Hydraulic camera door actuating . . . . . . . . i 
-11 AN6246-12 T RING. ow cd Ge ος ERI S Rr de ασ δν ee Mc bic. ani e. ion waa 2 
-12 AN6227-12 z PACKING 451. ies ος u ο oie da Bi Se el “eB ere ο a eee, ος 1 
-13 2W12-12 P WASHER, Felt (NA)... « . ... ,. , . . ee ο Φως Jer cei pepe 1 
-14 2W11A6 : WASHER, Tab lock (use on all assemblies except. . . . . . . . 1 
175-58022-3) (NA) 
-15 AN316-6 š; NUT (use on all assemblies except 175-58022-3) 
-16 153-58210 A ke sb 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) l 






H-175-31-57A 


FIGURE 138 - FUSELAGE REAR FRAME ASSEMBLY 





FGURE & PART SIS : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1-2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
138 '  146-31601-301 FRAME ASSEMBLY, Fuselage rear (see figure 73 for next assembly) . Ref 

-1 169-31626-303 . FAIRING ASSEMBLY, Fuselage sta 603-3/8 to sta 697 bottom. . . 1 

-2 169-31626-201 . . | FAIRING ASSEMBLY, Fuselage sta 603-3/8 to sta 697 bottom. . . 1 

ATTACHING PARTS 

-3 AN509-8-17 è SCREW: o € ο ο eR O I a Š κ. ο aaa κεν 9D 

-4 169-31021-11 P . SCOOP ASSEMBLY, Fuselage sta 603 to sta 682 structure. . . 1 
cooling air LH 

169-31021-12 5 . SCOOP ASSEMBLY, Fuselage sta 603 to sta 682 structure. . . 1 
cooling air RH 

-5 175-31651 i FRAME ASSEMBLY, Fuselage sta 538 to sta 697.5 . +. . . . . . . 1 


(see figure 139 for detail breakdown) 
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ASSEMBLY 
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. , Section [| 
ΑΝ 01-60AABA - Group Assembly Parts List 


FUSELAGE (Cont) 





PART UNITS USEABLE ON 


RGURE & 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
139 175-31651 . FRAME ASSEMBLY, Fuselage station 538 to trailing edge 504: «ROL: 
(see figure 138 for next assembly) 
169-31630-101 . WEB INSTALLATION, Arresting gear support .......... Ref 
(see figure 141 for detail breakdown) 
175-52209 . SUPPORT INSTALLATION, Elevator boost cylinder. . . . . . . . Ref 


(see figure 142 for detail breakdown) 


BOLT. ... EMO 

-27 32-1505-098 . 
-28 | 175-31673-1 

175-31673-2 
-29  146-23402-10 
-30  NAS75-8-006 
-31  146-23407 
-32  NAS75-8-006 
-33 175-31658 


. BARREL NUT (EN) : š š XP š 
FITTING, Fuselage sta 638. 310 wP98 rib cap splice LH . . 
FITTING, Fuselage sta 638.310 WP98 rib cap splice RH . . 
FITTING ASSEMBLY, Fuselage to vert stab. front attaching 
. BUSHING, Plain press fit steel. . . . . . . , + +s + . 
FITTING ASSEMBLY, Fuselage to vert stab. rear attaching. 
. BUSHING, Plain press fit steel. . . . . . . . + < + ο 
FITTING, Fuselage sta 682.410 WP98 rib splice aft. ... 


ee ο s ο 
e... 9 9 9 9 9? 9 9» ο 


175-31682 BULKHEAD ASSEMBLY, Fuselage station 682.41 ..... 
-34 169-21438-1 . FENTING ASSEMBLY, Hor stab. rear beam attaching canted LH 
169-21438-2 . FITTING ASSEMBLY, Hor stab. rear beam attaching canted RH 
-35 4B19S8-012 . . BUSHING, Press fit plain (NA). : 
175-31653 RIB ASSEMBLY, Fuselage sta 661-104 to “sta 682.41 at `wL97 si 


-36 175-31657 . FITTING, Fuselage sta 682.410 WP98 rib splice forward . . 


146-31674-51 . WEB INSTALLATION, Lower rudder hinge support . . . . . Ref 
-1 146-3168 . . FITTING, Fuselage station 682.41 rudder sector support. 5 1 
146-31610-39 . LONGERON ASSEMBLY, Station 538 to station 657.542 upper LH . 1 
146-31610-40 . LONGERON ASSEMBLY, Station 538 to station 657 .542 upper RH. 1 
-2 160-31532-5 + . FITTING, Fuselage sta 538 upper longeron forward and aft. 1 
160-31532-6 . . FITTING, Fuselage sta 538 upper longeron forward and aft. 1 
-3 146-31642-1 y FITTING, Fuselage sta 638.31 upper longeron forward LH. . 1 
146-31642-2 . . FITTING, Fuselage sta 638.31 upper longeron forward RH. . 1 
146-31610-49 . LONGERON ASSEMBLY, Station 538 to station 657.542 upper LH . 1 
146-31610-50 . LONGERON ASSEMBLY, Station 538 to station 657.542 upper RH . 1 
-4 146-31643-1 + . FITTING, Fuselage sta 638.31 upper longeron aft LH. . . . 1 
: 146-31643-2 . . . FITTING, Fuselage sta 638.31 upper longeron aft RH. . . . 1 
169-31638-101 . FRAME ASSEMBLY, Fuselage station 638.31. . . . . s . , + . . 1 
-5 160-31639-1 . . FITTING, Fuselage sta 638.31 lower longeron to bhd LH. . 1 
160-31639-2 . + FITTING, Fuselage sta 638.31 lower longeron to bhd RH . . 1 
-6 169-21437-1 . . FITTING, Fus to horizontal stab. front beam attaching LH. 1 
169-21437-2 . . FITTING, Fus to horizontal stab. front beam attaching RH. 1 
-7 4B1958-012 - . . BUSHING, Press fit plain (NA). . As 1 
169-31603-201 . BULKHEAD INSTALLATION, Fuselage station "603; 375. e encarar ROL 
169-31603-151 . . BULKHEAD ASSEMBLY, Fuselage station 603.375 . . REM 1 
-8 169-31607-1 + . . FITTING ASSEMBLY, Fuselage station 603- 3/8 engine. MS 1 
access door attaching fuselage LH 
169-31607 -2 . . + FITTING ASSEMBLY, Fuselage station 603-3/8 engine. . 1 
access door attaching fuselage RH 
-9 32-1452-098 . < + a. BARREL NUT (EN) . . LE ie ο R^ Amer tesi cen ες 2 
-10 5B1-6DH - + + . BOLT, Adjustment (NA) n . 2 
-11 169-31607-5 . + + + BUSHING, Fuselage sta 603- 3/8 engine access door. . 2 
attaching ΤΗ 
-12 169-31607-3 + + ^. . FITTING, Fuselage sta 603-3/8 engine access door. . 1 
attaching fuselage LH 
169-31607 -4 ç FITTING, Fuselage sta 603-3/8 engine access door. . 1 
169-31676-101 ; TUNNEL “INSTALLATION, Fuselage station 657.542 to station . . Ref 
682.41 arresting hook 
-1 175-56129 + + FITTING ASSEMBLY, Arresting gear bumper stop trunnion. . 1 
-1 4B20B10-016 . . . BUSHING, Press fit flanged (NA). . . . . $ ὦ S s 1 
-15 169-21410 . SPLICE ASSEMBLY, Horizontal stabilizer center beam . . ; . . 1 
-16 169-21411-3 . . FITTING, Horizontal stabilizer center beam splice .... 1 
-17 169-21411-7 . + FITTING, Horizontal stabilizer center beam splice .... 1 
-18 169-21412 . . FITTING, Horizontal stabilizer center beam shear. .... 2 
-19 4B19816- 101. - . BUSHING, Press fit plain (NA). es ἃ š a: më 8 
-2¢ 146-2340" . FITTING ASSY, Fus to vert stab. center beam “attaching hinge. 1 
-21 NAS75-11-014 . . BUSHING, Plain press fit steel. ... ` 2 
-2ς 146-23403-100 . FITTING ASSY, Fus to vert stab. center beam “attaching "bolting 1 
-23 146 -23403-3 + + FITTING, Fus to vert stab. center -beam attaching bolting. 1 
-24 AN365-1032 én s PNUD aa oie vo, cco οἱ C aS aaa wel E γαι Te) L ee owes cee ie SSS cd 1 
-25 AN960A10 . . WASHER. . . . . . HELLE 2 
-26 AN3-37A : > ο αρ νην: 1 
. š 2 
1 
1 
1 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 


-37 175-23003 ‘FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge .... 
(see figure 140 for detail breakdown) 
-38 146-31679-31 . WEB INSTALLATION, Fuselage sta 661 to sta 682 at WP41-3/8. . Ref 
(see figure 140 for detail breakdown) 
-39 146 -23305 . DOOR ASSEMBLY, Vertical stabilizer center beam hinge .... 1 
-40 146 -23305-9 . . PIN, Vertical stabilizer center beam hinge. . . we cs us 1 
-41 146-23305-5 - . HALF HINGE, Vertical stabilizer center beam hinge CE 1 
-42 146-23305-7 . . HALF HINGE, Vertical stabilizer center beam hinge .... 1 
-43 1156-53082 . DOOR ASSEMBLY, Horizontal stabilizer access ladder clamp . . 1 
-44 156-53082-13 - . PIN, Horizontal stabilizer access ladder clamp. .. $ a 1 
-45 156-53082-9. . . HALF HINGE, Horizontal stabilizer access ladder clamp ἌΝ 1 
-46 156-53082-11 + . HALF HINGE, Horizontal stabilizer access ladder clamp. . 1 
-47 156-53083 . SPRING, Horizontal stabilizer access ladder clamp door... 1 
-h8 KM610-51 ` FASTENER (cic). : s e 1 
160-31612 . DOOR INSTALLATION; Fus sta 670 to "WL56 hyd access "LH side. . Ref 
-49 160-31612-5 . . DOOR, Fuselage sta id to WL56 hyd access LH side .... 1 
-50 9C1-1-7 hic ος im ç Ss ay M ele cat der ὡς ιν wasa E ze. ZQ Q DEL ie 1 
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Section || 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


AA ος === = = 2 AAA =. H S UE 
FIGUIE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
FUSELAGE STATION 661 TO TRAILING EDGE FRAME AND WEB ASSEMBLY 
146-31679-31 5 WEB INSTALLATION, Fuselage station 661 to 682 at wl 41-3/8. Ref 
(see figure 139 for next assembly) 
AN365-524 5 ων eoe ç ewe es ὁ ὁ ο ας ea OO ᾱ "` w ` 2 
AN960C516 . o. WASHER << < ¿w S Sual δι ὁ 5 Ue eee sae sQ ο) ὁ 4 
AN5-13 . .J BOLT... $$ e rs. A ον ο Rent e 2 
175-31671-1 : . FITTING, Fuselage sta “ño. 4i wi 41-3/8 fwd reinforcing LH 1 
175-31671-2 N . FITTING, Fuselage sta 682.41 wl 41-3/8 fwd reinforcing RH 1 
175-31672-1 A . FITTING, Fuselage sta 682.41 wl 41-3/8 aft reinforcing LH 1 
175-31672-2 l  . FITTING, Fuselage sta 682.41 wl 41-3/8 aft reinforcing RH 1 
AN365-524 o το. 
AN960C516 ` T WASHER ovy L e a ο ο μα Me RE Rees s A 
AN5-50A z . BOLT... P P" 2 
175-31670 > . SPACER, Fuselage sta 657. 542 to sta 661.104 wl 37- 13/32 n 2 
bolt 
175-31668-1 Ρ . FITTING, Fuselage station 657.542 wl 37-1/4 upper longeron 1 
forward LH 
175-31668-2 Ρ . FITTING, Fuselage station 657.542 wl 37-1/4 upper longeron 1 
Š forward RH N 
175-31669-1 Ç . FITTING, Fuselage station 661.104 wl 37-1/4 upper longeron 1 t 
aft LH E 
175-31669-2 > . FITTING, Fuselage station 661.104 wl 37-1/4 upper longeron 1 
aft RH 
175-23003 š FRAME ASSEMBLY, Fuselage station 682.41 to trailing edge. . . Ref 
(see figure 139 for next assembly) ; 
ΑΝ365-820 ο ENUM Pee o S a Nue Sh Ὄντων πων τὸν δις ce Palo: ἐς) S S eie ο 
4B2188-6 š . BUSHING, Spacer D i erue ο Deae. e ο al a ο ας Ue ο” 1 
. 4B21S8-19 ; . BUSHING, Spacer (NA)... ZY Jochen seh Si gi ja, ο Te. eh ος 1 
175-24420 . . PIN, Rudder station 28 hinge ὅκα Neve wy erc I. la ος, πο SS. πὸ 1 
175-24417 . : HORN ASSEMBLY, Rudder actuator . . . . ece + + + ee eee 1 
AN365-624 n . . ΝΟ. πο μα μμ AS do cer fa cw iy ey ar "e Puig aera, " Ge 
AN960D616 τ κ [Ol WASHER ` ; . . : e lata E- 
175-24433 š vu PIN, Rudder horn to ` rudder attaching a sep νο. 2 
4B19S10-011 e o> "š BUSHING, Press fit plain . . . E E 1 
175-23401 n . PITTING ASSEMBLY, Fuselage trailing edge wl 28 hinge... 1 
support 
AN365-1032 ec ο ο ο DIEM EE EE ο E 
AN960D10 un uxo OMASHER sue Ὁ 2225 wo ovs δισ ROI usse 29 movies es ας RO 8 
AN509-10R17 DENEN EET. S ERE LL ere Neca ease g A 
AN509-10R24 s. >e + SCREW. . ο ο + + + ο ο ο 2 Pil το ον αἱ veri a a RUNS ae = Od 
175-23347 ; . . PLATE, Fus trailing cage wi 28 hinge bearing retainer. 1 
AN207DP8 i δν κ BEARING. . . + š ea Ἂν rw 1 
175-23052 A . RIB ASSEMBLY, Fuselage wl `52- -5/8 trailing edge ιο ος vds 1 
175-23403 A v s FITTING ASSEMBLY, Fuselage trailing edge wl. . . . + + 1 
52-5/8 hinge 
AN200KP8 * 4^ x * BEARING . . "PE 1 
175-23089 ç . RIB ASSEMBLY, Fuselage wl '8o- 7/8 trailing edge anion xe: ο. 1 
175-23402 š . . FITTING ASSEMBLY, Fuselage trailing edge wl. . . . + + 1 
89-7/8 hinge - 
AN200KP8 E " BEARING: 22525069. Ae. ο Ea ue tablaqa ag ce ee τὰ, Colb 
175-52072 A " BRACKET INSTALLATION, Elevator and rudder control surface. 1 
lock cable pulley 
AN365-1032 JURE Ὁ ανα; M PIS 
AN960D10L , . + WASHER . . . ο ο ΟΙ RE 
AN3-4A : . . BOLT (magnetic inspected). "n TEE 2 
175-52065 . "A BRACKET ASSEMBLY, Control surface lock cable Ao 1 
fuselage station 693 pulley 
NAS42DD4 -28 A s (Ta . SPACER, Rivet... + πο 4 
175-52066 š < τ BRACKET ASSEMBLY, Control surface lock cable —— 1 
fuselage station 692 pulley 
NAS42DD4 -28 . EE" à SPACER, Rivet . . « . + + + +s . + + + ° ee ee 2 
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FIGURE 141 - ARRESTING GEAR SUPPORT WEB INSTALLATION 
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ΑΝ 01-60AABA-4 Group assembly Parts List 


FUSELAGE (Cont ) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
141 169-31630-101 WEB INSTALLATION, Arresting gear support (see figure 139) . š Ref 

169-31630-63 . WEB ASSEMBLY, Arresting gear support. . . . . . + + . « 1 
169-56031 FITTING INSTALLATION, Arresting gear trunnion support Ref 
-1 AN365-428 NUT (magnetic inspected) . ο evum. etg ο sw 
-2 ANY-7A BOLT (magnetic RE n 5 
-3 AN4~1OA BOLT (magnetic inspected). RU š 


= 


+ = P P F t πο ο fO FO ENN > IO = = TO OV CO 


-4 AN960D416 WASHER . . . . - - + + x 


WASHER . . . + 
FITTING ASSEMBLY, "arresting gear actuatin 
BUSHING, Arresting gear uplock bracket . 
FITTING, “Arresting gear bungee trunnion 
NUT (EN). I 

Le Internal wrenching steel 1 1/2-20. 
WASHER, Countersunk (NA). 


-5 AN960DH 16L . 
-6 146-56153 
-7 146-56183 


-8 146-56154 


-12 AN960D616 WASHER . . . + ος Qe s 
-13 NAS336A26 
-14 AN509-616-40 
AN365-624 
AN960D616 
-15 AN365-624 
-16 AN509-616-48 
AN509-616-45 


e 9 9 o9 o9 o9 9 9 o£ 9 59 ο ο. 


+` 98 * + . s s 9) 9 t$ ὁ n n 


BOLT, 100° close tolernace high strenght 
SCREW (magnetic inspected) . . . . . . + 
NUT (magnetic inspected) . . . . . . . 
WASHER . . ww us 

NUT (magnetic "Anspected) MAS 
SCREW, LH side (magnetite inspected 


. +... 
8 

«ος 9 4 αὶ 4 vo. Se oso. * 4 ο 9 ο 
B 


SCREW, RH side (magnetic inspected 


oe 5 ὁ ο n9 


ε 
3/6-24. 
rin, 


et 
ct 
Ὁ 
e... Qoe 
X 
. . $9 . c9 s s a s s s s ὁ ç q s s s * s s po... e s e 9 s s s o 0 9 q s q s 85 5 + 15 5 
3 
Mee ὁ ο + we 


AN960D616 š - . WASHER . . . s δ. £5 = $ 
-17 4B21S6-011 ; . . BUSHING, Spacer. (NA) . erar Red x s 
-18 169-56201 A at 36 LUG, Arresting gear emergency release spring a 
-19 EBO80 ë RES NUT (EN)... "E^ "Eo . 
-20 NAS148-59 . . . BOLT, Internal wrenching steel 1/2-20. VU a Se Uw ‘ 
-21 AN960D816 ç ` 1 WASHER... τν a vel e, D ws Sr NaN Š . 4 
-22 2w10-8 š . . WASHER, Countersunk (NA) . . . - ^ eon . 4 
-23 AN6-17A ; . . BOLT, (magnetic inspected) oe) ο Yer tel Ur el Ro d , h 
AN365-624 E ον NUT (magnetic inspected) . . . . . . + + + + + + « . 4 
AN960D616 $ ae de. WASHER: 2 ο w as eq ayay RIP Be OE κά È 8 
-24 EBO64 " AS NUT (EN). Ἐν artes «ὁ E. NGO ver So = “to ο cee Bate Sm ay οφ Fe, z 4 
-25 AN960D616 . PLA WASHER... αν ο ο ο ο ο . 4 
-26 2W10-6 š + . WASHER, Countersunk (NA) 22... 2... +... .. Y 
-27 NAS146-25 . . . BOLT, Internal wrenching steel 1/2-20. . . . . . . . . 4 
-28 AN509-616-27 I . . SCREW MEC inspected) . . o... + + + eee . 4 
-29 AN509-616-20 š . .  SCREW (magnetic inspected) . . es . + + + + + + +. : 2 
-30 AN6-12A E . . BOLT (magnetic inspected). . . . s + + + + + ees = 8 
-31 AN365-624 $ ο cts NUT (magnetic inspected) . . . . . . + + + + < . +. š 8 
-32 AN960D616 e. + WASHER... Z S Ὁ οὐ bins, κιφ να Ἐῶ». a 10 
-33 NAS146-39 . a 4 BOLT, Internal wrenching steel 1/2-20. . . . . . . E 2 
EBO64 + . . NUT (EN) . . fie tag ua el So ο we cae, ο. 
2W10-6 š - . WASHER, Countersunk ` (NA) Sn pr. ο rye hu uy Q Ten S da . 2 
AN960D616 +. . WASHER, Plain. . . . SE Behar SY A C I DUE oe Ὁ 
-34 AN6-24A i - . BOLT (magnetic inspected ad A E S EE . 2 
-35 AN6-26A . . . BOLT (magnetic inspected). . . . . o + + < + s ee ee 2 
-36 AN6-27A ç . . BOLT (magnetic inspected). . . . . . + eee + + « z 2 
AN365-624 . . . NUT (magnetic inspected) . . . . .. . . . . .. . . .. 6 
AN960D616 . "EP WASHER . —. . . oe ee : . . . . 12 
-37 169-56169-1 š ΠΕ FITTING ASSEMBLY, Arresting gear drag link trunnion LH 1 
169-56169-2 a OON FITTING ASSEMBLY, Arresting gear drag link trunnion RH 1 
-38 169-56124 . £ lw : BUSHING, Arresting gear drag link trunnion fitting 1 
-39 160-56137-1 * c BRACKET ASSY, Arresting gear door hinge attaching LH . 1 
160-56137-2 . HIER BRACKET ASSY, Arresting gear door hinge attaching RH . 1 
-40 160-56202 : 2^ “Q SHIM, Arresting gear support fittings. . . . Badas 2 
-41 169-56196 : yde FITTING, Arresting gear drag link trun support center. 1 
back-up 
-42 AN6-13A š E BOLT (magnetic inspected). . . . . + + + + + + + + + ° 6 
AN365-624 š pay NUT (magnetic inspected) . ο Ww ee SE WSA TA A s 6 
AN960D616 š . s WASHER . . . duse. ie. cae sar Wo. Rp ο ο ο 2 
-43 NAS146-27 š oa BOLT, Internal wrenching steel 1⁄Z2=20ç;_ ο. 4 
EBO64 X e. NUT (EN) . "OWN πο 4 
2w10-6 4 2 s WASHER, countersunk (Wa) . Sepia δα ο E ντ ον δν μόνος 4 
AN960D616 š + + WASHER . . . + ο an ο ο. 
-44 169-56197-1 ; 2 % FITTING, Arresting gear “drag link trunnion support . . 1 
outer back-up LH 
169-56197-2 : o FITTING, Arresting gear drag link trunnion support . . 1 
outer back-up RH 
-45 AN4 -5A š . . BOLT (magnetic inspected). . . . . . . . + s s .... 4 
-46 ANH -6A š - . BOLT (magnetic inspected). . . . . . + + + s s s s «ο 2 
AN365-428 " ae fs NUT (magnetic Inspected) bc E. Sa Rs se me. se. Te 6 
AN960D416 * e ° WASHER . . . Wa? cb So oom οὐ Dew! ο we Ὁ Ὁ Oy 2 
-47 160-56200-1 ΄ s s FITTING, Arresting gear “drag link trunnion support . . 1 
upper attaching LH ; 
160-56200-2 > e FITTING, Arresting gear drag link trunnion support . . 1 
upper’ attaching RH 
-48 169-56121 . "n FITTING ASSY, Arresting gear vert brace trunnion LH. . 1 
169-56122 š os FITTING ASSY, Arresting gear vert brace trunnion RH. . 1 
-49 HSB20COH E sL τῷ % BEARING Nr νο ο 0 6, ER. cow JE ο κο des ος 1 
-50 HSB12COH ὃ - ois 2 BEARING (ΑΡ a. δ fa PE 1 
-51 NAS2-103 * A . FITTING, Lubrication. cR ο š 2 
-52 169-56198-1 š . FITTING ASSY, Arresting gr drag link trun “aft `back- -up LH 1 
169-56198-2 A 3 FITTING ASSY, Arresting gr drag link trun aft back-up RH 1 
-53 169-31634 A FITTING, Fuselage arresting gear support beam web aft . . . 2 
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FIGURE 142 - ELEVATOR BOOST CYLINDER SUPPORT INSTALLATION 








PART 
NUMBER 


175-52209 


AN365 -1032 
AN3-10A 
AN960D10 
AN365-128 
AN960D416 
ANA -13A 
AN4-11A 
175-52209-10 
AN365-428 
AN960D416 
AN4-7A 
AN4-10A 
AN4-6A 
175-52218-1 
175-52218-2 
AN365 -428 
AN4-32A 
AN960D416 
NAS43DD4-160 


2 3 4 5 6 


(see figure 
NUT Meret 
BOLT (magnetic 
WASHER .... 
NUT (magnetic 
WASHER .... 
BOLT Meer 
BOLT (magnetic 


SUPPORT ASSEMBLY, Elevator 
(magnetic inspected) 


. NUT 
WASHER. . . 
BOLT 





BOLT 


magnetic 
magnetic inspected 
magnetic inspected 


AN 01-60AABA-4 


FUSELAGE (Cont) ' 


7 NOMENCLATURE 


139 for next assembly) 


inspected). 
inspected). 


inspected). E 
inspected]. : 
inspected è 


. . 


pl 


HINGE, Elevator control aft 
HINGE, Elevator control aft 
NUT ΓΈ ο . 


l BOLT 


` BOLT 
WASHER. . . 


` SPACER, Screw 


magnetic inspected 


and bolt. . 


Bibi κ e eiie ceca des 


e... 0 | | ] 5| 9 | s Ω 9 + n n n 


. 


q 
Ho v < s ο ο 
= 


e... 9 £]|] £9 0 + £| 14 15 


Ho e όν» 


e. 


eo. .  * 2 ο £; »» 


.. 


Ms + + + n 
Hd 


°. . 9 0 9 q s 9 0 q 0 s 9 q 5 s 9 . +. 





H-175-52-21 





UNITS 
PER ASSY. 


SUPPORT INSTALLATION, Elevator boost cylinder . . . . . . . . . Ref 


m 
m = N = > Ὁ OO O »’ το Ὁ OOOD 9 





USEABLE ON 
CODE 


σσ a U. l a M —  . M — — A ——— LL... 





AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





H-175-48-1 


FIGURE 143 - FRONT FUSELAGE FUEL CELL LINER INSTALLATION 


AGUIE & PART ui UNITS USEABLE ON 
= DEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


143 1486-48330 LINER INSTALLATION, Front fuselage fuel cell. . . . . . . . . . Ref 


(see figure 73 for next assembly) 





-1 146-48362 . LINER, Fuselage fuel cell upper side ........ m 2 
-2 146-48363 . LINER, Fuselage fuel cell lower center . Z: Ce ay sist aa oes as 1 
-3 146-48364 . LINER, Fuselage fuel cell lower side . . , . . . , + . + s À 2 
τὰ 146-48365 . LINER, Fuselage fuel cell-lower aft. . , ο“ 1 
-5 146-48366 . LINER, Fuselage fuel cell forward. . . . ο ack Snopes MUT ca 1 
-6 146-48367 . LINER, Fuselage fuel cell aft. . . ... eso + « + , s s + ος 1 


DEMO οσο l i l, Y Il, Ill l l III ll l ill ii i il i at t: 
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diam AN 01-60AABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 








H-175-48-14A 





FIGURE 144 - FUEL SYSTEM INSTALLATION 
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ΑΝ O1-60AABA-4 
FUSELÁGE (Cont) 


Section Íl 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Ἢ 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
144 175-48302 FUEL SYSTEM INSTALLATION (see figure 73 for next assembly). . . Ref 

175-48139 . LINES INSTALLATION, Fuel booster pump cell bay scupper . . . Ref 
drain (see figure 148 for detail presidium) 
175-48406 . LINES INSTALLATION, Fuel bomb bay. . . vw we wu ee Ὁ Ref 
(see figure 147 for detail breakdown) 
No Number . FUSELAGE FUEL CELL AND FITTINGS. . . . exeo va re > Ref 
(see figure 145 for detail breakdown) 
-1 160-48861-35 . LINE ASSEMBLY, Fuel self sealing fuel fuse . . . . . . . . . 2 
adapter to side junction 
~2 175-48217 . SUPPORT, Bomb bay fuel self sealing line fuse. ...... 1 
station 337 LH (upper) 
175-48218 . SUPPORT, Bomb bay fuei self sealing 1" line dida hs Ee outs 1 
175-48209 . SUPPORT, Bomb bay fuel self sealing 1" line (lower). ES 2 
-3 175-48215 . SUPPORT, Bomb bay fuel self sealing line fuse. ....... 1 
station 324 RH (upper) 
175-49214 . SUPPORT, Bomb bay fuel self sealing line (lower) ...... 1 
-4 175-48209 . SUPPORT, Bomb bay fuel self sealing 1" line. ........ 4 
. (upper and lower LH and RH) 
-5 160-48861-37 . LINE ASSEMBLY, Fuel self sealing fuel main wing .... g 1 
cell gravity to junction 
-6 146-48325-11 . JUNCTION ASSEMBLY, Wing fuel side LH . . A E Οἱ Ue hae ie JW 1 
(see figure 158 for detail breakdown) ` 
-1 146-48325-12 . JUNCTION ASSEMBLY, Wing fuel side RH. . ο... 1 
: (see figure 158 for detail breakdown) 
-8 160-48861-39 . LINE ASSEMBLY, Fuel self sealing fuel main wing cell .... 2 
: pump to junction 
-9 160-48861-49 . LINE ASSEMBLY, Fuel self sealing fuel side junction. . . . . 1 
to main junction LH 
-10 175-48232-1 . SUPPORT, Bomb bay fuel self sealing line upper left and RH. 2 
175-48232-2 . SUPPORT, Bomb bay fuel self sealing line lower left and RH. 2 
-11 175-48212 . SUPPORT, Bomb bay fuel self sealing line . . . « . + + + + x 4 
-12 175-48210 . SUPPORT, Bomb bay fuel self sealing line fuselage sta 239 LH 2 
-13 146-48323-31 . JUNCTION ASSEMBLY, Main fuel LH. . . wow Wo ὁ o ο w 1 
(see figure 146 for detail breakdown) 
295246-40A . GROMMET (MKL ο yee uis. cater. Jet tel, yer, “et, Co, ie ὁ 1 
-14 146-48324-21 « JUNCTION ASSEMBLY; Main “fuel RH. RS ο ο eee why eto es Ὁ 1 
(see figure 146 for detail breakdown) 
-15 160-48861 -55 . LINE ASSEMBLY, Fuel self sealing fuel transfer "Y" . . . . . 1 
to main cell LH 
-16 160-48861-76 . LINE ASSEMBLY, Fuel self. sealing fuel transfer "Y" ..... 1 
to main cell RH 
-17 175-48304 . ADAPTER, Fuel upper bomb bay tank transfer "Y" , . . . . .. 1 
-18 160-48861-85 . LINE ASSEMBLY, Fuel self sealing fuel transfer "YT S se sce 1 
.to main cell LH 
-19 160-48861-46 . LINE ASSEMBLY, Fuel self sealing fuel transfer "Y" ..... 1 
to main cell RH 
-20 175-48862-128 . LINE ASSEMBLY, Tip tank fuel and air fuse booster pump... 1 
-21 175-48862-129 . LINE ASSEMBLY, Tip tank fuel and air fuse booster pump seal. 1 
drain section 
-22 AN815 -4D . UNION. ... E etc Si e a τα ο 3 
-23 146-48199-10 . ELBOW, RH main fuel “cell booster pump seal drain...... 1 
-24 175-48862-127 . LINE ASSEMBLY, Fuel drain forward LH boost pump. . . . . +» + 1 
seal drain pump to seal 
-25 175-48862-126 . LINE ASSEMBLY, Fuel drain forward RH boost pump seal drain . 1 
pump to seal 
-26 AN926-4D e ΤΕΕ. ο 424 5 ἡ ὁ 9 9» € 6€ € “ὁ Οι -ᾱ- Ὁ 9o ^ Ὁ ὁ 9 ὁ ο ὁ 1 
AF934-7 c RING? Z Ὁ ο ο ο She el) cle cm ca or, τῷ, "ο, es Van ο TS S cer, αὶ 3 
-27 AN919-6D + REDUCER. . . . - « . > © © e « © © ο © e « ὁ a ὁ « ὁ ὁ e ο ο 1 
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FUSELAGE (Cont) 


H-175-48-15 





FIGURE 145 - FUSELAGE FUEL CELL AND FITTINGS 
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PART 





ΑΝ 01-60AABA-4 e 
FUSELAGE (Cont) 





1 2 3 4 5 6 7 NOMENCLATURE 
No Number FUSELAGE FUEL CELL AND FITTINGS... pe EE UK 
(see figure 144 for next assembly) 
146-48002 . CELL ASSEMBLY, Fuselage ......... + s + s + s s + 
ATTACHING PARTS 
AN365-428 e MT o a vnu ak ee Suwa We ba ed ao pM at u e ters 
2w14 . WASHER, Eccentric (ΝΑ) . . . + + + + + + + + + + . eee 
NAS184-4-5A + “STUD; “Fine: thread . ¿ + & 9 s eos erea ae Sa fe o 
——- 

146-48002-7 + . FITTING, Fuselage fuel cell hanger. . . . . . . . . . 
146-48002-5 . . FITTING, Fuselage fuel cell access ...... css. a 
ANY130-1: . . FITTING (flush Ferd ο...” Vo Ὧι UG ο A 
AN41 30-3 . + FITTING (flush drain M QE E^ ο ο 
AN4130-6 . . FITTING (gravity outlet) . . . . . OR Un ο... 
AN4135-11 * FITTING . . . . . . . . . . P s Vw decW eS 
CCAN850:. % DRAIN VALVE (CTAD) .... e vts 5 SO CI Fal ἕω δὲ "w 
ANTA -4 s. BOLT aos 4 eo τς ος δ δν ce vw SN ra Ce Hort a 
AN960D416L . WASHER. . v ys . E E APRES 
146-48336 . ADAPTER ASSEMBLY, ` Fuselage fuel cell drain. > . 1112! 
ANT4-5 4. BOLT: ορ a We Gwe rx 0» E A Ὁ LAC ἃ ας ka Sw 
ANO6ODI16LL fer WASHER ο A A A A A a νι sb, Ec 
146-48315 . SUPPORT, Fuselage fuel cell booster pump ...... i 

ATTACHING PARTS 
AN3-HA SOBOLT ss ise er ο Su ua Q ua Bac ο 
ΑΝΟΘΟΡΙΟΙ, x WASHER: S Sre δν. οι ον Ne egal ek κ ἀνὰ. ἑνὸς aR AXIS UNT DR 
PETENS When rae 
TF31400-14 . PUMP ASSEMBLY, Submerged booster fuel electric motor . 
driven (TP) 

A19A6097 . . MOTOR, 1/3 H.P. 27 volts DC speed 6000-8000 rpm (WX). 
AN74-4 oc BOLT ιο 2. ος δν οί ον ο ο μὴ et De c ree αμ ο 
AN74-5 e BOLT eva as eee ο, S. Q τν E Ew Cg ee d. Sater S 
ANQ60D416L . WASHER .-........ ——— E ο 
AN74-20 s BOLT S4 & ο ὃν κα εκ.» Erde "ES 
AF934-5 . GASKET . Z ἕνα ca EY ee ae Ὁ he ae a E DR ο) 
146-48303 . ADAPTER, Fuselage fuel cell ve ent outlet a evan YQ 

AN74-3 « BOLT OS ο ; 4a ο a (oo ater a SEn 
AN502-416-10 «s JSCREW. . 4 4, 7-5. ov w e ο fale “tap dpe else pe ο. ο 
ANQ60D416L . WASHER >, Y Sua ae ë 5€ v A sp ar ae” 
146-48150 . CAP ASSEMBLY, Wing and fuselage "fuel cell filler ; . . . 
. (make from NAF1152-2) 

160-48150 . SPACER, Fuel cell wing and fuselage filler cap . . . .. 
146-48149 . GASKET, Wing and fuselage fuel cell filler ....... 
146-48318 . DOOR ASSEMBLY, Fuselage fuel cell access . . . . . + + + 
146-48318-9 - . DOOR.SUB ASSEMBLY,, Fuselage fuel cell access ..... 
1146-48322 + . GASKET, Fuselage fuel cell access door gage ..... 
146-48308 . . RING, Fuselage fuel cell access door gage ...... 
146-48149 . . GASKET, Wing and fuselage fuel cell filler ...... 
1146-48307 + . RING, Fuselage fuel cell access door filler ..... 
AN502-10-10 ey - ΒΡΕ uo ιν αν s νο ο A RA RR χι ἃ 
7813-832-6A + . SCREW, 100° flush head corrosion resistant (NA) ; 
AN74-5 A aca a S a Sk elu. I Bio ο ο.” 
ARGGODAIEL . WASHER... ya ey Nes ey er te cringe Or Sain es en "ar PELIS ο. 
146-48313 . ADAPTER ASSEMBLY, - Fuselage fuel cell gravity outlet upper 
146-48347 CUP, Fuselage fuel cell gravity outlet sump retainer . 


2W1ALP18-18-93 





WASHER, 
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FIGURE 146 - LH AND RH MAIN FUEL JUNCTION ASSEMBLIES 
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Section l! 


Group Assembly Parts List 





RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146 1H6-18323-31 JUNCTION ASSY, Main fuel LH (see figure 144 for next assy). . . Ref 

-1 AN5H4 BOLT ο ο SU OU WIS E Sat ο ο ο ο LI DLE 

-2 AN960D516L . WASHER . . š Sg ORE uo qo watuy ας Vanek ee eres ems Le 

-3 146-48320 I ADAPTER, Main fuel junction. a $5 ° 1 

-h 146-48340 . ADAPTER, Main junction shut-off valve to one inch ‘fitting. + 1 

-5 AN924-16D . NUT. ο τς ος τν ὃν ον καν EE v s 1 

-6 AF934-101 ç PACKING. ο DU ο ο ο. oe ο μα ο ελ τὰ ο οι Se 1 

-7 AN837 -16D « ELBOW. ... š de vele QD Au) νε, fe) Ves er Πορ Mee Yes το οφ; si Se 1 

-8 WE451-1-1/4D ` VALVE; Fuel shut-off (WTR) QU ο Sa? Ss Sak, ο sa Fo” o acto a 2 

-9 AN501-516-8 x- BOREW A -ᾱ--ᾱ----ᾳ AL qo, QU Nu TRI Rire sae e Ya) A τῷ 4 

-10 AN960D516L . WASHER . . . . -- . Sah, ven eh αι ἄν za ΛΕΣ αἴ; ο τρ. a fe ὧς h 

-11 146-48339 . BOSS, LH main junction cross feed line .-. . 4 ere S'e ss ο 1 

-12 AN924 -20D . NUT. "LEICA RM LEE CE ο κ. 1 

-13 AF934-116 é PACKING. HN A EE E de ο S ο t E Ter ua E E Sp 1 

-14 AN833-20D . ELBOW. . . « A Ro NE ES EC ECL MD 1 

-15 24242 . VALVE, Fuel Junction drain (KOE) . Sa eden UE. We pola s 1 

-16 AN503-10-10 o SCREWS o ate ws A ο le Pes ο ο Rv m T ue OR SIUE eee οὔ, ο 4 

-17 AN960D10L . WASHER . . p M NIRE 4 

-18 146 -48333 . CLIP, Main fuel Junction Support MAU ME ο ο he κ N 1 

-19 AN960A10 . WASHER. . A ee ee ee o ὑφ 1 

-20 146-48341-11 . VALVE ASSEMBLY, “LH main junction check . . . . « + + s «ο ο 1 

-21 NAS51-25 . . RING, External retainer . . . * sta Vw ye! We. vous 1 

-22 134-48068 . . PIN, Auxiliary to main tank check valve adapter ..... 1 

-23 146-48329 . . ARM, Auxiliary to main tank check valve adapter . . . . . 1 

-24 146 -48343 * DISC, Fuel check valve flapper. . . NES 1 

-25 134-48067 y κό WASHER, Auxiliary to main tank check "valve adapter. m 1 

-26 2W1C9-30-43 . . WASHER, Plain (NA). é š < te 1 

-27 146-48337 . . ADAPTER, LH main junction valve to side junction line ; . 1 

160-18337 . . ADAPTER, Fuel LH main junction valve to side. ...... 1 
junction line 

-28 146-48344 GASKET, Fuselage fuel Junction check valve . . : s 1 

; 146-48324-21 JUNCTION ASSEMBLY, Main fuel RH (see fig. 139 for next assy). . Ref 

-29 AN832-16D 5 UNION. 45245-3608 ος δν a moa cm Ὅψ. ὁ v c. ue i 

-30 AN924-16D « NUT. . . * DEP IEEE 1 

-31 AF934-101 s PACKING 4-25 de te ew? da iaa a a ad 1 

-32 AN5H4 be BOLT a" ots eee: Ve αν ον a oboe ds, au aon Eie uie ολο ο, _ el 

-33 AN960D516L . WASHER . . .. ο ο νο co QN ce certes Saa ce er esa nia, "¿Qe 

-34 146-48340 . ADAPTER, Main junction shut-off valve to one inch fitting. . 2 

-35 WE451-1- 1/4D . VALVE, Fuel shut-off (WTR) . . . s s s ee + + + + s + s n n 3 

-36 146- 48320 . ADAPTER, Main fuel junction. M ER RR GUS ee ae A 1 

-37 AN503-10-10 a SOREMAS ος a cal Sel el ce ο Ce ο eu s 4 

-38 AN960D10L . WASHER . . DIE uq fen - 1 

-39 146-483 333 . CLIP, Main fuel junction support es ue Gah ath ata les to" $ 1 

-40 146-48342-12 . VALVE ASSEMBLY, RH main junction check . . . . μα.” 1 

-41 NAS51-25 . . RING, External retainer . . . Wie εν ore e$ sen is. SUS 1 

-42 134-48068 : PIN, Auxiliary to main tank check valve adapter . . . . . 1 

-43 146-48329 . . ARM, Auxiliary to main tank check valve adapter . . . . . 1 

-44 146 -48343 . . DISC, Fuel check valve flapper. . . s Res 1 

-45 134 -48067 a> ος WASHER, Auxiliary to main tank check “valve “adapter. Eresi 1 

-46 2W1C9-30-43 + . WASHER, Plain (NA). . . A $ τα Mets 1 

-47 146-48338 . . ADAPTER, RH main junction valve to side junction line ae 1 

160-48338 a ADAPTER, Fuel RH main Junction valve to side junction lin 1 

-48 146 -48344 Σ GASKET, Fuselage fuel junction check valve . . . . . . . . +. 1 

-49 24242 . VALVE, Fuel junction drain (KOE) . . . . . . + + +s + + eeo 1 

-50 AN837 -16D 2 JLBOW. 2.4... 79 ὁ ο. my u.s Ὁ ἠδ. yel a 1 

-51 AN924 -16D s NUT; «ος»: 09 aca wow a as Oh e a “ὁ O, 1 

-52 AF934-101 + PACKING. . . . ee a SN QY dri ones rye Q UA 1 

-53 146 -48321 . ADAPTER, Main füel junction "to 333 fs val Seis to Ve eae d lir a Vai ds 1 

-54 AN837 -20D . ELBOW. . ὁ « ο ο s ὁ ο ο e ὁ ο ο ο Set S£. ο ο ο 1 

-55 AN924-20D e NUT. . . o... ὁ e ο ὁ * ο ο e ὁ à ο à ο 5 ο ὁ ὁ ο ο ὁ ο . 5 1 

-56 AF934-116 . PACKING. . . . + - =< eee ὁ ὁ 9 ὁ a e ee e ὁ we ὁ 5 ο * 5 1 
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AND FITTINGS (see figure 149 for detail breakdown 





Section || 


Group Assembly Parts List 


FGUM δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
147 175-48406 LINES INSTALLATION, Fuel bomb bay . . . EA E Dr wr ΒΘΕ 
(see figufe 144 for next assembly) 
-1 175-48466 + BRACE ASSEMBLY, Fuel bomb bay drop tank pull-away 'anchor fwd 1 
-2 175-48467 . BRACE ASSEMBLY, Fuel bomb bay drop tank pull-away anchor side 1 
-3 ANHH10A ὁ A ο ο e ο ice" JE NE e S D Ro E ge cas es S dS 1 
-4 AN960D416 s WASHER cs e X U S Ὁ al ek το Val δ. eve SY a qa oW Ww το, e 4 
-5 AN365-428 so NUD D uo BRIS ο X can DE. fap es, ce loe E UE SO 3 
-6 ANI -6A sr BOLT Vo ue TE OM u š 2 
-7 175-48470 . FITTING ASSY, Fuel bomb bay drop tank climb vent pull- away š 1 
-8 AF931 -19 + PACKING. ... . 1 
-9 175-48469 . PITTING ASSY, Fuel bomb “bay” drop tank fuel outlet "pull-away. 1 
-10 AF934-23 - . PACKING. . . . wi ille. ὑφ ο e S Me ere) ο $ ὑφ. δι. Ta aloe ος 1 
-11 175-48468 . FITTING ASSY, Fuel bomb bay drop tank dive vent pull-away. . 1 
-12 AF934-27 . PACKING. . . . DM US. t ce DE š " & le ο € 1 
-13 175-48471 . FITTING ASSY, Fuel bomb bay drop tank pull- away anchor ¿y Vs: ted 1 
-14 175-48472 . SUPPORT, Fuel bomb bay drop tank climb vent pull-away. . . . 1 
-15 NAS51-112 + RING, External retainer. .................. 1 
-16 AN393-53 ο) PIN. ¿22 34 TR E Bae V. Ὁ Ἂν Ὁ A 1 
-17 AN960D10L . WASHER . ah ee Bi ies tee a ci wo S ap Vale) ο m Se 6 
-18 AN393-29 «^ BIN. jars dae ene ate? c O Se μα μα”... 2 
-19 AN365-428 s NUTS S v9 4x weh A torah ae Smal o w ne Ie a Oe ος 1 
-20 AN960D416 « WASHER « 6 o ta is as $9 Ie v re a v uh, 1 
-21 AN4-14A v BOLT πα πο Bem Val er "es ο eT edge ta) e ce Pots dai ο δν, de 1 
~22 175-48465 . SUPPORT ASSEMBLY, Fuel bomb bay drop tank pull-away anchor . 1 
~23 AN365-428 a MN ο E E LIED 1 
-24 AN960D416 oot WASHER, iaa Dv e ο SI W ica ο SC a det a ohh WE eR 1 
-25 AN4-6A . BOLT. ... Mine tas Wy Joy O 1 
~26 175-48803-13 . HOSE ASSEMBES Fuel fuselage cell gravity adapter to.... 1 
pull-away fitting 
-27 175-48459 « ADAPTER ASSEMBLY, Fuel bomb bay drop tank cross feed tee . . 1 
-28 AN833-4D Ea 4 ο “νην... Worte ZW yi v 1 
-29 AN924 -4D sie. NUD 2 AN A O ee or! τὰ “er a 1 
-30 AF934-7 + < PACKING... E c a ο) κ. Ὁ 1o ο ο ο Ὅν. « 1 
-31 175-48460 + . NIPPLE, Fuel bomb “bay drop tank cross feed tee adapter. . 1 
-32 AN5H4A š 6 BOLT: vov ο eee Ὁ ο 5 ORO] wl rel wl We ος νι VE, as ee o 8 
-3 ANp6OD516 + + WASHER. . . Sou w^ ο INS dah ο m Ca, fe ar Tea UNI IR. NL CQ geo 8 
-3 61-1-1/4D + + VALVE ASSEMBLY, Slide motor (WIR) . . . . . . . . . . .. 1 
-35 AN365-524 sce ΝΟ v Wo $4 ὃς co ce Lue 09 09S OS OS τι leases o US Wd Ue 4 
-36 AN960-516L + . WASHER. . . . * . . s ας οι ο a 4 
-3T 175-48461 + . BRACKET, Fuel bomb bay arop tank shut -off valve support . 1 
-38 AN5-6A . ο BOLT. ... RS IR ὦν “ὁ A 4 
92 175-48446 + . GASKET, Fuel "bomb bay drop. tank cross fecd tee adapter. A .1 
-40 175-94807 - + VALVE ASSY, Fuel bomb bay drop tank cross feed tee check. 1 
(PA part No. 1111-516672) 
-41 175-48458 . ADAPTER, Fuel bomb bay drop tank cross feed tee . . . , . 1 
-42 CAA41850 s VALVE, Drain (CTAD). qnc Ner raw hese; Se 1 
-43 169-48308 š SCREW, Gravity outlet fuel check valve ` | . ο a er et iw 6 
-44 2W1AL12-10-32 5 WASHER, Plain (NA) . » Ὁ e wot cs 6 
-45 146-48312 š GASKET, Fuselage fuel cell gravity outlet check. valve. e Ἂν 1 
-46 169-483 04 . VALVE ASSEMBLY, Fuselage gravity fuel check. . . . . . . . . 1 
-47 AN500A8-5 δ. ve SCREW , cese ce νε! lw a 9 lé (τῳ N D ves le IR TEL US a de 6 
-48 ΑΝΟΘΟΡΘΙ, e . WASHER... Vr ER 6 
-49 160-948017 + . VALVE, Check (PA part No. 1111- -516653). iw οδό ον da 1 
-50 169-48305 "ED GASKET, Puselage gravity fuel valve adapter ^ I 1 
-51 169-48306 ee “ADAPTER, Gravity outlet fuel check valve assembly "ran 1 
-52 169-48309 . GASKET, Fuselage gravity outlet fuel check valve . . . . . . 1 
-53 169-18310 + STRAINER ASSEMBLY, Fuselage fuel cell gravity outlet .... 1 
-54 AN900-42 + GASKET... Ὁ, «RV ο se Met E ο ae Sh. SR ελιά, Fe 1 
-55 AN6264 -4 -19 . HOSE ASSEMBLY. s: Ma ο "dr tas URL “er τό. ο ο ia (^ ew MUI RT D 14 1 
-56 AN825-4D s ¿ELBOW E ew ο A^ De ep SS SN cat he Ce Ge ae ee ee tp. D 1 
-57 AN815-4D e  SUNDON Z S $04 Notes Gar Gas ew -ῳ EL Soe Ge RR Mera! Qu cated eh Ue Baal, ον Os ah Sh 1 
-58 AF934-7 S RACKING- 2 0571256 leo wis. o Sota CR M mA Ue e pleure. ο ο 1 
-59 412-17B1 . SWITCH, Pressure actuated (STB). . . . . . . . , 2 , + wees 1 
-60 AN526-1032R8 « (SCREW . «ο 9 ο ci a ο ο a a ee . 4 
-61 AN960D10 . WASHER... . š E è DN" Wis ete E EP 4 
-62 175-4880? -66 . LINE ASSEMBLY, Puel' dive vent to bomb bay drop tank. .... 1 
pull-away fitting 
-63 175-48802-55 . LINE ASSEMBLY, Fuel upper bomb bay drop tank climb LH. . . . 1 
vent ist section 
-64 1-1045-76 . CHECK VALVE (PA). : . a pet Na 1 
-65 175-48802-57 . LINE ASSEMBLY, Fuel” upper “bomb bay drop tank climb LH. 4 š 1 
vent 2nd section 
-66 175-48803-5 . HOSE ASSEMBLY, Fuel fuselage cell to tee check valve . . . . 1 
-67 3H2 -24-23 . HOSE (NA). "aix 2 
AN737RMAC + CLAMP. . . Siti VIS UE tid πα. tuqi cei a pm. VR Oe Adee τον gy ane Ye 8 
-68 3H2-24 -64 s HOSE: (NA). . 2 0. wow ox στ we ν ἐόν cy UW Tarte; τῳ) dS o3 2 
AN737RM66 + CLAMP. ... I . " . a 8 
No Number . STATION 250 TO STATION hol, 625 BOMB BAY FUEL LINES es j . - Ref 
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FIGURE 1H8 - FUEL BOOSTER PUMP CELL BAY SCUPPER DRAIN LINES INSTALLATION 
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PART 


AN815-6D 
AN815-10D 
175-48804-51 
175-48804-25 
AN832-10 
ANQ24-10 
AN832-6 
AN924-6 


AN6264-10-22-3 /4 
AN6264-6-23-1/2 


8-378 

8-376A 

8-160 

8-151A 
AN924-6D 
175-48804-89 
175-48804-91 
AN832-10D 
AN924-10D 
AN960D1416L 
AN832-6D 
AN924-6D 
AN960D916L 
175-48804 -27 
175-48804-57 
175-48804 -29 
175-48804-59 
175-48804 -31 
175-48804 -33 
1175-48804 -61 
175-48804-35 
175-48804-81 
AN824 -6D 
175-48804 -83 
175-48804 -37 
175-58804 -73 
AN926-6D 
AN833-6D 
AF934 -9 
AN924-6 
175-48804-9 
175-48804 -45 
AN919-15D 
AN815-8D 
AN837-8D 
AF931 -12 
AN924-8D 
AN926-8D 
175-48804-79 
175-48804 -47 
3H2L8-22 

175 -48804-85 
175-48804-87 
AF934-14 
AN926-10D 
175-48804-53 


AN6264-80-14-5/8 


AN821-8D 
AN832-8D 
AN924-8D 
175-48138 
175-48804-5 
175-48804 -67 
175-48804 -49 
AN825-6D 
175-48804-3 


AN822-6D 
175-48804 -7 
1175-48804 -43 
AN926-6D 
AN919-6D 
AN815-6D 
AF934-6 
175-48804 -69 
175-48804-71 
175-48804-39 


175-48804-41 


175-48804-17 
175-48804-15 


AN924-10D 


°` ° o 9 9 0 0 o 0 o o 9 ° ο ο . 


 . . 9$ 9 o9 9 9 0 9? 0 . <“ 3 9 9 ὁ 9 ο 5 é 


UNION. . . « . 
UNION. . . . +. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
UNION. . . . . 
NUT. sic wa 
UNION. . . 
NUT. . 
HOSE ASSEMBLY. 
HOSE ASSEMBLY, 
TUBE NIPPLE 
TUBE SOCKET 
TUBE NIPPLE 
TUBE SOCKET 


PE 


LINE ASSEMBLY, Fuel bay drain fusel 
drai 


LINE ASSEMBLY, 
UNION. . . . 
NUT. .. 
WASHER . 
UNION. . 
NUT. . 
WASHER A . 
LINE ASSEMBLY, 
LINE ASSEMBLY,. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 


. 
. 
. 
. 


PE 
. ο 
9 ο 
. ο 
. 


LINE ASSEMBLY, 
LINE ASSEMBLY, 


TEE. 
LINE 
LINE 


ASSEMBLY, 


WIG 
WIG 
WIG 
WIG 


. e c] o ο «Ὁ o o 


PER ASSY. 


` e < * è s > 


Fuselage bay drain aft to overboard fitting š 


Pump seal 


drain 


oe we 
ew ee we 


. 
. 
. 


e... 5... ὁ ο α 
$9 9 s 9 c9? e ο + o» ο 
et + + 9 ° 59$ ο 


Boost pump seal 


` . ol; ` . 


ee . . > 
. ο . 
9 . ο . 
ee e o . 


Boost pump seal 


aft 


drain aft 


. 
. 
. ο 
. 


g 


HDs » » . ο 


. e... 
. . 


χω E RC 


to overboard fitting. 


station 489 af 
uselage sta ane 


thru station 489. 
Fuel bay drain aft thru station 424 to 463, 
Boost pump seal drain aft station 324 to 463 


* = a. ο o 


. 
. . ο 


` 9 9 9 9 ο ο 


. . 
. . 
. . 
. . 
. . 
. . 
. . 


oe ee d os 


t 


. 5 ο . o 


aft. 


Fuel bay drain aft thru station 412 .... 
Boost pump seal drain aft thru station 424, , 
LINE ASSEMBLY, Boost pump seal drain aft thru station 412. . 


Fuel bay drain aft thru station 412 . . ç 
Boost pump seal drain aft thru station 362. 
LINE ASSEMBLY, Wing aft cell bay to tee assembly . . 
Tee assembly to tee on main drain . . 
ASSEMBLY, Boost pump seal drain station 324 aft . 
drain station 324 aft 


LINE ASSEMBLY, Fuselage cell bay 


ΤΕΕ... 
ELBOW. 
PACKING.: 
NUT. š "m 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
REDUCER. . . . 
UNION. . 
ELBOW. . 
PACKING. 
ντ... 
TEE... 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
HOSE (NA) . . 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
PACKING. . . . 
TEE. . . 

LINE ASSEMBLY, 
HOSE ASSEMBLY. 
ELBOW. . . . . 
UNION. . . . « 
NUT. . 


. . 


. 

. e o ο 
eee 
. 


. 
` 
` 
` 


9 9 c5] ο ο 


. 
. 
. 
. 
. 


BLOCK ASSEMBLY, Fuel and 


LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
TEE. e . . 


LINE ASSEMBLY, LH '1nbd wing scupper ‘drain’ to RH scupper. 


fitting 
ELBOW. . . . . 


LINE ASSEMBLY, wing scupper "drain tee "to station 298 | A 
LINE ASSEMBLY, Wing fwd boost pump seal drain tee to tee 


TEE. . . < 5. 
REDUCER. . . . 
UNION. .... 


PACKING. . . +. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
254 fwd 
LINE ASSEMBLY, 
hose aft 


. 9 ο ο . ee 


. 
= . © e © © ο ο 
* . e è o o 

. ο . 


Wing aft RH boost p 
Wing aft LH boost 


. 


eee n n 


. 
. 
. 
. 


. 
. 
. 
. 
. 


w.. 


. 
. . 
. . ο 
. . 
. . 


RH wing 


* © * © s 5 
9 ο . n 

* e © è * ο 
. 


pump seal drain to RH 
pump seal drain to LH 


«. Lr 


. . 
. . 
9 ο 9 ο > 
. . . 


. 
. 
. 
. . 
. 


cell bay "drain tee "to m 


Wing cell bay drain RH tee to 


. 


Wing center 


9. 9 > 9 9» ο ο o 


* * o © e o a ο 


5 * © © o ο o 


Center wing cell bay to tee . 


` * © 9 è o s o 
` 


e = 9 ο c9. ο 


. . 

* = è © © 9 o ο 

* < ° © © s ο o 
. 


. . . * ο 


Fuselage 


. 


Wing center tee to RH 
tee to LH 


cell bay drain a 


Fuselage cell bay 


o * "> © o 


hydraulic fuselage bomb bay . 

RH inboard wing scupper drain to RH side. 
Fuselage cell bay drain aft to station 324 
Nue cell bay drain RH tee to sta 324 aft 


aft thru sta 25; 
drain fitting to RH side. 
Fuselage tank boost pump seal drain sta . . 


* e a ο 
. ο. 


. 
5 ο ο > 
. 


` < tte « ο ο « ὁ ο n 
oo 


e 
e 


. 


oe ewe 


main drain tee. 


weld assembly . 


wing cell bay tee... 
wing cell 


bay weld assy 


. 8 


Fuselage tank boost pump seal drain from. . . 


LINE ASSEMBLY, Cell bay drain aft to station 324 . , » 
Fuselage scupper drain sta 239 upper first. = 


LINE ASSEMBLY, 
sect. 








UNITS 


== 


= 


e νο σι r = ppp pp n O EEE EE a N y 


USEABLE ON 
CODE 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : 
178 175-48139 LINES INSTALLATION, Fuel booster pump cell bay scupper drain. . Ref 


(see figure 144 for next assembly) 


y tu tJ 
444 
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FIGURE 149 - STATION 250 TO STATION 424-5/8 BOMB BAY FUEL LINES AND FITTINGS 
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Section 11 


AN 01-60AABA~4 Group Assembly Parts List 


FUSELAGE (Cont) 


————————————MM e 5 5 ΓΞ 
& 


ROURE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
149 No Number STATION 250 TO STATION 424-5 BOMB BAY FUEL LINES AND FITTINGS Ref 


(see figure 147 for next assembly) 


-1 175-48803-17 . HOSE ASSEMBLY, Upper bomb bay tank to tee check valve fuel . 1 
-2 175-48448 . FITTING ASSEMBLY, Fuel upper bomb bay tank transfer "Y" check 1 
i -3 1211-5166-24 . . VALVE, Swing check (PA) . . ,. 1. , , + + + ¿+ s ç ç s eee 2 
-4 6-1245-75-11 . . GASKET (PA) . . . . ΗΝ 2 
-5 175-48447 . . FITTING, Fuel upper bomb "bay “transfer "Y" check E 1 
-6 AF931 -22 e" PACKING- S. s ω ος e τῷ SU ce AA ἃ Sys ETC EE 1 
oh AN924-16D . NUT. wol.) lesum ολο ο D we Ue ο fee a! εν -φ- Um. Ses tet Se You. e 1 
- 3H2-16-23 + HOSE. (na): 5 $ 3€ 37€ Pw woe ο E DELTA DEC v ο ο 3 
AN737RM4 « CLAMP. ... ace e cease $C Ve: uS £ Y ur ο τῷ 12 
-9 175-48802-64 . LINE ASSEMBLY, Upper bomb `bay tank climb RH vent 2nd section 1 
-10 175-48802-62 . LINE ASSEMBLY, Upper bomb bay tank climb RH vent 155 section 1 
-11 AN837 -4D e ELBOW. do. w^ ee κ aS xx ὧν οι Sehr oce ο ον. Wi T eC. Ie Ser Pg 1 
AN924-4D awo NUT οἱ Re κ Φῶς ROC ee Ee QS Ae Sree Can XS wie 1 
AF931-7 « PACKING. . . . . "νον ο Y 1 
-12 175-48802-47 . LINE ASSEMBLY, Fuel “bomb bay drop "tank pressure switch... 1 
to vent 
-13 K7401-1 . VALVE, Drain (KOE) . s š A 2 
-14 175-48802-21 . LINE ASSEMBLY, Wing “forward fuel cell sump drain extension LH 1 
-15 175-48802-23 . LINE ASSEMBLY, Wing forward fuel cell sump drain extension RH 1 
-16 146-48134-13 . ADAPTER ASSEMBLY, Forward wing cell gravity outlet ..... 2 
-17 160-48136 . . ADAPTER, Forward wing cell gravity outlet . . . . . , . . 1 
-18 AN822-4D iS cw ορ ο) ο ο qu 25 ο Si vecina woe Ὃν gt Aen Ses Yar ZS 1 
-19 ΑΝΟΟΟ-21 . . GASKET. . . . ον οὐ 1 
-20 146-48142 . . STRAINER ASSY, "Forward "wing cell "gravity “outlet complete. 1 
-21 175-48802-11 . LINE ASSEMBLY, Fuel upper bomb bay tank gravity outlet . . . 1 
Junction box 
-22 175-48464 . FITTING ASSY, Fuel upper bomb bay tank gravity outlet tee. . 1 
ATTACHING PARTS 
-23 AN365-428 S NUD 1S rA rut Sa τών, euch ο ee O tpe te 4 
-24 AN960D416L wt, WASHER 27342 a amat y a nl as S er 4 
-25 AN4-5A a ο sone. ot ie Y we IS $c ο he al ee, tae) Gi are vad a ta ο” 4 
soe a c 
-26 175-48463 - . HOUSING, Fuel upper bomb bay tank gravity outlet tee. . . 
-2 AF934-123 . . PACKING. ... eer 
-2 175-948408 1o. VALVE ASSEMBLY, Fuel upper "bomb bay tank “elbow. sete tae cat a 


gravity outlet tee 


-29 AN365 -428 s. NUT et ο ὁ o ο wee ta 


1 

1 

1 

š s Nee Bes S Gad s aie ade Ya 4 

-30 AN960D416L ate WASHERS- ia, ta ra rs (Sh a be Ον ολο Si λος 4 

-31 AN4-6A - . BOLT. ... exei. Cel Ta! ο... 4 

-32 175-48213 . SUPPORT, Bomb bày “fuel self "sealing line Dl... ο) WOO άρα 2 

-33 175-48212 . SUPPORT, Bomb bay fuel self sealing line.. . . . . . . + + x 2 

ATTACHING PARTS 

AN365-1032 $ SSL ο ο da eti ec mim e Sp ra pie. da Fo ak ves S τών URS cee 8 

AN960D10L s WASHER) ο cele ah Cole ο qe Vm cm Ge) ῳ ere en ig 8 

AN520-10R10 + SCREW. . . > ον atan de 8 

-34 175-48803-9 . HOSE ASSY, Fuel “side junction "to tee and main RH junction. . 1 

-35 175-48803-7 . HOSE ASSY, Fuel J-33 engine forward. . . "EE 1 

-36 175-48803-15 . HOSE ASSY, Fuel RH main junction tee to upper. "να 1 
bomb od tank gravity and defueling valve 

-37 3H2-40-21 . HOSE (NA). ο Mat dcum Ι.Ν lo: O EF Gata e Te od 1 

AN737RM98 : CLAMP. .. PR NE 2 

2 


-38 175-48209 . SUPPORT, Bomb "pay “fuel self “sealing αἱ line. ὃν νέοι ica" ave cd 
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H-175-48-30A 
FIGURE 150 - FUSELAGE FUEL DROP TANK MANUAL CONTROL RELEASE ASSEMBLY 
RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 150 175-40537 RELEASE ASSEMBLY, Fuselage fuel drop tank manual control. . . . Ref AB 
(see figure 177 for next assembly) ; 
|_| 175-48537-3 RELEASE ASSEMBLY, Puselage fuel drop tank manual control. . . . Ref BW 
(see figure 177 for next assembly) 
-1 175-48534 . COVER ASSEMBLY, Fuselage fuel drop tank manual control... 1 
A -2 175-48535 . BOX ASSEMBLY, Fuselage fuel drop tank-manual control . . ο . 1 AB 
= 175-48548 . BOX ASSEMBLY, Fuselage fuel drop tank manual control . . . . 1 BW 
-3 AN365-1032 . NUT. .... ius δα ο v, IU UE TS IN, we I VEL ο ο QE μυ. 2 
-4 AN960D10 . WASHER... e 9^6 ο 9 ὁ e$ e à ^ 6 4 € * * * ὁ 9,9 * * ο ο 5 
-5 NAS221-16 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . 1 
-6 156-63202 . GRIP, Cockpit bomb control handle. . . . e e e + + + ee ee 1 
-T AN530-8R8 . SCREW. ... ^" 9 € 9 9 9 *? 9 » ὁ * ο . . .. e.. «ο 3 
-8 AN960D8 . WASHER... er wee a a lea sa peu ὁ 3 
-9 AN392-33 BING 434509 0)9 2 ce jg 09.09 e ο 4 ος A 6. Fé l 
-10 142-68019 . SPRING, Igniter wire plug access door. . . . . ο + + esoo 2 
-11 AN392-9 « PIN. ο ὁ < e». a ὁ 0 4 e t 9 ὁ e ο o « ὁ ὁ ὁ ὁ ὁ 9 * “e ο ο * 1 - 
-12 AN392-19 « PIN. . ο « ο z. E Ser Boar, »— Par cim 1 
-13 175-48536 . SHAFT, Fuselage fuel drop tank manual control. . . . . . . . 1 
-14 146-63203 . LEVER ASSEMBLY, Cockpit bomb control handle release. . . . . 1 
i -15 146-63204 . LEVER ASSEMBLY, Cockpit bomb control handle solenoid .... 1 AB 
175-63204 . LEVER ASSEMBLY, Cockpit bomb control handle solenoid... . 1 BW 
-16 NAS42DD6-38 . SPACER, Rivet. . ο . ο © © < © © ὁ © e ὁ e e ο e e e ο ὁ ο ° 1 
-17 NASY2DD6-72 . SPACER, Rivet... . + + + + + eee πα “ου 1 
-18 AN520-10R36 è SCREW. 4. + » s- ο e è à e 4 4 -ᾱ ὁ sm... * ὁ 4 ὁ ο * ο o. 1 
-19 484 -10-15 . SPACER, Rivet (NA) . . +. . es + + + ses sit s + s s s ο ο . .1 
-20 4B19B3-108 . BUSHING, Press fit plain (ΝΑ). . . . . . + + + + + + s eee 1 
-21 4S4-10-17 « SPACER; Rivet (NA) . e ¿ aia ο ο “Ἕν ὁ tia 1 
-22 AN520-10R28 + SCREW. ο ο © e © © © ὁ ὁ e . ο ὁ e * « » ο e e wee .1 
-23 51146 s PLUG, Button (UC); ο a ana ο τας ο. ichs A w το D αὐ τς oe 1 
175-48537-19 . RELEASE SUB ASSEMBLY, Fuselage fuel drop tank manual control 1 
-24 NAS205-20 + . SCREW, 100° flat head Phillips recess alloy steel 10-32 . 1 
~25 146-63208 + . DISC, Cockpit bomb control handle solenoid plunger. . . . 1 
-26 005-030-00 + . ARMATURE ASSEMBLY, Solenoid (CED) . . . . . . + + + s +. + 1 
-27 146-63207 + . PLUNGER, Cockpit bomb control handle solenoid . . . . +. + 1 
| -28 11258 al ro ο ο ον E td 1 AB 
11512 . SOLENOID ASSEMBLY (CED). . . + . + < + s < + ο o ο ... 1 BW 
-29 AN501A10-4 2 (SCREW. 2 01 0e 9s O00) 0€ ον E Ge EO te Sele See e im. ὁ ἃ 4 
-30 9C1P3-3 . CHAIN, Safety (NA)... +. +». +. +... «ο ο eee m o ue ο 9 n 1 


— πον...” ΗΕ” ασ” 


. 282 








AN 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


FIGURE 151 - FUEL TANK RELEASE MECHANISM ASSEMBLY 


H-175-48-364 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
151 175-48320-10 MECHANISM ASSEMBLY, Fuel tank release. Rose & le & ww ee di. ‘ 
(see figure 152 for next assembly) 

175-48314 . ` HOUSING ASSEMBLY, Fuel tank release mechanism . . . . , ¿ 1 
-1 175-48314-3 - . PLATE, Fuel tank release mechanism housing ....... 1 
-2 175-48314-5 . . PLATE, Fuel tank release mechanism housing ....... 1 
-3 AN361 -832 κ NUP. ¿ .3.. EP PEE w wo. w^: ο. ὧν e d 2 
-4 NAS43DD3-72 . SPACER, Screw and bolt. να μ.ο thy lac tar VE, Pas ate? t £ 1 
-5 NAS43DD3-65 . SPACER, Screw and bolt. ... ου. 1 
-6 NAS220-24 . SCREW, Brazier head Phillips recess alloy steel 8-32. . . . 2 
-7 AN365 -832 . NUT ων "Ἢ. ae ee 3 
-8 NAS220-8 . SCREW, Brazier head Phillips recess alloy steel 8-32. ... 3 
-9 c8001-1 ` SOLENOID ASSEMBLY (LEL). ο αμ Seg ele Ga Secus a 1 
-10 AN393-41 «PIN... ο .. "PED H 
-11 151-18325 . PIN, Drop tank shackle "toggle link. |.. i-a EO a ds DE 1 
-12 AN393-23 rr 1 
-13 AN395-41 ΕΙΝ ᾱ * αὐ Op Ve cal El ie, Na a rS 2 
-14 4B2158-112 ; BUSHING, Spacer (NA) . EP LT A 2 
-15 AN392-17 . PIN.. 5 ο πα ο ΝΟ say ἅττ 2 
-16 175-48324 . ARM ASSEMBLY, Fuel “tank release mechanism. . . . . . , . . 1 
-17 151-48323 . ARM, Drop tank shackle lock test. . . a entes qoo EM ees "i ONE I i 
-18 175-48317 š LINK, Fuel tank release mechanism toggle connect. . . . . . 2 
-19 175-48316 . LINK, Fuel tank release mechanism toggle. . . «E AMEN 2 
-20 151-48328 . JAW, Fuel drop tank shackle’... . . . ME I NOTA pe fue 2 
-21 AN201KP3A n BEARING, Ball ee. οὐ s "I 1 
-22 175-48318 . LINK ASSEMBLY, Fuel tank release “mechanism roller |. τς : š 1 
-23 151-48322 . SPRING, Drop tank shackle release . . exe «δ S et -ῳ 2 
-24 151-48321 . SPRING, Drop tank shackle rocker and solenoid —— ee Se 1 
-25 175-4832? . ROCKER, Fuel tank release mechanism "n νὰ τῳ ἃν ox a o i 
-26 109-63035 . LINK, Wing bomb rack. . . . . . ws + < A By επ πᾷ NS 1 
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FIGURE 152 - FUSELAGE BOMB BAY STORES ADAPTER ASSEMBLY 


^ 
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FIGURE & PART 
INDEX NUMBER NUMBER 
152 175-31109 
-1 175-31217 
-2 2W2B9 -64 -62 


-3 169-63149 
-} AN392-49 
-5 ANQ60D4 

-6 175-31175 
-T 175-31171 
-8 AN365-428 
-9 AN960-416 
-10  ANU-14A 
-11  175-31172. 
-12 175-31173 
-13 AN565A6-1 
-Mi  175-31183 
-15 AN365-624 
-16  AN960D616 
-17 AN6-15A 
-18 AN6-51A 
-19 116-63135 
-20 ΕΒΟ8Ο 

-21  ANQ60D816L 
-22  AN365-1032 
-23  AN9GOD1O 
-2h ^ !B19-53-0008 
-25 AN3-6A 

-26 175-8530 
-27. | "B18B5-91 
-28 175-48533 
-29 AN365-621 
-30 ΑΝΘ6ΟΡ616 


-31 AN6-36A 
-32 AN6-35A 
-33 AN6-34A 
-3 175-48520 
-35 EBO80 


-36 AN960D816 
-37 175-31140 
-38 2W10-8 

-39 NAS148-622 
-ho 175-31113-5 
-41 175-48320-10 


175-31102 





2 3 4 5 


NUT, Fuselage bomb bay stores adapter center support. 
WASHER, Thrust 


PIN e. 
WASHER. . . 


ROD, Fuselage bomb "bay stores adapter center “support. 
TUBE ASSEMBLY, Fuselage bomb bay stores center support 


BOLT. . 


SCREW. 5 


ó 


E 


AN 


7 


01-60AABA-4 


FUSELAGE (Cont) 


NOMENCLATURE 
ADAPTER ASSEMBLY, Fuselage bomb bay stores . 


(NA). . . . š 
WASHER, Bomb shackle nut “bearing. ro 


. TUBE, Fuselage 


BOLT. |: | 


FITTING, Single 


NUT, Stop (EN) 


WASHER. oe 
NUT . — 
WASHER. y us 


BUSHING, Spacer 


BOLT. . . 


LEVER ASSEMBLY, 
. BUSHING, Spacer (NA). 
SPRING, Fuselage bomb bay 


NUT .... 
WASHER. ~ . 
BOLT. . . . 
BOLT. ... 
BOLT. "P 


. 


. 
. 


Fuselage f 


. 
. 
. 
` 


BRACKET, Fuselage 


NUT, Stop 
WASHER. 


. 


(EN) . 


BUSHING, Fuselage 
WASHER, Countersunk (NA) . 


BOLT, Internal wrenching steel "Mel 20 (magnetic inspected) 
FITTING, Fuselage bomb bay stores adapter ΠΕ forward 


e.o °... 


. 5 ο ο ο ù 


* * ° we o ù 


bomb bay stores center support 


... . . 


ug bomb 


. 
. 
E 


t 


sh 
ue 
8 
op tank 


. . ο o 


. n. EE. E m e) e. cg 


dr 


bomb bay stores adapter Support forward 


drop tank 


res adapter. 


. ee 


MECHANISM ASSEMBLY, Fuel tank release 
(see figure 151 for detail breakdown) 
ADAPTER ASSEMBLY, Fuselage bomb bay stores, 
(see figure 153 for detail breakdown) 





ackle support. 


. 


sh 


. 


. 


ac 


. 


. 


+ 9 + TE 


e 


. 


FITTING, Fuselage `bomb bay Stores "center support 
PIN, Fuselage bomb bay stores center support -. 


co 


hackle manual release. 


a 


& ο ο 9 ο ὁ ὁ bs Ὁ ὦ κ ο ο ἃ, wo oo c Que ο Ὁ, ο Ὁ Ὁ αὶ οφ να 


. 


e . © © © s. c]  ] 529 5 s 4 o 5 (De 


ntro 


. 
m 
. 


. . o 


ee ο. t n 


μα. 
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FIGURE 153 - FUSELAGE BOMB BAY STORES ADAPTER ASSEMBLY 





UNITS 








USEABLE ON 





FIGURE & PART 
1NDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
153 175-31102 ADAPTER ASSEMBLY, Fuselage bomb bay stores (see figure 152). . Ref 
175-48401 . TANK INSTALLATION, Fuel upper bomb bay. . . . . . . . . . . Ref 
(see figure 155 for detail breakdown) 
175-48h05 LINER INSTALLATION, Fuel upper bomb bay . . .. èi . Ref 
(see figure 154 for detail breakdown) 
-1 175-31112-1 . FITTING, Fuselage bomb bay stores adapter support rear. . . 1 
-2 175-31112-2 . FITTING, Fuselage bomb bay stores adapter support rear. . . 1 
-3 175-31111 . FITTING, Fuselage bomb bay stores adapter socket. ..... 2 
-4 175-31102-7 . ANGLE, Fuselage bomb bay stores adapter LH. . . . oe ee 1 
-5 175-31102-8 . ANGLE, Fuselage bomb bay stores adapter RH. ........ 1 3 x 
-6 175-31184 . FITTING, Fuselage bomb bay stores inboard bomb rack upper . 2 U 
attaching 
-7 175-31185 . FITTING, Fuselage bomb bay stores bomb rack brace attaching 2 
-8 175-31155 . STRIP, Fuselege bomb bay stores adapter forward beam rubbing 1 
-9 AN526-1032R9 a Μο lo wo ue Ux bon ara ὅν sgr wes ow ue we a oe alte Te LÀO 
-10 175-31113-3 . FITTING, Fuselage bomb bay stores adapter support forward . 1 
-11 AN4-12A CER DOLD λε a> CPP MEL 2 
-12 AN960D116 wr WASHER; dou cel cer cmo cde ve wi eure ὅς ο πω” el sh. dem oe be Dei a 4 
AN365-428 s NUT. ue ο ees E ae ο, -, GO semis el 4 go Ὅν φον oa 2 
-13 AN509-416R20 s “SCREW ο tus Dey un Ce οφ, D uei se ο. ege ZS ele LV 2 
-14 AN509-416R19 ay ο ο eov Ὁ he Geena tire "orc . 2 
-15 AN509-417R17 i SSCREW Iu ο g ei ale ar ο MIC et, ο Bi ate, ane den SÉ ir ier Yi ls 2 
-16 AN509-416R15 ai SSCREW ο ο ο RC ue SU αμ Yous ta: cm spei ceu SG, d 2 
-17 AN509-516R14 £ CSCREW DL ο ev ele! cei a> ee ie tidy -- ουν ὦ det ο ϱ 2 
AN960D416 . WASHER DE <s et "ul UR] Lei. ο qa, Qe. ewe νννη Sod uw Wr. 0 
AN365-428 z NUT. IS ot, cot gt λεν Sieg, Go wie tel ego eee A ο ISU Sy dete es wo. ο 
~18 175-31110 . FITTING, Fuselage bomb bay stores adapter upper beam support 1 
-19 AN3-11A . BOLT, šT rid ὕψι ist ο ee ο ο Les ee, ee er es SNS ος 4 
-20 AN3-10A . BOLT. ο ale se evel Te. “as ue Bae Mla ea cay eO ο cave’ on jm ᾱ ce FQ A 
AN960D10 . WASHER, οὶ et ἀφο. Soe οφ) Wiebe el ae e τεῳ, ony c ue de ipod Na “LO 
AN365 -1032 aP NUT o ve SSS esce ο She cope ey me T RN E τα Sg: m we ED S 8 
-21 AN4-10A s, BOLT ο Ga aba ο ο Geo) gua GS ret eh ο OS oe elim ey ae NUUS 2 
ANQ60D416 s WASHERS -loata a 0 c8 E 19x 010m Gh RI νο S tele a 4 
AN365-426 x NUT voee w Zea. ος nm Tec oe ode ca) cl Cai VL Q s S C . . 2 
-22 ΑΝΟΘΟΡΗ16 . WASHER. . ο, i4 METTE. SE. Saat Tee dole ite) UU RU ο τῳ ος Wo ὧν RAS 2 
AN365-428 LLGNUISACA ο E e Les Vw HE wee wr bos ede at τῷ 2 
-23 AN509-16R22 . SCREW . ο € nme vele et ἐς δν S Sie xe) enia κο, er ad tes ἐς Cave, eh δν we 2 
175-31108 . WEB ASSEMBLY, Fuselage bomb bay stores adapter upper. Z 1 
-24 175-31141 : BEAM ASSEMBLY, Fuselage bomb bay stores adapter upper. . 1 
-25 175-31174 - . . FITTING ASSEMBLY, Fuselage bomb bay adapter center sup. 1 
RD208SH9 3 . . INSERT (ROSN) «ων .. . . . . ASE 1 
RL38SB9 A NS AAA a cas Kaerat So de ene 1 
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FIGURE 154 - BOMB BAY UPPER FUEL TANK LINER INSTALLATION 


PART : Í UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
154 175-418405 LINER INSTALLATION, Fuel upper bomb bay tank . . . . . . . . . Ref 
(see figure 153 for next assembly) 
-1 175-48440 . LINER, Fuel upper bomb bay tank top front .. Ç ar 1 
-2 175-48437 . LINER, Fuel upper bomb bay tank top rear. ... 3 ç ss 1 
-3 175-48442-3 . LINER, Fuel upper bomb bay tank rear... . . + "e a πω 1 
-4 175-48442-5 . LINER, Fuel upper bomb bay tank rear. ..... 2 e 1 
-5 175-48436 . LINER, Fuel upper bomb bay tank bottom rear . ; i o 1 
-6 175-48439 . LINER, Fuel upper bomb bay tank bottom front. ....... 1 
-T 175-48438-2 . LINER, Fuel upper bomb bay tank RH side . .. . . . . . . . 1 
-8 175-48438-1 . LINER, Fuel upper bomb bay tank LH side .......... 1 
-9 175-48441 . LINER, Fuel upper bomb bay tank front .......... 1 


A a µε ο -α---πωμας —————s—— ee AAA 
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FIGURE 155 - UPPER BOMB BAY FUEL TANK INSTALLATION 
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FUSELAGE (Cont) 


-12 AF934-8 PACKING. . . . . . 


RGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
155 175-6401 TANK INSTALLATION, Fuel upper bomb bay. . . « e e e . ο + + . . Ref 

(see figure 153 for next assembly) 
17175-51022 . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage fuel quantity. . Ref 
: gage system (see figure 160 for detail breakdown) 
-1 1175-48402 . CELL ASSEMBLY, Fuel upper bomb bay . . ete’ ae te ie S 1 
(see figure 156 for detail breakdown) 

-2 175-48419 . FITTING ASSEMBLY, Fuel upper bomb bay tank gravity outlet. . 1 
-3 175-48429 + . STRAINER ASSEMBLY, Fuel upper bomb bay tank gravity outlet 1 
-4 AN900-21 + « GASKET. .. oc cles. ο sp et car οἱ ος ο, 6 πώ" “et le: Diario Ve 1 
5 K1485B ` VALVE, Drain (KOE). NET 1 
-6 175-48421 . . FITTING, Fuel.upper bomb "bay “tank suction feed. z š 1 
-7 1175-48420 . SUPPORT, Fuel upper bomb bay tank suction feed . š x 2 
-8 ANHH5A s BOLT ο aid beg. N CN IW. nes το usa E^ iE. vec S. QQ ὦ . š 24 
-9 ANHHHNA ο ο ο τμ sari e ue ua qns š . 0 
-10 AN960D416 . WASHER... e» is s St μιὰν E EAT ë . . 91 
-11 K83501-1 . VALVE, Drain (KOE) sw wies VO ated og A Ç . 


. . wwe 


. . e 9 9 © 9 0 0 s ο 9 0 ο 9 


-1 1175-48483 . FITTING, Fuel bomb bay tank sump drain. . ie w . 

-1 175-48431-3 . SUPPORT, Fuel upper bomb bay tank sump drain... : : AH 
175-48431-7 . SUPPORT, Fuel upper bomb bay tank sump drain... ‘ . CJ 

-15 175-48431-5 . SUPPORT, Fuel upper bomb bay tank sump drain... " š AH 
175-18131-9 . SUPPORT, Fuel upper bomb bay tank sump drain... 5 ; cJ 

-16 ANHH6A > BODT ge GER Ua ie. ue gs Be; etal iN Bay. ses SEL TP ce Cat heh. Var yar en ek, Cre A 1 

-i7 ANHH15A a BOLLS, Heh a ga πεν ὅδ. ο ο. ο ο Felsen ροκ Š 

-18 AF934-5 e PACKING πω G ο ο WO ue PU Wi tbs Seo ο niles ο SON Ñy Le. La 2 

-19 1175-48412 . FITTING, Fuel upper bomb bay tank climb vent ........ 

-20 146-48123 . GASKET, ommend fuel cell vent line outlet . . — Cee ye: “ο 

-21 AN4SH17A « BOLT , . . . < tar: Jak «όλ ο 

-22 1175-48413 . SUPPORT, Fuel” upper “bomb bay tank "climb "vent E aT Se. ec Zar ος 

-23 146-48223-15 . ADAPTER ASSEMBLY, Forward fuel cell vent line to cell. . .. 

attaching complete 
-24 AN507 -632-6 . « SCREW... ts lén 
-25 15456-48224 + . ADAPTER ASSEMBLY; Forward fuel “cell vent “line —— 


upper outlet 
GASKET, Forward fuel cell vent outlet . . . . . . 
SPRING, Forward fuel cell vent conical. . . "m 
PIN, Forward fuel cell vent line upper adapter. 


-26 146-48227 š 
SPIDER, Forward fuel cell vent line to. cell lower mo 


-2T 146-48226 

-28 146-48225 

-29 146-48222 

-30 146-48221 

-31 175-4812 

-32 146-4822 

-33 175-48220 

-34 175-48620 

-35 2W1AL70-44-60 

-36 AF934-18 PACKING... . . 

-37 175-48128 PLATE, Fuel upper `bomb bay tank “tension. tie "tunnel 

-38 175 -48443 . FITTING ASSEMBLY, Fuel upper bomb bay tank tension 
tie tunnel 

SUPPORT, Fuel upper bomb bay tank tensToñ tie rod. 


oe ee 


. ADAPTER, Forward fuel cell vent line lower outlet 
GASKET, Forward fuel cell vent ball retaining cup. 
BALL, Forward fuel cell vent outlet. . . . a er te 
CUP, Forward fuel cell vent ball retaining . . . 
NUT, Fuel upper bomb bay tank tension tie tunnel 
du EN ERE a ae aoe pa A 


ry 
.. 


eee 527 © e e | 5; 0» : o 


. 
. 
. 
. 
` 
. 


-39 175-48424 


ONOI 20112111 PN PrRONPRPRPRNPRrRRPRRAR 


> 


-44 AN960D416 WASHER . . . . . 


-υο ANHH3A BOLT .. š š š s: S. uz es 
-41 TF51300-6 PUMP ASSEMBLY, Fuel "booster ` (TP) . ww eS i gere ied wu 2-2 
-42 ANHH5A BOLT... 2 vay ος eee: Cap ο m ο cei UP ο W uote AY S S 
-43 ANHHÓA BOLT + ç ee aq U s 793 a ὧν ος w MULUS C. OS wow wo ow e 
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-45 175-48427-3 SUPPORT, Fuel upper “bomb bay tank pump : s 2 
-46 ` 175-48434 FITTING ASSEMBLY, Fuel upper bomb bay tank front pump outlet 1 
-47 No Number . VALVE ASSEMBLY, Fuel upper bomb bay tank rear pump check. 1 
(NA design drawing 175-948437) : 
-48 No Number . . VALVE ASSEMBLY, Fuel upper bomb bay tank front pump check 1 
(NA design drawing 175-948436) 
-49 ANHH5A e @, BOLT: ogu wo. UU a €. ura ο ας ὁ VICA: Hove c e es a 8 
-50 AN960D416L . . WASHER. . . . . er era Yay Sea Ὁ 8 
-51 1175-48475 + . GASKET, Fuel bomb bay drop "tank front pump housing. . . . 2 
assembly 
-52 175-48435 + . HOUSING ASSEMBLY, Fuel upper bomb bay tank front pump . . 1 
RL28SB8 . . . RING LOCK (ROSN) = εφ. ὦ δὶ ordeo TA A RÀ a δν we ey To 8 
RD206SH65L . + . INSERT (ROSN). Qe yw GAS Se ο Ὁ z^ Boles 8 
-53 AF934-19 . PACKING. . . . Φ) orar. C e Sere ns 2 
-54 TF51300-6 . PUMP ASSEMBLY, Fuel booster ` (TP) a e AR τον πΦτίῳ 1 
-55 ANHH6A > A BOLT vow Gal ele E la ie Tus τῷ Sed a vw τ ee. Veta ie 8 
-56 ANHH5A e BOLT z a SV $ < 0$ dew Νο Κα sr Ἡ a cw a ve eee cw oe Se 8 
-57 AN960D416 . WASHER . . . + ος δι. ος a a yelp ea νῷ 16 
-58 175-48016 . SUPPORT, Upper bomb ‘bay tank pump. Ç Sessa ve" te eis ed 1 
(supersedes 175-48427-5 for future procurement ) 
175-48427-5 . SUPPORT, Fuel upper bomb bay tank pump . . res 2 
(superseded by 175-48016 for future procurement) 
-59 175-48418 . FITTING ASSEMBLY, Fuel upper bomb bay tank rear pump outlet. 1 
-60 175-48802-3 . LINE ASSEMBLY, Fuel upper bomb bay tank pump to cell . . . . 1 
-61 175-48805 . LINE ASSEMBLY, Fuel upper bomb bay tank pump to pump . . .. 1 
-62 175-48416 . LINE ASSEMBLY, Fuel upper bomb bay tank dive yent check. . . 1 
-63 AN365-1032 sU m NUT o x. we wite ο ley ο US Lege. ος var TRUM QC Y Ak es Le 3 
-64 ΑΝΟΘΟΡΙΟ 7 E ο πα ο ο ο Led] SUN NUS ο ο ele ὁ, Pa ον ο aS w 3 
-65 AN520-10R10 . . SCREW... 5. woe 3 
-66 πμ . . GASKET, Puel' upper "bomb bay tank dive vent “check. E Glee 1 
-67 1111-51667 . . VALVE ASSEMBLY, Fuel bomb bay tank dive vent check as αν 1 


(NA design drawing No. 175-948409) (PA) 
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Group Assembly Parts List AN 01-G6OAABA-4 


FUSELAGE (Cont) 











FIGURE & PART Í - UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
155- 3H2-21-23 . HOSE (NA). 8 

AN737RM66 ο. SO LAMP® iy. ίσοι λος y a! fous Sa Yer so ae Daan IDE ὃν at Ke ED Yee esa 2 
-69 130-48215 . WASHER, Fuel cell support . +. . +... + , + + + + s s s (e .. 24 
-70 AN4H3A z BOLT Ux eu ος Seay ee ga “Ὁ ὁ ο. Wa cv wer te es I eus SOE 

ANHHHA . BOLE S ca το” ege Heute " . š ἢ 
-71 AN365-428 SAO NUT at E SC. ser a ee S ve SM ey 
-72 130-48215 . WASHER, Fuel cell support . . . . . +... + + + + + + ls. 4 
-73 175-48425 . STUD, Fuel upper bomb bay tank access door support .... 4 
-74 175-48422 . FITTING, Fuel upper bomb bay tank filler ......... 1 
-75 175-48430 . SUPPORT, Fuel upper bomb bay tank filler ......... 2 
-76 175-48410 . FITTING, Fuel upper bomb bay tank dive vent . . . . . . . . 1 
-TT 175-48017 . SUPPORT, Fuel upper bomb bay tank dive vent . . . . . . . . 4 
-78 175-48414 . FITTING, Fuel upper bomb bay tank pump outlet . . . . . š 1 
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Section l! 


AN 01-60AABA-h Group Assembly Parts List 
FUSELAGE (Cont) 


H-175-48-35 





FIGURE 156 - BOMB BAY UPPER FUEL CELL ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
156 175-48ho2 CELL ASSEMBLY, Fuel upper bomb bay (see figure 155). . . . . . Ref 
-1 175-48402-33 . FITTING, Fuel upper bomb bay cell . . . . . . + + + + + e 15 
-2 175-48402-23 . FITTING, Fuel upper bomb bay cell . . . . . + + + + + eee 1 
-3 175-48402-15 . FITTING, Fuel upper bomb bay cell . . . , , + + + + + + ee 3 
-4 175-48402-25 . FITTING, Fuel upper bomb bay cell . . . . . + + < + + . + x 2 
-5 175-48402-29 . FITTING, Fuel upper bomb. bay cell , . . . . + + + + + * * * 1 
-6 175-48402-19 . FITTING, Fuel upper bomb bay cell . . . . . + +í + + + + + * 1 
-T 175-48402-13 . FITTING, Fuel upper bomb bay cell . . . . . . + + + + + + +. 2 
-8 175-48402-21 . FITTING, Fuel upper bomb bay cell , . . . . . + + + + + + * 1 
-9 175-48402-31 . FITTING, Fuel upper bomb bay cell . . . . . + . + + + + * « 1 
-10 175-48402-17 . FITTING, Fuel upper bomb bay cell . . . ... + + + + * * * 2 
-11 175-48402-27 . FITTING, Fuel upper bomb bay cell . . . . . + + + + + + * + 1 
-12 175-48402-9 . FITTING, Fuel upper bomb bay cell... . . . e-e + + + s . . 1 
-13 175-48402-11 . FITTING, Fuel upper bomb bay cell . . . as . + + + sle + + - 1 
-14 ANHHHA s BOLD s aah es: ον ον Sy Noi xum τω τς ὃς ων ge tox μμ (e 
-15 ANQ60D416 gs) WASHER. Lou a, Se doe, UR Runs ha, Re ὧν ιδ ira ee ee e 
-16 175-48402-5 . FITTING, Fuel upper bomb bay cell . . . . . + + + + + + * + 1 
-17 175-48402-7 . FITTING, Fuel upper bomb bay cell . . . , , + + + + + + * + 1 
-18 175-48402-3 . CELL, Fuel upper bomb bay cell. . . . . .. + + + + + eee 1 
A A A A lll ill il UI l l iii iii l II i 2; t sa == 
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Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





FiGUEE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
157 175-48407 LINE INSTALLATION, Fuel bomb bay booster pump seal drain. . . . Ref 
(see figure 73 for next assembly) 
175-48407-101 LINE INSTALLATION, Fuel bomb bay booster pump seal drain. . . . Ref 
(see figure 73 for next assembly) 

-1 175-48802 -43 +. LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft . . .. 1 

4th section 

-2 AN931-4-7 s GROMMET. oue wey. A rev s ὁ ος sb asia Ae Ss 1 

-3 AN832-4D e UNIONS 4 4 9 990€ e 9 ὁ ο. 9 € 09 ὁ 6: a! ὁ ο mom ο ο ὁ 1 
AN924 -4D c > A E A Yiq. ὃς er OX 1 
AN960D716 . WASHER. . . +.» $139 ve ο De Io Q ο Man elt ο a 1 

-4 175-48802 -41 . LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft .... 1 

3rd section 

-5 AN931-4-12 . GROMMET. , . . ο ο © © © © o ὁ © o 0 ο » e 9 cà ὁ ὁ ο ο ὁ ο ο 3 

-6 AN833-1HD . ELBOW. . . » ο ο 9 e e e e eo ὁ e ὁ ὁ e ὁ ο 0. ο e ὁ ὁ ο ὁ ο «9 1 
AN924 -4D e NU A ai c ow ee τα m 9o Au e a S 1 
AN960D716 EN WASHER. < ¿s μετα ο. ος ο ds ο. de o is e 1 

-7 175-48802-39 . LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft .... 1 

2nd section 

-8 AN815-4D « UNION. ... -— x 1 

-9 175-48802-37 . LINE ASSEMBLY, Fuel "bomb bay pump seal drain bhd aft . . . . 1 

1st section. 

-10 AN833 -4D s ELBOW: XZ cs Ὁ a AS ον 0, - es W Se, ie ὁ 8 1 
AN924-4D . NT... ο € WIL EL Jes ue A ὁ ὁ ese Wie: Le - ο “eis 1 
2W18-10L ' WASHER, Flat (ΝΑ); . . ο . ο ο s oe ο eite Tat ok Eg ο 1 

-11 175-48802-45 . LINE ASSEMBLY, Fuel bomb bay pump seal drain pull-away to. . 1 

bhd 

-12 3H2L4-15 . HOSE (NA). ee, 18 : < ie. uf le. UM M PLC NP ERE 1 

-13 175-48802-53 LINE ASSEMBLY, Fuel bomb bay pump seal drain aft to sta 324. 1 
175-48162 LINES INSTALLATION, Bomb bay booster pump and cell bay drain. . Ref 

(see figure 73 for next assembly) 

-14 175-48161 . WELD ASSEMBLY, Wing cell bay and upper bomb bay drain ... 1 

connector 

-15 AN815-6D . UNION... ο στ ος Όσα 3 

-16 175-48802 -83 . LINE ASSEMBLY, Fuel” upper “bomb bay adapter drain sta 455 . . 1 

to sta 470 ; 

-17 175-48802-81 . LINE A te Fuel upper bomb bay adapter drain sta 424 .. 1 

to sta 
-18 AN832 -6D e UNION. . S « +< <s s 9 9 e o ὁ ὁ e 0. ὁ ο ὁ ο e 9 e 9 ο e c ο 4 
AN924 -6D . NUT. . κα Wo A a ae SA Q 4 
-19 175-48802-79 . LINE ASSEMBLY, F Fuel” upper "bomb bay adapter drain sta 392 . . 1 
to sta 424 

-20 175-48802-77 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 373 . . 1 
to sta 392 

-21 175-48802-87 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 350 . . 1 
to sta 372 

-22 175-48802-75 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 329 . . 1 

to sta 350 : 

-23 175-48802 -73 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 319 . . 1 

to sta 324 : 

-24 AN783D6 s TEË: < 24 E qoid Men fac Ses casa κα. 1 

-25 175-48426 +. ADAPTER, Bomb “bay tank drain 4 4 ὁ. ae € A oc ee 8 1 

-26 AN902-6 . GASKET . . . .. eo ο ο + ο ° ο ο 1 

-27 175-48158 +. WELD ASSEMBLY, Upper bomb “bay adapter drain to tee, PRY er αν 1 

-28 175-48802-71 . LINE ASSEMBLY, Fuel upper bomb bay tank pump seal drain. . . 1 

tee to ενος drain tee 

-29 AN824-4D « TEE. . ο o oe, «4: -φ. -; 5 

-30 175-18802-69 . LINE ASSEMBLY, Fuel! upper "bomb bay tank tee to aft pump. . . 


seal drain 


-31 AN833-4D ELBOW. . « + + +s + + we ww 


HPPP PH! 


AN921 -4D T Pas eek, SS Mate YGS E Sa ee WU a s a A AR E dE oia 
MS29513-12 « PACKING. ..... e * ο ο 6 ο ὁ ο ο e ο ὁ ο ο ο 
-32 175-48802-85 . LINE ASSEMBLY, Fuel” upper "bomb bay tank fwd pump seal. . .. 


drain to tee 
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. Group Assembly Parts List ΑΝ 01-GOAABA-4 


FUSELAGE (Cont) 





H-175-48-17A 


FIGURE 158 - LH AND RH WING FUEL SIDE JUNCTION AND FUSELAGE GRAVITY FUEL CHECK VALVE 








FIGURE & P. UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE š PER ASSY. CODE 
158 LH AND RH WING FUEL SIDE JUNCTION ASSEMBLY AND FUSELAGE 
È GRAVITY FUEL CHECK VALVE ASSEMBLY 
146-48325-11 + JUNCTION ASSEMBLY, Wing fuel side LH . . . . . . . . . aà Ref 
(see figure 144 for next assembly) 
146-48325-12 . JUNCTION ASSEMBLY, Wing fuel side RH . . . . , . . . . ο . . Ref 
(see figure 144 for next assembly) 

-1 146-48326-1 + . ADAPTER, Wing fuel side junction LH .........4.. 1 

146-48326-2 - . ADAPTER, Wing fuel side junction RH... P dee NA 1 
-2 AN503-10-10 eh Ww CREW) o up a ο PSS: UR ord a adr TAS tu NER be 12 
-3 AN960D10L s + WASHER, o aol ve Gen é e % < a ον I μοβ’ net See ee A 12 
-4 147-48344 - . GASKET, Fuselage fuel junction check valve. ...... 3 
-5 147-48327 + + VALVE ASSEMBLY, Wing cell boost pump to side junction . . 3 
-6 NAS51-25 - + + RING, External retainer. . . . . . soso , ... . .. 1 3 
-7 134-48063 + + + PIN, Auxiliary to main tank check valve adapter. 1 i 
-8 146-48329 + + + ARM, Auxiliary to main check valve adapter ...... 1 
-9 146-48343 + + . DISC, Fuel check valve flapper . . , . . , . ¿ , ° 1 
-10 2W1C9-30-43 + + + WASHER, Plain (NA). . . . . . "E! 
-11 134 -48067 - - + WASHER, Auxiliary to main tank check valve adapter . . 1 
-12 146-48328 - + . ADAPTER, Wing cell to side junction valve. . Ν . 1 
-13 ANQ24-16D $' e^ INU cog. a cee GS! tud ee OE SS Pon ο ce hp wes ees arte 3 
-14 AN902-16 E z COASKET. 4 cu ee oW. cool 5 
-15 AN832-16D z . UNION , : o ος 2-2 2E τῷ 2 
-16 AN924 -20D £ cC NUTS LIV SUS eet poe te og! leu s 1 a 
-17 AN902-20 e An GASKETS Vo. uw. μας le . 1 
-18 AN832-20D 5. c UNTON Σον are to Toad cee de š 1 
-19 AN833-16D . . ELBOW. g ui UE Me, : . 1 
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FIGURE & PART 
INDEX NUMBER NUMBER 
159 175-51031 
-1 175-51005 
-2 175-51015 
=3 AN515B8R8 
-4 175-51102 
175-51007 
-5 AN8008D16 
146-51062 
-6 AN8008D9 
175-51074 
-7 175-51091 
-8 AN365B832 
-9 2W1B12-20-40 
-10 4S4D5-12 
-11 AN515B8R12 
-12 No Number 
-13 AN365B632 
-14 AN960D6 
-15 AN515B6R12 
-16 . 175-51092 
-17 No Number 
No Number 
-18 No Number 
-19 AN515B6R12 
A8938-632 
-20 AN838-4D 
AN924 -4D 
AN960D716 
-21 175-51801-53 
-22 175-51801-63 
-23 AN815-4D 
-24 175-51801-51 
-25 175-51801-61 
. -26 AN815-4D 
-27 175-51801-23 
-28 175-51801-25 
-29 AN824 -4D 
-30 175-51801-73 
-31 175-51801-75 
-32 175-51801-31 
-33 175-51801-33 
-34 AN833 -4D 
-35 AN804 -4D 
ANQ24 -4D 
AN960D716 
-36 175-51045 
-31 175-51801-27 
-38 175-51801-29 
-39 AN824 -4D 
-40 175-51801-77 
-41 175-51801-79 
-42 AN832-4D 
ANQ24 -4D 
AN960DT716 
-43 AN6270-4-18 
-44 AN6270-4-15 
AN960C10 
AN365-1032 
-45 175-51300 
AN3 -64A 
-46 146-51044-9 
CAT 146-51544-11 
-48 146-51043-9 
146-51547 


AN 01-60AABA-4 


FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


EQUIPMENT INSTALLATION, Fuselage front section instrument. 
see figure 159A for additional breakdown) 
see figure 73 for next assembly) 
. PANEL ASSEMBLY, Pilots instruments complete (see figure 
161 for detail breakdown) 
PANEL ASSEMBLY, Fuel level gauge instrument . . . - + 
(see figure 165 for detail breakdown) 
SCREW . . i VI b. E 
COVER ASSEMBLY, Pilots "instrument panel w wi tes A Ts: - e 
SUPPORT ASSEMBLY, Pilots instrument panel . . . . . +. + 
INSULATOR. . . x 
SUPPORT ASSEMBLY, Lower stabilizer "instrument panel 
+. INSULATOR. . . x 
INSTRUMENT EQUIPMENT INSTALLATION, “Standby. compass. " 
PLATE ASSEMBLY, Standby. i ind er instrument 


NUT... ο 

WASHER, Plain qui * " * 
SPACER, Rivet (NA) ο φον, Wk wis ae cue "Loto G SD E U te 
SCREW. . WII x 
GROMMET (Shore H20- 30) ΠΕ Ya ον Be νον την. tah οτι αὐ τένις 
NUT. a a X* wx AS A A EN μεν RO HE 
WASHER . . . . «ιο. 

SCREW. . . Oe Se ET E Se A 

BRACKET, Standby compass 


COMPASS Ea nee Stock No. R88C0779-500). 
COMPASS (GFP Navy Stock No. R88C0779-525 
ALTIMETER, Cockpit pressure (ere) (Navy Stock No. 
SCREW... . + + « 
NUT (TIN) . . μα. 
ELBOW , , We + - ὦ ὁ s e ee 
NUT. goog O a ae 
WASHER. .. + 
LINE ASSEMBLY, “airspeed 
static section 1 
LINE ASSEMBLY, Airspeed 
pitot section 1 
. UNION... Z Ge nse u BL de aide or ot es poe d 
. LINE ASSEMBLY, “airspeed indicator to fuselage drain 
, pitot section 2 
. LINE ASSEMBLY, Airspeed 
static section 2 
. UNION... CERA E E ο ο ιο 
. LINE ASSEMBLY, "Airspeed indicator to fuselage drain 
pitot section 3 
. LINE ASSEMBLY, Airspeed 
static section 3 
TEE « . ee 
LINE ASSEMBLY, "Technicians 
pitot section 2 
LINE ASSEMBLY, Technicians 
static section 2 
LINE ASSEMBLY, Technicians 
pitot section 1 
LINE ASSEMBLY, Technicians 
static section 1 
ELBOW... κ κ “ε.α. αι wo OR ὁ ἃ a 


. 8 . E 9 wa ο 9 ee 


e 9 9 ὁ ee  ' 5 $5 5 ὁ 9 ὁ 5 i$; 5$ “& 


indicator to fuselage drain 


indicator to fuselage drain 


indicator to fuselage drain 


indicator to fuselage drain 


instrument panel elbow 
instrument panel elbow 
instrument panel elbow 


instrument panel elbow 


TEE . . . s ee ee ὁ s w la. oh om onm o9 om n ot m t£ 91 a : 


NUT . . « « we We « 9 ὁ « om +... s.m... ee n9 t9 n9 
WASHER. n .' al 4 A O E, EA AA ᾱ ος. ὃς 
PANEL ASSEMBLY, Photo technicians instrument complete 
(see figure 164 for detail breakdown) 
LINE ASSEMBLY, Airspeed indicator to fuselage 
pitot section 4 
LINE ASSEMBLY, Airspeed indicator 
static section 4 
ΤΕΕ . . 
LINE ASSEMBLY, ' airspeed indicator 
pitot section 5 
LINE ASSEMBLY, Airspeed indicator 
static section 5 
UNION . . . . 
. NUT ¿ .... 
. WASHER. . +. + 
. HOSE ASSEMBLY 
. HOSE ASSEMBLY 
WASHER. 
BOLT. . . « z , š: 
PHOTO RECORDER ASSEMBLY, “Instrument complete. ια. κ. “ᾳ 
(see figure 163 for detail preakdomt) 


drain tee 


to fuselage drain tee 


to fuselage drain tee 
tee 


to fuselage drain 


(B pressure). 


tatic). 


e . « © © e... 9 o o o o o où |] o o o 


se ee oe 


BOLT. . η š TS 


LEAD ASSEMBLY, cylinder head ` temperature "instrument 
engine 

LEAD ASSEMBLY, Jet exhaust temperature instrument 

LEAD ASSEMBLY, Cylinder head temperature instrument 

GASKET, Pressure bulkhead thermocouple disc plug. 


to tee. 
to tee. 
to' tee, 


to tee. : 


R8S10625-000) 


LH engine 


UNITS 


PER ASSY. 


Ref 


PE on pm " HÍDIDIDUU pP ib p T+ EO T T O0 RE i rb A A 


FB "| 


B FP m 


m 


> Pe 
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: : ΑΝ 01-60AABA-4 
Group Assembly Parts List 
FUSELAGE (Cont) 








FIGURE 159.- FUSELAGE FRONT SECTION INSTRUMENT EQUIPMENT INSTALLATION 


?96 Revised 15 September 1955 


Section II 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 
NN v. r n I OT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
159 AN515-4R8 . SCREW . . . . + +< s +... s s s s e s s . . os 9 s ο ο. tg 0. ° 12 
AN365-440 NUT: LL ceo ee ο ee, SR ee Val ο ee 12 
-49 No Number AMPLIFIER (GFP) (Navy Stock No. R88A499). . . . + + So cel Ge 1 
-50 No Number JUNCTION BOX (GFP) (Navy Stock No. R88B856-100) . . . . . . 1 
-51 No Number COMPASS, Auto pilot adapter (GFP) (Navy Stock No. R88A209). 1 P 
-52 No Number MOUNTING SUPPORT (GFP) (Navy Stock No. R88R050) . $ s L P 
Š No Number COMPASS, Auto pilot adapter (GFP) (Navy Stock . 2535 1 BL 
No. ΤΑΙ 
Νο Number MOUNTING SUPPORT (GFP (Navy Stock No. R88R050-025) . . . . 1 BL 
-53 No Number AMPLIFIER, Auto pilot (GFP) (Navy Stock No. R88A0496-000. . 1 
or R88A0196-005) 
-54 385000 BRIDGE CALIBRATOR ASSEMBLY T . . T š £ ë L 
-55 385000-1 BRIDGE CALIBRATOR ASSEMBLY (SA . ee 1 
-56 382000 AMPLIFIER ASSEMBLY (SA) . . . + f. E e 2 
-57 384000 MOUNTING RACK ASSEMBLY (SA) . . . . . . + + + +)... +. 2 
-58 175-51054 -3 LEAD ASSEMBLY, Amplifier to fuselage station 224.625. 1 
: pressure bulkhead individual (coaxial cable) 
-59 175-51054-5 . LEAD ASSEMBLY, Amplifier to fuselage station 224.625. à 1 
pressure bulkhead individual (No. 20 wire) 
-60 175-51054 -7 . LEAD ASSEMBLY, Amplifier to fuselage station 224.625. ; 1 
pressure bulkhead total (coaxlal cable) 
-61 175-51054-9 LEAD ASSEMBLY, Amplifier to fuselage station 295.625. 1 
pressure bulkhead total (No. 20 wire) 
-62 No Number RESISTOR (GFP) (Navy Stock No. R88R383-50). . . +. . . ç 3 
+63 AN365-832 NUT. tes -- 9 G U SS es το ot, oe R ΝΟ aus, Y š 12 
-64 AN960C8 WASHER. "m "ES š š aos £ E 12 
-65 AN509-8-10 SCREW . . . « « © © © © © © ee UN ew t n ἘΠΕ re ; 12 
-66 120-51086 CONNECTOR, Free air thermometer bulb. . - . 3 
-67 AN5525-1 BULB (Navy Stock No. R88B890) . . up : 3 
-68 AN900-10 GASKET ops Μα Ro DUIS PUE ον. ον" 3 
-69 175-51104 INSTRUMENT EQUIPMENT INSTALLATION, Stand-by compass Ref AD 
. (see figure 161 for detail breakdown) 
# 184-51117 PANEL ASSEMBLY, Hydraulic reservoir light and low level 1 AD 
warning indicator 
ATTACHING PARTS I 
-70 # AN515-6R5 . SCREW... - ο ο wus 4c uf ue ce, ius Cae τα το «Ὁ, weh, Set eee 5 2 AD 
-71 # AN515-6R8 +. SCREW . e MVC a a κ ο ο Ὁ ΚΙ, ΦΓῳ Ὁς Ὁ 2 AD 
-72` # AN960D6L . WASHER, . .  % +... ὁ ee w ew 5. 9 n oe) CEN Sieh ey Coy 2 AD 
-73 # 2W1AL10-12-16 . WASHER, Plain (NA). . rec S. Φις M e NCC ES 4 AD 
-74 # AN365-632 v. NUT ee οσα. os $5 oca aig Bias See Sh te e Ὁ CAP 0% gece ab το 4 AD 
πες f ume 
-75 # 184-51115 . . PANEL, Hydraulic reservoir high and low level warning. . 1 AD 
indicator i 
# 184-51114 . . PLATE ASSEMBLY, Hydraulic reservoir high and low level. 1 AD 
warning indicator 
-76 # MS25010-4 LIGHT ASSEMBLY . . LN . . s wd. ow: s . 1 AD 
-77 # SP103-34 . INDICATOR (KWC). . . . . . δ 2 ΑΡ 
# AN507-632R SCREW. sie ας d . P : 4 AD 
NOTE: # Denotes the incorporation of Service Change No. 413 
a 
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FIGURE 159A L FUSELAGE FRONT SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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PERT a Section [1 
1-60AABA- ` 
° Š Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 


FIGURE & 


INDEX NUMBER NUMBER 1 2 3 4 5 6 77 NOMENCLATURE PER ASSY. ` CODE 
159A 175-51031 EQUIPMENT INSTALLATION, Fuselage front section instrument. Ref 
` — figure 73 for next assembly) 
ix (see figure 159 for additional breakdown) 
-1 183-51801-13 š LINE ASSEMBLY, Station 140 union to station 88.5 union pitot 1 cc 
-2 183-51801-15 . LINE ASSEMBLY, Station 140 union to station 88.5 union static 1 cc 
-3 AN815-4D — UNION . . . 2 cc 
-4 183-51801-9 TINE ASSEMBLY, “station 195 "tee to Station 140 union pitot 1 cc 
-5 183-51801-11 . LINE ASSEMBLY, Station 195 tee to station 140 union static. 1 cc 
-6 AN824-4D - . TEE. ν 2 cc 
-T 183-51801-5 . LINE ASSEMBLY, "Technicians "instrument panel elbow to. 1 CC 
ve station 195 tee pitot 
-8 183-51801-7 . LINE ASSEMBLY, Technicians instrument panel elbow to. ᾿ 1 cc 
station 195 tee static Y 
184-51045 . PANEL ASSEMBLY, Photo technicians instrument complete . . 1 cc 
183-51046 s PANEL ASSEMBLY, Photo όνος insprunent ^ nets g aY 1 cc 
-9 ΑΝΘΟΟΒΡ6 . . . INSULATOR . . +. + + + + * * + a xar 2 cc 
-10 AN8008D7 . . . INSULATOR . . tis or «Ὁ 2 σο 
-11 No Number . . INDICATOR, Temperature (GFP) (avy Stock "No. 'nÓ812698- 025) 1 cc 
-12 SK179BP6-12 . . SCREW (ASCO) be Fa Anan ee Mr TQ ME ME 2 cc 
A8938-632 ` | NUT (TIN). κ CSS ee ο πο E va 2 cc 
-13 B4750 ` 1 LIGHT, Instrument απο eue x SO ae ιά Lae SU Rae 1 cc 
-14 AN507B632R14 v o4 OR OCREW . SO E e EE SUE DEL FL ΒΤ Pes m S 1 cc 
-15 AN507UB632R14 Sc SCREW ia ο) ὁ)’ Sr δ SU αν mE a ole vm 28 - 5 ES n 1 cc 
A8938-632 . .. NUT (TIN). M x s 2 cc 
-16 No Number . . OIL COMPASS, Repeater (GFP) “(Navy Stock No. nRós1o 801- 1-011) 1 cc 
-17 B4755 . . LIGHT, Instrument (GMC). . . . ναὶ α δ a a 4 cc 
-18 AN507B632R18 ^  ΒΟΠΕΝ.. 2 po ck ewm See iom ee RUE, u e RU s. 4 age Ce <$ N cc 
-19 AN507UB632R18 ` . SCREW; + . ç e ee orf o w m Uw Nusu es πο. α΄ 4 cc 
A8938-632 . « NUT (TIN). < Qiu a de uo. Ple. e. Q shi as š Lour I Seis SL S 8 cc 
-20 No Number . . ALTIMETER, 011 (GFP) (Navy S Stock No. R88A0351) . PE 1 cC 
-21 SK179BP6-16 . . SCREW (asco) C teehee να a) Se ..- 5 cc 
A8938-632 . .. NUT (TIN). . 5 cc 
-22 No Number . . INDICATOR, Airspeed ` (GPP) "(Navy “Stock "No. "R8810474- 610).- 1 cc 
-23 No Number . . INDICATOR, Temperature (GFP) ‘Navy Stock No. ο 10) 1 cc 
-24 AN6270-4-15 . . HOSE ASSEMBLY. ντ ο ae e oa κο ος wc tae Qa τὰν ταν ον 1 CC 
-25 AN823-4D e . ELBOW. . . c. haac D* ver dE AAA βρτα ο. οὐ ον $e ὁ 1 cc 
~26 AN6270-4-6 . . HOSE ASSEMBLY. oe wa ee DEE IDEE n 1 cc 
-27 AN6270-4-9 . . HOSE ASSEMBLY. . +. + + + + . ^s e- fi mos PES 1 cc 
-28 AN816-4D š NIPPLE ¿ o... 651€ e ce dence -ᾱ P ce re ue ec E 5 M 1 cc 
-29 5B27-32-13 » BOLT, Instrument pan el mounting (NA). , . - + + - + - a 2 cc 
5B16 é BOLT, Retainer (NA) . . . - + + + ee +. * ° š x δ. 2 cc 
-30 AN832-4D . UNION . . . + + + + ee ee ° * ° lin io vai e s Is "ES 1 cc 
-31 AN8O04D4 ΡΕ on vay ein day GG! coy cad de um Se, slon; S DR) aha ο αν omo omo ct ών 1 σο 
AN364-720 . NT.. 25 ο 7€ AUR τριων E e nda cC pe Me 2 CC 
-32 183-51801-1 . LINE ASSEMBLY , "Photo recorder station 205 tee to station. . 1 cc 
195 tee pitot 
-33 183-51801-3 . LINE ASSEMBLY, Photo recorder station 205 tee to station. . 1 cc 
195 tee static 
# 184-51120 . PANEL ASSEMBLY, Hydraulic reservoir high 2nd low level. . 1 cc 
warning indicator 
ATTACHING PARTS te 
-34 # AN365- 632 B CONUT se ee dul Be qe ο ο ο Re, Re Im om M 3 cc 
-35 # 2W1AL10-12-16 ` WASHER, Plain (ΝΑ). . . + ee ee ee n t t t t tt ttt nt 6 cc 
-36 # AN515- -6R8 Se ΒΟΉΝ. conan gem ueste ESTEE Ray ον e Heer πο ΚΠΣ ΜῊΝ "E 3 ce 
μα s= 
-37 # 184-51119 . . PANEL, Hydraulic reservoir high and low level warning. . 1 cc 
indicator support 
184-51114 . . PLATE ASSEMBLY, Hydraulic reservoir high and low level . 1 cc 
warning indicator 
-38 # MS25010-4 . . LIGHT ASSEMBLY . . . - + + + e + t στ ntt ot t t t eS 1 ςς 
$ AN3140-327 gee ngs DAMP ΝΙΝΟ. Ον um m w ὧν 1 CC 
-39 # SP103-34 | INDICATOR (KWC). . . +. +... ts Chie? T S aem 2 cc 
AN507 -632R . SCREW. ¿ è Q< ο ee ee ee t ot t], tt t nt ai Sa 4 
NOTE: # Denotes the incorporation of Service Change No. 413 E 
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FIGURE 160 - FUSELAGE FUEL QUANTITY GAGE SYSTEM INSTRUMENT EQUIPMENT INSTALLATION 
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AN 01-60AABA-4 
FUSELAGE (Cont) 





Section li 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
160 175-51022 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage fuel quantity . . . . Ref 

gage system (see figure 155 for next assembly 
-1 38100300178. e ΠΑΝΚ UNIT (SA). το 4 09335 x 409 4 os ae S lal ux gue s 1 
ANHH5A BOLT. 47 A at e d Ue wa a Te iya as Q. Ue Sey ws <a ee a eee, 00 
AN960D416 WASHER: <, ο πο deta er Ta ο ο de S Se Q S UA vereri 8 
-2 175-51054-23 . LEAD ASSEMBLY, Upper bomb bay aft probe to forward probe. . . 1 
175-51054-25 š LEAD ASSEMBLY, Upper bomb bay aft probe to forward probe. . . 1 
-3 381003H0177 τ TANK UNIT (SA). . . . . . . a en So cae μυ” 1 
ANHH5A te BOLT ο S SIRE ERR ο ie Der ο RM w. QE E me a e Een, lm Tin 8 
AN960D416 P WASHER. uix Le ὦ; τὰς ης τς κ eS WEE WINE sy set uda wo feret c ὃς ce 8 
-4 175-51054 -27 A LEAD ASSEMBLY, Upper bomb bay forward probe to relay. .... 1 
box at fuselage station 254.645 
175-51054-29 A LEAD ASSEMBLY, Upper bomb bay forward probe to relay. . . . . 1 
box at fuselage station 254.645 
-5 175-51054-15 ? LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 
to relay box at fuselage station 254.645 
175-51054-17 z LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 1 
to relay box at fuselage station 254.645 
-6 175-51054-19 +. LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . , 1 
to relay box at fuselage station 251.615 
175-51054-21 n LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 1 
š to relay box at fuselage station 254.645 
-T 384038 . CONNECTOR, ΤΗ ΕΠΙ DOE ο Mie yy Ty us ire, 22 
-8 UG492A/U ë CONNECTOR, Electrical (SA). ...... Wow wo Ses. 97 cer vel Ver Os -τῷ 2 
-9 UG306/U ç ADAPTER, Electrical right angle .... EE ak fan te. je 3 
-10 NAS45-6-12 5 PANEL ASSEMBLY, Electrical connector. . , . . e + , e + e e xà 1 
-11 175-51064 + LEAD ASSEMBLY, Fuel indicating system HOO relay connect . . . 1 
-12 175-51054-31 š LEAD ASSEMBLY, Fuselage tank to relay box at fuselage . . .. 1 
station 254,645 
175-51054-33 š LEAD ASSEMBLY, Fuselage tank to relay box at fuselage . . . . 1 
station 254.645 
-13 AN931-5-9 i GROMMET yy ara at a wee ey C vet oe vg: Meise A UI cep o VR. Ter ce 2 
-14 384026C1 š RELAY SWITCH ASSEMBLY, Fuel quantity indicating . . ῷ PEN 1 
instrument (SA) 
-15 38100140178 ,—- . TANK: UNIT (SA). & arica 43. ος ὃς O^ e oe A 1 
37-3-2090 s *;GASKET. (SA) ^D es ow o; a a ae τὰς a tia ds LU 
ANHH5A ; BOLT μμ Se ea αρ Red UO. NS aan: g ο a q eee ο eke, Z FU bore 5 
-16 175-51055-5 3 LEAD ASSEMBLY, Fuel indicating system breakaway ....... 1 
-17 AN515-6-8 s. JSOBEM Gar ο cs Gane νο Tes ο ο ο cx gel Gras eo a A 
-18 AN365-632 ë NUT oa cen bl era tea ws . . Vi IUE Ver Tes: a as αν. Sh te Te Se 5 d 
-19 AN515-6-6 š SCREW i J «e. exce ο ο ο ο Se? ον read Se. ele, μμ... 1 
-20 M634 š COVER ASSEMBLY (WIG). . . . es + + +< + +ç +ç s +ç s +ç s e ο 1 
-21 AN515-8-8 s SCREW . . . . . $ wh * de^) IET τῷ) ip UE. m ut δι eet ele. A 1 
-22 AN960C8 è WASHER. . . . + ee See Ye vor Ket LR 14) Ἰδὲ pne et O: Va, a Gerais τώ, ee 1 
-23 M635 A CLIP (WIG): e asna a an eb us SE wU oce is Ge wo we ca um 1 
-24 AN365-832 > NUT. sae ie e e or tes cay ie ud in^ οἱ ἐν SL WS. C Fee de PSI det Ve ο lec eee Ves te 1 
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FIGURE 161 - COMPLETE PILOTS INSTRUMENT PANEL ASSEMBLY AND STAND-BY 
COMPASS INSTRUMENT EQUIPMENT INSTALLATION 
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H-175-51-3B 


-1 


-2 
-3 
-h 
-5 


-6 
-7 

-8 

-9 

-10 
-11 
-12 
-13 
-14 
-15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 


175-51005 


No Number 
SK179BP8-12 
184-51010-20 


184-51010-15 ` 


A5-35 
GA5-312 
175-51008-10 


175-51009 
146-51073-3 
146-51073-5 
175-51082 
175-51006 
AN826-4D 
AN6270-4-9 
AN6270-4-14 
AN816-4D 
AN6270-4-21 


AN6270-4-19 
AN365B632 
SK179BP6-10 
146-51048-5 
146-51048-7 
AN960D416 
146-51052 


146-51051 
146-51050-5 
146-51050-7 


5B16 
146-51049 
97-54109-16 
97-54109-4 
AN365B632 
AN507B632R10 
SK179B6-18 
SK179BP6-18 
146-51056 


SK179BP6-10 
146-51057 
SK179B6-10 
146-51058 


AN365B632 
AN507UB832R26 
AN507B832R18 
175-51105 


175-51050 
98292-12-1160 
98292-5-490 
99836 
175-51104 


AN365B832 
AN960DBL 
AN515B8R10 
AN365B652 
ANQ60D6 
AN515B6R12 
2W1B12-20-40 
4S4D5-12 
AN515B8R12 

1 


175-51100 
175-51034 
175-51092 
No Number 





AN 01-60AABA-4 
FUSELAGE (Cont) 
3 4 5 


é 7 NOMENCLATURE 


COMPLETE PILOTS INSTRUMENT PANEL ASSEMBLY AND STAND-BY 


Ó. °. 9 $9 s 9 s 9 0 s + ο ο 1 





COMPASS INSTRUMENT EQUIPMENT INSTALLATION 


PANEL ASSEMBLY, Pilots instruments complete . .,. . +. + 


He eee .... 


` HOSE ASSEMBLY. 


NSTRUMENT EQUIPMENT INSTALLATION, “stand-by 


(see figure 159 for next assembly) 


PILOTS INSTRUMENTS (see figure 162 for detail breakdown) 


SCREW (ASCO) . 7 Eh ie. Nw MoD cs 
SHROUD ASSEMBLY, Pilots "instrument panel A 

(supersedes 146-51010 for future procurement) 
ᾷ SHROUD SUB SAB Pilots instrument . . . +. 


i STUD (DZ). NADA cH κας 
E GROMMET (DZ) . RP PME ES V esie UE μον tarn cp er 5 
SHIELD, Pilots ins;rument anel. wo br eee e “w + 


(supersedes 175-51008 for future procurement ) 
DIFFUSER ASSEMBLY, Pilots instrument panel... à. 
è DECAL, Check off list landing. . . .. + + + ° 
z DECAL, Check off list take-off ........ 
SEPARATOR, Instrument panel light diffuser . . . . 
PANEL ASSEMBLY; Pilots instrument (less equipment) 
TEE. . . . δ. μὸ ay cA SERIE Gm 


. 9 . e o 


. . . . «. 


HOSE ASSEMBLY. 
NIPPLE . . .-. 
HOSE ASSEMBLY. ` 
(airspeed static) 
HOSE ASSEMBLY pag pressure). . ; . . + + + 


. 9 9 ο ο + ο 9 n 


. > 


oes we 


. . . 
. . . 
oe ο ο . 
. . ο . 


NUT. 

SCREW (Asco) . m ὦ νην 
DISCONNECT ASSEMBLY, Instrument “panel” stabilizer 
DISCONNECT ASSEMBLY, Instrument panel stabilizer 


` + 9 t 9! 9 9 
ee ee s ο ο 


< WASHER . . . + Mt Q 

. SPRING, Disconnect assembly, instrument panel 
stabilizer 

A SLEEVE, Disconnect assembly instrument panel . . 
stabilizer 


ee ee 9 .. 


A BOLT, Disconnect assembly instrument panel stabilizer. 


(used on 146-51048-5 assembly) 


. BOLT, Disconnect assembly instrument panel stabilizer. 


(used on 146-51048-7 


assembly ) 
. BOLT, Retainer (NA). 


ROD, Disconnect assembly instrument “panel” stabilizer 


ADAPTER, Master “direction. indicator. instrument — 
(supersedes 175-51083 for future procurement) 
KNOB ASSEMBLY, Master direction indicator extension. 
STUD i mes x id ο ΙΟ e δ) m μα CALO DR 
STUD. (LH) (UC) ; = are eo ο w š < on ss 55 i 
PIN (UC) . XE 
compass e 
assembly) 


(see figure P for next 


. . 


oe we t n 


`. 9. 


á 
s: 


SCREW. " A 
WASHER, Plain Bn | 
SPACER, Rivet 

SCREW. . . . 
GROMMET, Shore H 20- “30 (RCCA). . . 
SUPPORT, Stand-by compass instrument BP9-5/8 
NAMEPLATE, Pilots stand-by compass . . 
BRACKET, Stand-by compass support instrument 


oe ee ee ee 


. 9 * 9 + o ο 9] s o... 
. . 9 o9 . we 9 ο 9 c3 ο 9 


. e o 


COMPASS, Stand-by -magnetic (Navy stock No. R88C0779- -525 


CORD ASSEMBLY, External power source adapter retaining 
CORD ASSEMBLY, External power source adapter retaining 
NUT ss o css wo ew ορ 909.19 mie ae ο De Do E. oe ek Pon's de 
SCREW! ton ον V a Yu carne eve) Ὁ διδοῖς. (oe Qe at ECT ας 
SCREW [δος "IEEE 
SCREW (ASCO) . . pere Te ο E M ο 
SUPPORT ASSEMBLY, “gyro horizontal vertical mounting. ` 
ἢ instrument 

SCREW (ASCO) . ο ο ἂν ο ο Qa a 
SUPPORT ASSEMBLY, “accelerometer ventical mounting. . . 
SCREW (ASCO) . . 
SUPPORT ASSEMBLY, "Turn and bank indicator vertical ie 

mounting A 

NUT. -s < < 3: 97x e ο αἱ ϱ ο E Ue e) for Φἱ al -ᾱ- -ᾱ. n 
SCREW... 4. 4 €e € 4 9e 339909 Ὁ Ὁ e Ww. i ce 9 uh -ᾱν Φ' -- 
SCREW. . . + EY 


25 


` 5 9 9 9 * 9 ο 


) 


. 
. 
. 
. 
. 
. 
. 
. 
. 
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= 
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` 


21 





2 
1 16 1 1 3811821111 26 i 19 25151 2 52 2 M 21 


H-175-51-4 


FIGURE 162 - PILOTS INSTRUMENTS 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section !! 


Group Assembly Parts List 


—.— o μμ μμ .. e E — 


~12 


-13 
-14 
-15 
-16 


-17 


-18 
-19 
-20 


-21 
-22 
-23 
-24 
-25 


PART 
NUMBER 
No Number 
SK179BP6-16 
SK179B6-16 


A6939-632-187 


SK179BP6-14 
SK179BP6-14 
SK179BP6-14 
SK179B6-14 
SK179BP6-14 
AN365B632 
SK179BP6-16 


A6939-632-091 


SK179BP6-10 
SK179B6-10 
SK179BP8-16 
SK179B8-16 
SK179BP6-14 
SK179B6-14 


A6939-632-187 


SK179BP6-14 
SK179B6-14 


A6939-632-091 


SK179BP6-14 
SK179B6-14 
SK179B6-10 


A6939-632-125 


SK179BP6-18 
SK179B6-18 
AN365B440 
AN960-4D 
SK179BP4-10 
No Number 
No Number 
No Number 


UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
PILOTS INSTRUMENTS (see figure 161 for next assembly). . . . . . Ref 
" — aede E 33 


20003-37B15A2 . 


No Number 
No Number 
No Number 


NAF1225-450 
No Number 
No Number 
No Number 
No Number 


No Number 
No Number 


No Number 
No Number 
No Number 
No Number 


No Number 


No Number 
No Number 


No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
AN3157-2 
AN3121-313 
AN3027 -8 
175-54044-3 
AN3157-6 
AN3121-313 
AN3157-6 
AN3121-313 
AN3157-8 
AN3121-313 
160-71047 
146-51078-7 
AN507B632R7 
A4185 

GE327 


SCREW . (ASCO 
NUT (TIN). . 
SCREW E. 


SCREW [565 


SCREW ASCO 2 
SCREW [ísco 


SCREW 
SCREW 


ASCO 
ASCO 


NUT.. 
SCREW (ASCO 


. 
. 


e e 9 9 9 o9 9 o s 0 9 0 9 o 9 9? 0 9$ e c o ° ° 0 e ° ° e. 
. 
.... © s ο t s +€ 9 ο. 
ee ee we 
. . ew ee 


+ 9 o9 9 ο 0 s 9 4 q s q o9 9 s s s ο e 9 s s s 9 9$ 9 9 c5 * * 
eoo. 9 * s 9 o. 0 £ s 9 s ο | s + 9 t1 2 9 5 


. 
. 
. 
. 
. 
. 
. 
` 


e 8 9 9 © s 9 s 9 9 9 9 0 9 q s 9 t$ s 9 0 9 9 9 9 ç 9 1| € 


NUT (TIN). E š ç i š Ñ 
SCREW [ο s š s ; eee : 
SCREW (ASCO . Š ç h αν re š I 
NUT (TIN). + ; V yis "E EE ‘ á 
SCREW (ASCO : š NE š mj eS Ns P : 
SCREW (ASCO š ; ss DL" š 
SCREW (ASCO 2 š Baa ty Aa: YS Saw, ἃ Fi ane I 
NUT (TIN). . š š onshore aa e š de ania use : 
SCREW [1550 : d. A uds ZO We has ὡς ces UL ig : š 
SCREW (ASCO i tas ee A me er N x 
ντπτ...'.. è sits, e s Ws NA E ; 
WASHER. . . . š eee D ; $4 s 


. 


(Hayy stock No. R88H500) ` . 


SCREW (asco) 
HOLDER (GFP 


CARD (Airspeed (GFP) (Navy stock No. R88C0152). . 


5 9 . . . ο 9 9 9 9 s 9 0 s 9 9 * q s 9 a s 4 9 9 c5 3 q a . 9 515 $9 


INDICATOR, Wheel and flap position (GPP) . . ..... 
(Navy stock No. R8811888) 
INDICATOR, Torquemeter dual (GFP). . .. . . + + + + + eee 


(Navy stock No. R8810660-000-000) 
INDICATOR, CAT. dual (GFP) (Navy stock No. R8812700-10). . . 
INDICATOR, O11 temperature dual (Navy stock No. R8812700-10). 
INDICATOR, Cylinder temperature dual (GFP) . ........ 
(Navy stock No. R8812662-10) 
AMMETER, Volt (GFP); . . e . . e e s e . . +. + 2... s ος 
INDICATOR, O11 press. dual (GFP) (Navy stock No. eden 
INDICATOR, Fuel press. dual (GFP) (Navy stock No, R8811931) . 
ACCELEROMETER (GFP) (Navy stock Νο. R88A140-15) . . . . . + 
INDICATOR, Turn and bank (GFP) (Navy stock No. R8813150-010). 
or R8813150-015) 
INDICATOR, Master directional (GFP). . . . . . + + + + * * ° 
(Navy stock No. R88I1651-100) 
INDICATOR, Master directional (GFP). . . . . + . |. 
(Navy stock No. R8811651-100 or R8811651-030) 
ALTIMETER (GFP) (Navy stock No. R88A0351-011) . . ... . . ; 
INDICATOR, Tachometer dual (GFP) (Navy stock No. R8812380-12) 
INDICATOR, Tachometer (GFP) (Navy stock No. R7712600) . . . . 
INDICATOR, Temperature thermocouple chromelalumel . . . . + + 
single O° to 1000°C (GFP) (Navy stock No. R8812675-25) 
INDICATOR, Manifold pressure dual (GFP). . . . . . . . +. . . 
(Navy stock No, R8811585-12) 
INDICATOR, Airspeed (GFP) (Navy stock No. R88I0474-010) . . . 
INDICATOR, Gyro horizontal (GFP) (Navy stock No. R8811325-012 
or R8811325-015) 
INDICATOR, Rate of climb (GFP) (Navy stock No. R8810750-110). 
RADIO COMPASS (GFP) (Navy stock No, R1612021-50) . . . . . + 
INDICATOR, Fuel and oil press. (GFP)(Navy stock No.R8811927-50) 
INDICATOR, Free airtemp (GFP) (Navy stock No. R8812698-25). . 
ELAPSED TIME CLOCK (GFP) (Navy stock No. R88C574). . . . . . 
CLOCK (GFP) (Navy stock No. R88C0583-011). . . . . s . . k . 
ALTITUDE LIMIT SWITCH (GFP) (Navy stock No. R16810481-200) . 
INDICATOR, Altitude (GFP) (Navy stock No. R1611976) . . . š 
LIGHT ASSEMBLY. ....... 
LAMB I Morir ewe rar e 
SWITCH. . . . . 
GUARD, Electric 
LIGHT ASSEMBLY. 


e 8 = ot 9 eo ù o o o 


hole mi Switch. i : 


. n 


n " . 
LAMP. . . . . . Da 
LIGHT ASSEMBLY. 

LAMP. . . . . . 
LIGHT ASSEMBLY. 
LAMP. . .... Sa car wa πο. 
KNOB, 1D90/ARN-6 indicator extension. 
KNOB ASSEMBLY, Accelerometer. . . . . 
SCREW  - O DAS. Nekoi τι jos mE Eh ο 
INSTRUMENT LIGHT ASSEMBLY (ΩΜΟ). . . 
LAMP- (GE). ul € S oe . 


ec © 5 5. (Deo 


in 


. o...» α»»» 


es t ο ο n 
` 


oo oo OS 


de DE. 


Bee 7 F HB P n> TO FO PH fO CO CO. IA CO — I CO == CO E = i DO CO. PO CO. = CONSO XO TO. O 


== = ο 


= = 


e PHP 


ph 


= = = = = Dt — =: ΡΣ 


TIER 
ANN 


USEABLE ON 
CODE 
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H-175-51-6 









> Instrument com 
(see figure 159 for next assembly 





-1 AN816-4D y (NIPPLE oe ee SE ws ten Det a ie φον eae e qr νο ep CE 
-2 AN6270-4-8 . HOSE ASSEMBLY ...-.....:.. SY ie αἱ Sees X la Ομ... 
-3 AN826-4D 2. TER. 05 Ye She AC Mey el, Garrat) wea ish οι ο en ata ei gaara Eel PD 
-4 115-100 . ` PHOTO OBSERVER ASSEMBLY (CAV). . . . . a aa A 
-5 SK179BP6-10 £ E ris ee Pe eae ee k 
-6 SK179B6-10 5 “SCREW. (ASCO) ο < ο ος ὃν mo eom; Gee ee w Ww cep wow - D 
-T No Number . ALTIMETER, Sensitiv (em [πε stock Νο. ΤΟΙ οτι Επ 1 
-8 Νο Number . INDICATOR, Air speed (GFP Navy stock No. R88IO474-010) . . 1 
-9 No Number . INDICATOR, Radio altimeter (GFP) (Navy stock No. R1611976). . 1 
-10 No Number . CLOCK, (GFP). (Navy stock No. R88C0590-011). . . . . . . . . 1 
-11 No Number . COMPASS REPEATER (GFP) (Navy stock No. R8810801-011) . . . . 1 
-12 148-100 . INDICATOR, Film footage (CAV). . . . .. . . 4.2... . . .. 1 
-13 SK179BP6-14 ral reo Oe O RE 
-14 SK179B6-15 ^; “SCREW: (ASCO) ox X ous. eus eere om eve uw els eb se uci «1 
-15 No Number . TEMPERATURE INDICATOR (GFP) (Navy stock No. R8812698-25). 1 
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ROTATED 180° 


FIGURE 164 - COMPLETE PHOTO TECHNICIANS INSTRUMENT PANEL ASSEMBLY 


H-175-51-15 





FIGURE & 
INDEX NUMBER 


164 


-1 
= 
-3 
-4 
-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 


7^5 15 Sentember 1955 


PART 
NUMBER 


175-51045 


AN6270-4-12 
AN822-4D11 
AN6270-4-12 
AN823-4D 
AN6270-4-13 
AN823-4D 
SK179BP6-12 
No Number 
SK179BP6-12 
No Number 
SK179BP6-12 
SK179B6-12 
No Number 
SK179BP6-10 
SK179B6-10 
No Number 
175-51046 
AN8008D9 
AN8008D7 
9892-1-130 


99832 
175-51046-5 


Im 


1 2 3 4 5 ó 


7 NOMENCLATURE 


PANEL ASSEMBLY, Photo technicians instrument complete. . . +. + 
sembly) 


(see figure 

. HOSE ASSEMBLY . 

ELBOW . . . +. +. 
HOSE ASSEMBLY 
ELBOW... > 
HOSE ASSEMBLY 
ELBOW . . . . 
SCREW (ASCO). 


. ALTIMETER (GFP) 
. SCREW οι. E 
. SCREW (ASCO). . 
. COMPASS, Repeat 
SCREW ieee "un 
'"SEREW (ASCO). . 
INDICATOR, Temp 
PANEL ASSEMBLY, 
INSULATOR. . 
INSULATOR. . 


159 for next as 


N 


( 
er 


9 oo MMe 
. 


peed (GPP) (Navy Stock 


No. R88I0474-010) . 


tock No. R88A0351-011) 


No. R88108012011) . - 


erature (GFP) (Navy Stock No. RÉBI2698-025). 
Photo technicians instrument. -. : 


* = e e e o 


technicians instruments Ç 





UNITS USEABLE ON 
PER ASSY. CODE 

Ref AD 
. : 1 AD 
- Š z 1 AD 
s; BE 1 AD 
2 3 : 1 AD 
S E , 1 AD 
PME 1 AD 
E 4 AD 

š 1 AD m 
a 3 AD 
" : 1 AD 
Ac 2 AD 
N 1 AD 

a 1 AD a 
. 5 3 AD 
1 AD 

1 AD B 
Sores, ES 1 AD 
e ὃ 2 AD 
9 š ç. 1 AD 
we cee is 4 AD 
s š 4 AD 
ee eer 1 AD 
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H-175-51-14 





» Fue evel gauge Instrumen à 
(see figure 159 for next assembly) 
-1 AN507B632R8 ο SCREW s 4 ο Sana 9 m sce w e Se vues a ην πος... T 
-2 AN3140-327 ΤΙ. νον he tone. Sak oe πμ. 
-3 A4185 . INSTRUMENT LIGHT ASSEMBLY (GMC). . ... . . . . ο ο ο ος 8 
-4 SK179B6-16 ee ρου ο ede ee ee ee de rd 
-5 SK179BP6-16 + SCREW (ASCO)... . 2... s s e a s e sa. ..... .. 12 
-6 384027 . SELECTOR SWITCH, Fuel tank (SA). .............. 1 
-T 383001-077 . + INDICATOR, Individual tank fuel quantity (SA). . . . . . . . 1 
-8 383001-076 . INDICATOR, Total fuel quantity (SA). coL tienes ele bester aere Ou 
-9 No Number + INDICATOR, Flowmeter (GFP) (Navy stock No. R88I1200-12) . . | 1 
-10 AN365B632 a: NUTS ea. 1 οὐ τας qo  νΙΙΟΝΝ c PUES 
-11 SK179BP6-16 + SCREW (ASCO). . . . . . . . . . . su aaa τῷ, teur fugas «ο. EO 
-12 AN3157-2 + LIGHT ASSEMBLY... sos s s oani ee ee e a l.l... ... 1 
-13 AN3121-313 f DAME. 2 v $04 wu; Se ena a ana Sie aries Ὁ a ee v es TÉ 
-14 AN365B632 εν NU eer ο we. weg aÉ νῷ V e ere Serre aude Wah Qa Ve Eee o ue WS. 
-15 AN507B632R6 s CHEW 2. ο 0. 5-0 wo» o9 now d xm we ee a einn. «0 
-16 5B15D5-1 "αν, eee p Sa e ee 1 
-17 5B16 . BOLT, Retainer (NA)... ... . . . . . a a a c... 2 ¿ 1 
-18 AN365B632 ss YNUT, < os cbe wis Se el da rm Lm US ev nn be Dak 2k s verc 8 
~19 SK179BP6-8 . SCREW (ASCO)... o... o... . . . .. LL v. v. v. K. K. 1 l 2 
-20 175-51018 . SHIELD, Fuel level gauge instrument . . . . . . . . . . . . . 1 
-21 175-51017 . DIFFUSER, Fuel level gauge instrument . . . . . PUTA om ce voici ᾱ 1 
-22 175-51016 `e PANEL, Fuel level gauge instrument. ο ο er A a a 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
166 175-51032 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuselage intermediate. Ref 
(see figure 73 for next assembly 
-1 156-51544-7 . LEAD ASSEMBLY, Jet exhaust temperature instrument . . . . .. 1 
-2 AN832-4D S UNION: 7l 3 6397. Ney ται a y z Ea sae e 2 
AN960D716 ao WASHER o 25 ος U Sa δν s < . ^Y "S er A. e ee 2 
AN921-1D . NUT sex Ten tee 2 
-3 175-51802-3 . LINE “ASSEMBLY, “airspeed indicator to ' fuselage drain te... 1 
(station 239) (static) 
-4 175-51802-5 . LINE ASSEMBLY, Airspeed indicator to fuselage drain tee . Ç 1 
(station 239) (pitot) : 
-5 AN824 -4D s TEE EA 4 7-09: “Sule ο. Su eV E . νὴ tet κ) τς 2 
-6 AN818-4D s NUT eS. vias vat Nap? fet dos Ere ap A ως ο. ç ο 2 
-7 AN819-4Z . SLEEVE. . . er WU a MIC ENS. š: ολ, Sem tas a 2 
-8 981 . SUMP, Drain `(NA) ` : E ερ. ο. 2 
-9 175-51082-7 . LINE ASSEMBLY, Fuselage grain tee (station 239) to. . 2.3 1 X 
fuselage drain tee (station 311) (static) 
175-51802-11 . LINE ASSEMBLY, Fuselage drain tee (station 311) to. . sag 1 BR 
fuselage drain tee (station 239) (static) 
-10 175-51802-9 . LINE ASSEMBLY, Fuselage drain tee (station 239) to. "E 1 x 
fuselage drain tee (station 311) (pitot 
175-51802-13 . LINE ASSEMBLY, Fuselage drain tee (station 311) to. wo ons i BR 
fuselage drain tee (station 239) (pitot 
-11 AN815-4D . UNION... dos he on E 2 
-12 175-51081-37 . LINE ASSEMBLY, "Fuselage drain tee station 239 to. T E qe 1 X 
fuselage drain tee station 311 (static) 
175-51081-89 . LINE ASSEMBLY, Fuselage drain tee station 311 to. . . . E 1 BR 
drain tee at station 239 (static) 
-13 175-51801-45 LINE ASSEMBLY, Fuselage drain tee station 239 to. . D st 1 X 
fuselage drain tee station 311 (Bitot] 
175-51801-91 . LINE ASSEMBLY, Fuselage drain tee station 311 to. v s E 1 BR 
drain tee at station 239 (pitot) 
-14 AN804-4D a ΕΝ. x Wasa BOS ox» ο ο Mr ee cee ο Re ὧι, Wa ο 2 
AN924 -4D op A NUT A q: B'S s: A πο” 2 
ΑΝΟΘΟΡΤΙ6 < WASHER. .¿ 4 40 609 66 . CT erus di Ze ο συ. 2 
AN818-4D a PANU Siar ia! ο levee, l, ptum, “far cay cosy sei teo Gr ar CEPI. cee las us μμ 2 
AN819-4Z . SLEEVE. . wifi, A A 2 
981 ` SUMP, Drain (NA) 1. ...... S. is ciere i^ Bont cape Ας νε Ὁ 
-15 175-51801-39 . LINE ASSEMBLY, Nacelle drain tee to fuselage Grainy. 4 4 x 1 X 
tee (static) 
-16 AN815-4D . UNION... RP WE 1 x 
-17 175-51801-41 . LINE ASSEMBLY, 'Nacelle “grain” tee “to fuselage drain. ..... 1 x 
tee (static) 
175-51801-85 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. ..... 1 BR 
tee station 311 (static) 
-18 175-51801-47 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. woe o 1 X 
tee (pitot) 
-19 AN815-4D . UNION... voe fu ὧν teh at s " ds 1 X 
-20 175-51801-49 . LINE ASSEMBLY, “Nacelle "drain "tee “to fuselage drain. .. oe 1 x 
tee (pitot) 
-21 AN815-4D . UNION. . V w^ p ie te. τν Ue . . 2 
-22 175-51801-67 . LINE ASSEMBLY, `Nacelle "arain "tee "to fuselage drain; 5 š" Se 1 x 
tee (static) : 
175-51801-81 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. QE SI S 1 BR 
tee station 311 (static) 
-23 175-51801-59 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. . . é ia 1 x 
tee (pitot) 
175-51801-83 LINE ASSEMBLY, Nacelle drain tee to fuselage drain. αμα 1 BR 
tee station 311 (pitot) 
-24 AN832-4D UNION: τέῳ ο See wigs L uet SLE «δει Sse tees CS IN Vel we? ο) ves US 2 
AN924 -4D . NUT 4! ef te re Me. eis, ce tm Ὁ Ses ig a ὁ . A sU) r3 en ud 2 
AN960D716 . WASHER. ES Shee es, de An l^. S WU 4 τῷ τα 2 
-25 175-51801-109 . LINE ASSEMBLY, `Nacelle "drain "tee "to fuselage drain tee, . . . 1 M 
station 311 (static) q 
175-51801-71 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. è ΠΤ 1 BF 
tee (static) 
-26 175-51801-111 LINE ASSEMBLY, Nacelle drain tee to fuselage drain. ..... 1 M 
tee station 311 (pitot) 
175-51801-69 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. .. "e 1 BF 
tee (pitot) 
-27 AN815-4D sa UNTON ο Se! oak. tay MES elec Re SU ae wo ie S^ d ws io. “Ὁ 
-28 AN515-8R14 . SCREW... br ten 28.08; Ser ου os οἱ Yen tee 4 
-29 2W1AL12-32-40 ` WASHER, Plain (NA) . dU St Za, ο... ο Αα ο πο. 
~30 AN365-8R14 . NUT - sns — at ος aan, ae ο 
-31 175-51080 ç BRACKET ASSEMBLY, Aileron boost pressure `transmi tter. . . .. a 1 
complete 
-32 175-51081 . . BRACKET ASSEMBLY, Aileron boost pressure transmitter ve 1 
-33 AN8008D2 .. . . INSULATOR . .. 3 x 4 
-34 7600-23A5-1 . . TRANSMITTER (ECP)' (arp) Mig stock No. "R8ST1950-50) ος τῷ 1 
-35 175-51073 . . PLUG, Booster pressure transmitter breather. . . . . . .. 1 
-36 AN515B6R10 . . SCREW. . . be Sen De. aote CEOs C οσους 4 
-31 2W18-6L ç WASHER, Flat (NA) . —M ο ο ο ο ο”... 
~38 AN832-4D Ρ ELBOW ο χὰ X 5$ wo 2 
-39 146-51801-21 . LINE ASSEMBLY, “Airspeed port “tee “to left static port. ΚΟ sere, 1 
-40 AN824-4D . TEE mc eov $ 1 
-41 175-51801-57 . LINE “ASSEMBLY, “airspeed port “tee to right static "port € eom ie 1 
-42 175-51801-3 . LINE ASSEMBLY, Static port tee to station 399 drain tee . à 1 
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ROTATED 180° 





FIGURE 166 - FUSELAGE INTERMEDIATE INSTRUMENT SYSTEM nyuIPMENT INSTALLATION 


-50 


-62° 
-63 


PART 
NUMBER 


ΑΝ835-ἠΓ' 
ANQ24-4D 
AN960D716 
175-51801-5 
AN833-4D 
AN924 -4D 
AN960D716 
175-51801-7 
175-41801-101 
AN824-4D 
AN818-4D 
AN819-4Z 


951 
175-51801-9 
175-51801-103 


AN815-4D 
175-51801-105 


AN804-4D 
175-51801-11 


AN804 -4D 
6-127STO 
AN924-4D 
AN960D716 
AN818-4D 
AN819-4Z 


951 a 
175-51801-13 
175-51801-115 


175-51801-117 


AN8O4-4D 
6-127STO 
AN924 -4D 
AN960D716 
AN818-4D 
AN819-4Z 


951 
175-51801-17 


AN824-4D 
6-127STO 
175-51801-21 


AN804-4D 
6-1278TO 
AN924-4D 
AN960D716 
AN818-4D 
AN819-4Z 
951 





9 ο ο ν ο ο 


2 3 4 5 o 7 NOMENCLATURE 

UNION . . . + + + +< s s s + + s * n, tg n nS atus tay 
NUT eo uw wur ο δ deci OmU UE IS Q νι Ὁ ces i SRI τῳ dat Ue "re 
WASHER; ai ie Vir ος ου 
LINE ASSEMBLY, Static port “eee "to Statio on 399 drain tee 
ELBOW . . . + + © © * s FU A «Ὁ, ο τῷ OE τῳ κα 
NUT wood Verse, ο ο ο wore oe PER ο eL s E AAA GS 
WASHER, d uade hs LIC ον 
LINE ASSEMBLY, “static port “tee "to station 399 drain tee 
LINE core Static port tee to drain tee station 399 
TERR. νι $e € Wee ος κ. ὃν Re ῳ Oe ARA 
NUT PRECIOUS E cie, Tal iy ceo pv Bi) CRI ve ο ο qr Wo Tae Ue 
SLEEVER FE DLP ο ο ο πο ο. 
SUMP, Drain ina): š ; . . eM RES 
LINE ASSEMBLY, Static drain tee station 359: to station 36 


AN 01-60AABA-4 


FUSELAGE (Cont) 


drain tee 
LINE ASSEMBLY, Static drain tee station 399 to drain tee. 
station 362 


UNION . . 





Section [| 


Group Assembly Parts List 


LINE ASSEMBY Static "arain tee "station “399 to drain in. 


tee station 362 


TEE . . 


LINE ASSEMBLY, “Static drain tee Station 368 to "prime. 5 
vertical camera station drain tee 


TEE . . 


9 o. 


NUT 
WASHER. ΠΝ 


NUT , + + + ° 
SLEEVE. . . 


. . ο 


. 
. . . 
. . * s 
eee 


SUMP, Drain (NA). 

LINE ASSEMBLY, Static 

LINE ASSEMBLY, Static 
station 337 


LINE ASSEMBLY 
camera 


TEE , . + +s s . . ὁ ὁ oo ο e m o ο ο ο. ng. 
NIPPLE ASSEMBLY, Stainless steel 1/4 inch and 
NUT 


oe . 


WASHER. . . . 
NUT ¿aos s 
SLEEVE 


» Static 
station 


oe . . 
eee 


. 
. . ee 
. 


SUMP, Drain (NA). 
LINE ASSEMBLY, Static, tee 
camera station 311 


TEE... 


. 


drain tee 
drain 


. 
oe 
. 


NIPPLE ASSEMBLY, “stainless “steel 1/4 inch an 


. 
. . 
. . ee 
. ` 

. . 


tee 


362 t 
362 


d 10050 e 


to sta 337 tee. 
to drain tee. . 


tee. station 337 to tri-metrogon , 


334 drain tee 
10050 end 
station 337 to tri-metrogon š 


‘drain tee 


NIPPLE ASSEMBLY , "Stainless "steel uAC inch and 10050 end 
LINE ASSEMBLY, Static 


camera 


(NA) 


station 


. 8 . 


. 
. 
. 
. 
. 
. 


4 0 ο ο * £n 


oe 
. ο 
9 ο 
oe 
.. 
oe 


tee 


311 


. . 


station 337 
drain tee 


. . . o o 


. ` ... 


. 
. 
. 
. 
. 


. 
. 

. 
. 
. 


to tri-metrogon . 


. 
. 
. 
. 
. 
. 


e.. 


2 


oe . . o... ° 21 ο £] ο 5 


UNITS USEABLE ON 
ASSY. 
1 


BR 
BR 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
i 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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F 


η 


«ἃ VANS 






Ν 
N 






H-175-51-8 


FIGURE 167 - FUSELAGE AFT STATION 594 INSTRUMENT EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
167 175-51200 τα. EQUIPMENT INSTALLATION, esa aft station 59}. . . Ref 


-1 AN515-8R14 . SCREW . 97. φιλο ιν Ker eer οι Š 4 
-2 AN8013D1 - WASHER. . ............. ο Gis, ο ο. 
-3 175-51075 . BRACKET ASSEMBLY, Elev booster press. transmitter complete. . 1 
-4 175-51076 + . BRACKET ASSEMBLY, Elev booster press, transmitter. $ 1 
-5 AN8008D2 £ s s INSULATOR: ¿J ον 4 Ç < ow Re as oom ο Q ο Rh oe gs h 
-6 AN515-6R15 wh Ty CBOREW. ο ο ο x ο ο ck Xe ace gw cdd 
-T 7600-23A5-1 + + TRANSMITTER, Elevator booster press. transmitter (ECP) . . 1 
-8 AN832-4D e e CUNION 5 ο ο. o eb 3 909 2 C 1 
-9 AN6289-4 . a. NUT atin €; cok Ze Body παρ Gate ἴον γερο a 1 
-10 AN6291-4 * e ENG es cock url sav ente (pcs Sa as 1 
-11 AN6290-4 ἭΝ... ο τος a a 1 
-12 17551073 + . PLUG, Booster pressure transmitter breather, 1 
-13 AN515-8R11 - SCREW... ........ rr C MERE EN : 4 
-14 AN8013D1 + WASHER. . < . o o... . lle 22. w ο νο ων c.l. 4 
-15 '175-51077 . BRACKET ASSEMBLY, Rudder booster press. transmitter complete, 1 
-16 175-51078 + + BRACKET ASSEMBLY, Rudder booster pressure transmitter. 1 
-17 AN8008D2 eaa see INSULATOR , 2o 6-3 £3 v ὦ -ᾱ p Mn aa ος 4 
-18 AN515-6R15 at a US CREW o n cele Sapo, ie en τᾷ Wise, OR wl a dds wk gow bo epee pn Ὁ 
-19 7600-23A5-1 + . TRANSMITTER, Elevator booster pressure transmitter (ECP). 2 
-20 AN833-4D - mw BON ie. as en joc vad ο ο ο dr ος So a Ga qo Woo 1 
-21 AN6289-4 wie NUT. ae: gz Be Beer ας s ee ee ο λα ο τα ce ae O 
-22 AN6291-4 2. «e S RING X OL aoe Bie a Gb ow vow ο uu ri μα Ὁ - «Ὁ 
-23 AN6290-4 oe GASKET <6 Lo okolo o2 x | Tel ας a das a XU a Ὦ 
-24 175-51073 . . PLUG, Booster pressure transmitter breather, . . . . . .. 2 
"nc EE ο τι αι “ασ τπτ ΝΤ eres eee RSE PERS gs νὰ 
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FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
168 175-52002 SURFACE CONTROLS INSTALLATION, Fuselage forward. . . . . . + . 
(see figure 73 for next assembly) 
175-52008 . SEAL INSTALLATION, Surface control fuselage station . . . . 
224-5/8 cable 
-1 146-520101 + . TUBE, Aileron elevator and rudder control fuselage . . . 
station 224-5/8 
-2 146-520100-7 . . SEAL, Aileron elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-3 146-520100-3 . . SEAL, Aileron elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-4 146-520100-5 z SEAL, Aileron-elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-5 AN210-6B PULDEY. ice See A AR Ge om Wi fe oe v. a Us 
ATTACHING PARTS 
-6 AN26-27 . BOLT (magnetic inspected) . . . eye ts ον, ahs Ge š EP 
-T AN6-20 . BOLT (magnetic inspected) . . . . . . + verd 5 ER 
AN6H20A . BOLT (magnetic inspected) . . . ets ἜΠΗ s snes οφ 
-8 AN26-53 . BOLT (magnetic inspected) . . . ο V ka e oW map. de. e 
-9 AN26-19 . BOLT (magnetic inspected) . . . .. ç ον Ὦ συν 
-10 AN320-6 e O NUT SS ee ο, ὦ a ta SS we ee wae Ww . κ δ Sce, E E 
-11 AN310-6 ΝΟ S DA. 5. cate ὃς ἐς Ἐν deste exe m G es RS de, ae a a 
-12 AN960D616 e (WASHER: > e 4.06 0993 909 4-5 ve wii ο Ces cele. des E τῳ 
-13 AN960D616L . WASHER. . "Ur. rre c. gral aia Y MESE UE EUER OS 
-14 4S2N616-8 . SPACER, Bolt (NA). . . ... Bote eee eh nee we oie, eius, ve 
ος — 
-15 146-523153 . PIN, Aileron and elevator pulley guard. "E "E 
-16 AN392-49 . PIN... τ ο Gan al eae han ὦ 
-17 175-52302 . SECTOR ASSEMBLY, “aileron control "forward. ον te PEE 
-18 RD206SH6.5L . . INSERT, Internal threaded (ROS) . P: EN ET 
-19 RL28SB8 , RING, Lock (ROS). . . . . . E ies " . 
-20 AN201KP12A s”. r Q BEARING. wee ο deris daa St . ES O EC 
-21 ΑΝΟΟΟΚΡ6 s. le BEARING. . ὁ. ὦ 7. Ὁ Ὁ αν ὁ. ος ὃς um ew a et Tor. Ca 
-22 175-52306 . CABLE ASSEMBLY, Aileron control fuselage forward upper. . . 
175-52113 . CABLE ASSEMBLY, Pilots control column outboard aft aileron. 
-23 175-52307 . CABLE ASSEMBLY, Aileron control fuselage forward lower. . . 
175-52112 . CABLE ASSEMBLY, Pilots control column inboard aft aileron . 
-24 AN320-4 . NUT (magnetic ia ο a a να πὲ a “Q 
-25 AN960DH16L . WASHER. . . . "Ta ecd 
-26 AN24-12 . BOLT (magnesio inspected) E Cana Ar δν. Wan om IR SES Ἔα, ey BRE 
-27 AN392-19 . PIN magnetic inspected) . . . ss + +s + + s + * * + * we 
-28 ANQ60D4L . WASHER. . . ο oa (ioe Ib Np ὦ ο ος. 
-29 AN320-6 ` NUT (magnetic inspected) . . lG IIli ladaa. 
-30 AN960-616 . WASHER. . . . 4 + + e e +s + + + + + + s ç ο S t t m or m n ng] 
-31 AN960D816 . WASHER. . . Sí do Xo TODA E ϱ ee ee C 
-32 AN320-6 . NUT (magnetic inspeeted) s. ἐνερ ο e ο. 
-33 146-52308 . PIVOT, Aileron control sector . . REM 
-34 146-523151-3 š SUPPORT, Aileron control forward sector . . . . . . . eee 
-35 AN365-428 . NUT (magnetic inspected) . . . . . . . , + br Ree fens voter Egi Is 
-36 AN960D116 a WASHER. í 0904 A yum o oe as s». le ο δὲ ᾱ 
-37 AN960DÀ 161. . WASHER. . . ο das la Se ver ier i τοι te 
-38 AN509-416-15 . SCREW (magnetic inspected). "e eis MD. CE " : 
ANH-7A . BOLT a a] αἱ ᾿ PEE NN: be te Ue οφ at “Ὁ 
-39 AN320-4 ` NUT (magnetic inspected) . . . . "m S. ην πη 
-40 AN960D416L . WASHER. . . . ο we . um $77w qucm S 
-41 AN24-12 . BOLT (magnetic inspected) Baie! fp ee p. ο. 
-42 AN365-1032 s^ NUP A αν X) VM AAA =. š ο 
-43 AN960D10L a WASHER. . ο « ο © «e e $ e .. ὁ c ὁ on o e `w ο ee rae P 
-44 NAS43C3-32 SPACER, Bolt. . . . . o. . « «ο ... —— . ο 
-45 AN23-17A . BOLT... 5 s * οὗ ws Wo E Dew ἐφ. et ie. & a 
-46 175-52234 CABLE ASSEMBLY, Elevator up control forward . . : š: š 
-AT 175-52235 CABLE ASSEMBLY, Elevator down control forward . $^ m :4 
ATTACHING PARTS 
-48 NAS427K20 . PIN, Pulley guard . . ον ο arora he Sia? Non ten EA 
-49 AN320-4 . NUT qus gnetic inspected) ARAS Ta S Dek τὸ μα. 
-50 AN24 -18 . BOLT (magnetic inspected) ....... ὃς ta τν š rene 
-51 ANQ60D4L > WASHER, 4 as oe ko ok OU ψ mo AA δ.’ mice le E φς -ᾱ 
-52 AN392-19 s ΕΙΝ. Ὁ . o 
-53 1175-52233 è DIFFERENTIAL AND AND SECTOR INSTALLATIÓN, Elevator control. " 
forward (see figure 170 for detail breakdown) 
175-52233-100 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control. . . 
forward (see figure 170 for detail breakdown) 
-54 146-52250 . GUARD, Elevator control forward sector upper. ua inire ας 
-55 175-52236 . . GUARD, Elevator control forward sector cable. . 2 
ATTACHING PARTS 
-56 AN365-1032 NU ae a ELA yo HE “S DA aen = v E SCR 
-5T AN960D10L « WASHERS . 422m ατα LO. IU OU CX NC NE e “ὦ 
-58 AN960D10 x» “WASHER A ο wks τα we we ες è w ΝΡ . ο "NC NEC 
-59 AN3-4A v BOUT ΟΕ seu Cue AL xe eat ae wie se? wie ei Se m Sa DS 
ERE me 
-60 175-52114 . COVER ASSEMBLY, Pilots control colum . . . E a 
-61 175-52101-10 COLUMN ASSEMBLY, Pilots control . . EE 
(see figure 171 for detail breakdown) 
ATTACHING PARTS 
-62 AN310-5 NUT (magnetic inspected) . . . . . . + + + + + + + " 
-63 AN960D516L WASHER, 4.  % κ αν ww o κα α E A 
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ROTATED 90° 


I FIGURE 168 - FORWARD FUSELAGE SURFACE CONTROLS INSTALLATION 
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B-175-52-8B 








AN 01-60AABA-4 


FUSELAGE (Cont) 


Section li 


Group Assembly Parts List 








PART 
NUMBER 1 2 3 4 5 é 7 NOMENCLATURE 
AN175-1 F τ ne p uQ 
AN365-1032 . NUT magnetic inspected). . $i. εδ! k ^ Carus My OD οἷ 
AN960D10L . WASHER.. . . "REC E 
AN3-13A . BOLT (magnetic inspected] piis side only). . . . . . . 
AN3-12A . BOLT (magnetic inspected right side only) ον ae ae ae 
πο AOR 
169-52123 GUARD ASSEMBLY, Pilots control column pivot. . . . . . . 
ATTACHING PARTS ° 
AN520-10-8 e ΜΕΝ, v 4 SU mv, Rial S πό Ne ea mo qes ed we 
146-52479 GUARD, Rudder control forward sector outboard. ..... 
ATTACHING PARTS 
AN515-8R7 "Alu Q ο give SM ies Hon Se Bite lee Bibel ME 
AN365-832 e NUTS SUL e cq eine a Ve ο ώς SION Gah νι APS wa a 
ANQ60D8L so “WASHER: τ» Y c ο a de st, a) A a s, el Dee Te YA Ya Pee ae 
νε ενα : 
169-52467 . CABLE ASSEMBLY, Rudder left forward control. ...... 
169-52468 CABLE ASSEMBLY, Rudder right forward control ..... 
ATTACHING PARTS ç i š 
AN320-4 . NUT πε τν ο, SUC. ene a aie ου. 
AN365-428 . NUT (magnetic inspected). ο πώ Ta. eire E NO RC 
AN960D416 s- WASHER: ¿ ¿í 204 a ai a a e 
AN24 -18 . BOLT (Unger o ΤΟ ο ο Glee -- 
AN4-10A . BOLT (magnetic inspected). . . . . a , s + +s + + s wwe 
νο ee 
146-52444 ROD ASSEMBLY, Rudder control forward push pull . . . . . 
ATTACHING PARTS 
AN365-428 . NUT (magnetic Inspected). "ac ite? Ge Se, e 
AN24 -33 . BOLT (magnetic inspected Sf revue A 29 ven ig) e AT s wc» -ᾱ 
AN320-4 . NUT magnetic inspected). . . . PER MEM 
NAS338-11A . BOLT, 100? close tolerance (magnetic in Spectéd). v. SA w 
AN960D116L Z WASHER , V 20x99 ta cen wA SUN, NI ος αφ 2: Cel τῷ $ ad tel, tw 
n ME ΕΕΚ 
REAFS . . END, Rod (FAF). ο + q es qas c 
AN316-5R . . NUT SA E 
146-52445 4^ ve FORK; Rudder control forward "push pull rod. | 
146 -52446-2 . . END ASSEMBLY, Rudder control forward push pull “rod RH 
156-52490-3 . SECTOR INSTALLATION, Rudder’ control forward. ...... 


- ATTACHING PARTS 


AN365-1032 
483D10-57 
AN960D10L 
NAS221-36 


175-52424 
AN3-4A 

AN960D10L 
AN365-1032 
146 -52443 


184-52247 
184 -52247- 


FR-5 
AN316-8R 


(see figure 169 for detail breakdown) 


e NUT. 2... JE ved tat Fat e Ur Gn “SE Ya S. A Ee, DECR 
` SPACER, Bolt (NA) . pay S sassa 
. WASHER... . . OX VeL bas 
. SCREW, Brazier head Phillips recess `alloy steel 10-32. . 
pa 
. FAIRLEAD, Rudder control fuselage station 954.685. . . . 
ο BOLT ο oire ο ο OMA veris ee ο“ š 
.-WASHER ¿72 (556. (ep w wes lE Se Ce ar W s ον a De are a 
. NUT. . 5 οσο ato martis 
. PEDAL INSTALLATION, “Rudder control adjustment. " ec ο 
(see figure 173 for detail breakdown) 
. ROD ASSEMBLY, Elevator control control column. . . . . à 
to forward sector 
5 . . ROD SUB ASSEMBLY, Elevator control control column . . 
: to forward sector 
vu “ROD END “(SHAD V Z ow oce DES vel Se etal Del e 
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H-175-52-27 


FIGURE 169 - FORWARD RUDDER CONTROL SECTOR INSTALLATION 
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AN 01-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





169 156-52490-3 SECTOR INSTALLATION, Rudder control forward. ο eee a a REL 
(see figure 168 for next assembly) 
-1 156-52448 . SUPPORT ASSEMBLY, Rudder control forward sector . . . . 1 
2 ATTACHING PARTS 
-2 AN365-428 NT........ oder Bo Bice Wei e et us Ἵν Spal a? ud cb 
-3 ANQ60D416L oo WASHER eco αν ον Zac wal eh de qY cc E, 
-4 AN960D416 x WASHER aoe Su svo A Ags Ium sd a SOB 
-5 ΑΝΩ ΤΑ O A S S. uy 21 ὃ, hee ahs ἐς. ave soy QE SS Oy: ep ah Sul cb Sax a SAL! SA 
-6 AN310-4 sh NOT PA rii uS D. acm ive ates repu tl 
-7 NAS54-42 . BQLT,.Close tolerance alloy steel 1/4- Bo de Qe Ya dv 1 
παν s Z 
-8 RL27SB8 . . LOCK RING ests Wow Meee Se "e Veo αγ) as Ores en. “Ὁ 
-9 R206SH8 . . INSERT (ROSN) . S.F ο ayar q Tara Sy ο ο Ver ste ost O 
-10 AN316-4R s NUT 29 + < ο ten ey verte ar Rol e ο peces E Wg ὁ RD ὢ 2 
-11 5B21-428-32 1 BOLT, Adjustable stop (NA) 3: II Ii iii lill 2 
-12 6B4 | BUTTON, Adjustable stop bolt ο ο... 
-13 AN365-1032 LOONUT I S S Pus eG Goalie iS «819 "yi gp eee ο [Φον 2 
-14 ANQ60D10L . WASHER. . . a Bee? Ne cw es, wur tase A 
-15 NAS221-11 . SCREW, Brazier “head Phillips recess alloy steel 10-32 .... 2 
-16 156-52180 . GUARD, Rudder control. forward sector. ar an teat Mh, is RY es 1 
-17 AN364-428 P SAC ος ο Sa aypa: Va Xr mE IC REP cian) Se £ 
-18 AN24-14 E eee ae aca ae so TO 
-19 AN365-428 Se NOT he no a es ar S Aon doe aa ce X UR E κ ο μα. 
-20 AN4-20A a BOLTS ¿ ¿ 2. < $ ey gS? αφή W ο OE τὰ ` ea ο ο ο” 1 
-21 AN960D416 . WASHER. NC DEP E Pp ὁ Geo Hee fe AO ten eto “ets: 2 
-22 2W1C17-20-50 . WASHER, Plain NA) S Vw wo »o£ ow PRECES ο ον 2 
-23 2W1C17-20-25 . WASHER, Plain. (NA). . . ° ein tae Ce tg rae a erg LR CA n 1 
-24 146-524129 . SPACER, Rudder control “forward sector bungee attaching. .... 1 
-25 156-52483 . SPACER, Rudder control forward sector bungee. eee exe sa 1 
-26 - AN310-3 s. NUTS Qu ο ei ee ο ye ο IET By WO eee ecce Pas OP vg “cay Garten eta ue 
-27 AN960-516 z (WASHER > 45 as IA ρω, ο Del RD me ves ele κ, "ο, 6 4 
-28 AN3-24 . BOLT. .. ο ος 2 
-29 175-52425-5 . SPRING ASSEMBLY, “Rudder control forward sector bungee .... 2 
-30 AN502-10-6 s: ra A O CREW ο ο ies yh, Ἢ aea at fet A E aw e 2 
-31 AN960D10L . . WASHER . . . « ; IUE 2 
-32 146-524124 - + PLUG, Rudder control forward sector "bungee RE a Sots 1 
-3 146-524132 D e SPACER, ‘Rudder control forward sector bungee mounting. . . 1 
-3 AN310-4 ο Y A ο ο A NO 1 
-35 AN316-4R ae ΝΟ ss aye S Ὅτε wa ν'-ᾱ gins eG) as OTE hene elie dari rm. Ὅς ο e Sos % 1 
-36 AN960D416 - . WASHER... e ο woe VoU ο ee ΛΕΒ 
-37 παν + . HEAD, Rudder control forward sector "bungee Slee abe os ues S 1 
-38 -52477 "RE SPRING, Compression. . .. πω En 1 
-39 175-52426 . . PLUG, Rudder control forward sector "bungee spring. .... 1 
-40 146-524121 . . TUBE, Rudder control forward sector bungee . . . . . . + + 1 
-41 AN315-4R s ow NUT. ¿ Q MCN ιόν tar So SQ ο 1 
-42 175-52428 . . +ROD, Rudder control forward sector bungee. Si ath aise: “Ses Je ο. ὃν 1 
-43 146-524133 . . END ASSEMBLY, Rudder control forward sector bungee . . . . 1 
-44 AN365-1032 at NUTS O; XU. aap lus wa πω. eere μμ. Shia, M et Me ER ay ἐς 3 
-45 AN960D10 so WASHER: ο εν lacks ο lal onder e fe. ia’ Ὅν p 
-46 AN3-5A . BOLT. ἀνιᾶν a Bred še 3 
-47 146-524126 ` SUPPORT ASSEMBLY; Rudder control ' forward “sector bungee P ας τε 1 
-48 AN200K3L . BEARING. . . . A š Z€ $^ x 4 “ὁ 4 
156-52484 `. SECTOR ASSEMBLY, Rudder control forward complete. Ὁ. ot tas ay ie eu 1 
-49 AN365-1032 . INU Te πας suo ae s es Ge wie: Sex ai MEL LS Wd. ο ay UE AA ών Ro we MILD 3 
-50 AN3-7A s tg BOLT S 20106 74 m € os . + 6 ο ο < ο” 2 
-51 AN509-10-16 . . SCREW... . .. . . . ο Wes. ἕλος EE DO MEC: 
-52 AN364 -1032 £ Ux COMIDA, och Woo Φα. E φανέν, κ n ars . . deco σον 1 
-53 AN23-15A e μι ELM IE NUT Lar ode 
-54 AN960D10L T . WASHER η ° . "P e < € ο ° 6 
-55 156-52481 . . LG, Rudder control forward sector bungee . . δι. ο] ce. AE 1 
-56 156-52482 ὦ, Z PLATE, Rudder control forward sector bungee attachin ng... 1 
-57 1156-52447 ὅν. e SECTOR ASSEMBLY, Rudder control forward. . . . $ 9 c eer «Ἡ 1 
-58 . AN201KHA ὃν, e BEARING . . . ο ας ο μμ 2 
~59 487-4 -2625 . . . SPACER, Flanged dual "bearing (ΝΑ)... .... 3 1 
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AN 01-60AABA-4 
FUSELAGE (Cont) 








H-175-52-24B 
FIGURE 170 - FORWARD ELEVATOR CONTROL DIFFERENTIAL AND SECTOR INSTALLATION 
FIGURE & PART E ES ee P MEC Se Ë UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
@ 170 175-52233 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. . . Ref AN 
(see figure 168 for next assembly) 
α 175-52233-100 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. . . Ref W 
(see figure 168 for next assembly 
-1 146-52214 . PIVOT, Elevator control fwd sector . .. . . . . . + + + + x 1 
-2 AN320-6 | NU ος es A la Des ROG De οἱ ei, Φὶ ἴῳ, is: DP 1 
-3 AN960-616 ^ WASHER ον. eo s HA P U G cs ws wget emen “a ie ee te is 1 











-12 
-13 


-14 


AN 01-60AABA-4 
FUSELAGE (Cont) 


ATTACHING PARTS 


AN509-10R13 
AN960D10 
AN365-1032 


169-52270 
169-52265 
AN171-36A 
ANQ60D416 
169-52253 


175-52253 
FR4-5 


PART UNITS 
NUMBER 1 23 4 5 6 7 NOMENCLATURE PER ASSY. 
AN320-4 a ΝΟ ο Sa ee XU SIS WE a BSE EUR ος οκ” ας 1 
AN174-12 k. BOLT v uui. w S lee Wo DSi Te S: o> aot MU VER Les Dei Pier Sh Au DR. πὲ 1 
AN960D416 . WASHER, .... Se deh ο en Ἂν Se 1 
169-52252 . ROD ASSEMBLY, Elévator “control “differential aft 4.19. ta Ὁ 1 
169-52252-5 . . SUB ASSEMBLY, Elevator control differential aft rod. . . 1 
AN516-6R s ὦ e... ὁ ο 9 ὁ 9 5 ὁ 9 ὁ 3. ο « σι ολ cee Aa 1 
FR4 . . ROD END (SHP) ...-. ο Οσα ee 1 
179-52242 . BOBWEIGHT ASSEMBLY, Elevator control. its tel Bocuse: Xe: πας 1 
ATTACHING PARTS 
AN509-516R27 . SCREW- > κ; p. Geyer «ᾱ, ceo EY es REPE 1 
AN509-416R29 . SCREW... ag fo qM IAS ο MEE 2 
2W18-116 . WASHER, Flat (NA): solo το «Ὁ ο «6 ieri Re ο... 3 
AN365-428 v NUTS A E EL See Say ος 3 
Di P 
175-52243 . BUNGEE ASSEMBLY, Elevator control fwd sector. . . πο 1 
ATTACHING PARTS 
AN3-11A y r BOLD eGo ao wu Ser he Det s rA LS, τος, ese ο ee Q: UW eres 1 
AN23-25A . BOLT. .. δι Se k E Wa: SUL a el es τς Tan (6Ο SSE ο Q «Ὁ 1 
2W18-10L . WASHER, Piat [NA]. mus κο αν aes ad oup een s PENES 5 
AN365-1032 e NUT ο ο ο 9 x X τν owed s € «κα τὰς νι ee κ ος a ᾱ 2 
auus 
AN316-4R ç; a NUD ar E . zm 6) ce Ὁ D ice v iw τς “w 2 
175-52250 . . ROD END, Surface control bearing EU M ο ας 1 
175-52216 . END ASSEMBLY, Elevator control fwd sector bungee . . . 2 
` ATTACHING PARTS 
AN365-1032 v τα MUR. au δα RR ee WE ee a mcs μα e CAU ee 2 
AN960D10 vw WASHER 00 i Mg wel sio ie 97 cer Va: ο ο ο ο 4 
AN3-16A z. £6 BOLT: οκ ο κο CE entes ο τώ; -οᾱ ον A μμ 2 
i Z 
AN365-428 go. ce NU ie a ees E Lim 2. ο μα ος wet OR ORE ὁ 1 
2W1AL17-26-032 . « WASHER, Plain (ΝΑ)... ... + + + +s + s ç s «νο ον 2 
175-52248 š PISTON, Elevator control fwd sector bungee ο ais a CSS Sg 1 
184-52251 ο Ὅς SPRING, Close tolerance compression. . . & ^ie Se Sree aa 1 
175-52247 . . ROD ASSEMBLY, Elevator control fwd sector "bun Ngee . « .. 1 
175-52244 . . BARREL, Elevator control fwd sector bungee . . . . - . + 1 
AN365-428 s- NUT Ve ou A Ie ina? fe? ted ο š Biased εἰ «δι Tor ars a Q QE Ja 13 
AN960DÀ 16 s WASHER. 2-25 466€ 09 9) το, a iw ο) μυ wed «6 ISP -ᾱ 9) el Se 26 
AN4-7A s BOLT. iu lex ue nu^ mU SI ie i, Wer as ο Nae el Dalen ie ἃ 26 
AN4-11A s- BOLT. ates ea ο: ο aa Te! Mal Agus GK Yas OT (09 ο Q. οσο 2 
AN4-6A . BOLT. . AE NDS +; μὰ, Vale ο πο 9 
169-52232 š DIFFERENTIAL ASSEMBLY, Elevator control fwd . . . . . . . « 1 
AN320-4 5 we NUT A TR ο ο ο ο ο RR 2 
AN960D!16 . . WASHER . . eret ο ο Sep ο ο“. 4 
NAS464 -4-26 . . BOLT, Close "tolerance... . . oi dis ουν 2 
160-52274-1 . . STOP, Elevator control differential. . . . IIIi] 2 
ATTACHING PARTS ` 
AN509-10R16 ο ἐς SCREW ο ο uu cr Sel a Ἔν S ᾱ- ὁ, ade boss 4 
AN960D10 4 ἐφ WASHER LT uo Low woe ow moo Lo ἃ Oe Vm, ὃ A nw v, c 4 
AN365-1032 s Ue NUT. a o Won EEG ΟΝ a qm gy a da ol Le 4 
160-52274-2 STOP, Elevator control differential. . .. « . . + < . . 2 
n 
4 
4 
2 
1 
2 
2 
1 


FR5 
169-52254 
AN316-5R 
AN320-9 
AN960D916L 
146-523151 
175-52233-3 
AN365-428 
AN960D416L 
AN4-6A 
AN960D416 
175-52202 
AN201KP12A 
AN201KP8A 


B4 
NAS428K4 -16 
AN316-4R 





* < s 9 ο s $5 ὁ s e 9 4 s * e 1| 9 


. SCREW. ..... 
. WASHER ..... 
` NUT, . 


e * * e c9 ο 2 9 $9 $5 * : » 
w > © © © oo ο ù i o ° 5 
. 


. e o o o . 0 © © © © © © 9 ο s s 


. FORK, Elevator control differential. . . 


. LINK ASSEMBLY, Elevator control differential 


BOLT . « . . « «ο +s ο s e s s s s . ο on n 
WASHER ... 


ROD ASSEMBLY, Elevator control 'aifferential fwd : 
supersedes 175-52253 for future procurement 
ROD ASSEMBLY, Elevator control differential fwd . 


(superseded by 169-52253) 


. ROD END SHA) « 4; « ο ὁ @ 4 ο ὁ ὁ z 
. ROD END SHA)... 
. ROD, Elevator control “differential wi 


NUT "ur EE 
WASHER. —— . 
SUPPORT, Aileron control "fud "sector . 
SHIM, Elevator control fwd. 


k 9 0 . 9 9 . £g c] 2 5. α 9 x 6 Feo » 
522 c2] 2 25252?*25255À5525£.2525 Qe 


NUT. a a ia Ὁ ος ἡ, ος . 
WASHER. 4-429 a a coja e e σα . 
BOLT A a a SUS ο ο a ος . 
WASHER. š Seer ο 5, ον ᾱ- ὁ . 
SECTOR ASSEMBLY, Elevator control fwd š 
+ BEARING. .... +< - +< < < e we < < 
e BEARING. : 2. i 4 299 40 9 9x s 
BEARING (SHA) . . . . . . o... . $ 
BOLT, Adjusting crowned hexagonal head 
NUT ο ere o SS a Bis co 


e q e @ o 0 ° o o 9 9 o 59 ο 
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.. * ` ος 
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CODE 
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22222 222 Z 222 
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y B-1 75-58-63A 


FIGURE 171 - PILOTS CONTROL COLUMN ASSEMBLY 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 
. Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
171 175-52101-10 COLUMN ASSEMBLY, Pilots control (see fig. 1 for next assy). . .Ref 
-1 130-52149 . CAP ASSEMBLY, Pilots control wheel d te DN, Saree. τῶν. se os ἐν rb 
-2 AN996-18 . RING .... TEN λα WU ὁ» Cak V. ep sana «d 
-3 130-52115 . NUT, Pilots control "wheel "retaining. ATTEN, oe [a^ denk d 
-4 AN960D1416L s WASHER ws NES eux os E: 
-5 184-54173-2 WHEEL ASSEMBLY, “Electrical control ο C de e vec c Z wel ος A 
(see figure 172 for detail breakdown 
-6 130-52117 . RING, Bearing nut lock . . e eos ee Sete e 23 
-7 175-52111 . NUT, Pilots control column Shaft bearing AA AAA E 
-8 AN503-8-14 A AA EE is a ere wU de Ὁ 
-9 AN960D8L i WASHER <a vw IG lege Woo A ue na Cw oh een ja 
-10 AN502-10-10 s oSCHEWO Xo vw Sas serm E WU dm us ο done Iu scu tue ὦ - a 
-11 AN960D10L . WASHER . . A . ας š ce ae Geo ο ο 
-12 175-52103 . COVER, Pilots control column head. x” PES "o š ee Ὁ: de 
-13 AN503-8-14 a (SCREW. a a ve Se w SE Se we RoR) casio ove LE 
-14 ΑΝΟΘΟΡΒΘΙ, i WASHER a ο wa Q: ο, ee ne e ee pas Woo e EE 
-15 175-54711 . CLIP ASSEMBLY, Pilots control column electrical. . . . . . . . 1 
terminal block supporting lower 
-16 175-54712 . CLIP ASSEMBLY, Pilots control column electrical. ....... 1 
p terminal block supporting upper 
-17 6-140 . TERMINAL (CIN). ......... sr SA toe e tee a oh erage 32 
-18 AN365-632 "DIU crc 
-19 AN960D6L ^ WASHER ^x. eta de T ιν, de eoe Se wur ew ru SOS 
-20 AN526 -632R8 . SCREW. . . . š ο ο AE ee ore ta £ ae, OB 
-21 160-52109 . CHAIN ASSEMBLY, `Pilots control column. Q Q wee ae WU J Suck. xu ob 
-22 130-52107 . SPROCKET, Pilots aileron control .. fae gh nee re$. p Melt es sex τόν, «ο 
-23 2W1AL85-54-91 . WASHER, Plain . (NA). ο ο ο ο re Fah eh d rre ο” 
-24 AN202K21B + BEARING. os a SA a ο” 
-25 130-52147 . SPACER, Pilots control column "bearing. ο ο Se b+ bros (do Way's aie EE 
-26 . NAS50-206 . "RING, Internal retainer. . . Io "νιν νυν» 
-27 130-52106 $ SHAFT, Pilots aileron control. ES š Wa O Wo Xe a a ee Se 
-28 AN365-1032 ΝΟ n ο a a eae Sar ος ο SAEC CN ep RD e eo Re ee oe e. 
-29 AN960D10L e WASHER Z 2212 ον Lose eccle a q e. wt o a da 2 
-30 AN3-27A . BOLT .... vy ute reu vue ο 
-31 175-54715 . SHIELD, Pilots electric "stall "warning. αν le "a d. M he ο aa Me See Oe GE 
-32 175-54713 > SUPPORT, Pilots electric stall warning forward . . . .. a... 1 
-33 B11FA519 . STALL WARNING (GLI) . . ς scie t ο aras el 
-34 175-54714 . SUPPORT, Pilots electrical stall warning BEG ereas sc s ee ὃν SB Ll 
-35 175-52101-3 . SUB ASSEMBLY, Pilots control column. . . . . . s . + + s + + + 1 
-36 175-52101 + . HEAD ASSEMBLY, Pilots control column. . . . . . . . . + . + 1 
-37 RL24SB7 P. wes CURING CCROSN) Se 2 ay a meae ade s Uus doo me e d] 
-38 . RD205SH5.5L + + . INSERT (ROSN) . ην. ο ου 
'-39 175-52106 . . TUBE ASSEMBLY, Pilots control column. on Sie far. “gta > ο (eet, AS aie se? de 
-40 175-52104 . < PIVOT ASSEMBLY, Pilots control column ........... 1 
-41 RL21SBT A 
-42 RD205SH5 .5L + < . INSERT (ROSN) , ¿ "P tap IE 
-43 AN200KP5 + . . BEARING. . . . Lc 
-44 AN320-5 . NUT (magnetic inspected) . ; III IIli i iiil 
-45 AN960D516 . WASHER . . . . eh ese ο ος a tor cereo Supa UA TELLS ο) οὶ ὃς. 2 
-46 AN25-26 . BOLT (miente inspected). Stu: Mat vat Sere seu ρε M A 
-47 AN502-10-8 . SCREW, "TIT. 
-48 AN960D10 . WASHER . . . . sow [age X RII wo up S αὶ x wo wv Ὁ 
-49 175-52109 : GUARD ASSEMBLY, "pilots control column cable... . . . + + +s + . 1 
-50 175-52105 . BASE ASSEMBLY, Pilots control colum . . . . . . . < . + + .. 1 
-51 RL21SB7 v ARING: RON ¿S rude GUAT Scns we ate ae ge ο woo 
-52 RD205SH5.5L Ὁ . INSERT (ROSN). š ios. O ο ο... 
-53 AN365-624 . NUT (magnetic inspected). a sk e. du Rak toy ο ο ο ο Mee eif teris c eo «1 
-54 AN960D616L . WASHER . . ole. Jes. Ser ο Sy oe Cer wat e ar ο ο” 
-55 AN6A34 . BOLT (magnetic inspected). S Medel ted fom ο wies car ο ο. 
-56 AN210-6B . PULLEY . . . . u$ “vai Shia! ὃν e) eS ver “eis Té eee ay aw οθ' 
-57 AN320-4 . NUT (magnetic inspected): --——— NER: 
-58 AN970D428 . WASHER... $- 2€ Se! Non φῦ ο fo, alco a> ο Cat SI la ee car Se 
-59 AN24-12 | BOLT (magnetic inspected). . . . . . a yu SÇ E E 
-60 175-52107 . CABLE ASSEMBLY, Pilots control column “outboard aileron.... 1 
-61 175-52108 . CABLE ASSEMBLY, Pilots control column inboard aileron. . . . . 1 
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Group Assembly Parts List = 7 AN 01-GOAABA-A 
FUSELAGE (Cont) 











B-175-54-147A 
FIGURE 172 - ELECTRIC CONTROL WHEEL ASSEMBLY 
FIGURE & PART p UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

172 184-54713-2 WHEEL ASSEMBLY, Electric control (see fig. 171 for next assy) . Ref 
-1 AN515-4R6 on CREW . ασ e DR Ld ο κ. use ο ο a ee φον 1 
-2 AN515-4R8 . SCREW... EO uu rar s Εν ica ian a a e 1 
175-54721-3 . CAP ASSEMBLY, “control “wheel grip switch. PN gee te 1 
-3 175-54773-3. + . CAP, Control wheel grip LH. . νο 19^ C640 9.126 1 
-4 c41006 + . SWITCH, Push button momentary contact (RHS) ¿ < < < 4€ a 1 
-5 2W1AL33-2-32 v "u WASHER; Plain: (NA). . -ane ata Ὁ ο ον cw y ο) ae es 1 
-6 163-52134-3 . WHEEL, Pilot control . ¿ . . « . e < w e ο . . ὁ e ο ο ο ο ο 1 
-7 AN340-6 ο NUT. οἱ ο ee, ο) ο. sal RU Dre a we Sore φον -ᾱ Cerne Tei fe LO “w 1 
-8 AN935-6L « WASHER «4 ο. ο € 40. » € ee 5.5. ὁ ὃς om e ο te ce ee rre 1 

-9 AN507 -632 -24 . SCREW. . . . "M . *.ce jm c c9] Φ ο 4 w. e Ὁ 1 D 
184-54772-2 . HOUSING ASSEMBLY, “control wheel electric switch. . . . . . . 1 
-10 184-54769-2 + . CAP, Control wheel electric switch. . . . ο , + s + < ee 1 
-11 184-54770 š PIN, Control wheel electric cap... i-e mie kar e, τῳ 1 
184 -54714 . . (HARNESS ASSEMBLY, Elevator trim control switch. . . . . . 1 
184 -54714-5 + >» . HARNESS SUB-ASSY, Elevator trim control switch , , . . 1 
-12 501801 a ος . SWITCH, Double pole snap action (MSE) . $us sp. 1 
-13 184-54771-2 — BUTTON, Control wheel electric switch . . e . e + s + + ο 1 
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FUSELAGE (Cont) 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


173 146-52443 PEDAL INSTALLATION, Rudder control adjusting. 
(see -figure 168 for next assembly) 





-1 ΑΝΟΙΟ-2Α . PULLEY. W^ ή-ῳ ο δν W^ e νο, ee 3» πὸ, US Velo SS AA 
-2 AN210-1A . PULLEY... os ke 
'-3 146-52475 . BRACKET ASSEMBLY, “Rudder pedal adjusting cable fuselage. 
station 80. 5 
-4 146-52474 . BRACKET ASSEMBLY, Rudder control adjusting cable fuselage. . 


station 79.5 


-5 146-52476 . CABLE ASSEMBLY, Rudder pedal position adjusting. ...... 
-6 AN310-3 ae NUTS Z. Z a a tan fo es ο ο S Cp e ο 
-τ AN3-5 . BOLT (magnetic ο. ο tot fa^ SX AZ, Q a AQ ES. Verg. Paru e IPS 
-8 AN3-6 . BOLT (magnetic inspected S hee W εφ. ai J TREE: PALA 
-9 AN960D10L . WASHER . . . . . ΄ : φον ete? Sv ντ estes ves. os 
-10 146-52498 . LINK, Rudder pedal adjusting Cable fuk soe ete oy. a 
-11 6B4 š BUTTON, Adjustable stop bolt (NA) . . a Lr NE 
-12 5B21-428-16 . BOLT, Ajustable stop (NA) (magnetic inspec ed) . à x < < 2 
-1 AN316-4R . NUT. . dr E ο 
-1 3146-52412 TUBE ASSEMBLY, Rudder control forward “push Ar, a de 


ATTACHING PARTS 


-15' AN310-4 y GNUT κ goes av a CEU I el as ιν, ἅς! V DO a ae ode Ti ο ᾱ ow 
-16 οι. . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-17 AN320- š Z Ak € Xx OU. οκ ae ON Te Ὁ Re eet IC war ye A 
-18 AN24-17 . BOLT (magnetic inspected). . . . so . + + + + + + + + ος 9 
-19 AN960D416L κ WASHER ο «4 ca uan O A A E A A  -ᾱ 


-20 146-52413 
-21 AN2O1K4A 
-22 146-52414 
-23 146-52436 

ATTACHING PARTS 


. FORK ASSEMBLY, Rudder control forward push tube . . . . 
. . BEARING. . . . EC 

FORK ASSEMBLY, Rudder control forward push tube forward 
ROD ASSEMBLY, Rudder control forward link. . . . . . +. +. + 


ae ee 
ee ee 


END, Rudder control forward link rod. 
END, Rudder control forward link rod. 
NUT. 4 o 6 s a: fet Mas ΔΣ 


-33 146-52437-3 
-3à  146-52437-4 
-35 AN320-3 


-24 AN310-4 « NUT. o aue OP. nen te ete or? SU -ᾱ 
-25 NAS54-13 . BOLT, Close “tolerance alloy steel “1/42 28 (magnetic inspected) 
-26 AN320-4 « AUT. os κο ο 4. ὁ ο ο iS» ο 
-2 AN24-25 | BOLT (magnetic inspected). ο ο ες ο ο ους 
-2 AN960D416L . WASHER ες 0 o ein οἴω. aaa ts a a Ον on ο ὁ 
-29 REAF5 . END, Rod (FAF) .. .. . + + + + + + Ν 
-30 AN316-5R NV SC A iw ος ο OR . 
-31 146-52438 . FORK, Rudder control forward link rod 

-32 AN316-5L P ees 


. 09 9  * s ο < n on 


* s s e ὁ 0ο ο s e e n 


-36 AN23-21 BOLT {magnetic inspected): ANM 
-3 AN23-11 BOLT (magnetic 1nepecred ww ὦ, mw x 
-3 ANQ60D10L WASHER . . ; : 


SPRING ASSEMBLY, Pilots `brake return 
. SLIDE, Pilots brake return. . . +. 
SPRING, Pilots brake return... 
ANCHOR, Pilots brake return... 


-39 146-33407 
-40 146-33409 
-41 146-33408 
-42 146-33410 


9 4 5 ο ο 9 9 
9 0. 9 s 9 a. ὁ Q 3 9 9 ο «αι» 
a * s + 9 se 9 9 + 0 ο ο $9 ο 5 
e ° 9 9 o 9 o ο o ὁ ὁ ο 2 o 
a * ə ° s x ° 9 0 s ο c3; 9 

a =. 9 9 9 9 s s 0 9 9$ ο ο c3 9 


e 90 9 s 9 s + s * s 5 ο ο ο 3” 


-43 146-52415 LEVER ASSEMBLY, Rudder control adjusting š dens 
ATTACHING PARTS 
-44 AN310-4 BE μι A O cu ο 
-45 NAS54-20 . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-46 AN960D416L . "WASHER. 4,4 a uo de c9 aaa oe ee ee: ¿al S m et E 
A, ¡A 
-47 AN200KS4 a a “BEARING se oo x ow aa IEA A a e ο, er, e 
-48 AN207D4 . . BEARING... ee ο ὁ ο ο ο ^ PRINS 
-49 169-52418 SECTOR, Rudder control adjusting ai! J Gee. ἐν M se P qe 
ATTACHING PARTS 
-50 AN365-428 a ΝΟ... oko ο lat ae ο cm) Deos 9 ο des O Q. RT ues ὦ 
-51 NAS54-7A . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-52 AN960D4161L 2. WASHER: 2 os at em v. a at E ZU EY dd 
E PENNE . 
-53 AN365-428 NUT. |.. C i , 
-54 AN4-7A T s š 


BOLT IB Ὃ teni: 

BOLT (magnetic inspected 

WASHER . . . . 

ROD, Rudder control forward brace. tie LH 

ROD, Rudder control forward brace tie RH 

BARREL oe . «ο 

LOCK ASSEMBLY, Rudder control “adjusting. 
(see figure 1175 for detail breakdown) 


-55 AN4-6A 

-56 ANQ60D4.16L 
-57 146 -524163-1 
-58 146-524163-2 
-59 AN155-228 
-60 146-52425 


ATTACHING PARTS 


FN»NROANNIE ENN ΓΕ. ENN »rHFPNONNNERRIRPRERRP ONANAN FAN? ENNAN ».NNNNNNAPNPR. F Pr 


`. 0 ο 9 ... 
* + t ο * 09 n. n 
. + 9 . 4 * ° tà 
9 < 5 9 ο é t: n 
`. + 5 ον ο 3 
e.. t . 9 n. 

. 9| . 9 . t n 
ee s s s eee 


"a s £$ 3 » ο » 
e... 
. 


-61 AN365-428 NUERA ow < ¿el el .. es "EE * 3 
-62 ANY-7A . BOLT (magnetic tad s A 9543.34 Toh dira G sat Qan, ay, Ge 2 

AN4-10A . BOLT (magnetic inspected). . . . . . + + + + + + + ee + ee 1 
-63 ANQ60D416L s WASHER 4 04 5-390 1 μμ a OR ἐν . . * 6 
-64 146-52426 . SPRING ASSEMBLY, Rudder control adjusting. . . . . +. . + . 1 

(see figure 174 for detail breakdown) ` 
ATTACHING PARTS Š 

-65 AN310-3 s NUL: 2 02 010 0602 ee es ο ese d oom m, ἃ see jm om ey ον sp s 1 
-66 AN3-7 . BOLT (magnetic inspected). . . . . . . . + + + + + + + eee 1 
-67 AN960D10L s WASHER ο V ον 22552 09 Ὁ ο Si «φον, ἃ; ιδεα) S De ve ie PL, “ὁ 2 
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H-175-52-5A 





FIGURE 173 - RUDDER CONTROL ADJUSTING PEDAL INSTALLATION 
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FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 










173- £ NUT ve O O 
-69 AN4-11 . BOLT (magnetic "Anspectea) EI A wu vetus Nek Ho fe 1 
-70 AN960D416L ec WASHER ο ο ο A S ὦ τον AA LR A 2 
-71 AN320-3 a NUT) yay A a Salers a A Ow $3» ον Γῳὲ S 2 
-72 AN23-19 . BOLT (magnetic inspected) . . . . . . . . . . P SSS, SS wa 2 
-73 AN960D10L . WASHER. . . oe τῷ ¿ 2 Sree 4 
-74 146-52401-1 . PEDAL ASSEMBLY, Rudder control complete LH. 55 01 š š 1 


(see figure 175 for detail breakdown) 
146-52401-2 . PEDAL ASSEMBLY, Rudder control complete RH. . . . . . + + . + 1 
(see figure 175 for detail breakdown) 
ATTACHING PARTS 


-75 AN310-4 MU A sen Ἣν AG SS Ge iD leer dá U2 
-76 NAS54-27 . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 2 
: OL RS 
-TT 146-52416 ` . SHAFT ASSEMBLY, Rudder control adjusting torque . . . . . + 1 
ATTACHING PARTS 
-78 AN310-4 . NUT: 2 
-79 NAS54-43 . BOLT, Close tolerance alloy steel 1/42 28` (magnetic " inspected) 2 
-80 ΑΝΟΘΟΡΗ161, MASHER Z ura ο ος λα να NU pea ride She Sen SS 
-81 AN960D416 zx WASHER a ia al a a aa Ὁ 
E: e md eram 
-B2 AN200K4 x . BEARING. ... ο ορ s enw Ta 4 
-83 487-5-2.109 . . SPACER, Flanged αμα] bearing "(Naj . : μόνον 2 
-84 146-52417 . SUPPORT, Rudder control adjusting torque shaft. iow sesso cedere 2 
ATTACHING PARTS 
-85 AN365-428 NUT S. sce ge a? RD s San Se A "T Low e wey. 8 
-86 AN4-7A . BOLT fener Ὃ ted) s Mane E en ος e Mg ea ee ert | 
-87 AN4-11A . BOLT (magnetic inspected) .-. . . ο. š + é ο wa A 
-88 AN960D416L . WASHER. . . O E SN AS š: 2 aa z 12 
-89 2w1AL16-14-64 . WASHER, Plain ` (NA) ον eh Bae, a ο ὅλον E ey ; 4 
E PA 
-90 146-524164 . YOKE, Rudder control forward brace tie rod. . . . . . + + + * 2 
-91 146-52439 . BEAM ASSEMBLY, Rudder control walking . . . . s . + ese eee 1 
ATTACHING PARTS i ὶ 
-92 AN320-5 e NUT S ae ee Sa? tle 3 vx ο ο a WIS Ca, δι Vo ο ο. 1 
-93 AN960D516L . WASHER. . . ec wow; ος δρ fet Wow sw der Joco wo “ο. δν “Q 1 
-94 AN4Y-16 . BOLT (magnetic Jüspeckted) νο πρ X 109 ο eds T 
RN T 
-95 AN206DS4 e ow BEARING; 2 20m o0 Sula cO Way Ronde BN διὰ TU, m -ᾱ- E Ὁ 2 
-96 DW5 : BEARING (FAF) . "CPI uM 
-97 AN200KS4 . . BEARING. . . . . . 5 κ WO xo ci ESCAS EC AE -ᾱ I 
-98 146-52441-2 . BELLCRANK ASSEMBLY, Rudder control brake "RE uS cat ο 1 
146-52441-1 . BELLCRANK ASSEMBLY, Rudder control brake LH . . . . + + + e 1 
ATTACHING PARTS 
-99 AN310-4 whe NUTS Z; Ὁ. ο ἐν ὦ ον. 5. ia το ote A A ος - ὃν, Ἕ 2 
-100 ANO60D! 16 . WASHER. . . ο”. ο 2 
-101 NAS334-40 . BOLT, 100? ciose "tolerance "high Strength AME ^28 irat dates. ο 2 
(magnetic inspected) 
lul 
-102 AN201K4A . . BEARING. . . | i. a? gh eter oS ΙΕ s leg. “O 
-103 487-4-2,438 ` . . SPACER, Flanged “dual bearing αμα SCA eus 1 
-104 156-52440 i BASE ASSEMBLY, Rudder control pedal . . . . 7... . . . . eee 1 
ATTACHING PARTS 
~105 AN365 -428 S CNUT V G5 τα... oe ee T sex cen cats m R^ yen epee τα RA 7 
~106 AN4-14A . BOLT (magnetic inspected Vo v o. -ᾧ A ο e vat "di re) red Fa rg 2 
ANH-15A . BOLT (magnetic inspected) . . . : S παν set WO tan ae Mer ο: 2 
ANH-16A . BOLT (magnetic inspected) . : : ο Farr a Eh sas bab Fa E 1 
-107 ANH -TA . BOLT (magnetic ποιος L^ gra Nets n UE PE 2 
-108 AN960D416L . WASHER. . . . . o . . Hw ss $ ete Dyer ce. d re ew « 20 
AN960D416 è WASHER. . ç  « . «4 2 e ο. "PEL ME . " 4 
-109 AN365-1032 v NUT aou ee He i: Ἕως 24 14. S DR ὦ s $1669 3. NC 3 
-110 AN3-6A . BOLT (magnetic inspected) : aera Be Paneer He longs: ons 3 
-111 AN960D10L . WASHER. . . . . . + A $3 ; Ne du ὦ cU Ve uen iE - “0, 
oL κιν 
-112 AN200K4 . . BEARING. . . . . ooo. D DATE eS mtv HM ce 2 
-113 AN201K4A ¿ea GBBARING. X a ο δει oS Ὁ -ᾱ eU ἃν Yar eoru. Ze io ὦ 2 
-114 RL27SB8 . . RING, Lock (ROSN) . . . ο ον . κα rá Wikia A E 
-115 R206SH8 . . INSERT (ROSN) ..... .. . . . . E ὦ το, d E ος Se 
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H-175-52-6 
FIGURE 17! - RUDDER CONTROL ADJUSTING SPRING ASSEMBLY 
FIGURE & PART — — UNITS USEABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


174 146-52426 SPRING ASSEMBLY, Rudder control adjusting. . . . . . . + + 
à (see figure 173 for next assembly and attaching parts 


) 
-1 15456-52434 . ROD, Rudder control adjusting spring link . . . s.. . . + + . 1 
-2 AN365-428 ek NUD oo! ον oe Ὁ Ε.Ο, pee ο ο τη 
-3 146-52429 . PLUG, Rudder control adjusting spring. . . +. s . . + + + < s 1 
-h 146-52428 . GUIDE, Rudder control adjusting spring. . . . s . s + , + + x 1 
-5 AN361-1032 s NUT essa ο cle ay Q DSL IR ο CE eal 36 ον WARE ον μμ. ο 
-6 146-52433 . ROD, Rudder control adjusting spring guide. . . . . . . . ο . 2 
-7 146-52432 . COLLAR, Rudder control adjusting spring . . . . . . . + + + x 1 
-8 146-52431 . WASHER, Rudder control adjusting spring guide . . . . . . . + 1 
-9 1146-52427 . SPRING, Rudder control adjusting. . . . . s . + +s + +s + + es 1 
-10 AN315-3R μου τῳ. ψ A κ 1 
-11 146-52430 . SLIDE, Rudder control adjusting Spring. . . . . . soes + + ο 1 
-12 2W1AL12-40-64 =. WASHER, Plain; (NA). <° c : < < S ae lS WS c x ὁ ie 1 
-13 AN365 -1032 e NUT uu EE τῶι Le" lm. τῷ. A Sows (m. te. νο; S πιό αν Ὁ A AA 1 
-14 146-52435 . ANCHOR, Rudder control adjusting spring . . +. +. +... + + + + x 1 


AXI a —— — tT -——HAn  —  —  TD—OV —— J —___-_ > 
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H-175-52-7B 


FIGURE 175 - RUDDER CONTROL ADJUSTING LOCK AND LH AND RH COMPLETE PEDAL ASSEMBLY 


| ROURE & PART ^ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 _ NOMENCLATURE PER ASSY. CODE 
175 LH AND RH COMPLETE PEDAL ASSEMBLY AND RUDDER CONTROL 
ADJUSTING LOCK 
146-52425 + LOCK ASSEMBLY, Rudder control adjusting. ο .'. . Ref 
(see figure 173 for next iene and attaching "parts 
-1 AN316-4R ¿ ver NUT $16. š ο ae MINI 1 
-2 6B4 . . BUTTON, Adjustable. stop bolt ` (Na) .. ë. ë * " i 1 
-3 5B21-428-21 + . BOLT, Adjustable ορ (NA): 5. da “Ὁ, teria ο ο š 1 
-4 AN310-4 . > NUT E O 4 . . A 1 
-5 2W1AL17-24 -64 wr a WASHER, Plain (NA): ως ῳ . š " 1 
-6 146-52422 + . LEVER, Rudder control adjusting pawl. eae š Β 3 1 
-τ NAS51-50 + . RING, External retainer... e. . . i 1 
-8 146-52423 + . SPRING, Rudder control adjusting "pawi aite i : " : 1 
-9 146-52421 - . PAWL ASSEMBLY, Rudder control adjusting E š ; : 1 
-10 AN4-36 x: a ULA ee . . . 1 
-11 146-52424 e . SUPPORT, Rudder control ad justing. lock. "E š 5 š 1 
-12 AN201K4A e o + BEARING. . o... < +< < ο e e a e ὁ e ο ο . . . 1 
-13 RBCH . ο ο BEARING πο νο ee Ss . . . 1 
-14 RL27SB8 + >. . RING, Lock (ROSN). oe ο ο ο ὁ ο ο ο é . . 1 
R206SH8 + . . INSERT (ROSN). ° . oe ee ο ο ο . . . 1 
146-52401-1 . PEDAL ASSEMBLY, Rudder control complete LH. . ; n . Ref 
(see figure 173 for next assembly and attaching parts 
146-52401-2 . PEDAL ASSEMBLY, Rudder control complete RH . a Ref 
(see figure 173 for next assembly and att ing p 


IIT 
o 
a 

9. 9 9 9 o9] oc] 9 9 9 v o9 à 9 9 9 9 9 o. 9 o ]!o6 9 à» 9 9 o9 9 9? $ ome xS 9 9 9 9 + 0 s s 9 9 9 ὁ o ο 0 v 


ng pa 
t hin; art 
146-52407 . . ROD ASSEMBLY, Brake control . . . +. . + + +. oe . $9 5 1 
-15 AN21-13 . . BOLT (magnetic inspected) ED DES erre ete 1 
-16 AN320-4 "EU ANE a ge Gal A ee ae So Se, a ee ee ο ο 1 
-17 RER3N . > «+. END, Rod (FAR) c e e e ο ὁ ο ο . à ὁ * + ° ewe 1 
AN316-4R . » . NUT. . Z vs eres TE 1 
146-52407-3 « G +. SUB ASSEMBLY, "Brake "control rod. oe ο ο e ° ο ο. 1 
-18 1R4-10 e +. +. . ROD END, Threaded riveting (NA)... ος aet ERA 1 
-19 146-52442 - . . +. END, Brake control rod. . . . . . . . "ETE 1 
-20 AN365-428 s. NUT s is 5 ° e * ο ο ο ο ο ο ο ο e e 1 
-21 146-52402-1 . > PEDAL ASSEMBLY, Brake control LH. ..... e 9 5 ο 1 
146-52402-2 + . PEDAL ASSEMBLY, Brake control RH. ..... ος e. eL. 1 
-22 146-52449 e > « PLUG, Brake pedal: ον ee ee ne ek ae ee v, «ᾧ © ὁ 9 ο ὁ 1 
-23 AN320-6 ee e Ἡ ο Ὁ 4 355». EIUS We rer sos a E Kom wise 1 
-24 2W1-24-22-125 + . WASHER, Plain (NA). . ........... ὁ 4 ο 4 ο 1 
-25 146-52405-1 + . LEVER ASSEMBLY, Brake. control LH. nt PE ος 1 
146-52405-2 + . LEVER ASSEMBLY, Brake control RH. ..... E 1 
-26 AN2O1R4A e ο» + BEARING. .... . oe ew we ° . ο . ο 1 
146-52408-1 + . ARM ASSEMBLY, Rudder control, LH ea e j ve e ὁ 9 9 ο 1 
146-52408-2 - . ARM ASSEMBLY, Rudder control RH . . . . . e a m ` < 1 
-27 AN201K10A « > < BEARING. . . . . . o o e a o ος ὁ τῶν O 2 
4S7-13-0813 + > +. SPACER, Flanged dual bearing (NA). . . . acte ο. 1 
146-52408-3 - >. . SUB ASSEMBLY, Rudder control arm LH. . , O 1 
146~52408-4 - . . SUB ASSEMBLY, Rudder control arm RH... ee ae 1 
-28 146-52409 - ο» . +. PIVOT, Rudder control arm upper... που 1 
-29 146-52406 - < < . TUBE, Rudder control arm. . . . . . +. B. δν imr G 1 
-30 146-52410 > ο» + «ὦ HORN, Rudder control. . . . sss + « τς te a 1 
-31 146-52411 - < + . PIVOT, Rudder control arm lower . . . "e 1 
-32 146-52404 - . SHAFT, Brake control pedal. ........ πμ. 1 
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FIGURE 176 - FUSELAGE FRONT SECTION SECONDARY SURFACE CONTROL INSTALLATION 
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FIGURE & 


-11 


Section [[ 


AN 01-60AABA-4 
FUSELAGE (Cont) 


PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
175-52007 CONTROL INSTALLATION, Fuselage front section secondary ο ter REL. 
(see figure 73 for next assembly) 
No Number FUSELAGE FRONT SECTION, RH side and catapult hook secondary . Ref 
(see figure 177 for detail breakdown) 
175-58019 +. VALVE INSTALLATION, Hydraulic pressure emergency brake. . . . Ref 
selector (see figure 291 for detail breakdown) 
AN210-1B PULLEY, Z $564. ὦ. 2e τῳ ὁ) 0 18909. Wt ος NA er Mir c ore. fe lc o τοι ce gee «10, 
ATTACHING PARTS 
AN23-30 . BOLT (magnetic inspected) ο es ec Be an ο E TRANI Be ee 1 
AN960D10L WASHER. . . . ere iw vertu tas MKD νεῷ) καν. το ar Ga! YD ee aid eo w 2 
AN320-3 . NUT (magnetic inspected). DN ο ο ο Dc 1 
AN23-42 . BOLT (magnetic inspected) EMEN EAE Q G u E tae Ye) ae 1 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . . + ον (Φε; κ ο ο E OE A -ᾱ 2 
AN320-3 . NUT (magnetic inspected). εν νην ea ie. SE Sa E 1 
AN23-16 . BOLT (magnetic inspacted] Soh s a em iet id RA cer car ο ο ο eee, Ὁ 
AN960D10L . WASHER. . . . —— "IPTE 
AN320-3 . NUT (magnetic inspected). "EMITIR De 2 
AN23-12 . BOLT (magnetic inspected) . . . . . « , + + + + + ç ç ç +ç +... 1 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . . . NCC Ix a L Q Hee τοι -ᾱ- το) ο. 2 2 
AN320-3 . NUT (magnetic inspected)... κ Lethe tol. wert a den" a ο rer Sore: DE YS 1 
AN23-17 . BOLT (magnetic inspected ) —— 29: sey Te ο ec ay Ceres NE 1 
AN960D10L . WASHER. . . . k Wa e Ue ow τς INL. om e hou LU ec» ue Se 2 
AN320-3 . NUT (magnetic inspected). "TD ο vay ο e C 
diii aa ωρα 
AN210-2B PULLEY u y Ta U TS T WES ex cw Bo Q MW a 0 
ATTACHING PARTS 
AN23-12 . BOLT (magnetic inspected) . . . . . . , + + + + + + ç eee 2 
AN960D10L . WASHER. ... ROSAS φομ A a UO des Ἕ δ. ο ο ο LS 4 
AN320-3 . NUT (magnetic inspected). πα wy ner ad leo tees a de Ug 2 
AN23-34 BOLT (magnetic inspected) Sade e alla eser κ”... 1 
AN960D10L WASHER. .-. . c Rr uc ES 2 
AN320-3 . NUT (magnetic inspected). ese ο Te war tear EE a wv 1 
AN23-17 . BOLT (magnetic inspected ) a net ua S: bo Che a ol ae P PCIE 1 
AN96OD1OL 22 WASHERS a uw CU ad il τῶν Gay, a Wie hay ee S 2 
NAS43DD3-18 - SPACER, Bolt. . . UE Lys Fas ο ο 9, UR vey Ter ο. 1 
AN320-2 . NUT (magnetic inspected). ο um dw leise cR Sr ce eorex tay fee, ^ Cll 
AN23-12 . BOLT (magnetic ος Be e a (ἃ αν cw ve. CO 
ΑΝΟΘΟΡΙΟΙ, + "WASHER. . . . io 2 er. SO DD WU CASO ON a Re -ᾱ 4 
AN320-3 . NUT (magnetic inspected). breech” AA @ for Sie a CE 
NAS43DD3-18 + SPACER, Bolt... Pe ay ee TU eY ο E DAT a ee GS DD de. το 2 
AN3-11A . BOLT (magnetic inspected) BB: ο τος or ae γοὶ Jo eae ος ape - 
AN960D10L a WASHER c 6: sU ΘΝ cee w Ae C Dies RS E TES ue Cal Ies See es Qa: We eid e 1 
NAS43DD3-20 + SPACER, Bolt. . . +. .,-- edo €T Ta T vo ως TM AAN e 9 1 
AN3-11A . BOLT (magnetic inspected]: we QUPD urere cel ie Ves προ. 1 
AN960D10L WASHERS: $15. ο uu eh os X. Eius SSS q V UE cs e ia te 1 
NAS43DD3-18 . SPACER, Bolt. . . A lad Wu T SD ο WIN SAEC Ὅσο 1 
AN3-6A . BOLT (magnetic inspected) pM EM tee iD 
AN960D10L . WASHER. . . €” “Ὃς Cali. ue» uev Qk A a d Dar V ye RA ig 1 
AN3-11A . BOLT (magnetic inspected) sos Den les Sater, G: See doy cet e an May Me Vib: Ce as ca 1 
NAS43DD3 -22 ο “PACERS “BOL Gia sas eid: esc a S ον ec man ce! δι Q rawu S: Me, Dau US DÀ MOL NSD 1 
AN960D10L ` WASHER. . . . aD tigi dag ce (Ἕν mc MEME: 
AN3-11A . BOLT (magnetic “anspected) a ορ ο qu “hess tr ta E ate πω 1 
AN960D10L . WASHER. . . . e.“ ala ο ο ο RU ο ο ᾿φὺ de ee Ye 1 
AN320-3 . NUT (magnetic inspected)... Sw uu eie ο ο μα κ. 1 
AN23-19 BOLT (magnetic inspected) ...... . ee + s + ee ο ο ο 1 
AN960D10L . WASHER. . . ο) "e. 9 0€ ο Le ο ὁ, ὁ Ie S T Uy 2 
AN320-3 . NUT (magnetic inspected). ade τὰ TE NB 1 
----ᾱ--- 
146-52059 . SEAL, 3/32 cable elastic pressure . . EE πο ας 
146-52082 . CLIP, 3/32 double cable seal. : : aa en ues ui ete GS. ο". 1 
146-52081 . SEAL, 3/32 double cable... a sa se e s eee ee .... 1 
AN23-9 . BOLT (magnetic inspected) . T e Vu. iler Erie pe we Form ve c 
AN320-3 . NUT (magnetic inspected). . . . . . + ee + s s s + + lle 1 
AN960D10L . WASHER. . . . . . + on sh densa! m δι Riy lw ete ὁ dE tery ψὲ (Φιν “ὁ 2 
146-33416 . CABLE ASSEMBLY, Emergency brake LD rp wz st μμ ορ iaa 1 
156-33414 . CABLE ASSEMBLY, Emergency brake lever . . . . . . . . . . u o 1 
AN365-1032 w^ sc NUT. 5 ὁ; E E ET RC T" etes οφ Sel Gar, E ies A AA 1 
AN3-5A . . BOLT... iiw. MOSS. e W. or er wl "te Lis γω” 74. ral ο Del te Bee Αν we 1 
4S3-10-7 ` + SPACER, Bolt QA). S e s s s s llle] 
AN315-3R er Q E ο ο ο Ex 1 
146-33424 ee Ys LINK ASSEMBLY, Emergency brake Ñ Sut we len a P atis SQ 1 
156-33414-5 x CABLE ASSEMBLY, -Emergency brake lever. .. ο - - te es 1 
146-33420 š SPRING, Emergency brake lever return. . . . « , + + + + s ee 1 
146-33413 . ARM “ASSEMBLY, Emergency brake lever . . . . , + +s + + ç eee 1 
ATTACHING PARTS 
AN320-4 x NUT (magnetic inspecteé ). iq νον Move ee Soh Paden del tem es qu) (2 w 1 
AN960D416L WASHER. . . ο com dic E fo sare qe? en prie et eh wat be. AO 
ἌΝΘΗ -1Τ . BOLT (magnetic inspected) | Soa! ια ολ οι νὰ οι fel ap a 1 
a o m 
146-52009 . SUPPORT ASSEMBLY, Secondary control handle. ... . . . o... 1 
ATTACHING PARTS 
NAS222-14 . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . . 4 
AN365-428 Ey NUE CI πόνο, ο ο aS tm dotes EES et Ow EE wee aE 
ad aah, ae 
146-33404 . CABLE ASSEMBLY, Emergency brake forward ...... . . + + . 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
176-40 146-520124-3 - FAIRLEAD, Secondary cables fuselage station 156.25 oe ἢ 1 

146-520124-5 + FAIRLEAD, Secondary cables fuselage station 156.25 upper). . 1 
-41 146-48829-3 - FAIRLEAD, Tip tank cables fuselage station 156.25 ρα, ge s 1 

146-48829-5 + FAIRLEAD, Tip tank cables fuselage station 156.25 (upper) . . 1 
-42 146-520126-3 . FAIRLEAD, Secondary cables fuselage sta 123-1/2 outbd aad 1 

146-520126-5 . FAIRLEAD, Secondary cables fuselage sta 123-1/2 outbd upper 1 
-43 146-520125-3 + FAIRLEAD, Secondary cables fuselage sta 123-1/2 inbd (lower). 1 

146-520125-5 + FAIRLEAD, Secondary cables fuselage sta 123-1/2 inbd upper). 1 
-44 146-520128-2 - FAIRLEAD, Secondary cables fuselage sta 101 outboard (lower). 1 

146-520128-5 + FAIRLEAD, Secondary cables fuselage sta 101 outboard upper). 1 

146-520127-3 . FAIRLEAD, Secondary cables fuselage sta 101 inboard reba ç 1 

146-520127-5 + FAIRLEAD, Secondary cables fuselage sta 101 inboard upper). 1 
-45 146-52022 - ROD ASSEMBLY, Control lock link. . . . . "um" 1 

ATTACHING PARTS 
-46 AN320-3 - NUT (magnetic inspected). . . . . . . ... .. . LL a AO 
-47 AN960D10L + WASHER, © . . 6 , + + wee ez ss es s s s ee ee www l l 4 
-48 AN23-16 . BOLT es ΤΟΙ edu. Ve tma Shee), eyes liege εἰ ρος 1 
-49 AN23-15 + BOLT (magnetic inspected) ...........0.......,. 1 
φας ον 
-50 REB3N - 4. END, Rod (PAP) o « ¿2 s ων ων ων ων ων ον 2 
-51 AN316-4R . d ΤΕ ΕΟ ο ο ο I ο Era ng p a e Mage ae O 
-52 146-52039 + + ROD, Controls lock link. . . . . . . . . o... . . L1 1 
-53 175-52024 - LOCK ASSEMBLY, Controls (see figure 178 for. detail breakdown ) 1 
ATTACHING PARTS 

-54 AN365-428 eOINUT 29.2.2: 304 4€ $0 ο ο ee an Se are Ñ 

AN960D416L e “WASHERS: oa ee co cia a we a E E ον a 4 

AN4-10A ΑΕ ο ο solo 

ANY-14A . BOLT (inboard). ...... ooo... ... LL... lll 2 

-----.-- 

-55 175-52033 + LOCK INSTALLATION, Surface controls forward . . "E EON I PUE 1 
-56 AN365-1032 x. eS SG le ο we Se) LA. Ου tas cer ο. Ελ. 
-57 AN960D10L è ds WASHER s ae a ο e c» cel ο ο v a pg dd 
-58 AN509-10-14 ντο 2 . τν ιν ee. a de eT 5e aa 4 

175-52034 + . LOCK ASSEMBLY, Surface control forward A a fas tee Vut e 1 
-59 AN509-10-12 "EE SCREW LL νο νι ο Ὁ -ᾱ e ο. ο) o v qr S ird te udo rr 1 
-60 146-52015 + * + KNOB, Controls lock handle. ...........2.. 2 
-61 AN320-5 gt oe NU ο αμα oor n κ ayn ene a 
-62 AN960D4 16L 9 vm “Ὁ WASHER . Q 4 9940s 3 a Q ° CX. Ue ρων δ 1 
-63 146-52016 Baw a ARM, Controls lock driving. ............. 1 
-64 146-52011 wel h BRACKET ASSEMBLY, Control lock handle. š ae a E ae ᾱ 1 
-65 AN201K6A a gs + BEARING... 1... aq oo... o... ..... 2 
-66 487-9-2.140 E wh ne + SPACER, Flanged dual bearing (NA) . . . . . . . , , 1 
-67 175-52035 αμ HANDLE ASSEMBLY, Controls .lock ene Rae er eee ἃ; oq 1 
-68 AN23-11 w^ aii BOLT: τὸ, lanaa wreck Rer oe. cue ο ὃς ο S O28 Ve m Dod ei we 2 
-69 ΑΝΟΘΟΡΙΟΙ, š - o WASHER . . ç ........... a ae δώ S 2 
-TO 175-52039 WU lox ow COVER, Controls lock latch . . . . . . . Cw di E u^ d 1 
- 71 NAS4C3-21 eint. τῳ SPACER, Bolt . . . . . . , . , + . .. — te a δι δ Φ) ce 2 
-72 175-52041 "A SPRING, Compression. . . . o... . . . . νο ο ο ος 1 
-73 175-52040 ες πέρ.“ TONGUE, Controls lock latch. . . . . . . . . . . E 1 
-74 146-48801 - RETAINER, Tip tank release handle. ........2..: ote 1 
-75 AN504 -8-9 ο, ΒΟΕΕΝν, i. v ο te ο ο Neer Breer ὦ Ce X 3 
-76 146-52048 . HANDLE, Secondary control. ..........0....2.2.. 3 
-77 146-52046 + RETAINER, Secondary control handle cable. . . . . . . . . , š 3 
-78 156-33401 . HANDLE ASSEMBLY, Emergency brake. ........4.... es l 
-79 156-33402 + + HANDLE, Emergency brake. . . . . . . o. o... ο Q LL E 1 
-80 156-33419 - . TUBE ASSEMBLY, Emergency brake handle. . . . . . . . . . . 1 
-81 169-33411 +. PIN, Emergency brake handle stop. . . . . . . . . . . . 1 
-82 AN509-8-16 se SCREW s Le e Je os ede 9 Gone oe ere ae S 91/9; L8; νο, ὁ) to" των 9 2 
-83 AN960D8L s "WASHER, c. Se te. ad τῷ rad "c.i De Rr "wy tee ve 2 

146-520109 + BRACKET INSTALLATION, Secondary controls fuselage sta 76.5. . Ref 
-84 146-33406 + + BRACKET ASSEMBLY, Emer brake and automatic pilot release , 2 
-85 146-48802 + + BRACKET ASSEMBLY, Tip tank release cable fus sta 81.5. . . 1 
-86 146-52051 . CABLE ASSEMBLY, Automatic pilot release forward . . . . . . . 1 
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FIGURE 177 - RH SIDE FUSELAGE FRONT SECTION AND CATAPULT HOOK SECONDARY SURFACE CONTROLS 


FIGURE & PART 
, INDEX NUMBER NUMBER 
177 No Number 
-1 AN210-1B 
-2 AN3-6A 
AN365-1032 
AN960D10 
-3 AN23-12 
AN320-3 
AN960D10L 
-4 AN3 -6A 
AN960D10L 
-5 AN3-11A 
AN960D10L 
-6 AN3-5 . 
AN320-3 
AN960D10L 
-7 AN210-1B 
-8 3810-7 
-9 146 -63236-3 
AN530-8-6 
A1778-823 
A1805-823 


-10 175-48532 
-11 175-48531 
175-48550 
146-63244-36 
-12 146-63244-25 
-13 146-63244 -13 
-14 146-63244 -9 
-15 175-48537 


175-48537-3 
169-54050-10 


-16 AN661C3 
-17 169-54051-10 


-18 AN669L3LH 
-19 169-54052 
-20 AN509-8-7 
-21 AN509-8-4 
-22 AN3502-2A 
AN3140-327 
-23 169-56222 


-24 169-54050-5 
-25 169-54050-18 
-26 156-56920 
-27 146 -56908 


1 


2 3 4 3 6 7 


NOMENCLATURE 


RH SIDE FUSELAGE FRONT SECTION AND CATAPULT HOOK SECONDARY. . 
figure 176 for next assembly) 


. 9 c 9 9 9 q $9 0 s ο $9 * + 9 ο ο 


SURFACE CONTROLS (see 
PULLEY . . 
BOLT (magnetic inspected). 
NUT (magnetic inspected) . 
WASHER. . . . . 
BOLT (magnetic inspected) 
NUT (magnetic inspected) 
WASHER . . . 
BOLT (magnetic inspected). 
WASHER . . . 
BOLT (magnetic inspected). 
WASHER . . 
BOLT (magnetic inspected). 
NUT (magnetic inspected) 
WASHER . . . ὁ ο «© + > o 
PULLEY . . . 
SEAL, 3/32 Cable elastic 


(supersedes 146-52059 for future 
GUARD, Emergency bomb release cable bom 


SCREW. . . . ο ο ο 
NUT, Sheet Spring P 
NUT, Sheet spring (TIN 


CABLE ASSEMBLY, Fus fuel drop tank manual control aft. 


. . 


5 9 0 o e 0 0 t s »» » » . 
oe 9 0 s e ὁ 0 0 o ο ο 9 ο 
9 0 9 9 9 o o 9 9 ο e » » » 
e... 9 e 0 0 o s ο ° ° ο ο 


9 9 o o 9.0 » 0 »» € 


5 9 $ ee 9$ ? o 0 0 ο 9 0 ο 


pressure (NA) 


inal HE ESO IE E IE IE ROS S πο, 


"rcp 
e 
ES 


* . ο ° a 5. 


Doo + ο ç e ο ο 0 0 6 * 


CABLE ASSEMBLY, Fus fuel drop tank manual control forward. 
CABLE ASSEMBLY, Fus fuel drop tank manual control forward. 
GUARD ASSY AND INSTL, Emergency bomb release cable RH fwd. 
. GUARD ASSEMBLY, Emergency bomb release cable RH forward 
. GUARD ASSEMBLY, Emergency bomb release cable RH forward 
. QGUARD ASSEMBLY, Emergency bomb release cable RH forward 
RELEASE ASSEMBLY, Fuselage fuel drop tank manual control . 
(see figure 150 for detail breakdown) 
RELEASE ASSEMBLY, Fuselage fuel drop tank manual control . 
(see figure 150 for detail breakdown) 
HANDLE ASSEMBLY, Arresting gear control electrical 


TERMINAL , .. . 


TERMINAL oe ο ο 

PLATE, Arresting gear 
SCREW... . . . 
SCREW . . . . . 

LIGHT ASSEMBLY. eee 
LAMP. 4. 4 $2 £0 Ὁ 

SHAFT, Arresting gear 
PLATE, Arresting gear 
CABLE, Arresting gear 
CABLE ASSEMBLY, Catapult 
CABLE ASSEMBLY, Catapult 


HANDLE, Arresting gear “control. &CO& m Se αι “8 


release handle electrical 


e . e o . - . ο» œ 


release m . 
handle. . 


control electrical il 


hook intermediate . 
hook forward. ... 


lum 


in 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
En 8 
+ ο ο n 3 
NC S ες 6 
ο. sen ip. v. e 4 
En 4 
aia τον υἳ 8 
oe ° ο ο 2 
ef vat aq: C orn 2 m 
+ ° ° ° ° 1 
. ο ο ο ο 1 
eee ere 1 
+... ο ο 1 
ο ος 4 
5 ο ο ο ο 2 
oe eee 1 
eee wx Ow 2 
ee ia nar 8 
"πη 4 
η a H 
. 1 
. 1 AD 
. 1 cc 
. 1 
. 1 
š 1 
z 1 
. 1 AB 
. 1 BW 
illuminated 1 
— ν 1 
E 1 
ο. ee e 1 
illuminated 1 
ene 2 
$ € [εν e 1 
la 1 
V. cde da 1 
Poe oa -ᾱ κ 1 
P: ae AL 1 
ated handle 1 
os mcs 1 
ον ον Ὁ 1 


— ο το ccu MMC MEM Pd LL s T -— 
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SAR 


No tl 


52 





H-175-52-10 


FIGURE 178 - CONTROLS LOCK ASSEMBLY 
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-16 146-43105 CABLE ASSEMBLY, RH, engine mix control forward 


-17 146 -52036 . LOCK, 3/32 control cable... 


-18 146-43104 CABLE ASSEMBLY, LH engine mix control forward 


-19 175-52026 HUB ASSEMBLY, Controls lock δε tar E de IR utter ala EDS 
-20 AN201KP4A . BEARING. . . . + LES 
. SPACER, Plain dual bearing (NA). cd š 


-22 45s6-6-883 SPACER, Plain -dual bearing (ΝΑ). . . . . 


HEUER PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
178 175-52024 LOCK ASSEMBLY, Controls (see figure 176 for next assembly and. . Ref 

attaching parts) 

-1 AN320-3 v. NUT: ¿ç oor re S 6," move. ker NIS cohol ο ο ο μμ pel hay sq E 
-2 - AN960D10L s WASHER... my eR yg Ue Zee δν fo «Ὁ ανν eh Ie Fw pig oe ccu he! & is 
-3 AN3-61 E BOLT... ego UR eI A e, WET R O er cin tel et eh E Ty "e 
-4 4S4D6-84 . SPACER, Rivet (ΝΑ)... . . . . + . A EET THEE 
-5 4S4D6-74 . SPACER, Rivet (ΝΑ)... . . +. . + s< ete s e sç . ç s e s o 
-6 4S4D6-14 . SPACER, Rivet (NA). . . . . +. + S: 4S lentis her, M why SUR νὴ ματος 
-7 AN320-6 a NUD ov ua. a ο ds E rece, Ga eee MD Ey dec Hat we ee ἃν eg — 
-8 AN960D616 we WASHERS itan Sue. Boke lile eS ve Lien wh Vet apace ος SR Bae ze YS. El swan 
-9 ANÓDD67 s. GBOLT.. S uy soci vec ο ο (δ Qe Yes Qe Q ce, D m one LU ο SS Par IUS 
-10 AN320-4 x) NUTS Uu αν δις Ec OCC SE τα’ GOD C SD OR De se sg. Ge We TWO GH ee we or ces s 
-11 AN960D4 16 a WASHER: κ. ὁ €. 0€ Gee w el RA ee YO WE ο, PLA lle EUR 
-12 AN4DD46 - BOLT. . 9 à ë ο ο ο μυ Soh er aoe 
-13 146-52025-3 . BRACKET ASSEMBLY, Controls lock Wa M put oe! err S ss E RE 
-14 146-52034 . PULLEY ASSEMBLY, Secondary control drive. ..... oo’ 
AN201K6A - . BEARING. .... ^ Sous Is Oy ο an. $us 
146-52033 . . PULLEY, Secondary control “drive. OS HE e 
146-52035 + .- ARM ASSEMBLY, Secondary control drive pulle yes e 

-15 486-6-593 . SPACER, Plain dual bearing (NA). . - n 
ο er 


eo. 5 9 9 ο ο 9 9 
3. * * « * + 9 > s 9 9 e s c9 q 9 * q s e + c9 s q 9 9 9 0 q s 9 c9 q q 9 9 c9 9? 0 e s s s 9 ç ο c3 ο 


IDR PRN HE NR ENE NPP iB |j HNP (| ΕΛ) ΓΕ NP Áe | I| E NDP 15} «Σπ! PNP RP P iS S Νε’ 


-23 175-43058 BRACKET, Engine control cowl flap microswitch support ἃ 
-24 BZ3YQ1T MICROSWITCH (MCS) . £ > wo τς QAN Ὁ E EC ET NES sS S 
-25 175-52020 . STOP ASSEMBLY, Control lock ç M Ue ate ca sue ya, Ge ¿N οι οῷ,. Ὁ 
-26 AN201KP6A . . BEARING. . . . E Suse ὧν mec 
-27 4S6-6-174 . SPACER, Plain dual “bearing. (ua) v eres ee o i lada, UE: Ὃν Ag 
-28 ἠδ6-6-123 . SPACER, Plain dual bearing (ΝΑ) . .......... TES 
-29 175-52032 . PULLEY ASSEMBLY, Controls lock. . . . . . + + + + . +. P ND 
AN2O1KP6A . ο» BEARING. . . . a Ἐφ ῳ U SU a Gal ἃ oe Y 
-30 146-43102 . CABLE ASSEMBLY, RH engine throttle controls forward . . . 4 
-31 146-52036 + . LOCK, 3/32 control cable . . . . . s es s e e ο» uw τα 
-32 17175-52031 + PULLEY ASSEMBLY, Controls lock. . . . +. . + + + +... 4e 
-33 AN364 -1032 we te NUTS ὁ a ὦ, ο O ole 226. ce? «ὦ ME 
-34 AN960D10L . . WASHER . . . « αἱ: τὰν š s; OA dea ae ee $E m 
-35 160-43027 . . CAM, Engine control cowl microswitch adjustable. . $us 
-36 AN3-7A af a TI BOLE ο. x ee ae οκ ο aza, | ae ae 
-37 146-43101 . CABLE ASSEMBLY, LH engine throttle controls forward . af sre 
-38 146-52038 . CABLE ASSEMBLY, Controls lock forward . . . . . . + +. oe ο 
-39 146-52036 . . LOCK, 3/32 control CODO ο ος αν κος dde ru qs eee 
-40 175-52019 . PULLEY ASSEMBLY, Controls lock. . . . +. . + + + . . o "Ic 
AN201KP6A + . BEARING. . . νο Δ) be aL. Is te oe ο 
-41 146-43103 . CABLE ASSEMBLY, Jet engine “throttle control forward . a ue. a 
-42 175-52018 . LINK, Controls lock... . ο 5.54 «ο sac ο ese SP aes 
-43 AN393-9 κ PIN we A UE te eR w . κ ων 
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FIGURE 179 - FUSELAGE INTERMEDIATE SECTION SURFACE CONTROL INSTALLATION 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section l! 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
179 146-52003-20 SURFACE CONTROL INSTALLATION, Fuselage intermediate section. . . Ref 

(see figure 73 for next assembly) 
No Number + FUSELAGE STATION 362.236 SURFACE CONTROLS . . . . . . . . +. . Ref 
(see figure 181 for detail breakdown) 
No Number FUSELAGE STATION 239- -3/4 TO STATION 489 CABLE ASSEMBLY. . . . Ref 
(see figure 180 for detail breakdown) 
-1 AN210-6B PULLEY, Anti-friction bearing control . . . . . . . + +s + so 6 
ATTACHING PARTS 
-2 AN26-30 . BOLT (magnetic inenecten) Sten Sa ye fe αν RE qvis Au ener «ἔμ 1 
AN960D616 . WASHER. . . . WI IM ew. DS "ere qos MR t ο S Wes Së ced dE 2 
AN320-6 . NUT (magnetic inspected). ο ο Ορ... 1 
-3 AN26-34 . BOLT (magnetic inspected) biel Cer et, "X ο IX ye RA 2 
AN960D616 + WASHER. . . . BL far E 
483D616 . SPACER, Bolt (NA) . VIT t Rt ar ο ο ee ae! ο «TRA. ου” 2 
AN320-6 . NUT (magnetic inspected). at ay ven ο a se Us Re ar VeL accel ο. 2 
-4 AN26-36 . BOLT (magnetic inspected) boise Se ο ον κ. 1 
AN960D616L . WASHER. . .. wi cu vei ee (Q SUS ος b Ru τῷ $, W τῷ Ὁ” ὦ 2 
483D616-20 ` SPACER, Bolit (N) Gor wo wos co eek L tre ee ee: d 
AN320-6 . NUT (magnetic inspected). πο ο. ο ο ο E e 1 
nm ea PA 
-5 AN210-1B ΠΕ... e AR RIO Ὅ a E ds «13 
ATTACHING PARTS 
-6 AN23-32 . BOLT (magnetic Trispäctea) κο ο igh ο NA Ger tee Le des um 1 
AN960D10L . WASHER. . . + PRENDE un wi AG? om, ^S? W Was cra a U qe IRE Lente. Ihe: 2 
483D10-9 . SPACER, Bolt (NA) . e. αρ τῷ; ο ο ο el C adu ο err cer ied aim "ὁν be τὸ 1 
AN320-3 . NUT (magnetic inspected). oe ig, ο ο S AA uQ de ος, ο. 1 
-7 AN23-11 . BOLT (magnetic inspected) . . soso osoo eee ee ee ee 6 
AN960D10L . WASHER. . . . $e ta ve ELNET eu Enti te ee vo κ LA asa a 2 
AN320-3 . NUT (magnetic inspected). i.m w^». x le. Cere Sra. "e vel 910 L9 hee SS le 6 
-8 AN23-29 . BOLT (magnetic inspected) . ; . . . . , + + s + + + s s s 1 
AN960D10L WASHER. v: ο we $7. ur cere Sat, SP WA a ο T, Ma om ca? Mell, acie SE 2 
AN320-3 . NUT (magrietic inspected). WC» ο W Sg, ο de Aad ied eoe. ἴδε ο” 1 
-9 AN23-38 . BOLT (magnetic inspected) . . . . . . , + + + + + + s ee ewe 1 
AN960D10L Ὁ WASHER: V 4-7: 9 wis a een WW e Telan W q: we ios. ο 
483D10-11 . SPACER, Bolt b Beh acd eb nek dem ced aie d) coe Vad av No? Sq cies Cat cer Seca! τῶν sta ο 1 
483D10-15 +: SPACER; Bolt (NA) ¿ < L Ser coy 3 9.90399 93 Resp y e ΙΝ “se 1 
AN320-3 . NUT (magnetic inspected). . . . . . + + + +s s + 4.4 s s ο « 1 
-10 AN3-15A . BOLT (magnetic inspected) . . . . ss , + + + + + + ee nn 1 
AN960D10 v "WASHER. ος gus κεν Si ται ο ἀρῶν le DOR UR δι W το QW: WE sip a ie Keb ος 2 
483D10-14 . SPACER, Bolt EA E A E 1 
4S3D10-16 4 «SPACER, BOlt (NA) κο 9 9 409739 9089 o a aa e 1 
-11 AN23-12 . BOLT (magnetic LG ο ——— rc BM 
AN960D10L . WASHER. . . . ¿UTS S: Que de "e GOS Kenton Rn eai». sa a AS 
AN320-3 . NUT (magnetic inspected). Qv we ug μον Ro xS ον um de UR Fun leot acm eee SM 
qasa ΠΕΠ 
-12 AN210-2B PULLEYS oc) πω oR abt We deed a e Ede EVE cal Suse m «30 
ATTACHING PARTS 
-13 AN23-17 . BOLT (magnetic με, ο ο ο qe due Ert ex ty Mb ἐών secs 2 
AN960D10L . WASHER. . . . wm" oom: fes eur RU cR ce cis eos WO W. WI WIS uk “ὦ 4 
AN320-3 . NUT (magnetic inspected). νην Qi Sp SC Ep aA O y ο.” 2 
-14 AN23-11 . BOLT (magnetic ώς. LX 3 
AN960D10L . WASHER. . +. . κ; eee 1€ τς e de V9 ον, om. Ὁ v ile. W S os 6 
AN320-3 . NUT (magnetic inspected). te Marae hat rd: Ao RP ον vis d dV OIN. dol woe 3 
-15 AN3-17 . BOLT (magnetic inspected) . . . . . . , + + + + ὁ ... + ν ο ο 1 
2W1AL14-20-40 . "WASHER, Plain (NA). 0. a te" ie: wo. c» vex Ra 2 
453D10-16 . SPACER, Bolt (NA). A A 2 
AN310-3 . NUT (magnetic inspected). di fed ng e^ teh fate a cielo rade μμ να. 1 
-16 AN23-16 . BOLT reor ο ο di το SL GS. ἅν δὲ ὃς ten bie δε USE «ὡς ὡς στο -ᾱ 1 
-17 AN23-20 . BOLT (magnetic inspected e e c» ο ο 9 9 ὁ ο e ὁ * * ὁ ο ὁ w ο 1 
AN960D10L . WASHER. . . S cat sre toy σώος, POR EE E 4 
AN320-3 . NUT (magnetic inspected). Woo. aw Vay deter ai eder yas ur S: C 29 σου 2 
-18 AN23-26 . BOLT (magnetic Tnspected) ο eit cap Nd κο μμ αμα. 2 
AN960D10L . WASHER. . . LA as fs: ο e ο... 
AN320-3 . NUT (magnetic inspected). ο ο ο Cp qu 1 
Εν ος 
-19 AN155-16L . BARREL. . . . ον... e ón oD 
-20 175-52089 . FAIRLEAD, Surface control lock fuselage station 424-5/8 . . . 1 
upper cable 
175-52088 - SEAL, Surface control lock fuselage station 424-5/8 . . . .. 1 
upper cable 
-21 AN3-7A . BOLT (magnetic inspected). BA ater HOC ο EU E sd ars ο ο SEN 
AN960D10 . WASHER. . . . i^ $m . ep ο dos EL UP cas ο πω e "OD 
AN365-1032 . NUT (magnetic inspected). NE PEDE EP AA 
-22 175-43713 . FAIRLEAD, Jet throttle control "fuselage station 424 -5/8 ES 1 
upper cable 
175-43712 . SEAL, Jet throttle control fuselage station 424-5/8 . . . . . 1 
upper cable 
-23 175-52087 . FAIRLEAD, Surface control lock fuselage station 424-5/8 . . . 1 
cable 
175-52086 . SEAL, Surface control lock fuselage station 424-5/8 cable “1 
-24 175-43711 <“ FAIRLEAD, Jet throttle control fuselage station 424-5/8 cable 1 
175-43710 . SEAL, Jet throttle control fuselage station 424-5/8 cable . . 1 
-25 175-56811 E FAIRLEAD, Arrestor hook fuselage station 424-5/8 cable. . . . 1 
175-56810 . SEAL, Arrestor hook fuselage station 424-5/8 cable. . . . . . 1 
-26 175-52261 . FAIRLEAD, Elevator control fuselage station 424-5/8 cable . . 1 
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FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE s PER ASSY. CODE 


179 175-52260 + SEAL, Elevator control fuselage station 424-5/8 cable... . 1 
-27 1175-52421 + FAIRLEAD, Rudder control fuselage station 424-5/8 cable | | . 1 
1175-52420 . SEAL, Rudder control fuselage station 424-5/8 cable . . . . . 1 
-28 175-52085 + GUARD ASSEMBLY, Surface control cable . δ. Set oe: idm. oes oe τῳ ος “Ὃς 2 
-29 AN3-4 . BOLT (magnetic inspected) .............. νεο» 4 
AN960D10 =. WASHERS ο esa T Meca p.e GATED Ai ads ορ... 
AN365-1032 . NUT (magnetic inspected). . . . . . . aa 3... o... . Y 
-30 ΑΝ155-165 s «BAHREE. Iove ο ον ο. la Tue ος «ο E ος δα vett riesig. Ker len ἐᾷ 2 
AN320-3 + NUT (magnetic inspected). . . . . . . . «7; » 6 
AN23-9 + BOLT (magnetic inspected) . . . . . . . .. . LLL LLLI 6 
AN161-16RS EIU cup vgs oy oo κι MM & eee Aw ὃς RIUS SU ene 2 
-31 146-48809 - PLATE, Tip tank release βρτ6ϑᾶετν............... 2 
-32 AN23-9 . BOLT (magnetic inspected) ..........0.-+...2... 1 
AN960D10L s WASHERS 35 ere voi ca eke. roe qu warm» Re tr E ος ae "ase w. ow 2 
AN320-3 . NUT (magnetic inspected). . . . . . . . . . . . 0... κ... 1 
-33 146-520134 + FAIRLEAD, Dual secondary cable. . . . . .. . .. ων ων .. 2 
-34 175-52080 . FAIRLEAD, Dual secondary cable. . . . . soso .. , s ç ¿ eae 2 
-35 146-52044 - GUIDE, Automatic pilot release equalizer pulley . . . . . . . 1 
AN310-3 - NUT (magnetic inspected). . .. ...... . LLL vL v n M 1 
2W1AL14-20-40 . WASHER, Plain (NA)... . e Lv LLL o... P 
483D10-16 + SPACER, Bolt (NA)... .. . ... ... .. e a . . 2... 2 
AN3-17 . BOLT (magnetic inspected) ..........0....... » 1 
-36 146-520132 + RETAINER, Emergency auto pilot release cable. . . . . . . . . 1 
AN365-632 + NUT (magnetic inspected). . . . . . . . . . ο ο LL Š $ xw x 1 
ΑΝΟΘΟΡΕΙ, @ WASHER: Guia so. S ot ese? δὲ τς κ. outa τν qe eo ONS ντος wo et š: fetches ας 1 
AN507-632-10 . SCREW (magnetic inspected). ................ . 1 
-37 146-520129 . SECTOR ASSEMBLY, Emergency auto pilot release . . . . . . . . 1 
ATTACHING PARTS 
ANAHI5 - BOLT (magnetic inspected) . . . . . . . ων Ll. ος 1 
AN960D416 a WASHER S a a ος la wie quud SË 
{ΡΝ iia 
AN201K4A > s. “BEARING. ç. ^uo y a ae y "ow e) Sees d Das 2 
486-4-0.485 + +. SPACER, Plain dual bearing (NA). . . . . . . . . . . . . . 1 
-38 175-52093 + FAIRLEAD, Surface control lock fuselage station 398.5 . . . . 1 
. upper cable Ë 
175-52092 . SEAL, Surface control lock fuselage station 324.5 upper . . . 1 
cable 
-39 AN3-7A . BOLT (magnetic inspected) . . . . . . o... ......... 14 
AN960D10 e WASHER. . . .. .. + + s s s s s s s e ον νο νο ο νο; 28 
AN365-1032 . NUT (magnetic inspected). ..........2..2.200222 . 14 
-40 175-52091 . FAIRLEAD, Surface control lock fuselage station 324.5 cable . 1 
175-52090 . SEAL, Surface control lock fuselage station 324.5 cable . . . 1 
-41 175-56813 + FAIRLEAD, Arrestor hook fuselage station 324.5 cable. . . . . 1 
175-56812 + SEAL, Arrestor hook fuselage station 324.5 cable. . . . . . . 1 
-42 175-52316 + FAIRLEAD, Aileron control fuselage station 324.5 cable. . . . 1 
175-52315 - SEAL, Aileron control fuselage station 324,5 cable. . . . . . 1 
-43 1175-52263 + FAIRLEAD, Elevator control fuselage station 324.5 cable . . . 1 
1175-52262 . SEAL, Elevator control fuselage station 324.5 cable ..... 1 
-44 175-52423 + FAIRLEAD, Rudder control fuselage station 324.5 cable . . . . 1 
175-52422 . SEAL, Rudder control fuselage station 324,5 cable ..... Š 1 
-45 146-524117 . FAIRLEAD, Rudder control fuselage station 271 cable . . . . . 1 
-46 AN3 -4A - BOLT (magnetic inspected) . . . . . . . . . . . . . . ty Canes ον 2 
ΑΝΟΘΟΡΙΟΙ, +. WASHER. cocoa Ge x. 306 wo 4. τς oF ὑφ SO den ο ο Vus S `S 2 
AN365-1032 + NUT (magnetic inspected). . . . . . . . . . Li Ll n πας 9 
-47 146-48809 . PLATE, Tip tank release spreader. . . . ;............ 1 
: AN320-3 - NUT (magnetic inspected). . . . . . . . . . . . LLL n ον. 3 
AN23-9 . BOLT (magnetic inspected) . . . . . . . . . . ¿ . . š A facie 3 
-48 146-43122-3 - BRACKET, Engine control fuselage station 253 upper LH. . . . 1 
AN320-3 - NUT (magnetic inspected). .. . . . . . . . .. +... 2 
AN960D10L a,’ WASHER š yn μμ ΡΜ ο ο ο V RES Ta E Ul ar. e. E. ο W 2 
AN23-38 . BOLT (magnetic inspected) . . . . . . . . ey CE te P Si eae, oe oo qd 2 
146-523190-5- - BUSHING, 5/16 thin wall 5 Su 6 3*4 6 Bee e ο due De e 
AN960D10 e. WASHER: € V0.9 ο Ὁ ο! ος στο s ῳ ος φορ 2 
AN393-65 s PUN e £2 οι Ca gay isa allies e del terri Certe Pul ἐς Ë Lu Gel d iul ος cid (^ Le «ὦ 2 
ATTACHING PARTS à 
AN365-428 . NUT (magnetic inspected). . . . . . . . .. 2... 2... n $ 3 
AN960D416L ο ιο AA cop te a ce beh oes os --- “p er Ne? ὁ Set ὃν, 6 
AN4-7A . BOLT (magnetic inspected) ........0...0..0.2...... 3 
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TA 








H-175-52-19 
FIGURE 180 - FUSELAGE STATION 239-3/4 TO STATION 489 CABLE ASSEMBLIES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE PER ASSY. CODE ` 
180 No Number FUSELAGE STATION 239-3/4 TO STATION 489 CABLE ASSEMBLIES . . . . Ref 


(see figure 179 for next assembly) 


-1 146-52099 . CABLE ASSEMBLY, Servo disconnect aft intermediate ...... 1 
-2 146-52098 . CABLE ASSEMBLY, Control lock aft intermediate . . . . . . . . 1 
-3 : 146-52097 . CABLE ASSEMBLY, Control unlock aft intermediate ....... 1 
-4 146-52394 . CABLE ASSEMBLY, Aileron control lock intermediate . . . . . . 1 
-5 146-52036 . . LOCK, 3/32 control cable... . es , +, s + s se eee 1 
-6 146-52353 . CABLE ASSEMBLY, Aileron control fuselage aft. . . . . . . . . 1 

146-52045 o a COCK, 5/39 cable . . . 2 ο e a 4 πες we omo oe vo ἆ 
-T 146-52095 . CABLE ASSEMBLY, Servo disconnect forward intermediate . . . . 1 
-8 146-43110 . CABLE ASSEMBLY, Jet engine throttle advance intermediate. . . 1 
-9 146-52096 + CABLE ASSEMBLY, Control lock forward intermediate . . . . .. 2 
-10 146-43111 . CABLE ASSEMBLY, Jet engine throttle retard intermediate . . . 1 
-11 146-56906 . CABLE ASSEMBLY, Arrestor hook intermediate. . . . . . . . .. 1 
-12 175-52238 . CABLE ASSEMBLY, Elevator down control center. . . . . . . . . 1 
-13 1175-52237 . CABLE ASSEMBLY, Elevator up control center. . . . . s . . . à 1 
-14 169-52486 . CABLE ASSEMBLY, Rudder left center control. . . . . . . . . . 1 
-15 169-52485 . CABLE ASSEMBLY, Rudder right center control.. ........ 1 
-16 146-43107 . CABLE ASSEMBLY, LH engine throttle retard intermediate. ... 1 
-17 146-43109 . CABLE ASSEMBLY, RH engine throttle retard intermediate. . . . 1 
-18 15456-53106 . CABLE ASSEMBLY, LH engine throttle advance intermediate . . . 1 
-19 146-43108 . CABLE ASSEMBLY, RH engine throttle advance intermediate . . . 1 
-20 160-43115 + CABLE ASSEMBLY, LH engine mixture rich intermediate ..... 1 
-21 160-43117 . CABLE ASSEMBLY, RH engine mixture rich intermediate . . . .. 1 
-22 160-43116 . CABLE ASSEMBLY, LH engine mixture. -lean intermediate . . . . . 1 
-23 160-43118 . CABLE ASSEMBLY, RH engine mixture lean intermediate . . . . . 1 
-24 146-48806 . CABLE ASSEMBLY, Tip tank release LH wing. .... won ters ὃς 1 
-25 146-48807 . CABLE ASSEMBLY, Tip tank release RH wing. . . . . . . + + . + 1 
-26 15406-48808 . CABLE ASSEMBLY, Tip tank release center . . . . . ENT 1 
-27 146-43114 . CABLE ASSEMBLY, Jet engine throttle aft . . . . . . . . . ο ο 1 

146-52036 + . LOCK, 3/32 control cable . . . . . . . o... ών 1 
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FIGURE 181 - FUSELAGE STATION 362.236 SURFACE CONTROLS 
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PART 


No Number 


AN210-6B 
AN26-17 
AN320-6 
AN960D616L 
de 
AN310- 
AN960D616 
AN210-2B 
AN210-1B 
AN23-11 
AN320-3 
149-52016-3 
149-52042 
RA2258-2 
AN320-3 
AN960D10L 
AN23-17 
160-52621 
NAS51-43 
160-52622 


160-52623 


160-52620 
160-52601-5 
146-52603 
146-52604 
146-52602 
146-52609-17 
160-52601-11 
160-52613 
AN365-428 
1588Ε1 
1658E1 
ACUDIR 
ANH-7A 
AN365-1032 
AN960D10L 
AN315-3R 
No Number 


146-523145 
146-523133 
146-523134-5 
146-52355 
146-52356 
146-52045 
146-523127 
146-523126 
146-523128 
146-523129 
AN310-5 
AN960D516 
AN960D516L 
AN5-24 
AN5-21 
146-52611-5 
146-52610 
NAS2-201 
4B17-7-50 
4B19B5-104 
146-52617 
AN310-5 
AN960D516 
AN960D516L 
AN5-12 
ANKO4Y-1 


MF36-3909-20ZD2 


175-52606-15 
175-52606-30 


:184 -52602-20 


1647E 

AN23-9 
AN23-11 
AN320-3 
146-523166-10 
146-523166-20 





ΑΝ O1-60AABA-! 
FUSELAGE (Cont) 


1 2 3 4 5 6:7 NOMENCLATURE 


FUSELAGE STATION 362.236 SURFACE CONTROLS. . . . 
(see figure 179 for next assembly) 

PULLEY. . . ^w. Tei 

BOLT (magnetic inspected) 

NUT (magnetic inspected). 

WASHER. . . 

BOLT (magnetic "inspected) 

NUT (magnetic inspected). 

WASHER, & « a ὁ + + 9 

PULLEY. . . 


9. 9 * * 9 ot 9 t9: n 
5. 9 9 e we 5 9 9 5n 


9 * + t |] | + 9 n9 
oe ee e ο e 9 n9 
9 9 4 + t] |] 09 t9 5 
9 9 0 e t e ο n n 
oe t + ° «ο. 


BOLT (magnetic '" Anspected) 
NUT (magnetic inspected). 
SPRING, Auto pilot servo disconnect cable 
CLAMP ASSEMBLY, Auto pilot servo emergency r 
FITTING, Quick detachable (ACA). V wes 
NUT (magnetic inspected). . . . . . . . . 
WASHER. . . + Sir e δν δι 
BOLT (magnetic “anspected) . "s $ we 
UNIVERSAL ASSEMBLY, Flap drive 1nboard 8 
RING, External retainer. ... . 
. TONGUE, Flap drive shaft universal è 
m ADAPTER, Flap drive shaft. . . š 
SHAFT ASSEMBLY, Flap drive (inboard); š 


SHAFT ASSEMBLY, Flap drive (outboard) 
. COLLAR, Flap drive shaft lock. . 


+ s + s e t s + + s 9 ng 0 d. + + * + s 9 ος ο 


ha. 
SPRING, Flap drive shaft collar. . . . . 
SLIDE, Flap drive shaft collar . . 4. e 
TUBE, Flap drive (outboard). . . . ats 
UNIVERSAL, Flap drive outboard (make from A 
upe 


: REDUCER, Flap drive shaft (outbpand) 
NUT (magnetic inspected). . . š 
DRIVE ASSEMBLY, Flap motor gear [ον] 
DRIVE ASSEMBLY, Flap motor. gear 
WASHER. +. . + s z oe 
BOLT (magnetic ` inspected) 
NUT (magnetic inspected). 
WASHER. . . . 
NUT (magnetic inspected). 
POTENTIOMETER, Electric landing 


(s 


eo ο. 


. 
. . 
. . . 
. . 


pers 


€ 9 əƏ 9 0 9 c9 9 ὁ 9$ 9 & * e o o o o 9 * o ç 0 à o o * o 9$ bo 0$ 9 s o 9 ° 5$ 9 
ee eee 


flap (ma: 


RETAINER, Aileron control sector cable. . . . 
RETAINER, Ailéron control. sector cable. . . . 
CABLE ASSEMBLY, Aileron 
CABLE ASSEMBLY, Aileron 
+ + LOCK, 5/32 cable . . 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. NUT (magnetic inspected). 

+ WASHER., . , . . . «© « ὁ ο ο 
. WASHER. . . "e 
. BOLT (magnetic inspected] s 
. BOLT (magnetic inspected) . 
. BUSHING, Flap actuator block bearing spacer 
. BLOCK ASSEMBLY, Flap actuator pivot universa 
. . FITTING, Lubrication... . 
- . BUSHING, Flanged press fit bronze ` (NA) 
$3 δὲ BUSHING, Press fit plain (NA). . 
. SHIM, Flap actuator gear box 


ee ο ο ο 


uplock control LH 
aces control RH 


NUT (magnetic inspected). . . . 
WASHER, s s e 44 m de ee eS . 
WASHER. . . ΠΝ . 
BOLT (magnetic inspected) ez s 
GASKET. . . . 
MOTOR ASSEMBLY, Hydraulic (Vi) (dr. 

(w 


ACTUATOR ASSEMBLY, Flap inboard 
ACTUATOR ASSEMBLY, Flap inboard 
ACTYATOR ASSEMBLY, Flap inboard 
ACTUATOR ASSEMBLY, Flap inboard 
BOLT ο. nip den eR de 
BOLT (magnetic inspected 

NUT (magnetic inspected). . . . Seb τὰ 
BOOST INSTL, Fus sta 362 aileron control ee 
BOOST INSTL, Fus sta 362 aileron control (see 


= 
M AM 
d 
ec ` + ee 552» 


oe £. .. δ. see s n 


3 ə c! s e e o He oùs $5 5 » 9 0 t$ plo + + 59 ὁ 


e 9 9 9 9 $9 + 9 9 9 0 ο o 9 ο 


No 


be pur 
from HPT) (Design Spec. No. 166- -54053-5) 
GUARD ASSEMBLY, Aileron control sector fuselage station 


control LH center wing inboard. 
control RH center wing inboard. 
lock control LH wing inboard. . 
lock control RH wing inboard. . 


wing inboard. 
wing inboard. 


Section [| 
Group Assembly Parts List 





UNITS USEABLE ON 
PER ASSY. CODE 
eo et. Se E ia EL 


release spring : : 
AN271B10). . . . 
edes 1481ED) ; . AW | 
ο ivo M de cer ος w 
rchased. I . ο 


542 


AK 
BY 
AV 


2 


` 9 + .. ο mo. s . α on 


qe «Τὸ τὸ fO DDD i2 TO EE EEE > t) B ID DN NON FREY RY PN LO EE ROPE = = [1 > = P> Ñ N = => [1 Γὸ TO =) = > = ODOWW END ENN £ 


figure 182 
figure 182 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 


403841 





H-175-52-15C 


FIGURE 182 - FUSELAGE STATION 362 AILERON CONTROL BOOST INSTALLATION 








FIGURE & P. UNITS — USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
α 182 146-523166-10 BOOST INSTALLATION, Fuselage station 362 aileron control . . . . Ref AS 
(see figure 181 for next assembly) 
α 146-523166-20 BOOST INSTALLATION, Fuselage station 362 aileron control . . . . Ref B 
(see figure 181 for next assembly) 
-1 No Number . SERVO, Electric (GFP) (Navy stock No. R88S0150-000 or... 1 
R88S0150-005 ) 
-2 146-520108 + DISCONNECT ASSEMBLY, Automatic pilot servo. . . . . . . . . 1 
-3 175-52325 . GASKET, Auto pilot control. ................. 1 
-4 146-523126 . LEVER, Aileron control auto pilot . . . . . . . . ses . . . . 1 
-5 169-52319 + PLATE ASSEMBLY, Alleron auto pilot rigging. . . . . . . . . . 1 
-6 175-5232 +. STOP, Aileron auto pilot lever. . . . ....-..... s 1 
-7 146-523117 - SUPPORT, Aileron auto pilot servo motor . . . . . . . sc. . . 1 
m ~8 156-52534 . ROD ASSEMBLY, Aileron control auto pilot. . e: Yap as é 1 AS 











Section H 


ΑΝ O1-60AABA-l Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 


184 -52354 . ROD ASSEMBLY, Aileron control auto pilot. . . . . s e + + + ο 1 B 

-9 AN509-416-22 è SCREW ci eye fel gas we Nes A et ob! et, S Vey hue ino c.l tase tes Ds 1 
AN365-428 $. μμ (οὶ coh ο ο Ga sa, Sole ox ο ας Al A r S: de ari ee = 1 
AN960D416L oi. WASHER: =u ο 0L. el Le vet BAGS s See) as ee cR wis P^ VAS. 

-10 AN3-11 2 BODPS-4 4e es Bale Sa ee Sy WE We νῷν ἃ Ὅς ee 1 
AN3-12 ww BOLD a 2 S ο aioe ee qr par a, eS VS, sa w Boek ᾱ- ιο ee ἐς) EO νε πώ im) er ᾱ--ο ος 1 B 
AN310-3 EP NUT Xxx E ο. Ὁ a A a Ὄψ τ 1 
AN960D10 © WASHERS 4.4. A RS ee ο Ὁ A OU. κ ἂν ᾱ- “BOGE OS 2 

-11 AN4H5 « © BOLE Qoo we S s. Sere lows Ge NO Wwe ee ee ER an ba GE uy ee 3 
AN960DÀ 16L X CWASHER 1655-6 m 2 SSX. Vox ο ur ems Wed ο IE uias mi 8 

-12 AN4H6A ο SBOGDS eG e ce ο ο ο ου tes a YO ete Sam etta el vs Ὁ 1 

-13 ANHH11A E BOLT 4 aec ay SA a x Ze. ie aka A a US O 2 
AN960D416L EA O A hee οι: JAN 

-14 175-58709 . VALVE ASSEMBLY, Hydraulic aileron boost "E 1 


(see figure 323 for detail breakdown) 


175-58709-10 . VALVE ASSEMBLY, Hydraulic aileron boost . . . . s . . +, + <= 1 W 
(see figure 323 for detail breakdown) 

15 146-523161 . SUPPORT, Aileron control boost valve fuselage station 362 . , 1 
-16 NAS54-31 . BOLT, Close tolerance alloy steel 1/4-28. . . . . . . . . . . 1 
AN310-4 Xx. NUT νι να O AT ee ME ae Be) Wo ος, -ᾱ ae rae A Ca 1 
AN960D!16 2 WASHER. ¿ © a € < v 9 56 979 74 7. ας wo e VS ο Sa ο 2 
-17 ANA -7A v BOLT ia IUE A vo Mba ΟΙ Gel μου 2 
AN365-428 μμ RE ο ΡΕ ο ο Sai eh NP Mp 2 
AN960D416 = "WASHER. ¿ < ος SI εἷς, 9.07€ X ai e a οφ a Sa Me? ὧν we l 4 
-18 ANA-16A 2 Ον, ο ὁ DA A a SAK Be δρ E tea iar js 2 
AN365-428 A A A ο... 2 
AN960D416 vo WASHER: a er μα Ὁ ο teh Sus SS ο. αμα 4 
-19 AN4-31A s PROUT nU ww oett ο terne. de απ τομ ew ee cee οσο cis Bees 1 
AN365-428 SV NUT 22.2; st ar ee dou ONLUS ve ο a a Bos ο ee, κε Μακ. 1 
ΑΝΟΘΟΡΗ 161, « "WASHER: <->... @ x o£» o5 A SR A A τέο ”-- 2 
-20 AN4-11A wv SBOLTS 2.5.1 1151209 SS 0-18 9 39 <. acis faites ὦ i-re eA. Si es uw Ser pet MS 2 
AN365-428 4c NUT pep OX X39 9 sU au du. uso era dal ex Sete ve PR amie ye 2 
AN960D416 > ,AWASHERZ I era la a TN δι a ue: Ver δ. ας ee, Ὁ 4 
-21 AN310-5 ον E RR SA 1 
-22 AN960D516 ο; WASHERS ο ον dss sea E SPS: A ὃς ea e ον a Be ae -α 
-23 AN5-35 . BOLT. . . Wu WU Gode Sp S LE Ae Ce Le ne SB Ee ee 1 
-24 146-523179 . TONGUE ASSEMBLY, Aileron control locking. . . . . + + + νο 1 
NAS2-201 . + LUBRICATION FITTING. , . , . + + + + +s + + + +s k ç .... 1 
LS3 + . BEARING (HEC). . . . . . . . «v he We W e sp -ᾱ-ῳ ο Ecc 1 
-25 146-523115 . SPRING, Aileron control lock tongue return: v s diur te ae 1 
-26 AN310-3 Ὁ, NUT 45 7-2. e Tey Se fle ον. Saa So " RUNE. eani τς JU ia et OR WT Jal por ve 1 
-27 146-523180 . SPACER, Aileron control lock tongue Sib ag fe, fee ο αμ ο 1 
-28 146-523114 . SPRING, Aileron control lock tongue... «ο. ο» eee eee 1 
-29 2W1C13-16-42 . WASHER, Plain (NA). iiw e$ 16 e, je Ves yen Ὃν det Se fw. δν S q. δες ο. ero 1 
-30 AN365-1032 d. NUT: Su UA eiut Qe oh ο ρα να μμ rm 2 
-31 AN960D10L is, "WASHER. ο ο qned sey A A ο 4 
-32 AN520-10-10 + SCREW. . « . o... 5. . IDE GR EA ECCE E 2 
-33 146-523181 - STOP, Aileron control lock tongue X. Qc EP AERE 1 
-34 146-523177 . ROD ASSEMBLY, Aileron control lock. . . . . +. +. , + + +s eee 1 
REB3N E . END, Rod (PAF)... ο a ata σα ne i e ser ο στο 
AN316-4R we ^w A E κ. Er Qz Gay δρ]. Se hiwi WU WU I ¿JSU s mo rw veg Ὁ L 
-35 146-52384 + FORK, Aileron lock cable. . . « , + + + +s + = + + + ο.» 2 
-36 146-52383 + LINK, Aileron lock cable. . . . . e s + +s s % + ew + ν wwe 2 
-37 AN23-15 a BOLTS ny. wee A “w IA eh an VS, τε Nel Yaz eet ee Ἡ -ᾱ 1 
AN320-3 e NUT L; ο we at ο ο ο ο a) See: Ga A 1 
AN960D10L s= WASHER: -ar ο ος ο o9 ο; soe Je Se) cat ὁ) κ Toten e coo fee ae 1 
2W1-13-20-94 +. WASHER, Plain (NA). . . . +. . +... .. ç ç sç se sz eee ee eee 1 
4S3D10-9 e SPACER, Bolt (NA) 4... ὦ. 6 ο το 42m 03.9 ο Um ow a WI ο ϱ e 1 
2W1-12-20-16 » WASHER, Plain (NA), . 4. . ον 4 2 4 ox € € 50. ο X ew n 1 
-38 AN23-20 κ σοκ uo dece OW GRO ae Se ο ee ae ee κ 1 
AN320-3 "EL D ACD 1 
AN960D10L ^ d WASHER Gy 4:20... e DeL) wx ο Za UE S eode e e. m^ v. Ve, ο) Jr Ue 1 
AN960D10 . WASHER. " dice «φ' ο (ee hip ^ «ὁ; RN νι ο, VE Ru oe 1 
1S3D10-9 . SPACER, Bolt (NA) id: ΟΦ) WO. Cara w fel Van Sey. et eh UQ D et 4" deo vag oS e 1 
2W1-12-20-16 - WASHER, Plain (NA). M $ . 5 . ὁ 4 4 ὁ € 4 ὁ α 1 
-39 146-523159 . LINK ASSEMBLY, Aileron control boost lever. or I Q. w A Bice: 7 1 
-40 NAS54-11 . BOLT, Close tolerance alloy steel 1/4-28. . . . . . . . . . . 1 
AN310-4 s NUT ei sb μπε. WE ο a eto ates re Sek JS ro. 1 
AN960D416 0 WASHER; <. 2 ο ὁ a ies a a A e 2 
-41 AN310-4 ΝΟΕ. ο ο αν αν eT 9^ ο a es A το κος 1 
AN960D416 . WASHER. . . . . " m € Ὁ ος μα, VEU. ch as Us 1 
NAS334-20 . BOLT, 100° close tolerance high Strength. OM ea SS. DER. 1 
-42 146-523178 ` SUPPORT ASSEMBLY, Aileron control lock tongue . . . . . . . . 1 
-43 AN4-6A e ο «i. ο. "erre a ea a: Ma ο tal igs ας οὔτ τῳ Num ie. las be hac ες ETUR 3 
AN960D416L ox "WASHER. Da aa ela O a o a ea 3 
-44 ANA -10A e “BOLT n 0 ae Se κο Hw κ Bi Ὁ er E OQ ido l.i RT ο), se 3 
AN365-428 AA ER BAS US 3 
AN960D416 s WASHER; ¿ Q 00. 15 92 9o ο at LIS τῳ te, a Ὁ 
-45 : 146-523166-5 . SECTOR ASSEMBLY, Fuselage station 362 aileron control boost . 1 


(see figure 183 for detail breakdown) 
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Section 1I 


Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 


bog 








H-115-63-14A 





UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 


183 No Number FUSELAGE STATION 362 AILERON CONTROL BOOST SUB ASSEMBLY AND. . . 
LEVER ASSEMBLY (see figure 182 for next assembly) 


-1 156-52303 . LEVER ASSEMBLY, Aileron control boost valve . . . . . . > + + 1 
-2 AN206DS3 wi. ;« BEARING; 4-5 49 9740 0* c9 ο $e el, ιδ, m ^is oo ο ο ο 1 
-3 AN207D4 =. 3 BEARING. Ὁ ode So tau oc ο ο ο Gr des e la cy false cele wan Ὁ 1 
-4 AN200K5 ee CU BEARING; o. tiara το ον oa a Ce A Ὁ cob Yaar, a ee m 1 
146-523156-5 . SUB ASSEMBLY, Fuselage station 362 aileron boost. . . . . . . Ref 
-5 AN310-5 ο σα NUES OL ο ar ο. A αὶ BP ee δν tel tee a. a cee er Sor weer I e 1 
-6 AN960D516 s "es WASHER 4 02.6 97. 9: Ὁ e 9. 9 ra Aor] αν ο ed e a 2 
-7 NAS335-34 - . BOLT, 100° close tolerance high strength 1/4-28. ..... 1 
(magnetic inspected) 
-8 AN310-4 κ. e BUS ee ea UE o Se e E AA RA A ARA eG W 1 
-9 AN960D416 s. se WASHER ¿¿ <. w 10 us Mee: ads es 1 
-10 NAS334-20 + . BOLT, 100° close tolerance high strength 1/4-28. ..... 1 
(magnetic inspected) 
-11 175-52310 - . ROD ASSEMBLY, Aileron boost valve fuselage station 362 . . 1 
ATTACHING PARTS 
-12 AN310-4 wo. UNUT κ woe oc. ves eR A ας ὁ 
-13 AN960Dl 16 wp “WASHER «I. a de hod, ο ο or ers ends War ois a: ao . τα 
-14 NAS334-13 + . BOLT, 100° close tolerance high strength 1/4-28. ..... 1 
(magnetic inspected) 
Se AAA 
-15 175-52312 $0. ὁ. idw FORK, Aileron boost valve fuselage station 362 . . . . 1 
AN316-6L pa ot. be A E ο ws ul E ο A E ere Teac ee 1 
175-52311 πμ... ROD, Aileron boost valve fuselage station 362. . . . . 1 
-16 FR4 «ο ὦ, END; -ROA (SHA). κ ον x: Soke es er We Sa ον 49) ve 9 ce or eas α 
AN316-6R "Ep Μον ee ye ο ο e de) So Masa a o Gye SZ Can eerie TE 
-17 AN365-820 "INE Gc CEPIT cure xxu 1 
-18 2W1C33-36-63 + . WASHER, Plain (ΝΑ) ¿ . v š se ee ο «ο ο νο 0... eee 1 
-19 146-523171 - . PIVOT, Aileron control sector fuselage station 362 . . . . 1 
-20 146-523170 + . SECTOR ASSEMBLY, Aileron control fuselage to wing. . . . . 1 
-21 K10A “ceo s BEARING (FAR). Q 404 V roe e 0e ὦ κ £03 Wo ο νο ο 3o vw 9 
-22 146-523141 + . SLEEVE, Aileron control sector fuselage station 362. . . . 1 
-23 146-523157 + + SECTOR ASSEMBLY, Aileron control wing fuselage station 362 1 
-24 K16A 5... BEARING (FAR). . 2-274520. eres ὦ ae QU Q Og 9o. a JL 
-25 146-523414 PES SPACER, Aileron control sector bearing . . . . . . .. 1 
-26 K12A "EE g BEARING. (FAE). v < ¿ o ο s le mon de B: v.m ες ο 1 
-27 AN365-1032 ao cé NUT uS cw c» o -ᾱ- ϱ IN A A E Ἔνι SOE ον. ON Gow Ee 6 
-28 AN960D10 s οὐ CWASHER 0713-99 40€) WS 390 9 το te a FY Meh ie, ter on, “Sn ὦ 6 
-29 AN509-10-10 3:9. SCORE ο ο ο a a, NU Sei, Ue? v SU siw haste: NÓ, 
-30 2W1A149-38-64 - . WASHER, Plain (NA) ...... +< +< s s s s s e s e e n s 1 
-31 146-523140 - + CHANNEL, Aileron control sector fuselage station 362 . . . 2 
guard 
-32 146-523172 + . SUPPORT, Aileron control sector fuselage station 362... 1 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section I! 


Group Assembly Parts List 





RGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
1 175-520 SURFACE CONTROLS INSTALLATION, Fuselage rear section . . . . . . Ref 

(see figure 73 for next assembly) 
-1 1175-52405 + ROD ASSEMBLY, Rudder control boost follow-up. +. +. . . . . . +. 1 
ATTACHING PARTS I 

-2 AN320-4 . NUT (magnetic inspected). . . . . e . + + + + + «ο we ὁ ο ο 1 

-3 AN960D416 . WASHER. 5... +. ME i Eee er ae "TO 

-4 NAS464-4-14 . BOLT, Shear close tolerance (magnetic inspected). sb vob sia Gar et YE 1 

eau A 

-5 159-52219-5 - . CLEVIS, Elevator control tube. . . . EE MEE 1 

-6 :175-52406 ws CLEVIS, Rudder control boost follow-up πο S uo ως 1 

a 175-52405-3 + . TUBE, Rudder control boost follow-up rod . . . . . . . . . 1 

- 175-24316 . ROD ASSEMBLY, Fudder actuator push. . .... e s es + ee > 1 

ATTACHING PARTS I 

-9 AN365-820 . NUT (magnetic inspected). . . . o... + + +s + + + + s ο ο ο 2 

-10 AN960D816 . WASHER. . . . . . $218 ai 28 νο a αὐ a rr Ure 2 

-11 AN178-32A . BOLT μέν Inspected) BIS ο ο” vuv Aeg. ώς A 1 

-12 AN178-20A . BOLT (magnetic inspected) . vs six Bendy Be x ye ae s 1 

-13 175-24435 . . ROD END ASSEMBLY, Rudder actuator push rod forward v wis 1 

-14 HSBG8 - . . BEARING, Spherical self-aligning (HLF) . . . . . . . + 1 

. (supersedes 4B23- 8 for future procurement ) 

-15 AN944 -101 Si ος us FITTING. . . +. φημ δ. τς. E" 1 

-16 175-24316-3 + . TUBE SUB ASSEMBLY, Rudder control "boost 'eylinder μα”... 1 

-17 175-24436 X» UG ROD END ASSEMBLY, Rudder actuator push rod aft... . 1 

-18 HSBG8 en PEN tie . BEARING, Spherical self-aligning (HLF). a Soles cs 1 

(supersedes 4B23-8 for future procurement) 
-19 AN9A4 -101 v. C» 7 46 e FITTING y ὁ dex ouk A € deo Αν 9S A AA 1 
-20 AN316-10 z^ € NUTS « ο aar M ο ο iun By Era és MERE tet -ᾱ 1 
-21 2W11-10 A WASHER, "Tab “lock (NA). a AA 1 
-22 175-52410 . SUPPORT INSTALLATION, Rudder control "boost cylinder s. < ROL 
(see figure 187 for detail breakdown) 

-23 175-52401 . MECHANISM INSTALLATION, Rudder boost control. . . . . . . . . Ref 
(see figure 185' for detail breakdown) 

-24 175-52201 . MECHANISM INSTALLATION, Elevator boost system . . . . . . . . Ref 
(see figure 186 for detail breakdown) 

-25 AN520-10-26 . SCREW (magnetic isnpected). $155 Werte e d ILU as ο 1 
AN960D10 . WASHER. . . ὃς ον νῷ, a Sen σος WI CA d: toh e fa 1 
NAS43DD374 . SPACER, Screw and bolt. voie uso Tor ie e v Ro Μη 1 
AN365-1032 . NUT (magnetic inspected). sva" ete a ni, ee ας 1 

-26 149-52016-3 - SPRING, Auto pilot servo disconnect cable. . . . 3.31! ç 1 

-27 149-52042 . CLAMP ASSEMBLY, Auto pilot servo emergency relief spring. . . 1 

-28 RA2258-2 . FITTING, Quick detach (ACA)... « + + + + + + s + + s . . . 1 

-29 AN210-2B. . PULLEY. . . KW AUR el a CONTR e LE LAS CA 285 Te wO 9, 1 

-30 AN23-12 . BOLT (magnetic inspected) uid wie Sa T RC el an att en oe ο” 1 
AN960D10L . WASHER. ... e s) 9 9 9 » ο ὁ c! ο 97 ^» $6 * ο 5 ο ο ο 2 
AN320-3 . NUT (magnetic inspected). aD al Yoho ties at E ad? ot oh <a, es NI E 1 

-31 AN210-2B . PULLEY... ο See «αὐ ο el Je GS, e ο ele Ye 1 

-32 AN23-11 . BOLT (magnetic inspected] www a καὶ arf), οι merce ire Sele ο lex Ble 1 
AN960D10L + WASHER. . . c E 2 
AN320- EM . NUT (magnetic inspected). wie Mead o ane n qs ette EA s E A 1 

-33 AN210-2B . PULLEY. . . . ο) S Ta UW So ο Q US ο CY 9 ο. 1 

-34 146-52044 . GUIDE, Auto pilot release equalizer pulley. . . . . + . + + x 1 

-35 AN310-3 . NUT (magnetic inspected Jese < % 4 4-99 aa Oe Se τος Q 1 

-36 2W1AL14-20-40 - WASHER, Plain (NA)... or ies, S LEE 

-37 45310-16 +. SPACER, Bolt (NA). ; ο cM vx ο ver fel ο wA cie Te fe eee UE. 

-38 AN3-17 . BOLT (magnetic inspected ) ο δ, ences cu ου al tar Mas VE? val. to mer Se 1 

-39 AN320-3 . NUT (magnetic inspected). Be Peer. PI Ve a a a «ᾧ 1 

-40 AN960D10L . WASHER. .. » e e c» ο 9 ὁ o * ο ο » ο 5 c c3 9 2 

-41 AN23-9 . BOLT (magnetic inspected ) E ο ο oir ua! cok etree ra ur Get bath ae oe τῳ 1 

-42 AN210-1B . PULLEY. . . a a 3) A A "δι. i a ο 1 
AN320-3 . NUT (magnetic inspected). aw egens ο ὦ κα oq ο SU e, cal τῳ «ὦ ὦ € 1 
AN960D10 + WASHER. . . ο [€ Mey 1 et ο οἱ eer T 4 T ᾱ- ὁ- en ὦ 2 
AN23-12 . BOLT (magnetic inspected) Bip A Bee iol an AO pata Vas, ο” 1 

-43 146-52470 . CABLE ASSEMBLY, Rudder right aft control. . . . . . s . . . > 1 
AN365-428 . NUT (magnetic inspected). . . . e « + + + + + + s + s e wee 1 
AN960D416 « WASHER. . . . ο ὃν Sot rem vas dI). far ee Bye E VALE 2 
AN4-12A . BOLT (magnetic inspected) . apr Iu 1 

-44 146-52469 . CABLE ASSEMBLY, Rudder left aft control . . AA rui sac Z Fra 1 
AN365-428 . NUT (magnetic inspected). . so. . . . + + s + + +s + we ο ο 1 
AN960D416 - WASHER. . . SA ο ο ο ο ο ts 2 
ΑΝΙ-19Α . BOLT (magnetic `inspected) Saray AS ee ese arm ae es a TE 1 

-45 AN210-1B . PULLEY. . . — HC LL 

-46 AN23-11 . BOLT (magnetic inspected) I P 4 
ΑΝΟΘΟΡΙΟΙ, . WASHE "T WE ue E ντ, A C a k οκ). CAE ες οἱ 4 
AN320-3 . NUT. μον, inspected). EP E 4 

-47 146-52094 . CABLE ASSEMBLY, Servo disconnect aft. . . . « , + + + + . è» 1 

-48 146-56907 ; ΓΣ ASSEMBLY, Arrestor hook aft . . . .. . + + + +s <s ο x ° 1 
AN320-3 . NUT (magnetic inspected). $m UR e vel d o ννν ντ 1 
AN23-9 - BOLT (magnetic inspected) z te — Ges toc απο e 1 

-49 AN210-1B + PULLEY. . . ο ot ο ano) teh Pet at ο ο ο 2 
AN320-3 . NUT (magnetic inspected). Weis celu up πο ier. NS ου -- 1 
ΑΝΟΘΟΡΙΟΙ, + WASHER. . . αν ΩΣ ον σώ. MUS TIR ME ew et fes «Ὁ 1 
AN23-15 . BOLT (magnetic inspected) a erede el Sees sak OE ret ace S a e 1 

-50 AN210-6B . PULLEY. . dee SS dio = Gu Sues ra Wal toe ga ο ο EV. ep "lg ο. 2 
AN320-6 . NUT (magnetic inspected). —— ο ο ο ο E EE 
AN960D616 4 “WASHER. νὰ τον ERA οκ κ a Yam AA ARA ae 2 
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H-175-52-17 


FIGURE 184 - FUSELAGE REAR SECTION SURFACE CONTROLS INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. Ἢ CODE 
- BOLT (magnetic inspected) . . š š NCVAT ae rm 2 

-51 AN210-1B . PULLEY... ο. w” k W rc ὃν ie! ὁ 1 
AN3-6A . BOLT (magnetic `inspected) o tados A ο NS 1 

-52 AN210-6B . PULLEY. . . ο. SS ee ee tes δν ee e S is 1 

-53 AN6H20 . BOLT (magnetic ` inspected) saos uh. AS Fete ο wa E Ud SEIN 1 
AN960D616L S- “WASHER $$ ον νι x 4€ ao η SU QU w |e -ᾱ So rus der wes ome 1 

-54 AN210-6B . PULLEY... arta Es A i at 1 

-55 AN6H12 . BOLT (magnetic inspected) ως E k 5ο ο cr ee SE ος 1 
AN960D616L + WASHER. .... . co. LIA A ARANA 1 

-56 175-52076 . CABLE ASSEMBLY, Elevator and rudder co ontrol surface unlocking 1 

-57 1175-52240 . CABLE ASSEMBLY, Elevator down control aft . . . . . . . s . . 1 

-58 AN210-2B . PULLEY. . . Wi ui ὑφ, ζῶ, a etas eo me y Th sce) “ye se) ie the 1 

-59 AN3H6A . BOLT (magnetic inspected] . "νιν νννηήνοννηνεννη 1 
AN960D10L . WASHER. . . $ ans SW cq RUE QR MS 1 

-60 173232232 . CABLE ASSEMBLY, Elevator up control aft . . . Iogi] 1 
AN365-42 . NUT (magnetic inspected). WR WIE ue ce eb eb Woh κῶς cec ce. e. ἕν dir vas EL w 2 
AN960DÀ16 . WASHER. . . Bite Cen feo cele ep pude ence ο ἐφ, lel cet denda C 22 
AN4-7A . BOLT (magnetic inspected) . $e o ο say ο E ον.” 2 

-61 175-52077 . CABLE ASSEMBLY, Elevator servo disconnect τὰ ο ο a ο <ç 1 

-62 175-52075 . CABLE ASSEMBLY, Elevator and rudder control surface lock. . . 1 

-63 175-52074 . CABLE ASSEMBLY, Elevator and rudder control surface lock. . . 1 

-64 AN210-2B . PULLEY... BL Ae ὃς ο ο Ven ο A Trot Car de 1 

-65 AN23-11A . BOLT (magnetic “ahepeoted) bee Do se onte era SQ ae 1 
AN960D10 + WASHER. . . . ος al R τ EE ei e 2 
AN365-1032 . NUT (magnetic inspected). "AIME νον Sur ASTE el us 1 

-66 AN210-1B . PULLEY. . . sour tes ey q tet cantare a veil ven S/n US? Sele e 1 

-67 AN23-11A . BOLT (magnetic 'Anspected) 34. ei r d δώ ο πα IPM 1 
ΑΝΟΘΟΡΙΟ . WASHER. . . +. + a het We arn, NU silo. Mele Sei VOS poise O ο. 2 
AN365-1032 . NUT (magnetic inspected). š ¿a SZ DAS. χει τω έν ας I 

-68 175-52073 . MECHANISM INSTALLATION, Elevator. and rudder control surface Ref 

lock (see figure 188 for detail breakdown) 

-69 146-52256 . LINK, Elevator servo disconnect spring. . . . . . . . + . x 1 
AN365-1032 . NUT (magnetic κας ο μα ΙΝ PE: 1 
AN960D10L . WASHER. . . . Eo e^ ο NES EAS Pract 2 
NAS221-9 +. SCREW, Brazier head Phillips recess 10- 232 (magnetic inspected) 1 

-70 AN210-2B . PULLEY... a woher aaa e x, e 1 

-71 AN3H6A . BOLT (magnetic “inspected ) A ο ee” ο May eine ο eer fo 1 
AN960D10 x. WASHER. ο woo oo UU κ κατω TIO SU -ϱ om OR DAE CAL UR -- 1 
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FUSELAGE ( Cont ) 





= "° H-115-52-12 
54 


FIGURE 185 - RUDDER BOOST CONTROL MECHANISM INSTALLATION 
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175-5240 


AN4 HY 
ANYH5 
ANQ60D416L 
156-52477 
No Number 


AN502-8-10 
ANQ60D8L 
175-52325 
146-520108 
AN663C2 
AN664C2 
146-520108-3 
No Number 


AN365-428 
ΑΝΟ6ΟΡΗ16 
AN4-14A 
AN4-15A 
156-52402 
156-52404 
RE4FL5 
AN316-5L 
156-52302 
AN316-5R 
156-5201 
AN310-4 
NAS54-35 
NAS54-10 
ANQ60D416L 
175-52403 
AN365-428 
AN509-416-22 
AN960D416 
175-52408 
AN320-3 
AN386-18 
AN975-3 
AN310-4 
146-52457 
146-52456 
ΑΝΖΟΙΚΗΑ 
AN200KS4 
146-52450 
AN201K8A 
AN201KHA 
175-52404 


ay fer “ey Ste Ὁ 


AN 01-60AABA-4 
FUSELAGE (Cont) 


NISM IN A ro 
(see figure 184 for next assembly) 
BOLT dede inspected). . . . . . . + 


BOLT (magnetic inspected). "LAE P 
WASHER . . . . 
BASE ASSEMBLY, Rudder “auto pilot servo mo 
or R88S0150-005) 
SCREW (magnetic inspected). . . . . . « 
WASHER . . . . ας ἃ 
GASKET, Auto pilot control SL i. er. ug v se 
DISCONNECT ASSEMBLY, Automatic pilot ser 
. TERMINAL. . 4 4 5-5.» « 9 +... . 
. TERMINAL. . . . . . 
. CABLE, Automatic pilot servo 'aisconnec 
š DISCONNECT, 
(PR) 

NUT (magnetic š 
WASHER i eo Q Wale, br als s . 
BOLT μες με 35 š 
BOLT (magnetic inspected * ᾱ . 
LEVER, Rudder auto pilot control » 
ROD ASSEMBLY Rudder auto pilot contr 
. ROD END (FAR). . . . . . 4 . e - 
s NUT a es ` 

BEARING, “aileron “control “push pull rod 
. NT... 
. ROD, Rudder auto "pilot contro NESES 
NUT (magnetic inspected). . . ç 
BOLT, Close tolerance alloy steel “171 -28 
BOLT, Close tolerance alloy steel 1/4-28 
WASHER .., . 
MECHANISM ASSEMBLY, “Rudder boost control 
. NUT (magnetic inspected). . . . . 
. SCREW (magnetic inspector) "n 
WASHER. . . 
SUPPORT, Rudder auto “pilot” control rod 
NUT (magnetic inspected) . "M 
P 


inspected). . . 


rol. 


. 


IN 5 
WASHER (magnetic deseen eddy MS 
NUT (magnetic inspected) . . . . 
SHAFT, Rudder control boost torque. 
LEVER ASSEMBLY, Rudder control boost. 
t> BEARING; ... ο oe ὁ. ο ὁ v -ᾱ 
. BEARING. . š 3 
SECTOR ASSEMBLY, “Rudder control boost 
yt  BIBARING 66. 2122003 0» La S eae το” k SA Ce 
. BEARING. . . 

SUPPORT ASSEMBLY, Rudder control boost 86 


. 
oe 
. 
. 


. 
. 
. 


ATTACHING PARTS 


AN365-428 
ANU-7A 
AN4-10A 
AN960D416 
AN4-6A 
AN960D416L 


AN2O1KP4A 
AN200KP4 
AN316-4R 
175-52414 
146-52459 
AN316-4L 
146-52460 
AN4 -10A 
ANQ60D416L 
175-58721 





NUT magnetic 
BOLT (magnetic 
BOLT (magnetic 
WASHER . . . (lcm xe ei ᾱ 
BOLT (magnetic inspected). 
WASHER . . « « . 4. es 


inspected). 
inspected). 
inspected). 


9 5 ο ο . 
5 5 ο t w. a 
. 


BEARING . . « 2 ὁ + + © < + o e e we 
BEARING . . « « ο: ο ee ὁ 9 wo ο ο ο 
NUT 5: ον Sar ο ar Ye ο ο 
ΒΟΡ ASSEMBLY, Rudder control boost valve 
. ROD, Rudder control boost valve . . . 

. NUT. " 
A FORK, Rudder control `boost "valve “rod. 
BOLT (magnetic inspected). ....... 
WASHER . . . d 
VALVE ASSEMBLY, "Hydraulic "rudder boost š: 
(see figure 320 for next assembly) 


SERVO ASSEMBLY, Electric (GFP) (Navy stock No. R888 


vo 
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Group Assembly Parts List 


Servo type DQ8 (GFP) (Navy stock No. R88D1 








UNITS USEABLE ON 
PER ASSY. CODE 

Ado epi RE da 4 
E EO ad 6 
: . ο de 10 
unting. το”. 1 
0150-000, 1 
à Rr ve Pun ορ -- 4 
a variates Year νη 4 
Bg) Wen eh, Set ο A is 1 
ele d ar Xe ὃν οφ H 
S "Tav fete M equo ο ας 1 
(oue E VL HE e 1 
t assembly. ντα 1 
134) 1 

inspected 

magnetic inspected 


. ο . 


. 


e 9 9 9 ο ο s 1:2» 
` ο + 9 n 


a s a 4 s . . s S + ο 


e e o o e P 0 9 e o 9 o ο wa 


(magnetic 
c 


 * e « s s s o 9 + a s s * + 9 t9 
e 9 a e 9 ο s s 9 + s ο s 9 ο ο 


* * + ο + s + s + + t n 


. 
tor 


` * $9 ο | 
. ο ο. » 
oe 9 ο 
oe ee ο 

se ee 


. 9 9 9 9 9 9 s sa a ο ο a b s * e + 


e * * * o9 9 9 e s * o. s ος Š 


| Y : 
H[HODPHHHBFEHH MNODFO ποπ! IH IH p E πὰ A AAN UNE FHP PT 15} A AA AAA AAN 


345 


Section [1 | 
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FUSELAGE (Cont) 


FIGURE 186 - ELEVATOR BOOST SYSTEM MECHANISM INSTALLATION 


H-175-58-68B 
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-6 -4 i 
AN 01-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
186 175-52201 MECHANISM INSTALLATION, Elevator boost system. . . . . . . . . . ner 
(see figure 184 for next assembly) 
-1 175-52212 . HORN ASSEMBLY, Elevator control . . rat ato Ro Ue der hp o C a 1 
-2 AN207DP10 . . BEARING, Ball double row heavy duty anti-friction air. . .- 1 
frame 

-3 A6 . . BEARING (SHA) . "a ο ο ος ο oe M 

-h 175-52212-3 . \. HORN, Elevator control $79. πα iS eie ο ο eh ο ο ne ee Se 1 

-5 AN310-4 ` Nur (magnetic inspected) 2... . . . ee . . . . . 2. 1 

-6 AN960D416 . WASHER. . . S wow es οὖν — ten ο) Nar. wh, Ὅς ee 2 

-7 . AN174-13 . BOLT (magnetic inspected) lonas ο om bs wat tana eee US cta] 

-8 AN320-10 . NUT (magnetic inspected) . . . . + soa eee ee ee ee E 1 

-9 AN960D1016 . WASHER. . . LaL 
-10 AN180-24 . BOLT (magnetic " tnspectea) ; νιν AS ass! NEE May OAK BOB ee 1 
-11 175-52216 . LINK ASSEMBLY, Elevator boost ΝΕ aA “SE S ima. car ὁ CART RE res. Ac p Tae 1 
AN320-6 . NUT (magnetic tnepected) $ a men Mas Pan oe ον MeN e . 2 

AN960D616 . WASHER. . . E "ὦ 

146-52259 . BOLT, Elevator booster link . . . . . . Godaan. š 2 

-12 175-52215 a BELLCRANK ASSEMBLY, Elevator boost. . . . . s + + © + < + e 0. 1 


cylinder hinge 
-13 RBC6 . BEARING ien Pre 
-14 AT-7 . BEARING TOR) . . 6% A 
-15 > 175-52208 . SPACER, Elevator bellerank bearing 
6 A6 ` BEARING (SHA)... i 
-17 175-52215-3 . BELLCRANK, Elevator boost “cylinder DECR 
hinge 


ee ο » 

ey 
` ° eae 
e... s. 
. . . 
se es ee 
ee eee 
ο.» 

` 

. ο eee 
Pree 


-18 AN365-720 . NUT (isgnetío inspected) 22 rata tes aY cce tai te, e ya, el eee 1 
-19 AN960D716 5: μμ S o e a a aa S de «Ὁ 
-20 AN177-35A 6 ο ον er g w ο ου . A CC ND E m 1 
-21 AN320-6 . NUT (magnetic inspected) . . . . . . . . . PERPE: 
-22 AN960D716 . WASHER. . . acc φής, ar cw elo: «Se, “a a la. Tp. «ἃς Ὅνταν Dui vi. SE, qA $ 1 
-23 NAS464-6-13 . BOLT, Shear close tolerance (magnetic inspected). ...... 1 
-24 AN365-428 . NUT (magnetic inspected) EM we, Ta ο She fe Hoda? ο.” 1 
AN960D416L . WASHER. . . 2-98 bs ieri o κ SS VS a more Bene Sot 0 
AN4-10A . BOLT (magnetic daspeoted] - ο eis oy Je. E Sa πα." 
-25 AN365-428 . NUT (magnetic inspected) . . . . . . + + + + + + + ee ο « 2 
AN960-416L . WASHER. .. de a. ο Woo Oia ee (Φ See ο ek UE cee om (ας, 5 4 
AN4-6A . BOLT (magnetic inspected). sia ο e elc La» ete SA YS: eg! PE. 
-26 146-52240 . BRACKET, Elevator control valve . . . . t ler a) Daun ge Dore aY S 1 
-27 NAS464-4-16 . BOLT, Shear close tolerance (magnetic inspected). . . . . . . 1 
ANQ60D416 . WASHER. . . i X 39.0 PAE T- š 
AN320-4 . NUT (magnetic inspected) AS ce ο ο U δε evo e Q bal ean ee A, 
-28 AN310-4 . NUT (magnetic inspected) . . . . . , + + + + ee ee ee ee 1 
-29 AN960D416L .. WASHER, 4. V o δι lie ὁ I ve ἐφ... ὁ . E e e wife l. 
-30 NAS334-14 . BOLT, 100° close tolerance high stre ngth Εν. BOT eos an he cag οἱ 
(magnetic inspected) 
-31 175-52214 . LEVER, Elevator control auto pilot. . . . . . + + sè iris 1 
-32 AN502-8-6 o ο Z Z eG big) ο Ss de αν bg Ra eee ob Ae vot wl eee ae A 
-33 AN960D8 . WASHER. . à Μπο MC 
-34 146-520108 s DISCONNECT ASSEMBLY, “Auto pilot servo ong XP «des EN nd 1 
-35 AN66h C2 . . TERMINAL... νο ee cat ο ueq. eu U Sr Pe, EO 1 
-36 146-520108-3 . . CABLE, Carbon- steel. QUU AL vd des ce S uel P um ο co 1 
-37 AN663C2 e^ os TERMINAL ον Gh at Nee eA at AG eet e 1 
-38 No Number ES DISCONNECT, No. "1 servo pioneer type No. .DQ8 (GPP) .... 1 
(Navy stock No. e pioneer Ὁ . 
-39 AN4 -6A . BOLT (magnetic inspected) . . . . . . . ee eee ee eee 4A 
AN960D416 . WASHER. . . t «cum K A OL ad ev E we d 4 
-40 146-52237 . SUPPORT, Elevator auto “pilot. servo. ο Sel O79 wie. A 1 
-41 AN4H5 . BOLT (magnetic μία, "νην" νυν Ἣν νυν ΝΟ 00. 
-42 ΑΝΟΘΟΡΗ16 . WASHER. . . +. $e. se candi Ya Stee a vel el ten i ^ ia 
-43 175-52325 . GASKET, Auto pilot “control. , το ο 6l -ᾱ; Yer ke 1 
-44 12359-1A . SERVO, Electric (GFP) (Navy stock No. R885 150) (PR). . . . . 1 
-45 175-52210-5 5 SECTOR ASSEMBLY, Elevator boost control . . . . . . . 4 ay. ἐν 1 
-46 AN364-1032 . . NUT (magnetic inspected). MD Sag ae, Ea Shh DR E 2 
-47 AN975-3 . . WASHER . . -— T 2 
-48 AN386-1-11A . . PIN (uegnetas inspóciad)” £ ο RA AÈ 
-49 AN386-1-7A . . PIN magnetic inspected eux 215 2 Yee οὖ, terere ews Wa 1 
-50 184-52245 . . SHAFT, Elevator control boost torque hen sh ce as cir “ot αἱ kel ᾧ 1 
175-52211 . . LEVER ASSEMBLY, Elevator control boost follow-up . . . +. + 1 
-51 Bh Z | . BEARING (SHA)... . DOW ο GY EP τρ αὶ «μοι». Ὁ 
-52 175-52211-3 . . . LEVER, Elevator control boost follow- “UP s < < < % ὁ “< < 1 
175-52231 . . SECTOR ASSEMBLY, Elevator control boost. . . « . s . + + ο 1 : 
-53 AN200KP5 a” a « BEARING . . .. < < 4 « < X 4 € 5 * 5 Ὁ * ο ὁ  * 34 Ué 1 
4s7-8-1.415 . . . SPACER (NA)... . . . . . pM Doda ee ο τα... 
AN207DP5 ala ac BEARING ως do oim A ας αι ee OST 1 
-54 AN201KP8A . . . BEARING . . . . SS e ecl, ο ο "oen ris an n 2 
-55 AN320-5 . NUT (magnetic inspected). . ee i RI tae, regt dr NLIS αι Gta, de 1 
-56 AN960D516 . WASHER. . . . δ. ο le ae xx 1 
-57 AN25-52 . BOLT [magnetic inspected) Bugle Qw Med Se mae με προ 1 
-56 AN320-4 . NUT (magnetic inspected) ....... foin" wo eke qi eh tel ts 2 
-59 AN960D416 . WASHER. . . ο a Cue, ei A A ce ο JT 5 
-60 NAS334-21 . BOLT, 100* “close “tolerance high strength 1/4-28 . . . . . . . 1 
(magnetic inspected) 
175-52203 . ROD ASSEMBLY, Elevator control boost follow-up. . . . +. + +. + 1 
-61 FR4 "EE END; Rod: (SHA). κα 2e c» a RU x a ο Ου”. 
AN316-6R s s CE . £ s » ETE 1 
-62 175-52203-3 a AOD: Sub assembly elevator control boost follow- lup wu Stee, d 1 
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FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 46 7 NOMENCLATURE PER ASSY. CODE 
186 160-52235 . . . END, Rod elevator control boost follow-up. . . 1 
160-52258 7 ; FORK, Elevator control boost follow-up . . n 1 
156-52296 ` ROD ASSEMBLY, Elevator auto pilot boost. ...... 1 
-63 REYFLS ` , END, Rod (PAF) . Pe a X Iw uec muet Wy s 1 
AN316-5L . . NT.... soca τ : 2 
-64 156-52294-3 . . ROD, Elevator valve and auto “pilot “control. bas š 1 
-65 146-52258 . . END ASSEMBLY, Elevator auto pilot servo rod... sod 
-66 175-52206 . ROD ASSEMBLY, Elevator control boost valve . . . . . ç 1 
-67 175-52204 + . FORK, Elevator valve control rod. ........ š 1 
-68 AN316-6L ge MINOT Ον. νον a a oh f 1 
-69 175-52207 2 ROD, Elevator valve control . . . . o s ç 1 
-70 AN316-6R 7 s NUT . gle, Ves S cen eh ed AO" eL τῷ dese «νο "sew A ` . 1 
-71 FR4 . . END, Rod (SHA). nos ές... xs s vue s š š 1 
-72 AN174-13 . BOLT magnetic eeu ΠΠ é td š 1 
-73 AN310-4 . NUT (magnetic inspected -— ὃ 1 
-74 NAS464-4-11 . BOLT, Shear close tolerance (magnetic inspected) : i 


y 
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q 





a 
BI —11 
n 
GA 
H-175-52-9 
FIGURE 187 - RUDDER CONTROL BOOST CYLINDER SUPPORT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
EX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
187 175-52410 SUPPORT INSTALLATION, Rudder control boost cylinder. . . . . . . Ref 
(see figure 184 for next assembly) a 
-1 175-52409 . SUPPORT ASSEMBLY, Rudder control boost cylinder . . . . . . . 1 
ATTACHING PARTS 
-2 AN320-5 NUT ooer A A A DE O s ¿U ure. nU Y TE 1 
-3 AN960D516 . WASHER. . . 4-4 τόν e CE . vane oe U We uw M a 2 
-4 NAS464-5-17 . BOLT, Shear close tolerance σα DLE 2 ο % 1 
-5 AN320-4 NET. . ow 4 ARA ee ο”. sE m ο eho eh bi PEE" 2 
-6 AN960D416 . WASHER. . . Ex ———— an a a S A 
-7 NAS464 -4-13 . BOLT, Shear close tolerance aaa e, e ——— 2 
-8 AN207DP8 a =e BEARING. aaia a a A aa Da A io E 1 
-9 175-52416 PIN, Rudder control fuselage station 697.5 lower. . . . . . + 1 
ATTACHING PARTS 
-10 AN365-428 ο μμ ο a ol Ἢ. -ὁν δ; κ A ο ο... 
-11 ANQ60D4.16 « WASHER. o e a ο lus ceo ο) X canto SS tay as νῷ mo ο ο ee Sw we Bice eei de 
-12 AN4-10A D BOMBS. ο chy a Re duis ο) I ar Ta, le ad Ee ay ees ure 22, μα 
μα A 
175-52410-3 . SUPPORT, Sub assembly rudder control boost cylinder z 1 
-13 175-52411 e š FITTING ASSEMBLY, Rudder control fuselage station "697. 5. * 1 
actuating yoke 
-14 175-52413 . RETAINER, Rudder control fus station 697.5 bearing. . . 1 
ATTACHING PARTS 
-15 AN365-1032 . s NUTT o v ο ten CS ten ον ἠδ. ehh Soh ως, Se . o We € ir ay, a e 2 
-16 AN960D10 wc. WASHERS dox $5 coe J σοι E * ᾳ DP yan, or E 2 
-17 AN3-15A . . « "BOLT; vue x25 wu Qa e ο ie ete » e ὁ Ὁ * ὁ ὁ 2 
-18 AN960D10L . a “WASHER uo 4 A 4$ we Bye ος ROS 2 
πα αμα 
-19 AN206DSP10 ου... ο κ Z SS νον im RU SINUS 2 
-20 AN320-10 A A A SR S, e, eig 1 
-21 AN960D1016 . . WASHER... . ο eran 1 
-22 175-52412 . . PIN, Rudder control fuselage station 697.5 upper .'. . . 1 
-23 2W10-10 z WASHER, Countersunk (NA). ecd ἕν κ ών Ye ο ka "€^ SZ ce) velis 1 
ATTACHING PARTS ; 
-24 AN365-428 E A ο recu a ο ολο. 4 
-25 ANQ60D416 4a. veo WASHERS ο E ο ο erm oS wt le 
-26 ANH -10A à e' BOLT Sus ο a de a ο aa er K Por tw -- 4 
---ᾱ--- E 
-27 AN320-8 ar ANUT: ο de cent ARS AL ae HE De a o κ GAO E A ce? š 1 
-28 AN960D816 . WASHER. . . . . « Stes ah ο μα... 1 
-29 NAS464 -8-24 . BOLT, Shear close tolerance Bae Mae «άν e a Ss oat ve S 1 





349 








Section [| 


Group Assembly Parts List 


.350 


AN 01-60AABA-4 
FUSELAGE (Cont) 


FIGURE 188 - ELEVATOR AND RUDDER CONTROL SURFACE LOCKING MECHANISM INSTALLATION 


H-175-52-16 














AN 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
188 175-52073 MECHANISM INSTALLATION, Elevator and rudder control surface. . . Ref 
locking (see figure 184 for next assembly) 
-1 175- 520101-3 . BUNGEE ASSEMBLY, Control surface lock return. . . . . EE 1 
ATTACHING PARTS 
-2 AN320-3 . NUT (magnetic inspected) ....... IR else LT ου 1 
-3 AN960D10 . WASHER. . . Sw; (ὁ! 39; 191 «δν (ever τά «δν A Je Vel, s S 2 
-4 AN23-13 . BOLT (magnetic dnspested) X te dap SER Om scio iw ute. qug. ολ 
5 AN365-1032 . NUT (magnetic inspected) . . . . . . 4... +s s s eee eee 1 
-6 AN960D10 . WASHER. . . eU φως TD SI Su WU a Sow tar og Ue 2 
-7 AN3-6A . BOLT (magnetic inspected) DES ee ved Scie Vad ten Ge Mbt, Wee, vad te 1 
-8 NAS43DD3-12 2 SPACER; Bivet 9. «vU. Lb ibs ce oe neh οὗ eleg ve pas R^ ee ee -ᾱ 1 
-9 175-520108 + . END, Rudder surface lock bungee rod. .... eno EIE x 1 
-10 175-520105 . . CAP, Surface lock bungee . . . . . . <s < s < x = e s e nsn 1 
-11 4B21-55-016 . . BUSHING, Spacer (NA). m ain Wiig? Gem isha et qu. W Ca μυ ο 
-12 175-520104-3 sh . ROD, Surface lock bungee ο ον ο A Tees ο 1 
-13 2W1P21-20-125 : WASHER, Plain (NA). Soc aub Ure ai Tota μμ ος 1 
-14 175-520106 ; SPRING, Compression... Rat οπου š senem s L 
-15 2W1P21-20-156 eo. Ξὸ WASHER, Plain (NA). ὁ; -ᾱ ην, a ae S ox asi 1 
-16 175-520103 =: TUBE, Surface control lock bungee. οὐ see ο Sei, La iat RA te UTE 1 
1175-52056 š LOCK ASSEMBLY, Rudder control surface . . . . . , + + . s + x 1 
ATTACHING PARTS š 
-17 AN! -5A . BOLT (magnetic inspected) . . . s a ον ας diede tto š 5 
-18 AN960D416L a JMASHER. 2 “is, as o's, 09 aaa a ata dere v. E 
‘aces σης 
-19 175-52061 . . ARM, Rudder control surface lock . . , . . + + s +ç + s < x 1 
-20 AN365-1032 . . NUT. νιν ΗΝ Er d LOL Ca x? ο SL Je cox, OF 1 1 
-21 AN860D10 ον 4 WASHER eee Bei, te: Ue ete Te, Hid, Van S: eae MS 2 
-22 AN3-31A ` | BOLT (magnetic inspected). 2 22222022202 l. 1 
-23 175-52063 + . ARM, Rudder control surface lock return spring . . . . . à 1 
-24 AN365-1032 ο, E NUT. WU aout τῶ. S cR X ei IS QA W ve Wess iy S ye C ete DM, Ger See vein ee 1 
-25 AN960D10 . . WASHER... $m Va celo. WE Ta 2 
-26 AN3-13A . . BOLT (magnetic inspected). REIP ο αμ Sa. Sy ES 1 
-27 AN365-1032 P NUT. Ried; zer ο qe A Ak ene wer fous, Sas: ας Za. ' os 
~28 AN960D10L a Me WASHER ae te a ae IR SU ο Ze Ge LIS, rae 2 
~29 AN3-14A : | BOLT (magnetic inspected). "POT urn M 
-30 AN860D10 e . WASHER... ete a ο. Bey ic -φ, wU e 1 
E oes . + SHAFT ASSEMBLY, “Rudder control surface LOCK v 2.32305. S SQ 1 
-31 AN944-101 es FITTING-. . . . NS d dvor Za: AS. Ses SS τῶν MAIS 1 
-32 175-52059 e . « PLUG, Rudder control “surface lock shaft at ET due. is 2 
-33 175-52069 . . . SHAFT, Rudder control surface lock. . . . NA 1 
-34 175-52048 . . COLLAR, Rudder and elevator control surface lock release š 1 
-35 175-52050 . . SPRING, Rudder and elevator control surface locking. . . . 1 
-36 175-52060 es TONGUE" ASSEMBLY, Rudder contról surface locking. . . . . . 1 
-37 AN365-1032 a ue ¿NUTT saul ed ΟΝ πο Gay res ο m e Se ο shite, ays 1 
-38 AN960D10 e GO WASHER: ὁ. Q U oy ο. ea mm moe ας pre m αι Bm 8 
-39 NAS43DD3-66 . . SPACER, Rivet. Se a an Nar ο Iu EC 1 
-40 AN3-15A « - BOLT. e s < a E e E E TTE ca 1 
-41 175-52057 A BASE, Rudder surface control lock. $ š; CR AA τα 1 
175-52055 P ROD ASSEMBLY, Rudder control surface lock Seal Sidi ο Ses τῶν Mas oir Gee 1 
ATTACHING PARTS 
-42 AN365 -428 . NUT (magnetic inspected) ....... $ οχι «ᾱ, ᾧ Sir eS 
-43 AN960D1H16L . WASHER. . . &^ Sy hie δν <a> s + ° “ e =< e ° oo 2 
-44 AN174-13A . BOLT (magnetic inspected) . re a Le ο ave! EY es a Me 2 
-45 AN960D416 è WASHER; . . ase e ο a oe ο ο we m ο ο ο ο ο 2 
— ρα i 
-h6 REHF5 . . RODEND (FAF). iw Ἡ š ez ue a Ve 
-47 1R12P12-065-524 . RIVETING ROD END, `Threaded (Naj... iII IIli 2 
-48 AN316-5R . NUT. . .. . eo... ο . ο ο ο ο 1 
-#9 175-52055-3 . . TUBE, Rudder control surface lock rod. ar ass! μα cae 1 
175-52071 . SUPPORT ASSEMBLY, Elevator & rud control surf.lock bellcrank. 1 
ATTACHING PARTS 5 
-50 ANH-MA ` . BOLT (magnetic inspected) . . . . . sce + + s +< + + + .... 4 
-51 ANQ60D416L WASHER. S --ᾱ---ῳ 39 4 9 οἱ See SNO uS δν . 5 e ο 9 ο ο . H 
a, ee 
-52 AN365-1032 ç S μωρο “5, E A ol ο ο ος 1 
-53 AN960D10L . . WASHER... -—— C PEE 
-54 AN3-11A . . BOLT (magnetic inspected) | Lp ο ο a et ας; NS 
-55 NAS43DD3-32 . . SPACER... a ου 
-56 175-52054 + . GUARD, Elevator and rudder control surface lock cable. . . J ° 
-57 AN365-428 ως se NUTT A. OR ores panau E . ὦ e e 4 * 4 a xoxo 1 
-58 ΑΝΟΘΟΡΗ16 . . WASHER . . a “a < 'Φ ὁ Ὁ a Ὅν See Se 2 
-59 AN4-25A : | BOLT (magnetic inspected). . . . . . PEEL 
-60 175-52053 + + BELLCRANK ASSEMBLY, Elevator & rud control νο η . 1 
-61 AN201KP4A - . . BEARING . . . ὁ- ο οι eM QL ον 2 
-62 487-4-1.188 τ SPACER, Flanged dual ‘bearing (NA). ë Visas < AL 
-63 175-52052 š SUPPORT, Elevator and rudder control surf. lock "bellerank. -1 
175-52047 z ROD ASSEMBLY, Elevator control surface lock ......... 1 
ATTACHING PARTS 
-64 AN310-4 . NUT (magnetic inspected) . .............«-. NM 1 
-65 AN960D416L WASHER. . . ὡς uw A S cs A Wen ce: nee ca? Caire 2 
-66 AN365-428 NUT (magnetic 6 — waste Se n aE bt wet as W ws OE 
-67 AN174-13A BOLT (magnetic inspected) . 3 A ἐς š rei e mae ο. 1 
ae ee 
-68 REYES E . END, Rod bearing (ΕΔΕ). . . SA οι σα og 1 
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INDEX NUMEER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. — CODE 
EAT . mwm.. στ ——— | 
188-69 AN316-5R - | NUT s WI ee 1 
-70 175-52047-5 « . ROD SUB ‘ASSEMBLY, Elevator control surface lock eer ct 1 
-71 REAF5 + + . END, Rod bearing (FAR) 7. S Tire a a de dud e Bae 1 
-T2 1R12-8-.035-524 e « . RIVETING ROD END, Threaded (NA). . . . . . ο . + + ο x 2 
-73 175-52047-3 + . . TUBE, Elevator control surface lock. e ses seo’ 1 
-TÀ 175-520101-5 + BUNGEE ASSEMBLY, Control surface lock return . . . ο ο + ο . 1 
ATTACHING PARTS 
-75 AN320-3 . NUT (magnetic inspected) . ................. 1. 
-76 AN960D10 + WASHER . . . . $e vw. ο ιο er κο Vet el SOS ee w 2 
-TT AN23-13 . BOLT (magnetic inspected). vol iow 1. se. cei te ce ο ai OV S 1 
-78 AN310-4 . NUT (magnetic inspected) . . . . ο . ... . . . .. . . . 2 Š 1 
-T9 AN960Dl 16 + WASHER . . . o... +. + ο ο ο ο ο ο ο “St vec mote cd 2 
-80 NAS43DD4 -14 . SPACER... ον EE ο ο Se ena) ἐφ, Oh aa 1 
-81 AN174-17 ; BOLT (magnetic inspected). OS eek ο Tas (ῷν iets) τώ, πμ μμ: 1 
-82 AN960D416L s WASHER os piano ea a la ILS ete a a tae M ag Bie des 1 
3... 
-83 175-520107 . . END, Elevator surface lock bungee b pp U qu el se 1 
-8h 175-520105 + + CAP, Surface lock bungee. .', , . .. cen 1 
-85 4B21-55-016 e + BUSHING, Spacer (NA). ο ο ea ee wn ee es ete, a es 1 
-86 175-520104-5 . . ROD, Surface lock bungee. ο les se w/o . Sey ele! ο Ὁ. Ὅς Ὁ 1 
-87 - 2W1P21-20-125 + . WASHER, Plain (NA). 9; οί ιδ 9 Ww 1; iol "ws Q W ο ὃν 1 
-88 175-520106 + + SPRING, Compression... «............... 1 
-89 2W1P21-20-156 deo ce WASHER, Plain (NA)... à 2-9 e an ο στ ο α ὦ a, Wa, as 1 
-90 175-520103 + « TUBE, Surface control lock bungee . . . s se ss s + + e À 1 
-91 AN365-1032 + NUT (magnetic inspected). πώς "el s UT WI. as ζῶν δν καν οι TL, vg 1 
-92 AN960D10 + WASHER . . . . . dU eo iiri το’ ο el ars La sg 1 
-93 AN42 -4 . BOLT (magnetic inspected). ew ο ο a ce REP C18 e 1 
175-52043 . LOCK ASSEMBLY, Elevator control Bürfaee. +. v 92 ω ὃν ο e 1 
ATTACHING PARTS 
-94 AN365 -428 . NUT (magnetic inspected) . .᾿................ 4 
-95 AN960D416 . WASHER... E. A, letale Ya stance: ve Say GA Pad we Dis a xe fe 8 
-96 AN174-6A . BOLT (magnetic inspected). si. Jede ropes De ο ΓΩ πα 4 
-97 AN364 -428 « NUT (magnetic Tnspected)-. s, Se. o Be P PQ 8 ο. 2 
-98 AN960D4.16L . WASHER... RO OR OS eR St ae ee 4 
-99 NAS464 -445 . BOLT, Shear close' tolérance (magnetic inspected) . . . . . . 2 
-100 AN365-428 + NUT (magnetic inspected) . . . . . . .. . s.l + ln. 1 
-101 AN960D4 161, . WASHER. . i 33. Se ο WE tee, Sas aaa: vey aie BESS q ψ 3 
-102 AN174-6A . BOLT (magnetic inspected). ο κ κ wh Yor cae, ee οσο 2 
-103 AN365 -428 . NUT (magnetic inspected) . . . so . ων ων ç sç ç ç + 0 ¿ Q < 1 
-104 AN960D416L . WASHER. . κ RS Κιτ. κ ο a er ee eae Ας ow 3 
-105 NAS144 -13 . BOLT, Internal wrenching steel 1/4-28 (magnetic inspected). 2 
---χ--- 

-106 AN365-1032 - + NUT (magnetic inspected). Si 8] Sey 181,26) ae! Gaps) te yer "EAE Lee Be 1 
-107 ΑΝΟΘΟΡΙΟΙ, . . WASHER. . . A ec Yw τῷ E E 2 
-108 AN3-12A + . BOLT (magnetic inspected) | ο ο μμ 1 
-109 175-52046 - . ARM, Elevator control surface lock. . . . . . o... P 1 
-110 175-52051 $r «Ὁ PLUG, Elevator control surface lock shaft . . . . . . . . 1 
-111 AN365 -1032 + + NUT (magnetic inspected). ue Ear ed qr SPF Ia" Cou ds ek. vor Ye 1 
-112 AN960D10L +. + WASHER. .... . "ον" 2 
-113 AN3-14A . . BOLT (magnetic inspected) . ο ο a es UR fe 1 
-114 AN960D10 + + WASHER. . . ; ` . ἘΝ . ο ο rs 1 
1175-52045 + + SHAFT ASSEMBLY, Elevator control surface lock ο. € ae o. 1 

-115 175-52068 ë + + BUSHING, Elevator control surface lock shaft . . . . . 1 
-116 .175-52067 + + . SHAFT, Elevator control surface lock . . . . se... 1 
-117 AN944-101 . . > PFITTING. . . . ee ο ο e e “é “e ° 1 
-118 175-52048 . + . COLLAR, Rudder and “elevator control surface lock release. 1 
-119 175-52050 `. . SPRING, Rudder and elevator control surface LOCK 6) 4-'s 4. 1 
-120 175-52044 + + TONGUE ASSEMBLY, Elevator control surface lock. ..... 1 
-121 175-52042 . ο .. IAN 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
189 175-53031 FURNISHINGS INSTALLATION, Fuselage front. . . . AD 
(see figure 73 for next assembly) i 
146-53002-10 . SEAT INSTALLATION, Pilots. , . s oi ο ee aw REF: AD 
(see figure 196 for detail breakdown) 
146-53003-10 . SEAT INSTALLATION, Navigators. .. +< fe sea Rue. Ref AD 
(see figure 198 for detail breakdown) 
146-53004-10 . SEAT INSTALLATION, Radio compartment . . SW Reel we ow Ref AD 
(see figure 200 for detail breakdown) 
175-53010 . ASH TRAY INSTALLATION, Radio compartment . . . 9 ow» Φ ο Ὁ Ref AD 
-1 31c6ho . . RECEIVER ASSEMBLY * (GDR). SP ls e. a foe a ο δαν ἂν (ο 1 AD 
-2 26611 : RETAINER (GDR) . . . . ë fe ducc Hack αν ἐδ E 1 AD 
-3 146-530144 . CUSHION, Radio compartment seat—back Va QU woe iS IE. as 1 AD 
-4 156-53078 a ο CUSHION, Radio compartment seat-back molded . . . . . s. 1 AD 
175-53012 . CANTEEN INSTALLATION, Water. . Sat ue SN. ae cos 9) ROI AD 
-5 No Number . . COVER, Canvass (Navy stock No. `R7BC300) (err). EM 1 AD 
-6 B428 T CANTEEN, Water (GFP and government installed). . . . . . 1 AD 
-7 9-196-650 . KIT, First aid (GFP). . " v.s. uis 1 AD 
-8 169-53034 l PILLER ASSEMBLY, Pilots and navigators seat- "back ο ο.” 2 AD 
-9 AN230B20 X ww GROMMET S a4 04 4 ᾱ ο SR V UP lx. Os κ wm quis. Ri tr e I uv 2 AD 
-10 AN227-7 ge” Se SOCKET vg te ik eect eR ee a A ee le QP. Κον 4 AD 
-11 AN227-6 κ. ο BUTTON qo C CURIE ο ee SO ὃς ae OX Hee e ILU OM H - AD 
-12 169-53034-3 . . FOAM RUBBER . Ñ DE qa 1 AD 
-13 169-53034-5 ` i FOAM RUBBER CUSHION (AMLP) . Ὁ AR 1 AD : 
-14 175-53034 . MIRROR INSTALLATION, Pilots and “navigators rear view e “a> v Ref AD 
(see figure 194 for detail breakdown) 
-15 1201-7 BELT ASSEMBLY, Pilots lap and shoulder safety (GFP) .... 1 AD 
ATTACHING PARTS 
-16 AN320-3 NUT (magnetic inspected). . . . . . . + + + + + + + + ene 3 AD 
-17 AN960D10 a WASHER. 4 Z ο Ὁ w dio s S. hcm nc oue ee -ᾱ ae T lue. Oe (δὲ Vel (0) διὰ 3 AD 
-18 AN960D10L es WASHER Xs eae he a a BD WX A A C a ee 3 AD 
-19 AN23-12 . BOLT [age i. Hope η. tenis let ας πολ Sau CR 3 AD 
-20 AN320-4 . NUT (magnetic inspected). . . « . e , + +s +s + + + + eww 6 AD 
-21 AN960DH16 e "WASHER S ο . 126734. € 8 4. ῳ ο ο Bil ere 6ο φ Ὄφις ἐφ) ley Sere 6 AD 
-22 NAS42-8-6 s; SBUSHING Ον eed gs ος ας SR qose mue LEN AA ᾱ- ᾧ 6 AD 
-23 ANQ60D416L + WASHER... ο et ee” ee ae (γέ vm eee ae eee Q ee ee ee) 6 AD 
. -el AN} -6 ` BOLT (magnetic inspected). . . . . . . νο idilio 6 AD 
-25 142- 223035 ` PLATE, Pilots shoulder release strap attaching . . . . . . ο 3 AD 
-26 AN365-52 > nut [magnetic inspected)... . . . 4.2.22 ss... B AD 
-27 AN960D516 s WASHER ο id Re Ge tan qp ο ae “ai b Sen “oe We TS 8 AD 
-28 AN960D516L . WASHER . . . <+ . «ο w ee . - š uL IAS ae 8 AD 
-29 AN5-11A . BOLT (magnetic inspected (used with 146- 53004 seat instl). 2 AD 
AN4-13A . BOLT (magnetic inspected fourth crewmans seat). . . . . . 2 AD 
AN5-14A . BOLT (magnetic inspected used with 146-53002 and. . . . . 4 AD 
146-53003 seat installation) 
σος = 
-30 175-53040 . CHART BOARD INSTALLATION, Photo navigators . . . . . . . . . Ref AD 
-31 AN96ODBL  - ioc “WASHER: Zoe ον Ces tea Ge; A qe moles τα os 8 AD 
-32 AN515-8R8 . . SCREW.. ο Baya Ps ο” 8 AD 
-33 175-53038 . . CHART BOARD ASSEMBLY, Photo navigators. 4-9 4 ὁ - 4 ὁ 5 ο 1 AD 
-34 W98-292-6-560 . . + STUD (UC).... μασ. 6 ΑΡ 
-35 169-53035 . FILLER, Pilots and navigators "seat ay , ie le Se anor e tentem κᾧ 2 AD 
-36 175-53104 . VISOR INSTALLATION, Pilots and navigators sun... . Ref AD 
(see figure 191 for detail breakdown) 
-37 175-53070 . CASE ASSEMBLY, Navigators instrument & camera data stowage . 1 AD 
(see figure 193 for detail breakdown 
No Number . NAVIGATORS CASE (Navy stock Νο. R88G18C649) (GFP) ..... 1 AD 
No Number . CHART PLOTTING BOARD (Navy stock No. R88B0648-000 (GPP). . 1 AD 
No Number . COMPUTER (Navy stock No. R88C1121-000) (GFP). s ue Ue, κ. 1 AD 
No Number . PLOTTER (Navy stock No. R88P0643-000) (GFP) . O ae 1 AD 
-38 175-72001 . NAVIGATION EQUIPMENT INSTALLATION. . . . . + « ee s ès we 1 AD 
1708-01-0 . . MOUNT. (GFP). š š å < YS νο Do 1 AD 
-39 175-73268 . BOX, Camera sight “and navigation watch stowage ata Ua Sov ee ὑφ 1 AD 
(see figure 193 for detail Pesan) 
-40 432-35-020 . WASHER, Dimpled (TIN) ...... EE E 4 AD 
-41 AN509-10R7 . SCREW... oc ο .... 4 AD 
No Number . WATCH BOX (Navy Stock No. R88B060- 000) (arp) | 9, Le Man ees tah 1 AD 
No Number . WATCH, Navigational (Navy stock No. R88WO510- 000) (GPP) .. 1 AD 
-42 175-53041 . TABLE INSTALLATION, Third crewmans . es ῳ ah ae ig AD 
-43 175-53042 + TABLE ASSEMBLY, Fuselage station 158- -1/16 third crewmans. 1 AD 
ATTACHING PARTS 
-44 AN310-3 Yo NUT PAE A A LO πε. ὃς Q 2 AD 
-45 AN960D10L 7 v WASHER, . : . 4 € 44 o4 Ὁ νο ὦ ο Ὁ o ὁ ο ο ὁ ὁ . 12 AD 
-46 NASH3DD11 . aX SPACER, Screw and bolt. . 4 . 6 4 + + + + s “< ose H AD 
-47 AN3-7 = a BOLTS ee A XO AD Ue SS ee ye lus ο ο 2 AD 
-48 AN310-3 . . NUT. uw rds 2 ce St οτος Dies ui sgh ος SU ὃν conte δω de 2 AD 
-49 AN960D10L A . WASHER. E E E E - U E τα 79 6 AD 
-50 AN3-3 4 was BOLT eve. Vere se Ab ος. πὸ ἡ SE q: A ¿el nel De Sr epica pue 2 AD 
ας πως 
-51 175-53043 . . . SPRING νην. ο x he as G: ο yee eine 1 AD 
-52 175-5305! . . LATCH ASSEMBLY Third crewmans table securing ...... 1 AD 
A1663-028-1 . . . LATCH (TIN)... ὃς κῷ up (ο 1 ΑΡ 
-53 175-72006 . SHELF INSTALLATION, Sextant "carrying case "stowage pece a < e Ref AD 
-54 AN365-832 . NUTT or LEE faa dee Feasts ο qu ref ο να de ie ο S Sea ns 2 AD 
-55 AN960D8 i WASHER. 4. 74 2€€ o cus SU ο ah dme, ye wb] ene Le Q 2 AD 
-56 AN509-8R8 w SCREW A m DC 2 AD 
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FIGURE 189 - FUSELAGE FRONT FURNISHINGS INSTALLATION 


354 











175-T2006-26 
AN486-4 
ANQ60D10 
AN393 
AN315-3 
175-72006-25 
175-72006-29 
146-31038 
146-31038-3 
146-31036 
9C1-2-7 
175-72006-13 
No Number 
146-53025-200 


146-53079 
AN365-1032 
AN960D10L 
AN3-17 
146-53085 
NAS221-13 
`AN960C10 
146-53084 
266078 
ANQ60D416L 
AN -22 
146-52079-40 
146-53081 
146-53079-50 
146-53080 
175-53085 
175-53085-3 
175-53085-13 
175-53098 


. 0 9 9 ey 


F A Dar h Ze wots, met cay E ὃς ne = 1 
Sie STRAP o ee GP ee Baa A E E Le ο RU V. HOY fe fas ZSI 1 
` ADJUSTING ROD END (lower). . . III TIDI Ii o 1 
. WASHER -(1ower) . ος vo woe ox cal er we He uc ου, GW ᾱ 1 
s PIN (10WweP): 4.2 be, o ανα ον μτφ ae uod de τς 1 
e NUR ----.ο---ς RORIS RO $2 X3) wo» τῳ, ὦ: ο 2 
. ROD... > τ ea rp: S.L ae ο Ge? eret ai, Se 1 
` ADJUSTING ROD END (upper). ; DE EN 1 
. PIN ASSEMBLY, Fuselage station 224- -5/8 door hinge . . . . 1 
ὃ STEEL ROD. . . . . + + + «ο μι AI AE, ο e tS ve ie 1 
. . SPRING . . oW. Ele. “ae Sel perce as NL ele 1 
. CHAIN, Safety and bead (NA). Sia ο ο ο ο 1 
STRAP . . : i 1 
PERISCOPIC SEXTANT AND CASE ` (Navy stock No.R88S0100- 050) (GFP) 1 
TUBE INSTALLATION RELIEF SYSTEM. . . sre! tee Gala eee MEL 
(see figure 190 for detail breakdown) 

LADDER ASSEMBLY, Main entrance . . . .. es + . + * o m 1 
NUT xy Wu Ww) ο ce ο en e Py Wende Rie RR GK UE ον 2 

z WASHER. Vo 4699 Ue car woe 26 ο ο ο ey a Se Va: 4 
BOT... οὶ ο Wee lw. «ο φοψ' ὦ Ὁ, Ta S 2 

. BUMPER ASSEMBLY, “Entrance ladder. DECR God je e 1 
. SCREW, Brazier head Phillips recess alloy steel 10-32 . . 2 
WASHER. CE EE A ο ο UE P CUA 4 
. SPRING, Entrance ladder bumper ο πω πι ο ο ο ο ὁ) ο. Ts 2 
. DOME NUT (NUS) ο ο ο el Gem EE 2 
oe) WASHER: a ο ο vx oye» iw Q Ces ας ὃν ayn ᾱ- RA 4 
. BOLT. . . . "SUC LIE 2 
. LADDER SUB ASSEMBLY, "Main entrance. DA ASA 1 
. . HINGE. . Wi Aude fO ο μυς it! S. ορ. 2 
LADDER SUB ASSEMBLY, "Main entrance. v Se eta Yi. eee! οὐ Eé 1 

. . HINGE. . . . ου e Pane 2 
ώς, A Q i. fs 1 

EC š . 1 

S . " 1 

erue š . 1 
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STRAP SUB ASSEMBLY. . . . 















HEADREST ASSEMBLY, Fourth. crewmans seat, Ἐν 

. HEADREST SUB ASSEMBLY, Fourth crewmans seat 

. HEADREST SUB ASSEMBLY, Fourth crewmans seat 
PAD, Fourth crewmans seat headrest. . . . . 


oe ee :. 
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Group Assembly Parts List 





USEABLE ON 
CODE 





AD 
AD 


555589655655655655656658 656858566585 
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H-175-53.52 


.]. FIGURE 190 - RELIEF TUBE SYSTEM INSTALLATION . - 





: INDEX NUMBER « NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


190 146-53025-200 TUBE INSTALLATION RELIEF SYSTEM (see fig. 189 for next assy). . Ref AD 
-1 WM203 . HORN ASSEMBLY (AA). . . . . . . sis uu Stir «νεῷ, ον: Zea 3 AD 
146-53025-5 . BRACKET ASSEMBLY; Radio compartment relief system tube . 1 AD 
146-53026-9 . BRACKET ASSEMBLY, Pilots relief system tube. . . . . . . 2 AD 

-2 AN8021-1 » «BRACKET .. 202 2 4 4 4 2 0 € » 4 ο ο Uds GS Gad Hee ee νον 1 AD 
146-53025-13 . TUBE ASSEMBLY, Relief. ......... ανν νην 1 4D 

-3 146-53025-31 . . TUBE, Relief. . . . . . , . . "Wr “ο” s 1 AD 
146-53025-11 . TUBE ASSEMBLY, Relief. . . . . Pal kawana e Ge a. eit META 1 AD 

-4 146-53025-29 s c TUBE, Reldfef. . . . cats 0€. οὐ τις s.c ue ene, ὦ e diras 1 AD 
-5 AN848-6D ai ELBOW o da ew a SSE ος Ην a Sen ο“ 4 AD 
2W1P40-40-64 . WASHER, Plain (NA). . . . . . . . . .. qu beet a Min ec nisi 4 AD 

AN924 -6D ea NUD 4 v3 xe cec eh) den I inc fh ο... EON 4 AD 

-6 146-53025-35 . TUBE, Relief . . ........ ο ο rc ο ος : 1 AD 
-7 146-53025-37 ¿- TUBE, Relief . . 2 ... 4-47. n ea as e a e Q ç 1 AD 
-8 AN931-9-13 . GROMMET. ........0.2.2.. ο ee a a eee 1 AD 
-9 146-48206-10 . TUBE ASSEMBLY, Fuel booster pump seal drain. .... "D 2 AD 
-10 146-53025-39 +. TUBE, Relief . . . ο 6 S ο ο ο le ας pa ee ae E 1 AD 
-11 146-53025-51 e TUBE, Relief 2. 4 0:23 ox. wo woe ἃ ολο ας, 1 AD 
-12 146-53025-53 s. IUBE, Reldef . 4 isis 1.0202 3 2 vee ies SU. Ra de S ον 1 AD 
-13 AN838-6D s ELBOW. i513 E esc ow ge uos a A deus m ç 1 Ab 
AN960D916 s WASHER: ὃς ο a a τς ο ip S se tal των ταν cor ο ον a be As) το 1 AD 

-14 ` AN927-6D » (EBRO 252i x6 ὦ. S var gro VOS atc dd τς Maier ce 1 AD 
` AN807 -6D « ADAPTER. oso a e teks ὁ Sa ce el αφ. wU ὁ Ye of eee te 1 AD 
AN902-6 s GASKET ας ον aa ties ϱ wo Re, G aa: τς ah ok ο as ip ves ie ke 2 AD 
AN924-6D νυν νιν νιν ofa cei 2; Ye. se a 3 AD 
146-53025-15 . TUBE ASSEMBLY, Relief. ./. 2... . . . . s s s ç e ç lr n 1 AD 

-15 146-53095-33 * Ὁ TUBE 2 1 22 9 a eee ως ο ο cole De, We e abe d 1 AD 
-16 146-53025-3 . TUBE SUB ASSEMBLY. . . . . . . . . . . Gio at Ve S 1 AD 
-17 146-53025-47 . TUBE, Relief . . .. . . . . . S diede are NU Cu su Mp ce 1 AD 
146-53025-59 ..TUBE SUB ASSEMBLY. . « . . « « + , + + « ¿ + . . , . ... 1 AD 

-18 146-53025-57 . . TUBE, Relief. . . . . . . . . ο Lodi Ben ιν ibe oat Ye. sa a 1 AD 
-19 146-53025-49 . TUBE, Relief ..... . .. DOOR EUMDEM CA 1 AD 
146-53025-61 . TUBE SUB ASSEMBLY. . . . 2... ^ 17... . . ο. 1 ΑΡ 

-20 AN822-6-6B cuore AA NDS var eta sa Ca 1 AD 
-21 175-53024 : TANK ASSEMBLY, Relief system. . . . . . . . . . . 1 AD 
-22 K90005-3A s» DRAIN VALVE. (KOVC) ιν o gow l T l l νο 1. AD 
-23 AN842-8D 3 Sey BOWS bid). ιν. Sy "er nes ος hese due ae e a eat ων Qu Ee 1 AD 
-24 146-53025-63 . TUBE, Relief ..... 2... ALMA dde ter pecan erem rey ὅν καν. 1 AD 
-25 146-53025-65 z TUBE, Relief connote ae V vill. See ae sss Sas X 1 AD 
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FIGURE 191 - RELIEF TUBE SYSTEM INSTALLATION 











FIGURE & PART UNITS USEABLE ON: 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
191 183-53025-1 TUBE INSTALLATION, Relief system. . . . . . . +. . BE eee os cos Ret cc m 
(see figure 192 for next assembly : š 
183-53025-3 . SUB ASSEMBLY, Relief tube. . . . +... . +. + eo X a ὦ 2 cc 
-1 AN8021-1 + w BRACKET 171 ο 9 Se ce pes ἕῳ Q νον PS Yes aO N 1 cc 
183-53025-5 . SUB ASSEMBLY, Relief tube. . . . . , + + s + + + + + + ° n s 1 cc 
-2 AN8021-1 £ το BRACKET >. X: on en Gio t Tepe et ote ney «οἴῳ, BS huu Tay a 1 cc 
183-53025-9 . SUB ASSEMBLY, Relief tube. . . . . +. + do P ο uet TEC RS Ὁ 1 cc 
-3 WM203 . . HORN ASSEMBLY (AA) . . . . . +. + + + + + = x Nan ay εν τους 1 cc 
-4 183-53025-31 v. TUBE; Relief, 41 $0. ο le, le NEL e aras ὦν a 1 cc 
183-53025-7 . SUB ASSEMBLY, Relief tube. . . . . . . . + REI EMEN 1 cc 
-5 WM203 . . HORN ASSEMBLY (AA) . . . . + OPEM CE ME 1 cc 
-6 183-53025-33 . . TUBE, Relief. . . . . . . + . ο ο ο MESE 1 οσ 
183-53025-11 . SUB ASSEMBLY, Relief tube. . . . . . + Ee WR πον de tih ates se 1 cc 
-7 WM203 + . HORN ASSEMBLY (AA)... « 4... s s + + + s s e s on n 1 cc 
-8 183-53025-35 . . TUBE, Relief. . . . . . pc ὧν ον a ate 1 cc 
-9 AN931-9-13 = “GROMMET, 4 n V 2 15 € ge mo a e a Roo ἃ PI 1 cc 
-10 183-53025-37 . TUBE, Relief . . 4. + 6.4 « e. νο ἡ ος ὃς Q a a ket diens 1 cc 
-11 AN848-6D . ELBOW. . . . . . ο — FECE απ Ee se Q 4 cc 
2W1P40-40-64 . WASHER, Plain (NA). . . . . . 2 + + eee πο ο... 3 cc 
AN924-6D e NU Uu ane U deter wy vege) we 0: ao sted Sos 9 Geo est ode c SE ee 3 cc 
-12 183-53025-39 . TUBE, Relief vo. ο ος is o9 ve ro CS w Te ra, S Q ee ee α 1 cc 
-13 AN8019-1 < TEE; ων ese P ala aye e: Rv ο ας ο ως Tel a) Ta τος BOE Kay O 2 cc 
-14 183-53025-41 v TUBE, Relief νο e vos aa τὸ. 9; TR AS 1 cc 
-15 183-53025-43 . TUBE, Relief . . . . . + + + UE de ves M. ie Jas le A sayata Sg νῶν per ZS 1 cc 
-16 183-53025-47 . TUBE, Relief... 1. « . ee .. . .. . roh on ο ch yt ge A e; SQ 1 cc 
-17 183-53025-45 . TUBE, Relief . . . 1... «ο «νο eee ova A 1 cc 
183-53025-15 . SUB ASSEMBLY, Relief tube. . . . . s . + + < + + + * + on ο 1 cc 
-18 175-53024 . . TANK ASSEMBLY, Relief system. . . . +. - s + + +s + ew we we 1 cc 
-19 K90005-3A . . DRAIN VALVE (KOVC) . . . . . Sea Sohne) fter Š x=. E wa 1 cc 
-20 AN822-6-6D s as ELBOW oW δν Q 6 ee momo a we A OQ. $ 1 cc 
-21 183-53025-53 2 ¿TUBE,. Relief . . Ὁ... 2o. 429 noe e e T 0e ο Ὁ ο ο νιν 1 cc 
-22 AN842-8 ;. ELBOW: ¿ 0l ees a νι. "OW M EET IET iy uds 1 cc 
183-52025-13 / . SUB ASSEMBLY . o s coa 2 rrr n ο ο ο 1 σο 
-23 183-53025-57 s TUBE, Relfef; 4. sa Qn on a an a Rom an S SE αὐ te 1 cc 
-24 183-53025-71 . TUBE, Relief ... . . . . + + + + + + <+ E EE 1 cc 
-25 ` 183-53025-51 . TUBE, Relief, a ¿ ο 9 o9 o pm EL mw ha Do a 1 cc 
-26 183-53025-67 . DRAIN SUB ASSEMBLY, Relief tube. . . . . . . + + ο πας 1 cc 
-27 169-53139 . MOUNTING ASSEMBLY, Relief tube . . . . +... + + s + + eee 1 cc 
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FIGURE 192 - FUSELAGE FRONT FURNISHINGS INSTALLATION 
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HGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
192 183-53031 FURNISHINGS INSTALLATION, Fuselage front. . . . . . , + + + + . Ref cc 
(see figure 73 for next assembly) i 
146-53002-10 . SEAT INSTALLATION, Pilots. . . See ser Tel tentus Fe. ἄν SOT cc 
(see figure 196 for detail breakdown) ` 
146-53003-10 . SEAT INSTALLATION, Navigators. +. . Sed cesse dom ον. ΘΕ cc 
$ (see figure 198 for detail breakdown) 
183-53004 . SEAT INSTALLATION, Third crewman... aec ον Se wo REL cc 


(see figure 201 for detail breakdown) | 


-1 169-53035 . FILLER, Pilots and navigators seat... ο Seu E p 3 cc 
-2 169-53034 . FILLER ASSEMBLY, Pilots and navigators seat “back C 3 cc 
3 AN230B20 . . GROMMET . . « . - « +< < ooo « ὁ ο s ὁ ὁ e ot ὁ e 9 s on n 2 cc 
-4 AN227-7 2.9 CSOCKRTL ο S τν a 9 0 νο δι AE Rice! 43 a οφ τῳ BY ob je UR 4 cc 
-5 AN227-6 ο τς BUTTON. « à à eo. w € e 9 ὁ $9» 4 e ὁ ὁ ο Ὁ 4 ο 4 4. 6 65 4 cc 
-6 169-53034-3 + . FOAM RUBBER A A inet Jed We 78 wh, WW: ey det Us vein eke 1 cc 
-T 169-53034 -5 * FOAM RUBBER CUSHION pts wwe ely uU aum. cw. wo Ser ei leo τω: 1 cc 
-8 1201-8 ` BELT ASSEMBLY, Lap safety (GPP). Stee μμ eed int μα. 4 cc 
-9 1201-9 BELT ASSEMBLY, Shoulder safety (GFP) . . . . « + + + + eee 4 cc 
ATTACHING PARTS 
-10 AN320-3 e NUT 4 ὃς ee seh O A E E ὁ 3 .CC 
-11 AN960D10 . WASHER... < . . ο ο e © e e ὁ e ὁ * e ο » à» ο * ὁ ο ο * ο ο. 3 CC 
-12 AN960D10L . WASHER . . . ὁ . ο © . © 9 © ὁ ^ c ο 9 ὁ *» ο ὁ Sam ο c3 c3 5 ο € 3 cc 
-13 AN23-12 ο BOUT uo cQ oum. ο) 'οἳ -ᾱ- de. lec mw a Behe ὁὐ S WU cal Dal ο ere) 3 cc 
-14 AN320-4 ¿O A E O ο ὦ -ᾱ 6 cc 
-15 ANQ60D4.16 a WASHER s 42 9 09s s € oom “Rrra al ay oce a e ὁ, (ον 6 cc 
-16 NAS42 -8-6 . BUSHING, Rivet: . . . e + see ο ὁ ὁ ὁ eee ww w om on nm on n 6 cc 
-17 AN960D416L i WASHER: . 56 x € v ow 3 79 o9 a A S ms ὃς < 6 cc 
-18 ANÀ-6 > BOLT 2 x49 7e a ο ια. wow. Ὁ Cav ο € δν A οι, τᾱἳ qe e ee 6 σσ 
-19 142-53035 . PLATE, Pilots shoulder release strap attaching . . . . . + + 3 cc 
~20 AN365-524 e NUTT 4:04 rae a a Le ν Ὁ Wi. pel ee a 8 cc 
-21 AN960D516 » WASHER 4 ç ç c6 4cede ὁ 7€ ὁ ὁ 9 ο ο: AA 8 cc 
-22 AN960D516L 5 WASHER s ¿ eoe € 7e £9 ο oe ον (αφ) oem rm 5) (6 sens -ᾱ- de^ ιν ὁ 8 ‘CC 
-23 AN5-14A ¿ BOLT ¿ , eee οἱ τοῖα ——— E 6 cc 
AN4-13A . BOLT (Fourth c rewmans sea abla ca ao es ae veras a ata ο 2 cc 
---Ἐ--- 
-24 175-53040 . CHART BOARD INSTALLATION, Photo navigators . . . . . . . . . Ref cc 
-25 ΑΝΟΘΟΡΒΙ, 4 i WASHERS ç 1e 409 9 0 (m cec 0. ν ὁ m 9 0m ο se m eis 8 cc 
-26 AN515-8R8 . . SCREW... u$ ο ee τν 8 cc 
-27 175-53038 + . CHART BOARD ASSEMBLY, Photo navigators. BF Tes πο tes ais 1 cc 
. -28 w98-292-6-560 . + . STUD (UC). . . ο daa 6 cc 
-29 175-53104 . VISOR INSTALLATION, Pilots and navigators sun. IE ο”. MOL, cc 
D. ` (see figure 194 for detail Bremen) 
-30 183-53109 - . SUN SHADE INSTALLATION, Cockpit. . . š š; ws es iv. ure Ger se EAST ca 
(see figure 195 for detail. breakdown 
-31 175-53034 , . MIRROR INSTALLATION, Pilots and navigators rear view . . . Ref cc 
Ç (see figure 194 for detail breakdown) : 

-32 183-72001 y . NAVIGATION EQUIPMENT INSTALLATION. . . ... Ref cc 

No Number . . MOUNT (Sextant) (Navy stock No. R88M0300-— 025) (GPP) i 
183 -53070 . NAVIGATION EQUIPMENT AND STOWAGE INSTALLATION. +. +. + + . . Ref cc 
-33 183 -53069 . . CASE ASSEMBLY, Navigators instrument and camera data. . . 1 ος 

stowage (see figure 193 for detail breakdown ) 

No Number . CHART PLOTTING BOARD (Navy stock No. xr ER 090) (GFP) . . 1 cc 
No Number . PLOTTER (Navy stock No. R88P0643-000) (GFP).. ae de Le 1 cc 
No Number . COMPUTER (Navy stock No. R88C1121- se ee) FE V. ec fey Ὧν τῳ 1 cc 
E No Number . NAVIGATORS CASE (Navy stock No. R88G18c649 ) (GFP). ος as) Be wore 1 cc 
-34 No Number . COVER, Canvass ae stock No. R74C300) ΠΤ ο... 1 cc 
-35 B428 . CANTEEN, Water (GFP and Government installed ba Oe ὦ OOS 1 cc 
-36 175-73268-41 . BOX, Camera sight and navigation watch stowage . . . . . . ο 1 cc 


see figure 193 for detail breakdown) 


No Number . WATCH BOX (Navy stock No. R88BO60- x (GFP) ve oe 1 cc 

No Number . WATCH, Navigational (Navy stock No. τν 600) (GFP). Ss 1 cc 
-37 183 -53042 . TABLE ASSEMBLY, Third crewman. +. . + "EC EE 1 cc 
-38 9-196-650 . KIT, First air C n) ait urs ορ ce er fa ορ. 1 cc 
-39 M5100B . BELT (AA). (sce xb RY Yel) E cU Lr; ime tes oe 1 cc 

02300 . SLIDE (NJ). di CN VOIE Le ae we ἐν ο ας 1 cc 
-40 146 -53079 +. LADDER ASSEMBLY, Main entrance — EET 1 cc 
-41 AN365-1032 + . NUT ο a ο ο E τὰ κἴτοῳ ae 2 cc 
-42 AN960D10L e WASHER. D^ Fe CBOE ο ed sw OOV (9^ p ROS) E Role E ο αυ 4 cc 
-43 AN3-17 + .» BOLT. ... ate: ar ο ο ο "ο E 2 cc 
-44 146-53085 - . BUMPER ASSEMBLY, "Entrance ladder. TTC UE 1 σσ 
-45 NAS221-13 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 2 cc 
-46 'AN960C10 . . WASHER. . .. ——— ο ο 4 cc 
-47 146-53084 . . SPRING, Entrance ladder bumper Catch, , 2 < v ο w o ... 2 cc 
-48 266018 « . DOME NUT (NUS): Vx 304 1.» sua Rui ah ο Tero e ae ῳ 2 σσ 
-49 AN960D416L e ce WASHER. 2 4504 9 ada a ce ο οφ | de elm e as 4 cc 
-50 ANY -22 e . BOLT. . ... DNE τι μον κα ο ο 2 cc 
-51 146-52079-40 + . LADDER SUB ASSEMBLY, “Main entrance. e e s + < + + < «ο 1 cc 
-52 146-53081 e . . HINGE. .... . ecu G οι WS Mid Says τω gi eter her ο -ς 2 cc 
-53 146-53079-50 + . LADDER SUB ASSEMBLY, Main entrance. . a e < < ο s ««. n 1 cc 
-54 146-53080 e > . HINGE... . A ο. 2 CC 
-55 No Number . PERISCOPIC SEXTANT AND CASE ` (Navy stock No. R88SOHO0-050) (GFP) 1 cc 

175-53085 . HEADREST ASSEMBLY, Fourth crewmans seat. . e . . « + + = «© « 1 σσ 
-56 175-53085-3 + . HEADREST SUB ASSEMBLY, Fourthecrewmans seat . . . s e +. + 1 cc 
-57 175-53085-13 + . HEADREST SUB ASSEMBLY, Fourth crewmans seat... . . . + + 1 cc 
-58 175-53098 + . PAD, Fourth crewmans seat headrest... & ο ww S 1 ce 
-59 183-53025-1 . TUBE INSTALLATION, Relief system (see fig. 191). e Fee tes ἴθι SL 1 cc 


A A A A νι νο ιν ιο ο l l l i l ee i: 
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FIGURE 193 - NAVIGATIONAL EQUIPMENT AND STOWAGE INSTALLATION AND INSTRUMENT BOX AND CASE ASSEMBLY 
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-10 


-14 


-17 


-18 


-21 


-23 


-24 
-25 


-26 
-27 


175-53070 
175-53070-11 


175-53070-23 
175-53070-21 


175-53070-19 
A6928S1 
175-53070-31 


175-53070-15 
175-53070-41 


175-53070-17 
175-53070-25 
175-53070-27 
147-53008 
A6928S2 
183-53070 


183-53069 


147-53008 
AN253-2-300 
AN253-2-1200 
183-53069-11 


183-53069-13 
183-53069-21 


183-53069-19 
A692851 
183-53069-31 


183-53069-15 
183-53069-17 
A692852 
175-73268 


175-73268-41 
175-73268-19 
147 -53008 
175-53268-11 
175-53268-31 
175-53268-7 
A692852 
175-53268-21 


175-73268-15 
Α692881 
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3 4 5 6 7 NOMENCLATURE 


NAVIGATIONAL EQUIPMENT AND STOWAGE INSTALLATION AND INSTRUMENT 


BOX AND CASE ASSEMBLY 


CASE ASSEMBLY, Navigational instruments and camera aata . 


BOX, 


. 


NSTALLATION, Navigators “equipment “and stowage. 


(see figure 189 for next assembly) 
CASE SUB ASSEMBLY, Navigational instruments and camera 
data stowage 
. HALF HINGE. « , « . + +s +s + + 9 s o one o o o soo 
CASE SUB ASSEMBLY, Navigational instruments and data . 


stowage 
S MADROHINGE. 2 20.0.9997 49g m m a s 
. FASTENER (ΤΙΝ)... ......-.α:... 


CASE SUB ASSEMBLY, Navigational instruments and camera 
data stowage 

. HALF HINGE, . . +. . « + + « s + s oeol o ot ο n 

CASE SUB ASSEMBLY, Navigational instruments and camera 
data stowage 

. HALF HINGE. . « .. + +s + š < . > n 

HINGE PIN, . 4. ç Q eo ox. * Ὁ 9 e 4 

HINGE PIN... . . . ^e 

SPRING, Navigators map and data case cover 

CATCH ᾿ (ΤῚΝ) . 


(see figure 192 for next assembly) n 
CASE ASSEMBLY, Navigators instrument and camera. .-. . 
data stowage ; 


SPRING. > « . + + + + + + * ee * 


SIPING soe ο μμ 
. PIN LT coe ei οἱ ὦ 
. CASE “SUB” ASSEMBLY, “Navigators instruments and camera 


data stowage 
. . HALF HINGE... Sw t. 
CASE SUB ASSEMBLY, Navigators instruments 
data stowage 
HALF HINGE . . . + + + < + + > eee we 0. * n ng 


. . 


FASTENER (ΤῚΝ). ¿ an R^ deti 


. CASE SUB ASSEMBLY, Navigators instruments and camera. 


data stowage 


. . HALF HINGE . « . . « + + + + + + + s + + ot 9 n ng 
+ . HALF HINGE... 11 6 2 + + s ee + + ee ° ont « 
. + CATCH (TIN) . . e ° < e o «ο 


Camera sight and navigators "watch stowage 
(see figure 189 for next assembly) 
Camera sight and navigators watch stowage. . . . . + 
(see figure 192 for next assembly) 
HINGE PIN. o... š "IP 
SPRING, Navigators map and data case cover νὰ, νο τὰ 
BOX SUB ASSEMBLY, Camera sight and navigators. . . . + 
watch stowage 
BOX SUB ASSEMBLY, Camera sight and navigators. . . +. + 
watch stowage 
. HALF HINGE. . . » + +. +< + 4 © s s 0 s 4 ee ong ong * n 
. CATCH (TIN). + ° ο « 
BOX SUB ASSEMBLY, "camera sight and navigators. .... 
watch stowage 


UNITS USEABLE ON 
PER ASSY. CODE 

Ref AD 
» 1 AD 
x 1 AD 
z 1 AD 
o 1 AD 
ç: 1 AD 
= X AD 
ç 1 AD 
. 1 AD 
a 1 AD 
i 1 AD 
2 1 AD 
^ 3 AD 
$ 1 AD 
. Ref 
A 1 cc 
* 3 σσ 
A 1 cc 
E 1 cc 
? 1 cc 
. 1 CC 
M 1 cc 
s 1 cc 
. 1 cc 
. 1 cc 
A 1 cc 
A 1 cc 
A 1 cc. 
. Ref AD 
. Ref ος 
τ 1 
š 2 
* 1 AD 
. 1 cc 
* 1 
Ν 2 
. 1 
. 1 

2 
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FIGURE 194 - PILOTS AND NAVIGATORS MIKHOK AND SUN VISOR INSTALLATION 









UNIS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE 
194 PILOTS AND NAVIGATORS MIRROR AND SUN VISOR ASSEMBLY 


175-53034 - MIRROR INSTALLATION, Pilots and navigators rear view. . e Ref 
(see figures 189 and 192 for next assembly) 


-1 175-53033-1 + + MIRROR ASSEMBLY, Rear vision (peste from LMW No. 819 oe 1 
175-53033-2 - _. MIRROR ASSEMBLY, Rear vision (made from LMW No. 819 "NET 1 
ATTACHING PARTS . 
-2 AN365B1032 MEE uU ΙΝ A us eae we ees 2 
-3 AN960D10L « 5" WASHERS: 25. κα. ὁ ὁ e e 5 ὁ m ο ὁ ο νο .. . oe ο «ο <<... 4 
-4 NAS221BZ18 + . ‘SCREW, Brazier head Phillips recess bronze 10-32. . . . . 2 
-5 NAS221BZ39 + + SCREW, Brazier head Phillips recess bronze 10-32. . . . . 2 
-6 175-53033-11 + . BLOCK, Rear view mirror... . . . . . we ww we ee 2 
——  —— MN 
pour 175-53104 + VISOR INSTALLATION, Pilots and navigators. . . . . . . . . » Ref 
= (see figures 189 and 192 for next assembly) 
E 175-53105-1 a> ie. (VISOR recio ai ος com m les ww ος o ο ὡς νέα 1 AF 
: 175-53105-2 voe VISOR. Low ove de Saw wU Y voe my wise 9 n σσ ως τς wes 1 
π 175-53105-21 € o4 VISOR I e o 4 e sine ies ο ο ceiver om ws Sone coe a ee. Q S 1 ca 
-T 175-53105-3 + + + FILTER, Pilots and navigators sun visor. . . . . . . D 1 
-8 AN365-632 EA NUT. κ ο 7 e wo ος v x D S ών ο Ohler ee ο 2 24 4 
-9 AN960D10L * ce o. WASHER 20. 0 4 ο € ες). ves a a 8 
-10 AN515-6R10 aia Ow USCREW wow. v 63.09 X δ, Ὁ Sle lm beer ο ee o3 D y 4 
| v 175-53105-5 κ) oe ANGLES 2. e SE οἱ σον. cR vU UR uo vy Vea THEE 1 AP 
175-53105-11 $" Qa C conu ME 1 CG 
-12 AN3195-3 w desc FASTENER «40x aa 9 στα κ e Yo V ee ws NUUS Tg 2 











FIGURE 195 - COCKPIT SUNSHADE INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

195 183-53109 SUNSHADE INSTALLATION, Cockpit (see fig. 192 for next assembly). Ref σα 
183-53105 SUNSHADE ASSEMBLY, Cockpit. . . . . . . .. ete. ML ο αν 8 σα 

-1 183-53105-3 . SHADE... . . . . . "M (oem Se ee ο... ca 
-2 183-53101 . KNOB, Sunshade tension é z : 1 ca 
-3 183-53102 HOUSING, Sunshade ball . . IS eue od σα 
-4 183-53105-7 PAD2 T S ces ie oss eek r à : ens 1 ca 
-5 183-53105-9 s PAD. ο ia ᾿ς .-ᾱ- ὁ . . "A 1 ca 
-6 183- 53104 κ SHAFT, Sunshade supüortinE 5 " AM 1 σα 
-T 183-53103 ' SEAT, Sunshade ball. . . . . des < να 1 σα 
-8 183-53110 SPRING, Compression. . . 0 1 σα 
-9 NAS221-10 . SCREW, Brazier head Phillips recess “10- 32. "PE 6 ca 
-10 AN960D10L Ὁ WASHER dy. Rew . . . . o . 12 ca 
-11 AN365-1032 . NUT. . D . 6 σα 
-12 1N7-14 -> . NUT, Check (ΜΑ) ` - ME > 1 CG 
-13 ANQ36A416 A LOCKWASHER ve SPA naps . . . š 5 1 CG 
-14 AN960D1416L . WASHER ...... š & 5 & š 1 CG 
-15 AN960D416 . WASHER . » $ . ” zx ag 1 CG 
-16 AN365-428 NUT... es i . A s " 2 CG 
-17 AN960D116L WASHER. . ... s « ao * s E 2 CG ° 
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FIGURE 196 - PILOTS SEAT INSTALLATION 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section 


Group Assembly Parts List 


AAA A A A E CCC OOO WD 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
196 146-53002-10 SEAT INSTALLATION, Pilots. . . 
see figure 189 for next assembly) ` 
-1 146-53006-39 HEADREST ASSEMBLY, Pilots seat. 
ATTACHING PARTS 
-2 ANQ60D416L L^ WASHER. -.. a a RA Ee ms 
-3 AN394-39 . PIN . Sw ας a ο ὁ, αφ, te 
-4 453P416-30 ` SPACER, Bolt “(NAY V. τς ο. ; 
-5 146-53058 . SPRING, Navigators "headrest retraction. ewe ers 
-6 AN960D416L s WASHER. 4 o9 89 ος 9 ες e su s s gb ων qus 
-T AN393-7 e PIN Z ek a n a ᾱ; e S eo an ee 
-8 AN960D10L < WASHER. ios v6 9 9 ns wU se . Ç . * 
-9 AN393-39 .. PIN . 5 5 Vy ms š š 
-10 NAS75-3-102 . BUSHING, Plain press “pit "steel. "IR c 4: “Ὁ s 
-11 146-53060-3 LEVER, Navigators headrest release. . . . . . . . 
-12 169-53059 SPRING, Navigators headrest release lever... . 
-13 NAS42C4-60 E SPACER, Rivet. . . Lx PENES 
-14 146-53017 . . PAD, Headrest assembly AES i Maes Y Sede 
-15 146-53027-39 . ARM REST ASSEMBLY, Pilots and radio compartment seats LH. 
146-53027-40 ARM REST ASSEMBLY, Pilots and radio compartment seats RH. 
ATTACHING PARTS 
-16 AN365-832 > NUT Ss ο ο” E 
-17. 4S3P8-4 ` SPACER, Bolt “(nay i. A lle 
-18 NAS220-24 . SCREW, Brazier head Phillips "recess alloy steel Du 
-19 146-53049 SPRING, Pilots seat armrest actuating.. . . EM 
-20 146-53048 TUBE, Pilots seat armrest spring spacer y cene τος 
σας εμενα 
-21 AN393-13 2f OPIN Ss Ya dte pr ST a AN: WQ re 
-22 AN960D10L . WASHER. .... Wis 
-23 169-53019-5 . CABLE ASSEMBLY, Navigators “seat back release. ὃς ἠφ τῷ; ὦ 
-24 169-53019-15 . CABLE ASSEMBLY, Navigators seat back release. . . . . + 
-25 AN365-524 . NUT (magnetic inspected). s Pa teehee 
-26 ANQ60D516L . WASHER. . . ax κ με, 
-27 AN5-11A . BOLT (magnetic `inspected) δ΄ Ὁ 2.5 cures 
-28 160-53036-11 . BRACE, Pilots seat back . . . . . + ee eee EAT Wa 
-29 AN365-832 s NUDE 
-30 AN960D8 . WASHER. . . + š E 
-31᾽ NAS220-25 . SCREW, Brazier “head Phillips | recess alloy steel 8- 32. è 
-32 .146-53065 CLAMP ASSEMBLY, Pilots and navigators seat back release . 
cables 
-33 f£ 146-53007-17 . BRACKET, Pilots seat bucket assembly. . . EET 
-34 # $3431905-505-17 . CONTROL ASSEMBLY, Shoulder harness inertia “reel (HTEC). . 
ATTACHING PARTS 
-35 4 AN507-1032R18 SUSOREWC e Decem usss ὃ e ΙΝ Ο ΟΡ 
4 2W18-10L . WASHER, Flat (NA) v i-e ox Q Ue m 5 uq. mm ϱ5 5 ᾳ ἃ 
# AN365-1032 QUUNUT V. m moveor I. 1S y E VR ola tas ag το ὁ 
-36 # S3388949-501-00 . INERTIA REEL ASSEMBLY, Personnel shoulder harness ( HTEC ) 
ATTACHING PARTS ‘ i 
-37 # AN3-20A ge BOLT oe ο ο dled cee 5. Sed ees agg 
# AN365-1032 SA NUD ο Ky S; me deze S . DL de 
# 2W18-10L . WASHER, Flat (NA) . . . + : zoe 
-38 # AN4-20A 2 BOL "us ον oar S ow es ; : ws 
#. AN365-428 T PNU πο ας . s 2 sd x RN 
# 2W18-416L . WASHER, Flat (NA) . . E P 
-39  £ AN393-13 PIN.. i atta ak PSM ου e ας 
# 2W18-10L . WASHER, Flat (NA) . ES PP" x 
146-54080 š ACTUATOR INSTALLATION, "Electrical pilots seat’. . .. * 
-40 29200-2 . ACTUATOR ASSEMBLY [AIR). v yka Val nah sS ia ow S et S Se 
a ATTACHING PARTS 
-41 AN310-4 2s 7. NU ο ο Sars ο ID <s š IE PS 
-42 ANQ60D416 . WASHER . . < w . š. w e or non . . n P ie ώς a 
-43 AN4-12 . . BOLT s 49545 lI A ç š e 
-44 AN4 -13 . . BOLT (magnetic inspected che A š nev 
Ls ncn] A 
-45 AN3021-7 i . SWITCH . . « . « ο» e . © . oe ew . 0. ος... š 
-46 AN320-5 NUI ic ο ο T. W AK AT E b U W. v. . . . 
-47 AN960D516 WASHER. . . 


-48 NAS115A39 


-49 AN25-22 

-50 .146-53053 
-51 146-53071 
-52 4B19B5 009 


-53 146-53072 
-54 4B19B5-008 
-55 AN365-524 
-56 AN960D516 
-57 AN5-14A 
-58 AN365-428 
-59 AN960D!16 


-60 ANÀL-6A 

-61 146-53009 
AN365-428 
ANQ60-416 


ee eee 


BOLT, Internal wrenching “steel "5/16- -24 "(magnetic inspected) 


BOLT (magnetic inspected) . deber T 
BRACE ASSEMBLY, Pilots seat hinge aft E 


FITTING ASSEMBLY, Pilots seat aft hinge ον πῶ τῳ A 
BUSHING, Press fit plain (supersedes NAS76A5- 009) (NA) 


FITTING ASSEMBLY, Pilots seat aft hinge brace lower. 


BUSHING, Press fit plain (supersedes πηρες oo8)(NA) 


NUT (magnetic inspected). . . . . + + + + + + 
WASHER. PEN 24 Sua. seve 

BOLT. (maghétic inspected] . KP 
NUT (magnetic inspected). ome 
WASHER. . . ο 
BOLT (magnetic “inspected) . : 
CARRIAGE ASSEMBLY, Pilots Seat. á 
. NUT (magnetic inspected) . μιν e ee sea s 
. WASHER . . « . . . ο ar e e ὁ «ο ee ο t! n 


e.. 
`. `. ts n n 
. 


PER ASSY. CODE 
Ref 


VEP BE Γ44ΛΛ)ΦΠΕ ΓΙ ΑΛΛΑ PPPN PREP RPP RPP p 


= 


ENP FO IN ONP OE PEEN PAPH DEPEND H 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
196 NAS220-18 + + SCREW, Brazier head Phillips recess alloy steel 1/4-28. . 2 


~62 146-53009-7 

-63 146-53063 

-64 AN320-5 

-65 AN960D516 

-66 AN25-20 

-67 117-31824-11 

-68 146-53056 
117-31825-2 

-69 ΑΝ365 -428 

-70 AN960D/116 

-Tl AN24 -29 

-72 146-53051 

-73 4B19B5-006 

-74 4B19B4 -008 

-75 AN310-5 

-76 AN960D516 

Erig AN5-12 

-78 146-53050 
AN320-4 
AN960D/ 161, 
AN24 -23 
146-54050-11 
146-53050-3 
146-53050-7 
4B19B5-010 
146-53050-5 
146-53050-9 
4B19B4-007 

-79 AN310-4 

-80 AN960D416 

-81 AN4-12 

-82 146-53052 

-83 4B19B4-008 

-84. 4B19B5-008 

-85 A 146-53007-200 

-86 4 169-53005-103 


NOTE: 


# 


(magnetic inspected) 

. FITTING, Pilots seat carr lagena ol) | V WIS 
FITTING, Pilots seat carriage attaching. a e Ds 
NUT (magnetic inspected) — - vv wu oue RUE Ve IU Y 
WASHER da. ao αέριο weuca tU. ος τω, A deut ue "c 
BOLT (magnetic inspected). ; . . . . |... ἐν Cap Sr PUN 
ROLLER ASSEMBLY, Cockpit enclosure sliding canopy truck. 
TRUCK ASSEMBLY, Pilots seat carriage Sime S US VE ee 

+ PIN, Cockpit enclosure sliding canopy truck roller, . 
NUT (magnetic inspected) . . . . . Ais Sur e ut Sint Ca I. das 
WASHER . . WA ο ee τρίο A A Ce 


BOLT (magnetic inspected). "EcL eter ae NA 
BRACE ASSEMBLY, Pilots seat bucket aft ps " 


+ + BUSHING, Press fit plain (supersedes NAS76A4-008 
. NUT (magnetic inspected) . . . . . . . . eb ta M LI de 
SO WASHER IU in es su S w ο de de ceri Ma D oov D eod ο s 
. BOLT (magnetic inspected). . . . . . . . l l . PES 
- BRACE ASSEMBLY, Pilots seat bucket forward brace . . . . 

. NUT (magnetic inspected). . . . S xe OI ET LS që š 

SSIWASHERI ος τος τς ee ὃς Bs ο οτι φορ ti 

. BOLT... See je Wh Ts WI DR, 9. ια τν 
+ + TUBE, Pilots seat bucket forward brace. . . . . . ` 
+ + FITTING ASSEMBLY, Pilots seat bucket forward brace. 
+ + + FITTING, Pilots seat bucket forward brace. 


BUSHING, Press fit plain (supersedes οποιος ος] (wa). 
Na). 


- . BUSHING, Press fit plain (supersedes NAS76A5-010) (NA) 


. FITTING ASSEMBLY, Pilots seat bucket forward brace. 
. FITTING, Pilots seat bucket forward brace, 

. NUT (magnetic inspected) 

e WASHER: Z ¿ a T os Q en ath dal, ο ο Yin? Ὃς de vus 

BOLT (magnetic inspected). . . . . . . . . l l L Š as 

+. BRACE ASSEMBLY, Pilots seat hinge forward. . . "C 

+ + BUSHING, Press fit plain asa e οσο, P 

+ .. BUSHING, Press fit plain (supersedes NAS76A5-008) (NA 

. BUCKET ASSEMBLY, Pilots seat . . . . λος VOI OA s 
(see figure 199 for detail breakdown) 

+ SEAT BACK ASSEMBLY, Pilots . . . . . E A ᾱι Ὃς 
(see figure 199 for detail breakdown) 


° ° 5 o o s n . 


N 


Denotes the incorporation of Service Change No. 417A 





BUSHING, Press fit plain (supersedes NAS76A4-007) (NA) 


fai 
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9 
8 
6 
1 
5 
13 n @— — 18 ÀJ-2P-4-53-2 
FIGURE 197 - NAVIGATORS SEAT BUCKET ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
197 # 160-53008-10 BUCKET ASSEMBLY, Navigator's seat. κ. ων δ. ὦ. Wer, a Sosa PD ο Ref 
(see figure 198 for next assembly) 
-1 146-63046-5 . BUCKET ASSEMBLY, Pilots and navigators seat . . erae 1 
-2 NAS221-22 . SCREW, Brazier head Phillips recess alloy steel io- “33 "T 2 
-3 NAS221-8 . SCREW, Brazier head zc cd recess iced steel 10-32 . . 1 
NAS4303-48 " BUSHING, Spacer .... . T ον LE NEN 2 
AN960D10L L-UWASHERT. Qu. τι’ ROV, decia del qe MW NY m αν FG. Πο e oes 6 
AN365-1032 . NUT... 3 
-4 156-53089 . SUPPORT ASSEMBLY, Pilots “and “navigators seat “back release 1 
NAS221-22 . ; SCREW, Brazier head Phillips recess pag’ steel 10- aa 1 
NAS43C3-48 e; cx SPACER, Screw and bolt . . . . ES as e. ts š 1 
AN960D10L : . WASHER . e +. + "a MEE EE EE 2 
AN365-1032 š 2 NUT. «. : 2 
156-53088 . . HANDLE ASSEMBLY, Pilots “and “navigators seat “back release 1 
-5 2W1-26-36-63 . . a. WASHER, Plain (NA). ασ 1 
-6 146-54212 . . . SPRING, Trim tab switch assembly. upper. PE 1 
-7 NAS43DD926 è . . SPACER, Screw and bolt. . . 1 
-8 156-53087 . . . HANDLE, Pilots and navigators Seat "back release Vl 
-9 156-53088-3 Vi uu PIN, Pilots and navigators seat back release. 1 
handle assembly 

-10 156-53086 ; ARM ASSEMBLY, Pilots and navigators seat back release 1 
-11 146-53032 E FITTING, Navigators seat rear leg . . è 2 
-12 160-53034-1 . FITTING ASSEMBLY, Navigators seat back lower "hinge “LH A 1 
160-53034-2 . FITTING ASSEMBLY, Navigators seat back lower hinge RH. 1 
-13 15456-53035 . FITTING, Navigators seat front leg. . . "ur i es 2 
-14 1160-53033 . FITTING, Navigators seat back brace . . . . + + + * * ++ 2 
-15 AN3-13A Z BOPP, 5; dl eb cm e oes ο SU ὃς ay i s EO ce] ss “es 6 
-16 AN3-12A . BOLT. . . MI NIE μμ ρα 2 
2w18-10L . WASHER, Flat “(Nay . τν I E E 16 
AN365 -1032 . NUT. . hae +$ 8 
146-58560-100 . CONTROL INSTALLATION, Emergency hydraulic exit “valve. ET Ref 
-17 146-58565 . . CLIP, Crew emergency exit valve control forward. .... 1 
-18 AN365-428 ο μμ AS ah ο ο ο. πο... 1 
-19 ANQ60D416L . . WASHER . . ον ον ροής. δα ος ἄν ον Bice κ. a 1 
-20 4B21S4-105 . . BUSHING, Spacer μα νὰν WW dr C ce Se ὃς Ce rte e 1 
-21 AN509-416R31 2" ve SCREWS e aca a a το Rode a a «Ἐν e ee Oei SS PE canes 1 
-22 AN507-832R10 . . SCREW. . . a aa τώρ λο rea Ga 1 
-23 NAS120R125 . . KNOB, Control "3/4 “spherical. Mes ES 1 
-24 146-58562 . . LEVER ASSEMBLY, Emergency hydraulic “exit valve control 1 
4B20B6-007 a . BUSHING, Press fit flanged (NA) . . . . . + eee es 2 
# 184-53039 . BRACKET, Inertia reel control mounting. . . p τῶν ος. m Ref 


(see figure 198 for breakdown) 


NOTE: # Denotes the incorporation of Service Change No. 417A 
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ROTATED 180? 
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FIGURE 198 - NAVIGATORS SEAT INSTALLATION 
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FUSELAGE (Cont) 
NN _—— Ç. — T —Sv DsSIUSGEn;— 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
198 146-53003-10 SEAT INSTALLATION, Navigators . . ea rela Aap ey λος. Ref 
(see figure 189 for next να 
-1 146-53006-39 HEADREST ASSEMBLY, Navigators seat ..........-. 1 
-2 146-53017 . PAD, Headrest assembly. 2d oh ἀξ Ç ° " 1 
-3 ANQ60D416L WASHER . . . . . . +. e τη ος p DM MEER ES . "EP 1 
-4 AN394-39 PIN. . Si dero “oi E UO ον ο - ο. 1 
-5 48 3P416-30 SPACER, “port (NA). VV Sed mie ες e wo tes 1 
-6 146-53058 SPRING, Navigators headrest “retraction Z eee ae Baa? "ολ ον 1 
-7 ANQ60D10L WASHER . ..... + + + E 3 $ i E 2 
-8 AN393-7 PIR S ας ter Sw ον sk Tak S^ S See Sra τν eh ee kee: ος è 1 
-9 AN393-39 PENS. < rene en E W r S ο 1 
-10 NAS75-3-102 BUSHING, Plain Dress fit steel da po der ο δι Sigh aa Ww Se L 
-11 146 -53060-3 LEVER, Navigators headrest release . . dl Δ. αι WS e a ce 1 
-12 169-53059 . SPRING, Navigators headrest release lever. Se i ge ede G "Ce ES 1 
-13- AN960D10 . WASHER . . . « oo... š ç a š 1 
-14 AN393-7 n PEN Do sei aoe ister er ος x > š 4 ë š 1 
-15 AN393-13 BINGO A ee ee οι αν e τᾱ š è š 1 
-16 `AN960D10L WASHER . . . š š ademas 1 
-17 169-53019-5 CABLE ASSEMBLY, Navigators seat "back release à 1 
-18 169-53019-3 CABLE ASSEMBLY, Navigators seat back release 1 
-19 AN365 -524 NUT (magnetic inspected) ar a 2 
-20 AN960D516L WASHER . . . SUE a. Conical celu eum renis he a En ul Ne cere “oe 8 
-21 AN5-11A BOLT (magnetic inspected). ο ket a hs REN T ΕΝ ΗΕ 2 
-22 160-53036 BRACE, Navigators seat back. . . . . . + + + * * . * * * * ° 2 
-23 AN365 -524 . NUT (magnetic inspected) ο - ay ο RUE ok cL 2 
-24 AN960D516L . WASHER . . . . $^ ieu iiti) ον 8 
-25 AN5-12A . BOLT (magnetic inspected). ge Seog hel am ah ahaa” ο | oe Sar πι Cone! e 2 
-26 # 169-53005-105 SEAT BACK ASSEMBLY, Navigators . Geol Be ge τας «Ὅτῳ 1 
(see figure 199 for detail | breakdown) 
-27 AN365 -832 NUT; Loo plp Τα < : ο w ad ο ees, oe IS 2 
-28 ANQ60D8L . WASHER . . . νε 4 
-29 NAS220-26 . SCREW, Brazier head "Phillips recess “alloy “steel 8- 32 ee 2 
-30 146 -53065 . CLAMP ASSEMBLY, Pilots and navigators seat back release. . . 1 
cables 
-31 # 83131905-505-17 CONTROL ASSEMBLY, Shoulder.harness inertia reel (HTEC) . . . 1 
ATTACHING PARTS 
-32 # AN507-1032R18 . SCREW, ç š ES $ : 2 
# 2W18-10L | WASHER, Flat (NA). . . resa "NC EE z 2 
# AN365-1032 s NU de DR Ὁ t Ve) ke wor WOUEI lee RO ue fes ο 2 
o D 
-33 4 S3388919-501-00  . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC) . . 1 
ATTACHING PARTS 
-34  # AN365-1032 ιο uy a ta. ὦ WO S AAA a Lim Ip νο. 2 
-35 # 2W18-10L . WASHER, Flat (NA). . PEE yie ... z 4 
-36 # AN3-20A e ABOUT, Li eye fer SE ας τὸ , MM S : 2 
-37 A AN365-428 NUT. eus E . . E e š MES 1 
-38 4 2W18-416L WASHER, Flat (NA). . . Ec š 2 
-39 # AN4-20A BOLT .. vu v š s : Ë P š I 1 
Sa asas ui. 
-HO # AN393-13 PIN. ° š z 1 
# 2W18-10L WASHER, Flat (NA). Z N e Bis weaver AS e <: 1 
-41 AN365-624 NUT (magnetic inspected) v cet Eee Sy img) μυ”... 2 
-42 AN960D616 WASHER . . DPI h 
-43 AN6-12A BOLT (magnetic inspected). ase, CZE ate o ος Br CELA Me. τος a le ὦ 1 
-44 AN365 -1032 NUT (magnetic inspected) . . . . . . + + + + + * * . eee 4 
“45 AN960D10 WASHER . . . ahah tek Selah yet SU ο. Jere Zero “ὁ 8 
-46 AN3-6A BOLT (magnetic inspected). Ame Vet te ἐών S LE Jon w UP. a ἴον 3 4 
-47  # 160-53008-10 BUCKET ASSEMBLY, Navigators seat . . & tas Ce f. 1 
(see figure 197 for detail breakdown) ` 
-h8 4 184-53039 BRACKET, Inertia reel control mounting. EN: 1 


NOTE: # Denotes the incorporation of Service Change No. 


(see figure 197 for next assembly) 


417A 


q l leL._|”Y,0 C C£ — — yu. ——— — HF Γ᾽ 
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FIGURE 199 - PILOTS SEAT BUCKET AND SEAT BACK ASSEMBLY 
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Section Il 
Group Assembly Parts List 


es C———— — N A < 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 
199 
# 146 -53007-200 
-1 146-53007-30 
=. 156-53089-10 
156-53088-10 
-3 156-53088-5 
-4 156-53086-10 
156-53086-7 
-5 21 -26-36-63 
-6 NAS43DD9-26 
7 147-54212 
-8 156-53088-7 
-9 156 -53087 


-10 156-53088-3 
# 169-53005-103 


# 169-53005-105 
-11 146-53042 


ATTACHI 
NAS221-12 
NAS221-13 
AN960D10L 
AN365-1032 
4B19B12-010 
4B19B12-012 
146-53045-11 
146-53045-12 
146-53045-21 
146-53045-22 


-12 169-53043 
169-53043-5 
169-53043-6 
4B19B5-007 

-13 169-53044 -1 
169-53044 -2 

-14 AN509-10R25 

-15 AN509-10R13 

-16 AN509-10R12 
2W18-10L 
AN365-1032 

-17 26C048 

-18 2W18-416 


-19 AN391 -15 
-20 169-53009 


-21 260048 
-22 ANQ60D416 
-23 ANB-13A 
-24 169-53007 
-25 169-53021 
-26 169-53008 
4B19B4 -006 
-27 AN365-832 
-28 ANQ60D8L 
-29 AN515-8R14 
-30 AN394 -23 
-31 AN310-3 
-32  . AN365-1032 
-33 AN960D10 
-34 169-53011 


-35 AN394-13 
-36 169-53014 
-37 169-53017 


4B19B4-008 
-38 AN3-10A 
-39 AN960D10 
-40 169-53010 
4B18B8-125 
4B20B6-005 
-41 169-53015 
-42 169-53029 
169-53018 
-43 169-53018-5 
-44 169-53018-3 
NOTE: 


1 2 3 4 5 6 7 


NOMENCLATURE . PER ASSY. CODE 


PILOTS SEAT BUCKET AND SEAT BACK ASSEMBLY 


BUCKET ASSEMBLY, Pilots seat. 
(see figure 196 for next asse 


. BUCKET ASSEMBLY, Pilots and navigators seat. 


` SUPPORT ASSEMBLY, Pilots and nav 


HANDLE ASSEMBLY, Pilots and navigators seat . . . . . 


back release 
" . . PIN, Pilots and navigators 


. ARM ASSEMBLY, Pilots and navigators seat 


back release 


` | ` WASHER, Plain (NA)... 
. SPACER, Screw and bolt . . 
. SPRING, Trim tab switch as 


C" be . PIN, Pilots and navigators seat back releáse handle 


HANDLE, Pilots and navigat 


PIN, Pilots and navigators seat back release handle 


SEAT BACK ASSEMBLY, Pilots. . . 
(see figure 196 for next asse 

SEAT BACK ASSEMBLY, Navigators. 
(see figure 198 for next asse 
FITTING ASSEMBLY, Pilots seat ar 


BUSHING, Pilots and ΕΕ seat back, release 


ο Be Ll Bs ος a Ref 
ómbly) 


igators seat back release 


pere 


seat back release handle 


HH 


sembly upper " 


ors seat back release. 


Bh B 


= 
O 


embly) 
4o Y ow ow oU Ref 

ómbly) 

m rest support 


bv] 


(used on 169-53005-103 only) 


NG PARTS 
SCREW, Brazier head Phillips rec 


. SCREW, Brazier head eee recess ΕΞ steel 10-32. 


WASHER . . +. +... © +. 
NUT. j£. Cox gel s 


. . BUSHING, Press fit plain v 
. BUSHING, Press fit plain RA 
. BEAM ASSEMBLY, Navigators ee 
. BEAM ASSEMBLY, Navigators (only) 


7 BEAM ASSEMBLY, Pilots (only 
. . FITTING, Navigators seat lowe 


. . FITTING ASSEMBLY, Pilots seat 
` . . BUSHING, Press fit plain ( 
coupe SUA NAST6A5- 
é . . FITTING ASSEMBLY, Navigators 
. . . FITTING ASSEMBLY, Navigators 
se dM s ο ασ err ae Sw RA m 
. .^. SCREW BS on 169-53005-105 
- . . SCREW (used on ree 
. . . WASHER, Flat (NA) . +. . + + + 
NUT. . D ο) κα, er S 
DOME STOP NUT (ius). CM D EX 
WASHER, Flat (NA). . . + + + + + 
PIN. < €x 


er r capace Ὁ; c9. ο ae 


s ROLLER, Navigators Seat “back release lock. up de ᾽ 4 a. š 


DOME STOP NUT (NUS). 
WASHER +. . . + + + + * 
BOLT . 


BUSHING, Press fit Εν (NA) 
o NUT. os 
. WASHER . 
SCREW. . 
y ο... 
e NUTS x5 
. NUT... 
. WASHER . Se me O A Αν ο BR, Ca 
. CRANK, Navigators seat back rele 
a . PIN. . 
š LEVER, Navigators “seat back rele 


`. + 9 + | ο n 


. ot o 


. . eee 


. . ee 


LINK ASSEMBLY, Navigators seat back release. 


i BUSHING, Press fit piain (NA) . 
4. BOLT . . 4. « . 4 ὁ « 8 ο e rd 
WASHER . . 


! BRACKET ASSEMBLY, Navigators seat back release Linkage 


BUSHING, Shoulder (NA). š 


BUSHING, Press fit flanged (NA) . . . ; : ee ee 


. . ARM, Navigators seat back operat 
. . SPRING, Pilot and navigator seat 
. . SHAFT ASSEMBLY, Navigators seat 


i FITTING, Navigators seat back release . . . . +. + 
. . e. SHAFT, Navigators seat back r 


# Denotes the incorporation of Service 


BEAM ASSEMBLY, Pilots su seat back LH. . . : : 
seat back RH. . . +. + 


FITTING ASSEMBLY, Pilots seat back lower ninge “LH : 


. BAR, Navigators “seat back “release “Lock ad tas de E 
SPRING, Navigators seat back release torsion . . . . 6 +. 
ARM ASSEMBLY, Navigators seat back release E ΟΝ 


ess alloy steel 10-32. 


coo 1 


e NAS76A12-010) 
supersedes NASYA 012) 
seat back LH. . . $6 

seat back RH. 


errre 


r hinge... 


back lower hinge RH 
NA). wo. al ele e δ ὦ 
007) 

seat back brace support LH 
seat back brace support RH 


oo ee ο * € 


only). Vi NN aera 
Only). < -ᾱ ος e£ δις ο 
s Wo ο e AU ied m 1 


. + enoa 5 


ase. . . s è o < o o ° ù 


ase. 


eee oe 
. 


ing mechanism. . 
release mechanism locking 
back release . . . . + 


ENE i je ID 15 Γι EEN μι μα E E JO i i9 i. IS 12 I. IS TO DO TO TO TO TO SZ IO DO TO OO TO TO TO i2 I2. IO rn rnnt 


elease . . . + + < + 
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FIGURE 200 - RADIO COMPARTMENT SEAT INSTALLATION 
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Section 1l 


AN A Group Assembly Parts List 


FUSELAGE (Cont) 


we A A εκτ A AAA SS F — F ΕΞΓ 
FIGURE & . PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
200 . 146-53004-10 SEAT INSTALLATION, Radio compt (see fig. 189 for next assy) . . Ref AD 
-1 146-53026-101 . BEAM ASSEMBLY, Radio compartment seat support LH . . . . .. -1 AD 
` 146-53026-102 . BEAM ASSEMBLY, Radio compartment seat support RH... P 1 AD 
-2 146-53010-3 . . FITTING, Radio compartment seat safety belt attachg LH. A Le AD 
146-53010-4 . . FITTING, Radio compan tment seat Safety belt Ὃ che: n RH. . 1 AD 
-3 AN365-1032 š ΝΑ A. vC 3s aos 5 "s 4 AD 
-4 AN960-10 e ow WASHER. Aate 0. $9 UR Cs * * 8 AD 
-5 AN3-5A E BOLT. .. ὅν ος eS gen ο ϐ ὁ % 4 AD 
-6 AN365 -428 ` NUT (magnetic “inspected) . ; : : .. . ; 4 AD 
-7 AN960D416 . WASHER... ^s ” 8 AD 
-8 NAS 222 -24 . SCREW, Brazier head “Phillips recess “alloy “steel 1/42 “28 | = 1 AD 
‘(magnetic inspected) 
-9 146-53028 . . TUBE ASSEMBLY, Radio compartment seat bucket 5 support š ἃ 2 AD 
-10 AN365-428 . NUT (magnetic inspected) . . A. > i 2 AD 
-11 . AN960D!16 . WASHER... š B 4 AD 
-12 NAS221-15 . SCREW, Brazier head “Phillips recess alloy steel "als -32. E 2 AD 
4 (magnetic inspected) 
-13 `AN365-1032 f . NUT (magnetic inspected) . . . . + + + + + + + . * +. + ; 14 AD 
-14 AN960D10 . WASHER... — EO š 28 AD 
-15 AN3 -5A . BOLT (magnetic inspected). ae n A 14 -AD 
-16 AN365 -1032 . NUT (magnetic inspected) . . . . . + + + + + + + + + + * * ° 4 AD 
-17 AN960D10 . WASHER . . . Shee qs 8 AD 
-18 NAS221-13 . SCREW, Brazier head “Phillips recess “alloy “steel oT - 32. " h AD 
(magnetic inspected) 
-19 146 -53022 . BACK ASSEMBLY, Radio compartment seat. . . . +. + + 4. * 0. 1 AD 
-20 146 -53018 ` . COLLAR, Radio compartment seat. . . . . . . e . . e 2 AD 
-21 AN365 -1032 v NU ο ας sese erem o i-e om Ae si ο φιλος ie ner erii Se S nt eie) JQ 2 AD 
-22 AN960D10 so 4. WASHER; 0.09 Ὁ ο) κ ως Ὅς Ῥζο W τρ ὃς ο oe re Do ge E 2 AD 
-23 AN3-31A jm ae BOLTA a CRT 2 AD 
175-51507 . LOCK ASSEMBLY, Fuselage “escape hatch position open Uu MU ἐφ 1 AD 
ATTACHING PARTS 
-24 AN365-1032 NU T ο ο sal. ο ere ve e fe fot Sa ο) $ WS τῷ 2 AD 
-25 AN960D10 en WASHER. ¿ 1-3 a “Boe we IU ena 9; να dere do 46 ο ee G$ s 2 AD 
-26 AN3-15A . αμ ined κο αμ eh ur να yop, seta ete SL a 2 AD 
ποιος ama 
-27 175-31535 . . BODY ASSEMBLY, Fuselage escape hatch position opan: ἐὰν cw 1 AD 
-28 175-315 36 . . HANDLE, Escape hatch position coe lock. a . 4 s 1 AD 
-29 AN960D416 . . WASHER. .. aha ειν DC PEE 1 AD 
-30 26C048 . . CAP NUT, Self locking (nus) SPS, Kar aa etes a cle ce TO nse we 1 AD 
-31 AN393-37 ay. gs CPTN LAS n S sw xx ies ο 1 AD 
-32 141-56170 . . SPRING, Barrier guard actuator “tube lock. ee ο 1 AD 
-33 175-31534 $ PLUNGER, Fuselage escape hatch position open lock xa ιν 1 AD 
-34 175-31539 z BRACKET ASSEMBLY, Fuselage escape. hatch lock ...... 4 1 AD 
-35 AN365-832 so ΝΗ, n ο ο ο ue, afe en Sma ae . LASTE " " 10 AD 
-36 AN960D8L e WASHER ο ο w Qs A Ὁ ον RA A a e | 18 20 AD 
-37 AN526 -832-10 . SCREW... ος, 10 AD 
-38 1175-53507 . SHIELD ASSEMBLY, Radio compartment seat “back sta 199. 5 ue 1 | AD 
-39 146-53024 .' BEAM ASSEMBLY, Radio coupar tment seat inertia reel attaching 1 AD 
-40 AN365-1032 SNUTT Sr uie ara ζω’ Sa αι Ea ᾱ . "P T AD 
-41 AN960D10 . WASHER... : coke, E AD 
-42 NAS221-9 . SCREW, Brazier head “Phillips recess “alloy “steel” 10- 32. T AD 
-43 # 146-53023-20 . BUCKET ASSEMBLY, Radio compartment seat. . . . . DIANA 1 AD 
-44 AN365-1032 . . NUT (magnetic inspected EH ο ο. 6 ΑΡ 
-45 AN960A1OL . . WASHER. . š 12 AD 
-46 NAS221-19 . . SCREW, Brazier “head Phillips. recess alloy steel 10- “30 6 AD 
(magnetic inspected) 
-47 160 -53053 . GUIDE ASSEMBLY, Radio compartment seat back. ..... 1 AD 
-48 # 18540-53037 . BRACKET, Inertia reel control mounting . E 1 AD 
-49 # s3431905-505-17 . CONTROL ASSEMBLY, Shoulder harness inertia reel (HTEC ) 1 AD 
ATTACHING PARTS 
-50 # AN507-1032R18 . SCREW. ue ar A dU vh ο rah Du. wD ie εὐδ- Sa w ls 2 AD 
# 2W18-10L ` WASHER, Flat (NA). 1 ο SNS Ves cs oe & ὅσιον ο eh 2 AD 
# AN365-1032 EE IEEE Sh eR ο ο ο ο eis 2 AD 
sa ae ME PR . 
-51 f£ 184-53038-1 . BRACKET, Third crewmans inertia reel mounting LH . . . . + + 1 AD 
-52 # 184-53038-2 BRACKET, Third crewmans inertia reel mounting RH . . š 1 AD 
ATTACHING PARTS 
-53 # AN365-1032 c NUT a UR S ο. gaa Re heu eoe BED be Re isl” Ires on ος 4 AD 
-5h # 2W18-10 * WASHER, Flat (NA). . . . . . be ee κ ο κ eo oon on 8 AD 
-55 # NASH3-3-56 . SPACER, Screw and bolt . . . . . . + + + + + > * * * * * * * h AD 
-56 # AN3-15A . BOLT o4 «oh a A E a E ας, do ue 4 AD 
tus ue AA y 
-57 # S3388949-501-00 . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC ) 1 AD 
ATTACHING PARTS 
-58 # AN365-1032 . . NUT. ew cw < M g. CE οἱ ΑἹ ΔΙ ver c ims a w Te ὁ 2 AD 
-59  £ 2W18-10L ` WASHER, Flat (NA). EE s vus 2 4 AD 
-60 # AN3-20A . BOLT... «ος. . m * x eT 2 AD 
-61 # AN365-428 . NUT. e^. x . x dea 1 AD 
-62 # 9W18-hi6L ` WASHER, Flat (NA). . . . . a š AE š 2 AD 
-63 # ANH-2OA ' 2s. BOLT o ο” ` $ š V: ος 1 AD 
m μις * 
-64  £ AN393-13 . PIN. yaork. der dio uo E Se ο ο ο fuere te 1 AD 
# 2W18-10L T WASHER; Fiat (NA). i eca 2 Q 2 0e te a mew d 2 oe S toys 1 AD 
NOTE: # Denotes the incorporation of Service Change No. 417A B 
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ΑΝ 01-60AABA -4 


Section ll 


Group Assembly Parts List 





ος... Ἱ'" Ἱ Ἱ  ἱ ὔ-ῶθθθθθθἛθἛὐθθθθθ----------------ὓ-ὓ-ᾶ--- 


FUSELAGE (Cont) 
A i = eS ων τὰ ο π.μ  — Y  T8SEABIE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
201 183-5300 SEAL INSTALLATION, Third crewmans . . : . Ref cc 
(see figure 192 for next assembly) 
-1: AN365-1032 NUT. Q2 a S s ee ου” : š 6 cc 
-2 AN960D10L WASHER CES uw > . 14 CC 
-3 AN3-5A BOLT duis δὲ dar ce Vo Ue wee e E UR der veo ms ἃ : 8 cc 
-4 AN365-423 NUT. A e : Ρ ç 8 cc 
-5 AN960D/H16L WASHER +... 2 s < < e n cti ; 16 cc 
-6 AN4-7A BOLT . m "m "Ἢ ΡΣ ‘ 8 cc 
1853-5300} -200 SEAT ASSEMBLY, Third ¿rewmans “seat E $^ š. WU. us z " 1 ce E 
-T 183-53019 HEADREST ASSEMBLY, Third crewmans seat. scu. . š 1 CC 
-8 146-53017 PAD, Headrest assembly . . . . + + + + eee , 1 cc 
-9 146 -53020 m RETAINER, Headrest pad . . 2 1 cc 
-10 183-53018-1 . ANGLE, Third crewmans headrest “attaching τῇ š a 1 cc 
183-53018-2 . ANGLE, Third crewmans headrest attaching RH x 1 cc 
-11 183-53007 . SEAT BACK ASSEMBLY, Third crewmans. . Wb eor T cc 
-12 183-53008-1 A BEAM ASSEMBLY, Third crewmans seat back “LH P 1 CC 
183-53008-2 5 .BEAM ASSEMBLY, Third crewmans seat back RH . ` E i 1 σα 
-13 1183-53017 FOOT, Third crewmans seat rear. . SSE ie 2 cc 
-14 183-53009-1 FITTING, Third crewmans safety belt attaching LH. . T cc 
: 183-53009-2 : FITTING, Third crewmans safety belt rachina RH. . 1 cc 
-15 183-53010 . . . FITTING, Third crewmans seat upper. . ‘ š š 2 cc 
-16 AN365 -1032 = SNOT IS. Ou Ron ce a. (ρω Is A E š . 8 cc 
-17 AN960D10L A aa: he chee: ο ween See caine, iD cc 
-18 AN3-12A 5 BOLT. vo ow e cx ὁ Soe ο Wa. qe Ὄρον cans a ἂν ὁ 8 CC 
-19 AN365 -524 t. RT NUT: S. v ο ο a aru mur Su eee ; ; ; 2 σο 
-20 AN960D516L «- WASHERS. ul ο. worse ο”. em os š A 4 cc 
-21 AN5-13A s BOLT. Vo. οκ š š 2 CC 
-22 183-53015 . FITTING, Third crewmans seat. to floor LH, ο Six ένας) ae Š 1 cc 
183-53016 . FITTING, Third crewmans seat to floor RH, 1752 wid c de ra, š 1 cc 
-23 183-53013-1 . . FLANGE, Third crewmans seat supporting LH... . à š 1 “CC 
183-53013-2 - . FLANGE, Third crewmans seat d AP king RH: mp e : s I cc 
-24 AN5-15A e ux BOLT: cara C oe "um |" à 2 CC 
AN960D516L . . WASHER. . . osse ε- N Se w Tg " 2 CC 
-25 183-53014 + . BRACE ASSEMBLY, Third ¿rewmans “seat So “enya a ο td ἱεροῖς . 2 cc 
-26 1183-53011 < . SUPPORT ASSEMBLY, Third crewmans seat . . ac LI. o 1 ςς 
-27 169-5 3024 . . INTERCOSTAL, Pilots and navigators seat parachute support 3 cc 
-28 146 -5 3046 -5 . . BUCKET ASSEMBLY, Pilots and navigators seat . . . . . A 1 ος 
-29° # 181 -53039 . . BRACKET, Inertia reel control mounting. . . au wS a alg 1 ος š 
-30 # S3431905-505-17 . . CONTROL ASSEMBLY, Shoulder harness inertia reel (HTEC). 1 cc 
š ATTACHING PARTS 
.-31 # AN507-1032R18 . . SCREW. EE πο Am 2 cc 
# 2W18-10L WASHERS Flat (NA) ox eos Ge iy a ο a ab ys N 2 cc 
# AN365-1032 ..- GUT S aa s hole. wr IUe uy ee a Mate Gt a S. acide Πρ’ arrsa Gets : 2 ce 
-32 f£ 184-53048-1 . . ANGLE, Third crewmans inertia reel support LH... . š 1 cc 
-33 # 184-53048-2 . . ANGLE, Third crewmans inertia reel support RH. . ; 3 1 cc 
ATTACHING PARTS 
-34  ΑΝ3-ΊΟΑ sow BOLT dde deu ew Se erue RS 4 cc 
-35 # 2Wi8-10L er "x WASHER, Flat ` (NA) So zs a, en τα ayo ces νὰ. Are Toe ο 4 CC 
---κἘ--- 
-36 # S3388949-501-00 . . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC ) 1 cc 
ATTACHING PARTS : 
-37 # AN365- 108 PORE A E ME 1 cc 
-38 ἡ 2W18-416L . . WASHER, Flat (NA) zd ey MS . 2 cC 
-39 # AN4-23A wx. BOLT. ar wx . 9 . 1 cc 
-40 # AN365-1032 >. UT . y eei ommo "AE . ο . 1 cc 
-41  £ 2W18-10L . WASHER, Flat (NA)... . + . + ewe è 2 cc 
-42 # AN3-22A BOLT 1 20 cg Cole las eo aye: Xe Pk. A 1 cc 
umm Iul 
-h3 f£ AN393-13 PIN hones pan el Shae mA ON Um dee τα M ο 1 cc 
# 2W18-10L WASHER, Flat (NA) . ee uem ior e “den Je ως DES Yer few ee TL Aaa d CC 
NOTE: # Denotes the incorporation of Service Change No. 417A Β 
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FIGURE 202 - HEAT AND VENT WCS HEATER FUEL LINE AND TURBO BLEED DUCTS INSTALLATION 
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AN O1-60AABA-h 
FUSELAGE (Cont) 


Section l! 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
202 175-53433 DUCTS INSTALLATION, Heat and vent WCS heater fuel line and. . . . Ref 

turbo bleed (see figure 9 for next assembly) 
-1 169-53313 . DUCT, Heat and vent system nacelle lower turbo bleed ..... 1 
-2 146-53321-7 . CONNECTOR, Heat and vent "suem duet e a 0e wow de e e 
AN737RM98 . CLAMP. ..... uo 24 
-3 146-53314 . NOZZLE, Heat and vent nacelle turbo "bleed airflow "Limiting P" 2 
-4 169-53315 . DUCT ASSEMBLY, Heat and vent system LH nacelle upper turbo . . 1 
bleed ; 
-5 175-53388 . DUCT, WCS heat and vent system LH wing to LH nacelle . . . . . 1 
-6 175-53433-9 . DUCT, WCS heat and vent system RH nacelle. . . . . ὁ . . . . . 1 
-7 175-53433-3 . DUCT, WCS heat and vent system RH nacelle to junction. . . . ο E 
-8 146-53319 . DUCT ASSEMBLY, WCS heat and vent turbo bleed air junction. . . 1 
-9 AN3-H5 s ῳ E 2.08 ate M OUS. oou en Ace d δαν ees osa e εν, ΑΦ 
-10 AN960D10 © « WASHER, Plain e ¿ ο. <= < < . © v 9 68 9 % ον ah eee. e. css “12 
-11 AN365-1032 + ¢ NUT, Self Locking s s κ. . o o9 o oe ν ὁ ο o ess ὁ 10 
-12 AN960D10L € i. WASHER, Plain . v6 κ.α: ο Ὁ e a. sC la x IIS rc ea ΘΒ 
-13 AN3-5A e & BOLD. o 9s . . . sw Wow wow o ox ww. e 
-14 146-53319-15 + . GASKET, WCS air junction duct assembly. Shee el ed wore. ὃν 4 
-15 146-53319-3 + . WELD ASSEMBLY, WCS air junction duct. . . . . e + + +s + < «. 1 
-16 90500-20 + . VALVE ASSEMBLY, 2-1/4" check wing center section air. ... 2 
junction duct (AIR) 
-17 146-53319-5 A WELD ASSEMBLY, WCS air junction duct. . . . e e , + + + o 2 
-18 175-53433-5 | DUCT, WCS heat and vent. . . : wah wt kak uen cud 
-19 175-53462 2 DUCT, WCS heat and vent RH nacelle nozzle “to front Spar. ... 1 
-20 175-53461 . DUCT, WCS RH nacelle intercooler to nozzle . . , , . ο + . + x 1 
-21 .AN924 -4 e NUE e et ce ὃν Sr vin ο eine a ο Mee a TORIS RT aa Se te. mU cee de wy Lov 2 
-22 AN960D716 e WASHER: soa ο as ὦ. wl a ae a Fa je aia dra AQ 
-23 AN837-4 . ELBOW... aaa a ο ου 2 
-24 169-53312-5 . LINE ASSEMBLY, Firewall "bulkhead fitting to fuel filter. ... 2 
-25 AN822-4 . ELBOW. .. ware ο deg en a) cel iig 5 
-26 45020 . FILTER ASSEMBLY; Fuel (Sep); BOS PAL 2 
-27 AN911-1D . NIPPLE . . Are um αν κο ο Tareas) Sere μα, 
-28 525001/8D . VALVE ASSEMBLY, “Check Ie ο ο ο ο A ορ.” 2 
-29 AN816-4 . NIPPIE.... Sie ele ο c. c. ope ce uoo oi 3 
-30 175-53309-71 . LINE ASSEMBLY, Heat “and “vent system camera compartment .... 1 
-31 G104D6 + VALVE ASSEMBLY, Solenoid (MH). . s s . . +... ee o o o eee 3 
-32 AN824-4 * TEE... ...... s s s s sq e + s s s s s s s + s + ος: 1 
-3 AN825-4 . TEE... . E i ie sep te . . ο ο 1 
-3 175-53309-5 : . LINE ASSEMBLY, Heater “fuel line to camera compartment wes. xe 1 
-35 175-53309-25 . LINE ASSEMBLY, WCS fuel check valve to cabin heater fuel . . . 1 
solenoid 
-36 175-53309-17 . LINE ASSEMBLY, WCS fuel solenoid to fuel pressure relief... 1 
valve 
-37 AN910-1D . COUPLING . . . . . Led ura we ew L 
-38 8182-10 +. VALVE ASSEMBLY, Fuel pressure “relief (αρ); . $ ow eos E "P: 
-39 175-53309-21 . LINE ASSEMBLY, Fuel pressure relief valve to vapor return. E 1 
fitting 
-40 175-53309-29 . LINE ASSEMBLY, Cabin heater fuel solenoid to nacelle ..... 1 
: station 226 
-41 175-53309-33 . LINE ASSEMBLY, Cabin heater fuel nacelle station 226 to... . . 1 
wing station 144 ; 
-42 175-53309-9 + LINE ASSEMBLY, Camera compartment heater nacelle station . . . 1 
225 to wing station 144 
-43 175-53309-13 . LINE ASSEMBLY, Camera compartment heater fuel wing station . . 1 
139 to station 99-3/4 
-44 169-53312-18 . LINE ASSEMBLY, Wing station 87 to RH nacelle . . . ο , ο . + x 1 
-45 146-53312-141 . LINE ASSEMBLY, RH nacelle to fuselage. . oe eee 1 
-46 175-53309-37 ` LINE ASSEMBLY, Camera heater fuel wing station 99- 13/4. ck σος | 
to fuselage bomb bay 
-47 146-53312-145 +. LINE ASSEMBLY, LH nacelle to fuselage. . . . . « + s s + oo 1 
-48 169-53312-43 . LINE ASSEMBLY, Front spar to wing station 95 . . . . s e. œ 1 
-49 169-53312-59 . LINE ASSEMBLY, LH nacelle station 244 to nacelle . . ix 1 
Station 251 2 
-50 169-53312-55 . LINE ASSEMBLY, LH nacelle firewall to station 244, ...4.4.. 1 
-51 AN815-4 «UNION. s ov ο cro e ο Sal) ο ἀν De do ies ο ο” 
-52 AN815-4D . UNION. ο ον eh, θη. (6ο, le: Corns, We δρ Yas oh ος Ge ῥῶ τ 5 Ὁ w ο ο 4.6 ὁ ὁ 2 
-53 AN832-4 s UNION via: a ο S aq ROM a RE Das ta, io US ¿uu ως ln N 1 
AN921-1 ahs V DN MR τα ο μπα ιδ, οτε, TM eu 1 
AN960D716 2 WASHER 2o S. € Yel. 205 a ele deed ese T boue κ δι ων ον Teu cui [LI 1 
-54 AN931B4S12 2 GROMMETS io ο ds κι ο ο ο De Y, m cT Dev (2 Sel da 1 
-55 AN824-4D TERT on ahs ος eK, net E Re Sa W ved UU δὶ Yay aan tele > Se μος 1 
377 


























| UNITS USEABLE ON ` 
j, INDEX NUMBER NUMBER - 1 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
E203 175-53301 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . . Re D 
: section (see figure 73 for next assembly) ` 
"B" 175-53301-200 -HEAT AND VENT-SYSTEM- EQUIPMENT INSTALLATION, Forward fuselage- . . Ref - -CC - 
section (see figure 73 for next assembly) 
L | 175-53308 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward fuselage. Ref AD 
3 section (see figure 207 for detail breakdown) 
a 175-53308-100 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage sta. . . Ref cc 
51 to sta 158 RH (see figure 207 for detail breakdown) 
146-53304 . HEATER INSTALLATION, Heat and vent fuselage sta 103 to . . . . Ref 
sta 158 RH (see figure 204 for detail breakdown) 
146-53305-300 . DUCT INSTALLATION, Heat and vent fuselage sta 158 to... . +. Ref 
sta 256 (see figure 207 for detail breakdown) 
a 1175-53460 . HEAT AND VENT EQUIPMENT INSTALLATION, Cabin air distribute . . Ref AD 
system (see figure 210 for detail breakdown) 
m 175-53460-100 . HEAT AND VENT EQUIPMENT INSTALLATION, Cabin air distribute . . Ref CC 
system (see figure 210 for detail breakdown) 
146-53434-400 . DUCT INSTALLATION, Heat and, vent system vent and cooling . . . Ref 
package air (see figure 206 for detail breakdown) ᾿ 
175-53483 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Third man . . . . Ref 
distribute system (see figure 208 for detail breakdown i 
a 183-53311 . DUCT INSTALLATION, Heat and vent system canopy defrost . . . . Ref CC 
and side. outlet (see figure 214 for detail breakdown) S 
" 160-53306-100 . DUCT INSTALLATION, Heat and vent system canopy defrost . . . . Ref AD 
and side outlet (see figure 205 for detail breakdown) 
146-53310-200 . EQUIPMENT INSTALLATION, Heat and vent fuselage station . . . . Ref 
79-1/2 to station 114 LH side : 
-1 13036-102 + . REGULATOR ASSEMBLY, Fixed isobaric and ratio control (AIR). 1 
-2 AN3-5A μήτ μμ oe aah αν ο μ.ο eee ed LY 
3 AN3-6A 2o. BOUTS. os X Sac rE ia as. oe bee ese n ce eos ο --- 
AN960D10L s du WASHER. < s Od ice ie e a USES RE oe C o νο s. 10 
5 146-53320 ..« GASKET, Heat and vént fuselage station 84 cabin . . . +. + +... 1 
i air pressure regulator ` 
-6 55000-3.00 e . PRESSURE RELIEF VALVE ASSEMBLY (POJ aia SU SS 79 1 
x AN365-1032 z^ u.s NUT ox ώς cere em ce S s ab w ee cese ee ΙΡ. 
- AN960D10L 2o. (WASHERS o. S ru. Q SQ. K SU eR e, ὁ Sa ο ο ο A ER ο) ot Ἡ 
-9 11416-53339 . . GASKET, Heat and vent fus sta 109 cabin air dump valve. . . 1 
-10 146-53312-99 . . LINE ASSEMBLY, Heat and vent system cabin air dump valve. . 1 
and heater fuel - 
-11 AN822-4D z- EDO o anis š ο Ss es ο Se ee eee e y E 
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19 20 
H-175-53-27B 
FIGURE 204 - RH SIDE FUSELAGE STATION 103 TO STATION 158 HEAT AND VENT HEATER INSTALLATION 
FIGURE δ. PART 7 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
ο 146-5330 HEATER INSTALLATION, Heat and ven uselage station . κα < AEN 
to 158 RH side (see figure 203 for next assembly) 
-1 930B3 . HEATER ASSEMBLY, Heat and vent system (SW) το al ας. οί e 1 
(supersedes 930B-1 and 930B-2) 
-2 455-.750-8,2508 . CLAMP, Heat and vent heater support (MAR). Q E Su ene cis 2 
-3 146-53358-5 . PAD, Heat and vent system heater support . . ο. 2 
-4 146-53443 . GASKET, Heat and vent system heater inlet and “outlet duet. Ὃν 2 
-5 AN816-6 . NIPPLE... . eee 2 
-6 146-53312-95 . LINE ASSEMBLY; Heater combustion Section overboard drain aft i 1 
-7 AN931-6-10 « GROMMET. . . . « © + © e e o .:0 a 9 oo e e o « e Ç < e ὁ ο « 2 
-8 146-53312-53 . LINE ASSEMBLY, Heater combustion section overboard drain aft . 1 
-9 146-53423 . DUCT ASSEMBLY, Heat and vent system fuselage station 125... 1 
combustion air inlet 
-10 3H3-24-9 » “HOSE (NA). . . . 4 ο ο ὃς x ο 94799 m jm cr qm wo le b ew? 
AN748-66 . CLAMP... gi . Vot. ca. as κα "edd 
-11 G475015A . VALVE ASSEMBLY , "Cgmbustion air regulator (sw). E Du S QK lees 1 
-12 3H2-32-10 . HOSE (NA). ο ο a A a ees ιᾱ. -ᾱ, ὁ ὁ tw: δ! je Ze 1 
AN748-82 IT E esee αμ ο αμ AA 
-13 CENE -T . GROMMET. . . "P SM 1 
-14 925C1 . IGNITION ASSEMBLY, Heater " (Su) (supersedes "9254 and 9250)... 1 
-15 AN6264-4-14- 1/2 « “HOSE: ASSEMBLY. 4.4.4.5 € «o aa δι οἱ as a a ten ye ie 1 
-16 AN822-4D . ELBOW... . <. 46 * 4 9 ὁ ὁ * ο * * 4 1 
-17 G104D6 . VALVE, Solenoid fuel shut-off Qm) EOM τὸς ἳς 1 
-18 AN911-1D . NIPPLE . . Be SU jos. a e fm su hi. doa lm i. CR, ele ¿W 1 
-19 50-0 . FILTER, Fuel iskr) ` $ 4.6. 3. ὁ c* ο vos Ας Q Ny Ya 1 
-20 AN816-4D . NIPPLE... ; . . COME nies wie es "5 
-21 146-53312-65 . LINE ASSEMBLY, Fuselage “station. 152 drain valve to filter. .. 1 
-22 AN918-1D ο ο ο ο LEE LL ο Oe a eee + 
-23 AN911-1D . NIPPLE . 2 05 s . 9 * ὁ » » € 1 
-24 W6100-1/8D . VALVE ASSEMBLY, “Plug heater fuel drain (wrR) . REED 1 
-25 146-53425 . SUPPORT, Heat and vent heater fuel line drain "valve. oot ax! total a 1 
-26 146-53312-69 . LINE ASSEMBLY, Fuselage station 152 fuel line.drain. ..... 1 
valve overboard 
-27 103D6E . SWITCH, Fuel pressure (McQ)(for a list of detail parts .... 1 
i refer to |NavAer: 03-10-550) I 
-28 146-53312-61 . LINE ASSEMBLY, Fuselage station 152 to fuel pressure switch. . 1 
-29 AN821-4D . ELBOW. . . APP EOS 1 
-30 175-53309-113 . LINE ASSEMBLY; Fuselage “station "158 to 152 SA a ας 1 
-31 AN913-1S τ. PLUG: XU pale Sao who e me sus Docs eh ἄγ ¿QU ce en m ce ww ose. A 
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H-175-53-32B 


FIGURE 205 - HEAT AND VENT SYSTEM CANOPY DEFROST AND SIDE OUTLET DUCTS INSTALLATION 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
205 160-53306-100 DUCTS INSTALLATION, Heat and vent system canopy defrost and . . . Ref AD 

Side outlet (see figure 203 for next assembly) 
-1 175-533126-1 + DUCT ASSEMBLY, Heat and vent.system side outlet and canopy . . 1 AD 
defrost LH 

175-533126-2 . DUCT ASSEMBLY, Heat and vent system side outlet and canopy . . 1 AD 

i defrost RH À 
-2 175-53446-1 . DUCT ASSEMBLY, Heat and vent system canopy defrost manifold. . 1 AD 
-3 175-53446-2 . DUCT ASSEMBLY, Heat and vent system canopy defrost manifold. . 1 AD 
-4 AN737-74 as CLAMPu $0206 im ceo; καν ο) am ne ow e a e qx «Ὅν ΑΡ 
-5 AN7 37-44 5 ARGTGAMP Gómara 2 AD 
-6 160-53333 . OUTLET ASSEMBLY, Heat and vent system windshield bow line air. ? AD 
-T 160-53334 . SPRING, Heat and vent system windshield bow line air . . . .. 2 AD 
-8 AN520-10R18 $2 SCREWS uli ο ιδ ος «το, ος Ya WP Sc V res ves “wie Lie imi ον b Dee -ᾱ 2 AD 
-9 AN960D10L 2 WASHERS o 2 S <5, ae ew. 7€ MK ua ws les Re o: q. SS et ter uo cR e. CO sa ας 2 AD 
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' 


FIGURE 206 - HEAT AND VENT SYSTEM VENT AND COOLING DUCT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
206 146 -53434-400 DUCT INSTALLATION, Heat and vent system vent and cooling. . . . . Ref 


(see figure 203 for next assembly) 
DUCT INSTALLATION, Heat and vent system ram air. . . . . +. + > 
BRACKET ASSEMBLY, Heat and vent system ram air duct support 
+ SCREW: . ο 4 ὁ wee ο Q 9 4» 4 ὁ ὁ 5 ὁ 1 ο ὁ ὁ eww ὁ $9 3 
. WASHER, . . ο ο 9 < 9 . ο 9 o... . 09. 292. ds ο ο ὁ ὁ ὁ 9 ὁ ὁ ο e 
. CLAMP (MAR) . X . 2 6 «««»:α:α«“ « ὁ « 9 ὁ ο ο 
. DUCT ASSEMBLY, Heat and vent sys fus sta 30 to 51 ram air. 


= 
o 
ro 


-1 175-53434 

-2 175-53441 
AN520-10R10 
AN960D10L 

-3 325-0.625-6 3128 

-à 175-53436 

-5 186 -53438 

-6 146-53432-10 

-T 175-53453 


CONNECTOR, Heat and vent system cooling package air duct. 

DUCT ASSEMBLY, Heat and vent fus sta 94 to sta 116 vent air. 

DUCT ASSEMBLY, Heat and vent sys fus sta 90 supercharger. 
cooling air take-off 


-8 14546-53351 . . ADAPTER ASSEMBLY, Heat and vent fuselage station 114. . . . 
supercharger inlet duct 

-9 146-53359 . . ADAPTER ASSEMBLY, Heat and vent fuselage station 114. . . . 
emergency ram valve 

-10 15456-53360 . . ELBOW ASSEMBLY, Heat and vent system fuselage station 114 , 


combustion air inlet duct 
-11 146-53440-3 . GASKET, Heat and vent system fuselage station 94 vent line . 
-12 146-53440-5 . GASKET, Heat and vent system fuselage station 94 vent line . 
-13 146-53440-7 . GASKET, Heat and vent system fuselage station 94 vent line . 
-14 AN365-1032 Νο e a EI A e E 
-15 AN960D10L . WASHER . . . ο ο © © © © © 9 9 ο « ο ο ot ot ο w w ὁ 9 9 ο ο n 
-16 AN3-3A = POLT a όν ο a A ὁ, τῳ τὰ, ae Ea 
-17 146-53433 . DUCT ASSEMBLY, Heat and vent system fuselage station 79-1/2. 

to station 95 vent air 


WEN 
ΓΩ ΕΛ P PB E PRR HPWH 


-18 325-0.625-6.312S S “CLAMP” (MAR) cs Qe oe S UE a ee eu des Meds a sg e CMD et o RT 4 
-19 146-53438 . CONNECTOR, Heat and vent system cooling package air duct . . . 2 
-20 146-53435 . DUCT ASSEMBLY, Heat and vent fuselage station 79-1/2 to.-... 1 


station 51 vent air 
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H-175-53-35C 


FIGURE 207 - FUSELAGE STATION 51 TO STATION 256 HEATING AND VENTILATING EQUIPMENT 


382 











Section l! 


AN O1-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
207 FUSELAGE STATION 51 TO 256 HEATING AND VENTILATING EQUIPMENT 
175-53308 . HEATING AND VENTILATING EQUIPMENT INSTALLATION, Fuselage . . . Ref AD a 


station 51 to station 158 RH side 
(see figure 203 for next assembly) 
175-53308-100 . HEATING AND VENTILATING EQUIPMENT INSTALLATION, Fuselage . . . Ref cc m 
station 51 to station 158 RH side 
(see figure 203 for next assembly) 


'No Number + . COOLING UNIT AND MISCELLANEOUS HEATING AND VENTILATING. . . Ref 
EQUIPMENT (see figure 209 for detail breakdown) 
-1 13050 ¿ . SUPERCHARGER (STTC). s s . . o «.. +. o a «αι 1 
ATTACHING PARTS : 
-2 175-533112 . . SUPPORT ASSEMBLY, Heat and vent system cabin air compressor 1 
. outboard 
175-533111 . . SUPPORT ASSEMBLY, Heat and vent system cabin air compressor 1 
inboard | 7 
-3 AN4 -5A ε.α CBOLPW (ç Ὁ ος e$ Ὁ cs] UR W A FS E OW Ses Ὁ. -ᾱ 2 
-4 AN365-428 W^ a NUES SL SI S€ ο err: ke ay art von ie we a, AR ο. 5 
-5 ANQ60D416L veo. WASHERS: 40353 wx 029 ὁ aa a OF 
e m m um 
-6 146-53328 + . DUCT, Heat and vent fuselage station 130 to station 155 . . 1 
turbo bleed air 
-7 146-53321-9 . . CONNECTOR, Heat and vent system duct. . . . . + + + + eee 2 
AN737RM98 4v μμ eae, Ee lee La EIU BC S WIN Exo es eee. Ñ 
-8 AN7T42D46CB . . CLAMP .. "νην late Why rt sa. ο Cea e n τας 1 
-9 MF10-3911-25ZE + . MOTOR ASSEMBLY, 9 cylinder hydraulic (VI) . : . . . + + + ο 1 
ATTACHING PARTS 
-10 AN365-524 ae Og LU MELLE. 
AN960D516L $us WASHER = Z SY a ue vs ke at elec sete lara, A 
un PA 
-11 175-533113 + . DUCT ASSEMBLY, Heat and vent fuselage station 108 cabin . . 1 


supercharger discharge duct 
ATTACHING PARTS 


-12 AN365-428 . c. NUP ἃς κο οὐ Weise. ves cel o ο haw. A A ο et, A ο 4 
-13 ANQ60D416L ` o> WASHER. ; ; zx. οκ». GE 
-14 146-53376 . . GASKET, Heat “and vent fuselage “station 108 cabin. . . . , . 1 
supercharger discharge duct 
---ᾱ--- 
-15 146-53321-5 + + CONNECTOR, Heat and vent duet 4 x05 o oy wow cv e olm vui, ie 1 
AN737RM74 g . CLAMP... TP 
-16 175-53447 . . LINE, Heat and vent system "fuselage station 100. . . . . . 1 
supercharger cooling air supply 
-iT 146 -53321-25 + . CONNECTOR, Heat and vent duct... . ss eee . eee + 2 
ANT3TRM58 . . CLAMP... . 4 
-18 175-53448 + . NOZZLE ASSEMBLY, “Heat and vent "system compressor 'cooling. è 1 
air 
ATTACHING PARTS 
-19  AN365-1032 Pe μι or A: 
-20  AN520-10R8 hig ον SCREW Gg, “or csi Gi CR. UI ο Ve Re Moe EO ua us M6? δ Wa ater cerae caia! US 
-21 AN960D10L s a: WASHER: v. 9 3 6 90€ we Ue. Ros moe BO bee te ος eye ᾱ. ᾱ- Ὁ 
——— a —À 
-22 ΑΝΡΗΔΑ s X BOUTS ου lie ο E ο E a 
-23 AN960D516L . . WASHER. .. oe AU se ο ο Se e wl betas raro as O 
-24 146 -53364 . . NIPPLE ASSEMBLY, "Heat and vent fuselage station 108 cabin . Y 
supercharger discharge 
-25 146-53331 . . ADAPTER, Heat arid vent fuselage station 108 control valve . 1 
` to shut-off valve 
-26 W7946-2D . . VALVE ASSEMBLY, Shut-off (WTR). . . . ss e + + + + + sso 1 
-27 13301 . . VALVE ASSEMBLY, Cooling package by-pass (STTC). . . . . +. + 1 
i ATTACHING PARTS 
-28 AN3-4A « « BOLT. . ο «© ὁ 9 o © © oe 9 we 0 ο ὁ ο ὁ ο 6 ὁ * ο ὁ ὁ ὁ « ο ο 3 
-29 AN960D10L + ». WASHER, . . 4. . s © © © © © © © © P e 9 o ὁ e 5 9 0 e 9 e n9 8 
-30 AN365-1032 © ο NUT . ç « « « ο ο © 9 ο ο ὁ 0 ο « ο 9 ο 9 ὁ ὁ 9 ὁ | | 9 9 ο H 
-31 AN3-5A e « BOLT... 4 ὁ ὁ » « «2.» 4 ο ὁ ο ο ὁ ὁ « * 9 » ^ € $ * $ ο 1 
~32 ANTA -4 S: BOLD μμ le mer a ee, MS νη, S: συ... 
-33 AN960DÀ16L - . WASHER, . DONC" ο ο ο ο CPC kwa XE 
-34 146-53378 . . SUPPORT, Heat and vent fuselage station 105 flow control, . 1 
valve 
-35 146-53379 . . SUPPORT, Heat and vent fuselage station 111 flow control. . 1 
valve 
---Ἐ--- 
-36 146-53321-5 . . CONNECTOR, Heat and vent system duct. . . . s . >s sses 3 
AN737RM74 « . CLAMP... ο. 1 
-37 146-53370 . . DUCT, Heat and vent fuselage “station 114 to station 136 ον ἃ 1 
1 flow control valve to combustion heater 
-38 146-53382 . . SUPPORT, Heat and vent fuselage station 125 flow control. . 1 
valve to heater duct 
-39 146-53333 . . DUCT ASSEMBLY, Heat and vent combustion heater air inlet, . 1 
-40 42189-10-8.73SH . . COUPLING ASSEMBLY, Ventilated band heater duct ns ^ s 1 
-41 42189-12-8.73SH . . COUPLING ASSEMBLY, Ventilated band heater duct (MAR). . . « 1 
-42 146-53335 . -. DUCT ASSEMBLY, Heat and vent flow control valve to heat . Isi 
à exchanger 
-43 146-53380 . . GASKET, Heat and vent heat exchanger inlet duct . . . . . + 1 
-hà 146-53321-7 . . CONNECTOR, Heat and vent system duct. . . . . . . 0... . . 4 
AN737RM91 e A ΟΡΑΜΕ ¿ 2. s ce es 92x ο Ὁ Ὁ Fei 08$. 9 ὁ a G ue UW ee 8 


i Za  ? ) q  AWÑ—uq<=<-5— s. PF 
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° PART 


FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
207-45 175-53459 + . DUCT ASSEMBLY, Heat and vent system intermediate radio. . . 1 .AD 
compartment air 
175-53459-3 - + . DUCT SUB ASSEMBLY, Heat and vent system intermediate . . 1 AD 
radio compartment air 
175-53459-11 + + + WELD SUB ASSEMBLY, Heat and vent system intermediate . . 1 AD 
' compartment air 
-46 146-53321-7 + + CONNECTOR, Heat and vent system duct. ..... όν We s 3 AD 
AN737RM91 oy δν’ CLAMP ο oW ue oa τ ο Car a ο eae νο 3 AD 
AN742D4SCB e CLAMP Al ο ο 5. sense” + to Gee ewe φις Sa DA Re XUI Ὁ 3 AD 
-47 146-53365 + + DUCT ASSEMBLY, Heat and vent fuselage station 84 cabin. , . 1 AD 
; I air elbow 
-48 146-53308-11 + + . INSULATION ASSEMBLY, Heat and vent system duct . . . . . 1 AD 
-49 146-53347 + + ELBOW ASSEMBLY, Heat and vent cabin air distribution system 1 AD 
-50 146-53327 » . GASKET, Heat and vent fuselage station 158 cabin air duct . 1 AD 
-51 1175-53364 + + DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 cc 
120 wl 1-1/2 third manifold vent air Š 
175-53364-9 + + + DUCT SUB ASSEMBLY, Heat and vent system fuselage station 1 CC 
120 wl 1-1/2 third manifold vent air 
175-53364-11 - ». + WELD SUB ASSEMBLY, Heat and vent system fuselage station 1 AD 
120 wl 1-1/2 third manifold vent air 
-52 AN3-5A ο BOUT sa «o 0€ Q αυ”. 4 cc 
+53 AN960D10L a cw WASHER. econo te. c ο ο ο ο ou coy Bi) ο) ο. SS. iR vu ow 4 cc 
-54 175-53477 + + DUCT ASSEMBLY, Heat and vent system fuselage station 135. . 1 cc 
Wl 1-1/2 third manifold vent air 
175-53477-5 + + + DUCT SUB ASSEMBLY, Heat and vent system fuselage station 1 CC 
Wl 1-1/2 third manifold vent air 
-55 1175-53478 + + DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 cc 
142-1/2 wl 1-1/2 third manifold vent air l 
-56 175-53481 + . GASKET, Heat and vent system nose wheel well LH wall. ... 1 cc 
third manifold vent air duct 
-57 AN3-4A sue BOUTS 210 £03! 4*0. We wile we, φορ. Sas ts BS αρ ος 
-58 AN960D10L g ot WASHERS ΑΟ -ῳ ον τω. S BAG, ο) ὁ wale e w Sy Oe s ac oat De aco B, OE 
-59 175-53479 + + DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 cc 
: 152-1/2 below floor third manifold vent air 
-60 1175-53480 r ° GASKET, Heat and vent system fuselage station 152 below . . 1 CC 
floor third manifold vent air duct 
-61 AN3-7A vows BOLD A ^9 cA S ey lie) SSS ee Sae M ¿Uu Y 2 cc 
-62 AN960D10L e 6 WASHER, enese a mig € 9 o9 e ος ο o] ο ὁ ο ο ee Ὁ 00 
~63 146-53321-11 + . CONNECTOR, Heat and vent system duct. . . . . . . . . . . . 1 CC 
AN737RM107 . fe CLAMP: o $54 9. eso il, ως aa "Ea TEM 2 cc 
AN742D50CB oo) CLAMP iene ay Sek ie ο dU Men eg erie we αμ ο... 1 CC 
-64 146-53361 + . DUCT ASSEMBLY, Heat and vent fuselage station 125 . . . . . 1 
š emergency ram valve 
-65 175-533114 + + DUCT ASSEMBLY, Heat. and vent cabin supercharger air outlet. 1 
-66 146-53368 + + GASKET, Heat and vent cabin supercharger air outlet . . . . 2 
-67 146-53374 + + SCREEN ASSEMBLY, Heat and vent fuselage station 109 cabin . 1 
` supercharger air outlet 
-68 10963 e c OBWITCH, (STTC) 4 6 0$ 6 αι a ο τών a Say moss 
~69 3H2L4 -69 tc Meer MA) ness SRS ew μη 
.-T0 . 3H8-h-95 . i6 GHOSE: (UNA) isola e ο ο ο ο αμ οι ο iUe 
-71 AN844 -4D w ce ELBOW o a eE e ο wa E tae a vel ne 1 
-T2 AN840-4D ote ADAPTER I ¿s ie e ος ο a ενα ία Goldy o 8 αρ a 1 
-73 K900081A +. + DRAINCOCK, 1/8 pipe side (KOE). .. ω ῳ sus. eo Rosy Q S 1 
-TÀ 146-53350-9 + + DUCT, Heat and vent system flexible . . . . . s se s + c 1 
AN737RM56 4 S CAMP oe e qata hg ad, ο lon ern eli can Ὅν ο) halen ces a. olei e QI on Og 2 
146-53305-300 + DUCT INSTALLATION, Heat and vent fuselage station 158 to 256 , Ref 
heater fuel line and turbo bleed 
(see figure 197 for next assembly) I 
-T5 146-53305-19 . . DUCT SUR ASSEMBLY, Heat and vent fuselage station 158 to. . 1 
25 
-76 146-53305-5 + . DUCT SUB ASSEMBLY; Heat and vent fuselage station 158 to. . 1 
25 
-T7 146-53321-9 + + CONNECTOR, Heat and vent system duct. . . s s s ο a s s o o 3 
AN748-98 ο EE ο ο ο ο ο ο Wie ce Se San Ὁ 
-78 146-53305-15 + + TUBE, Fuselage station 211.5 to station 161 heat and vent . 1 
-79 146-53312-137 + . LINE ASSEMBLY, Fuselage station 254-5/8 to station 224-5/8, 1 
-80 169-53312-50 + . LINE ASSEMBLY, Heat and vent cabin air and heater fuel. . . 1 
I fuselage station 224-5/8 bulkhead 
-81 175-53309-117 + + LINE ASSEMBLY, Heat and vent cabin air and heater fuel. . . 1 
fuselage station 224-5/8 to fuselage station 158 
-82 AN833-4D s set ELBOW X 20x a 9 wl w wl a ως, Ae Ὁ mo Ble ον κο}. 3 
AN924 -4D #r- ο μα ο -οἳ al ve ao ei ο... Wow d er ο 1 
AN960D716 e ὁ “WASHERS ¿ ç 2.76 74 o a e cms «ὦ we Q ue. a oe ο 9 ο 1 
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Η-115-65-66Α 


FIGURE 208 - THIRD ΜΑΝ HEAT AND VENT SYSTEM DISTRIBUTION INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
20 175-53483 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, 3rd man . . . . . . Ref cc a 

. distribution (see fig 203 for next assembly) 
-1 AN3-4A β', BOLT o eios Ul per eod Sei nko. ae tere aja We Son hay das epi ο 
-2 175-53487 . OUTLET ASSEMBLY, H & V system 3rd man air foot. . . oe ο. 1 cc 
-3 NASA2DDÀ -16 v. RACER 4 2e G ^e wo. nl ow v s e i USE w io . 2 cc 
-4 146-53321-27 . CONNECTOR, Heat and vent system duct. . . .. ‘ A s 1 cc 
-5 AN737RM44 ο A Uis order Voter cad ce NP der ek ede SYN" Sedis. cmi cd, ce! oie coe coe ome 2 CC 
-6 AN3-7A hy μμ +B Mes ος. Tos Verses ο ος ede? WP qas Hon ὦ . T 4 σσ 
-T AN960D10L e OWASHER. ocho κ A Ue ϱ ew WO ee -ᾱ ere E ἃ 6 cc 
-8 175-53482 e GASKET. . 2. ` ο ο ο < ὁ 9 e » 9 e a » s a a » 9 ὁ ὁ ο ο ο ο x 1 cc 
1175-53484 . DUCT ASSY, H & V sys sta 152-1/2 3rd man above floor vent air 1 cc 
-9 175-53484 -3 + . WELD ASSY, H € V sys sta 152-1/2 3rd man above floor vent. 1 cc 
-10 146-53321-5 . CONNECTOR, Heat and vent system duct. .  « . . se <s < + ο x 1 cc 
-11 AN737RM74 ο CLAMP i a ah cast v 0 a E) ο τς Welche de whl wes EA — we .. 2 CC 
-12 AN365-1032 "EMAIL EL 4 cc 
-13 AN960D10 . WASHER. . a a ο ecce ten Mee athe, a Ue se ο o τος VO LOC 
-14 AN3-4A . SBOLD o uox e fans) RAS E Hirde ν᾿... cuo ncs. PAY. ος 
175-53485 . DUCT ASSY, H & V sys 3rd man defrost side to window manifold. 1 cc 
-15 175-53485-3 . . WELD ASSY, H & V sys 3rd man defrost side to window man. . 1 cc 
-16 AN365-632 "RETE Iu PT 1 cc 
-17 AN960D6 4 ῳ WASHER, da Ge de SC ᾱ CK ο ᾳ φῶ Q" dece EA ASA ON 2 cc 
-18 AN515-6-14 ec» SSOREW. eine 4 οὐ. W: (Q € ὁ ὁ, ὁ ὁ, 6 ο n. On m ὁ ὁ. ὦ 1 σσ 
-19 175-53485-25 + . RETAINER, H & V sys 3rd man defrost side to window man . 1 cc 
-20 175-53485-23 + . COLLAR, H & V sys 3rd man defrost side to window man... 1 cc 
-21 AN960D716 a αι WASHER: DIT 1 cc 
-22 175-53489 + . SPRING, H & V sys manifold window defrost valve. . . . . 1 cc 
-23 175-53485-21 + . VALVE PLATE, H € V sys 3rd man defrost -side to window man. 1 cc 
-24 175-53496 . . SHAFT ASSY, H € V sys 3rd man window defrost valve-. . . . 1 cc 
-25 146-53321-25 . CONNECTOR, Heat and vent system duct. . s.s see +s >... 1 cc 
-26 AN737RM56 sc SODAMP paa ο να et 909. dat Sor δις 4 ο a Aa κ eo, enlist, e: -ᾱ- ην ws ar ον E 2 cc 
-27 175-53488 . DUCT ASSY, H € V sys 3rd man vent side outlet . . . . . . . . 1 CC 
-28 AN520-10R18 s, (SCREW) 4- óleo AO eese! d ο ο ο ο ο A S 1 cc 
-29 ΑΝΟΘΟΡΙΟΙ, a- WASHER. νο V -ᾱ- xw AA αν Ig S ee a ος re 1 σσ 
-30 160-53333 . OUTLET ASSY, H & V sys windshield bow line air. . . . . . + 1 cc 
-31 160-53334 . SPRING, H & V sys windshield bow line air outlet. ...... 1 σσ 
-32 146-53321-5 . CONNECTOR, Heat and vent system duct. . . . . +. +. T 1 CC 
-33 AN737RM74 a P CLAMP! Q 10.55 "artes a cette ο es MOP et Pie na uet elu us ede, 321 CEC 
-34 AN365-1032 ? SNUT eoe ο ο A T eles 2-46 2 cc 
-35 AN960D10L si WASHER. 00000320 δι ο ο πο” ὁ ο. e ο ος er ey e 4 σσ 
-36 AN3-4A e BOLT one Z ee eei e AE AAA A 2 cc 
-37 175-53491 . MANIFOLD ASSY, H & V sys 3rd man side window defrost air fwd. 1 cc 
-38 AN737RM44 κ CLAMP ,. , 4 κ o4 ἃ κ. we a ee TG 1 σσ 
-39 175-53493 . MANIFOLD, H € V sys 3rd man side window derost air aft. . . . 1 σσ 
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AN 01-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


A cCCC——— — v— y TS  — ες 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
209 No Number COOLING UNIT AND MISCELLANEOUS HEAT AND VENT EQUIPMENT . . +. + + Ref 
(see figure 207 for next assembly ) 
-1 13070 . COOLING UNIT, Air cycle machine cabin cooler (STyC) ; < <s 1 
ATTACHING PARTS 
-2 146-53383 . SEAL, Heat and vent system cooling package upper and lower. . 4 
-3 146-53384 . SEAL, Heat and vent system cooling package entrance . . . . + 4 
-4 AN960D10L .' WASHER. : ο V Q € ecce 909 9 οἱ om 9 ο οἱ 9o. sue o9 AA .` 21 
-5 AN960D10 S WASHERS e αὶ T. δν ον eco oes ce uev Ceecercse m we Wo decre sis; C27 
-6 AN3-5A ο hs. G cen dl ο ona etd κος, eed, REDIT 8 
Sut ασ 
-τ 13127 . . FILLER ASSEMBLY, Air cycle machine oil (STTC). S WU Tei.) «δν rue 
-8 W7947-2D . VALVE ASSEMBLY, Motor slide shut-off (WTR) Ὁ sx Se eS os 
ATTACHING PARTS 
-9 ANSHYA . BOLT. <6 4 9 90e $9 9 5 5 0 ὁ ὁ "X φον Ῥ ας Le ecw οφ οι E 
-10 AN960D516L . WASHER. . . « © © e e e © c © on ex Iw us FE CU νι ος) τῷ 
-11 ANA -HOA so BOLT > & 2 ο e € 409 AA 5e ο, S E a ee “ο, ὁ 
-12 ANH -5A . BOLT. . . . « à © © © © © ὁ © 9 ο 9 ὁ t ο «ο ο 1$] 0. 1| t£ 
-13 ANQ60D416L . WASHER. s 5e p o ο 9 ο a ee ee qa DRE 
-14 AN365-428 Μι, νυν ur So al ο WE S S 
a D ue e ae 
-15 AN502 -10-8 Sse GREW spate tk huasi) sat 2 ¿k EUR UE 
-16 AN960D10L "πη... "CE 
-17 146-53372 . GASKET, Heat and vent fuselage station 114 cabin sunercharger 
ram air inlet duct 
-18 146-53373 . VALVE ASSEMBLY, Heat and vent fuselage station 114 cabin. . . 
supercharger ram air inlet 
-19 AN501A10-10 ec. BOREW. o €x ο ᾱ E ο Qe kh G* ᾱ ᾱ Ὁ ee A ooo 
-20 AN960D10L . . WASHER . . . . «4 4 © © © © © © © ο ο om o9 ot ot ο. . ο. 
-21 90410-2 ` 1 VALVE ASSEMBLY, 2 inch check (AIR) . . .. + + + + eee 
-22 146-53372 ` . GASKET, Heat and vent fuselage station 114 cabin. . . . . 


supercharger ram air inlet duct 

. WELD ASSEMBLY, Supercharger ram air inlet duct . . . . . 
CONNECTOR, Heat and vent system duct. . . . . s + + * * * ° 
CLAMP . . , + +s © © © * n RM ae E . 
ELBOW, Heat and vent cabin supercharger ram air inlet duct. 
SUPPORT, Heat and vent ram air to supercharger duct . . . . 

DUCT ASSEMBLY, Heat and vent combustion heater air discharge 

(contains No. 41666-800-07 MAR tert welded to duct) 


-23 146-53373-3 
-24 146-53321-5 
AN737RM74 
-25 146-53363 
-26 146-53391 
-27 146-53334 


-28 42189-10-8.73SH 
-29 42189-12-8.73SH 


eo o... 


COUPLING ASSEMBLY, Ventilated band heater (MAR) . 


COUPLING ASSEMBLY, Ventilated band heater (MAR 


PRP EYP 5545} EENEP EN PRP RPNP ΕΠΕ RP PRU " HUN WONMH OO rr 


-30 46B401-2 . THERMOSTAT (VCH). . . . + + + + + + + + s eee + * . m t t. ° 
-31 502D2NAS . SWITCH, Temperature control (MCQ) . . . . + + + + + ee eee 
-32 146-53321-11 . CONNECTOR, Heat and vent system duct. . . . + + + * + * * * ° 
AN737RM107 . CLAMP J o4 a a e 09 9 δ cw Ὁ A Ἡ su ος e 
-33 175-53431 . DUCT ASSEMBLY, Heat and vent cooling package discharger . . . 
-34 175-53431-19 . . INSULATION ASSEMBLY, Heat and vent system duct . . . . +. + 
-35 175-53431-27 . . WELD ASSEMBLY, Heat and vent cooling package discharger. . 
-36 146-53321-11 . CONNECTOR, Heat and vent system duct. . . . + + + + see * ° 
AN737RM107 . (CLAMP . ος « «ο ο ο ὁ ee 4. sl Lk mol s 9) mi ὦ ὦ. eS, e. e 
-37 48B22-1 . THERMOSTAT (VCH) (in 146-53431 duct). . s s s + + + + + eee 
-38 146-53406 . GASKET, Heat and vent temperature control duct thermostat . . 
-39 AN502-10-8 . SCREW... . «eee » * ὁ © c» ὁ ο ὁ ὁ 9 9 5 à | 1] 1 ος ο 
-40 AN960D10L . WASHER. . . . e + + +. s © o o osooso * ° m] t ° * ° ° 
-41 48B20 . THERMOSTAT (VCH) (in 1446-53434 duct). . . . + + + +s + + + ° ° 
-42 AN515-6R8 . SCREW . . « . +s < + : » e ο e ὁ ὁ 5 * e ο ο ο ο « . ο « 
AN960D6L . WASHER. . +. . +. + < + s © © « e 0 mos e ο s s + . ος. 
-43 146-53312-103 . LINE ASSEMBLY, Nose wheel well to cooling package n CAS AD l 
175-53309-109 . LINE ASSEMBLY, Nose wheel well to cooling package oil)... cc 
-44 AN816-4D . NIPPLE. . . . . . ὁ © ^ . © e s * e ὁ * ο s e » e ο... 
-45 AN911-1D . NIPPLE. . « + +s +s ὁ s © © ὁ © e ὁ ο a ° ooo o o o o o ooo’ 
-46 146-53312-85 . LINE ASSEMBLY, Duct pressure switch station 62-792 below. . . 
floor (airline) 
-47 AN931-487 . GROMMET . . . , « + + © +... e s om s ο 5 s mot ος... 1 
-48 146-53312-87 . LINE, Duct pressure switch station 79-1/2 to heater discharge 1 
duct (airline) 
-h9 3H214-12 s BOSE: (NA); a a ϱ e ai m. «5 
AN737RM22 . CLAMP . 4. ; 4 6 6 ο Q 6 99 9 ὁ. 4 4 9 ὁ aa. Ὁ 9 ο ὁ 5 αι . 4 
-50 W7946-2D . VALVE ASSEMBLY, Motor slide shut-off (WIR). . . . + + + + + + 1 
ATTACHING PARTS 
-51 AN5HHA AE COLOREM S= Sh S ον ae ο ο στο 
-52 AN960D516L 2 WASHER: 2 A303 om ο [ew eub m e mure POE e uer τε ae Ὁ 
-53 AN4 -5A e BOLT. . . . + oso ὁ ο ὁ oe ο ὁ ooo’ Fm Jone, ο 2 
-54 AN960D4 16L . WASHER. . . . . + + + + pri ap, ο” sw cw we esl ee 
-55 AN365-428 ο ΜΕ ρου cere 4D ο ο ο CS ο ar πο” 
---*--- 
-56 146-5336 . NIPPLE ASSEMBLY, Heat and vent fuselage station 108 cabin... 1 
supercharger discharge 
-57 146-53419 . SUPPORT, Heat and vent air cycle matching by-pass valve . . . 1 
-58 146-53321-5 . CONNECTOR, Heat and vent system duct. . . . . + + + * + ees 1 
AN731RM74 . CLAMP . . . « ^ ws te ee ο we . ee ο t i; 9 t] t t] 9 t n 09 n 1 
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FIGURE 210 - CABIN AIR DISTRIBUTION SYSTEM HEATING AND VENTILATING EQUIPMENT INSTALLATION 
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Section Íl 
Group Assembly Parts List 


e 5 5 5 55 5 5 — —— LL... C C — — 


USEABLE ON 


-40 


PART 
NUMBER 


175-53460 
175-53460-100 
No Number 
146-53324 
80300 


AN737RM56 
146-53325 


146-53369 


AN365-1032 
AN960-10 
146-53409 
146-53395 
146-53427 
146-53426 


AN365-1032 
AN960-10 
AN3-6A 
146-53426-3 


NAS120B125 
AN509-8R9 
AN365-1032 
AN960-10 
146-53409 
146-53395 
146-53426-11 
146-53407 
146-53321-5 
AN737RM74 
AN742D18CB 
160~53385-1 
160-53385-2 
160-53307-3 
160-53307-5 
160-53307-7 
160-53307-9 
146-53321-7 
AN737RM91 
146-53412-5 


146-53323 


146-53396 
146-53387 


146-53321-11 
AN737RM107 
146-52402-100 
146-53321-5 
AN737RM74 
146-53324 


80300 
146-53405 


146-53405-10 





1 2 3 4 5 6 7 NOMENCLATURE 


HEATING AND VENTILATING EQUIPMENT INSTALLATION, Cabin air. 
distribution system (see fig 203 for next assembly) 
HEATING AND VENTILATING EQUIPMENT INSTALLATION, Cabin air. 
distribution system (see fig 203 for next assembly) 
. HEATING AND VENTILATING CABIN TEMPERATURE CONTROLS. . . 
(see figure 211 for detail breakdown) 
. OUTLET ASSEMBLY, Heat and vent cabin air distribution . 
system floor 


dios ASPIRATION NOCERE Anemostat air defuser (type No. 5NC3) 
ANE 


. CLAMP... 5 
. ADAPTER ASSEMBLY, Heat “and "vent fuselage station "116. τ 
N cabin air distribution system floor 
. GASKET, Heat and vent fuselage station 116 cabin. . . . 
air distribution 


NUT "cS 


WASHER. . . . 


ROD, Heat and vent fuselage station 103 navigator air . 
CONTROL ASSEMBLY, Heat and vent fuselage station 103. . 
navigator air 


vc de ΝΟΣ. Wo eto) cel λον τρ Sep ἰὸν ο E TE weiss ο e τῷ. φ 
vs cue WASHER 4--cw ος ia SPS Sep cei cae “ences Me: cm ete «ψ. ce T ue 
^s os (BOLT ον 
. . HANDLE ASSEMBLY, Heat “and “vent fuselage, station 103. 
navigator control... . 
2 KNOB, Control 3/4 spherical. Bea S fe ee o eer e. ze 
š SCREW. B Φ. (8 ive Verse. ne S. οἱ eh. ϱ veces ος eh e ὁ 
ο. (NUTS QO se wU See ined a Krug ele, Dolce OS 
. WASHER... es . A . 


. 


DUCT, Heat and vent canopy defrost forward. . . . .. 
CONNECTOR, Heat and vent system . . . . . - + + + « ο 
CLAMP 4 xm ο aw. 93 Ter a T ODE 9 X cuv IR RUE a 
CLAMP . 4 €. κ wo ee α ᾱ ww E € 7. 
DUCT ASSEMBLY, Heat and vent "cabin canopy defrost LH. 
DUCT ASSEMBLY, Heat and vent cabin canopy defrost RH. 


. 
. 
. 
. 
. 


CONNECTOR, Heat and vent system duct. . . . . + + ee 

CLAMP... en ence 

STRAP ASSEMBLY, Heat “and “vent windshield "defrost. "cp 
manifold support 

ELBOW ASSEMBLY, Heat and vent fuselage station EE cabin 
air distribution system 

. ELBOW ASSEMBLY, Heat and vent fuselage station 56 duct. 

. GASKET, Heat and vent fuselage station 56 cabin air . . 
distribution system 

CONNECTOR, Heat and vent den duet. ox o» x α 

CLAMP... . š 

DUCT ASSEMBLY, “Heat and vent "cabin floor air outlet š 

CONNECTOR, Heat and vent ee AUCE. s ιν < ee wwe ox 

CLAMP . . Stine’. oe, 

OUTLET ASSEMBLY, “Heat and vent cabin air "distribution 
system floor 


- *- 9 e e 0 s s 9 s 9 0 se s s o. | c3 i$ 


9 9 ee t ο 
ee ee ae 


BOLT, Heat and “vent cabin air distribution system control 
BUSHING, Heat and vent cabin air distribution system control 


. 


. 


. 


BOLT, Heat and vent ‘cabin air “distribution system control. 
BUSHING, Heat and vent cabin air distribution sys control. 
SUPPORT, Heat and vent fuselage sta 103 navigator air. 


. 
. 
. 
. 
. 


MANIFOLD ASSY, Heat and vent sys windshield defrost LH front. 
MANIFOLD ASSY, Heat and vent sys windshield defrost RH front. 
MANIFOLD ASSY, Heat and vent sys windshield defrost LH rear 
MANIFOLD ASSY, Heat and vent sys windshield defrost RH rear 


UNITS 


PER ASSY. 


. Ref 


. 
== 


. 
> 


Bp HERE EP 


. 
. 
. 
. 
. 
. 
. 


DUNE NE Pe e WEEP RHP PHP τὸ ασ) ο Εμ Ee 


. . ASPIRATION NOZZLE, Anemostat air defuser (type No. 5NC3)(ANE)1 
. SUPPORT ASSEMBLY, Heat and vent fuselage station Boi e 1 


windshield defrost manifold LH 
. SUPPORT ASSEMBLY, Heat and vent fuselage station 88 . . 
windshield defrost manifold RH 


AD 
cc 


CODE 


389 
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FIGURE 211 - HEATING AND VENTILATING CABIN TEMPERATURE CONTROL 
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FIGURE & PART 
INDEX NUMBER NUMBER 
211 No Number 
-1 160-53309 
-2 160-53394-100 
-3 NAS123B125 
-4 1813-1032-8A 
-5 160-53394-15 
-6 61-3308 
-7 AN365-1032 
-8 AN960D10L 
-9 4B21B3-012 
-10 AN3-7A 
-11 AN515-8R7 
AN515-8R8 
-12 ANQ60D8L 
-13 146-53312-129 
- 3Herà-i2 
AN748-22 


-15 146-53312-127 
-16 146-53312-131 
-1T 146-53312-133 


-18 AN924 -4D 

-19 AN902 -4 

-20 AN837-4D 

-21 146-53312-45 

~22 AN816-4D 

-23 146-53312-49 

-24 AN815-4D 

-25 146-53312-107 
-26 AN823-4D 


-27 146-53410-17 


-28 AN393-13 
-29 AN960-10L 
-30 160-53353 


-31 AN486-4 
-32 AN316-4R 
-33 160-53351 
-34 AN365-1032 


-35 ΑΝΘΘΟΡΙΟΙ, 
-36 AN3-10A 
-37 160-53355 
-38 4B21B3-016 
-39 160-53352 
-40 AN365-1032 
-41 AN960-10 


-42 146-52409 


-43 146-53395 
-44 146-53322-100 


-45 146-53322-31 
-46 146-53322-37 


-47 146-53322-47 
-48 146-53322-35 


-49 146-53322-45 
-50 146-53397 


-51 ANA86 -4 
-52 AN316-4 
-53 146-53326 


-54 80370-2 

-55 46B377-2 

-56 PG208AS3 

-57 AN822-4D 

-58 175-534 74-49 


-59 AN924-4D 
-60 AN960D716 
-61 AN902 -4 
-62 AN833-4D 
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2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


HEAT AND VENT CABIN TEMPERATURE CONTROL. . . . ee. + + + . e Ref 


eee t ο 2 eee 


see figure 210 for next assembly) 

CONTROL ASSEMBLY, Heat and vent system temperature and... ο 
emergency air system (see fig 212 for detail breakdown 

PANEL ASSEMBLY, Heat & vent windshield and foot air control . 
. KNOB, Control one inch diameter x 5/8 oval plastic . . . . 
. SCREW, 100° countersunk (NA) . . +. ss + + + + + + * * * n 
. HANDLE ASSEMBLY, Heat and vent system windshield.. . . . + 
and foot air control 

. . BULLET, Catch (NLC). . 
e NUD ο ὦ a 


Be PP 


WASHER | 1 ll. : 
BUSHING, Spacer (NA) 


. BOLT ¿ . + «ο ο. 
SCREW . . . + + < ° 


4 + < 9 s eee 


SCREW... « + + < ° ; 
WASHER. . . . ὁ © + + s. 
LINE, Cabin floor to pneumatic dump 
atmosphere (air line) I 
HOSE. (NA) . . . « +< + s +< s s + s s . s s 9 m ° + m . ° n n 
CLAMP . . . « ee ee ee ὁ ο we 
LINE, Cabin floor to pneumatic dump valve . . . . . + e e es 
LINE ASSEMBLY, Cabin floor to pneumatic dum valve control. . 
LINE ASSEMBLY, Cabin floor to pneumatic dump valve. .-. . . . 
atmosphere control 
NUT 4-3 o. Wo» 0» ὁ) wm, E ose ο ο ο 
GASKET. . . . + . +s © © e ὁ e e ew o t o n ng 
ELBOW . . . . + + +< + ὁ s ὁ ὁ omo om . + ot t ng 
LINE ASSEMBLY, Cabin floor to nose wheel well 
atmosphere fitting 
NIPPLE. . . . . +< s = © + © © omo s ὁ ὁ οὐ 5 ο tm 9 ο. é 
LINE ASSEMBLY, Cabin floor to nose wheel well fitting... 
UNION . . « « « ο s ο e 9 e ὁ e ὁ s e ὁ 9 o 9 e s + 9 ο ° ng 
LINE ASSEMBLY, Nose wheel well fitting to radioman's floor. 


. 
. 
. 
. 
. 
. 
. 
. . 
. 


oe 9 * we ο s ο 
ee eee 9 t$ ο. 
. ` . . 9 9 o... 
4 * * 9 ο ° 9 ο 
es ee ee 9 t$ 19 
e 9 . 9 . t] °. ‘oo 
oe s < ο 9 ο ο 9 
e... ο s 9 ο ο 


Gr... . t| n 


ΜΙΑ PREP OF PNWERP θε” 


.... 

«..» 

ee ee 
` 

ee ο ο 


ELBOW 4... sl ον ὃς, €; 9S9 xou ειν ue Ve. ee ος ην Ro κα e 
CONTROL ASSEMBLY, Heat and vent cabin air distribute. . . 
s system flexible 
PIN a di Ὁ a s Ga ei ο ο oce awe O A "δ, Ίφεφ) 
WASHER. . +. . ^ ο e e e ....... o9 ὁ ο ο 9 ο... 
ROD ASSEMBLY, Heat and vent fuselage station 60-1/2 . . . +. + 
windshield defrost control 

CLEVIS 41/4 $76 ος. δα 09€ 47 9774) lw d VE e 
Ge SNOUT ο a RE E U SU DS 
SUPPORT ASSEMBLY, Heat and vent windshield defrost control. 
. NUT. . 2. « ὁ +< ooo e om e e s e 9 o e 9 o 9 s ° 9 ° ο 
S WASHER . 4 o9 ao co ιο 7809 08 a Se SUS S lm Be S We μαι Ἡ- Qoy S 
O a ie oo S Cal a E 09 eH ice Ίδης O 
. LEVER ASSEMBLY, Heat and vent windshield defrost control 


BUSHING, Spacer (NA) . . ; + + + + + + ee ee t ot ot * ° 
SUPPORT, Heat and vent fuselage station 60-1/2..... 
windshield defrost control 
NUT ¿ 5 «ο € ο woe ὦ d mom e 5) e 
WASHER. +. . +. + +< s < < © ὁ a e ὁ e e s e s s e s tf n ° ° 
BOLT, Heat and vent cabin air distribute system control . 
BUSHING, Heat and vent cabin air distribute system control 
MANIFOLD ASSEMBLY, Heat and vent cabin air distribute . . 
system control 
. MANIFOLD WELD ASSEMBLY, Heat and vent cabin air. . . . .. 
distribution system control 
. BELLCRANK WELD ASSEMBLY, Heat and vent cabin air . . . .. 
- distribution system control 
. DAMPER, Heat and vent cabin air distribute system control. 
. SHAFT AND ARM WELD ASSEMBLY, Heat and vent cabin air... 
distribution system control 
. DAMPER, Heat and vent cabin air distribution . . . +. . + + 
system control 
. LINK ASSEMBLY, Heat and vent cabin air distribution. . . . 
system valve 
. e CLEVIS . . . se ὁ ὁ » ὁ ὁ ὁ eee ὁ ο o. wo we wee » 
MP" NUT. 3; ο. ὦ ο ο ie ο oo pai. e ὦ 6. 4) -ᾱ- Ww 2:85 18 
OUTLET ASSEMBLY, Heat and vent cabin air distribution . . . . 
system radio compartment 
. DIFFUSER (ANE) . . . +. +. + + +. + + . 6 Ὁ Φ' 4 
THERMOSTAT (VCH)... e e s + + + + + + s s ee 
SWITCH ASSEMBLY, Air pressure (MH). . . . . + + + 
ELBOW . . . . +< « <= + < ο e ο ὁ ὁ ° e < s ° ° ot n 
LINE ASSEMBLY, Duct pressure switch pilot's floor 
station 60 to station 62 
NUT $9 


B PPPN πη FON 1” 
ο 


AC B 


oe . e o 


Heee meene HPN FH HP πη: m 
> 
a 


ee ee 
e.s’ 
ee ο 
ee « 
oe ot n 
ee we 
ee ee 


ο A AAA AAA A SS SS SS SSeS 
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FIGURE 212 - HEAT AND VENT CABIN TEMPERATURE DEFROST AND EMERGENCY AIR SYSTEM CONTROL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
212 160-53309 CONTROL ASSEMBLY, Heat and vent cabin temperature defrost and. . Ref 
emergency air system (see fig 211 for next assembly) 

-1 160-53395 . PANEL ASSEMBLY, Heat and vent cabin air system control. . . . 1 

-2 146-54132 + POTENTIOMETER ASSEMBLY, Electrical heat and vent control (MAL) 
-3 AN3021-1 e ¡SWITCH s τς τῳ ea τς ο ντ Da < Wl ee a Ww. Ὁ 1 
-4 AN839-4D Uno ADAE DM 8^4 Teci ow. ο é -ῳ- qe. mc Q 2 
-5 AN924 -4D ο AA W wU Se Cae à; ος. ot elie goes à δι Tish e: eS Le. a) ar W. a 2 
-6 AN902-4 e BASKET a aaa a a E wv W ο 2 
-7 22350 - VALVE ASSEMBLY, Pneumatic dump (PC) .....2.. ος So wisis 1 
-8 AN507-10R24 é SCREW s 20x ο ου ο ο e Rx RUE a ie ον, D 
-9 AN365-1032 te GNUT: Ὁ οφ s. owe oe ῳ a si Cae c n9 jai o. T Le ὁ. ο ο ὢ 2 
-10 AN960D10L s WASHER: gA 20.90. Se! le “Ks ο ος ve be So a Rote ip φον. UD 
-11 AN507-632R18 νὰ Gite a ue cessa lec sum os ad Te % νο m rr coL JB 
-12 AN365-632 e NUT. riiv ο ο ο cele Seius de D Ui ο QUE ο uw a, UG 
-13 AN960D6L + WASHERS Q ¿ τν d usa or oe oe) v ml opos ees ο Lov NG 
-14 146-53392 - BLOCK, Heat and vent cabin air system emergency control . . . 2 
-15 146-53341 + KNOB ASSEMBLY, Heat and vent cabin air system emer control. . 1 
-16 146-53340 - CAM, Heat and vent cabin air system emergency control . . . . 1 
-17 AN365-632 a Aa ELEC ER Tie, se ο II E 
-18 AN960D6L e WASHER, . ο οὐ... 
-19 AN507-632R18 e c Lc ae whee ek 5 
-20 .AN507-632R7 ν᾿". s s Sus Om dece ae ooo Sa eid bow ORTA. be ae, `Š 
-21 146-53400 - SPACER, Heat and vent cabin air distribution system . . . . . 2 

emergency control 
-22 BZ3YDT + SWITCH (MCS)... .. o... . . . ο, ἐνῷ. Se oP cen pce te ces cm (q: a 2 
-23 AN3157-2 - LIGHT ASSEMBLY. . . . . . . . , . APER MEN 1 
AN3121-313 ary DAMES U Phi ο witb wo "en X Saas < ὦ REX 1 
-24 45A7400-1 + SWITCH, Single pole aircraft circuit breaker toggle ΠῚ ond 1 
8749K11 - SWITCH, Single pole aircraft circuit breaker toggle (CUT) . . 1 
: (may be substituted for 45A7500-1) 
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PART 
NUMBER 


175-53304 


146-53321-25 
AN737RM46 
175-533127 


146-53321-3 
175-533125 


146-53321-3 
AN737RM58 
175-53385 


175-53370-3 


175-53340-15 
AN737RM58 
AN365-1032 
AN960D10L 
AN520-10R10 
175-53373 


146-53321-5 
AN737RM74 
183-43382 


146-53321-5 
183-53379 


AN365-1032 
AN960D10L 
AN520-10R10 
146-53321-7 
AN737RM91 
175-53380 


AN365-1032 
AN960D10L 
AN520-10R8 
146-53321-3 
AN737RM58 
175-53376 


AN365-1032 
AN960D10L 
AN520-10R10 
175-53375 


ANT3TRM56 
AN365-1032 
AN960D10L 
AN520-10R8 
325-.625-3.6888 
175-53340-3 
325-.625-3.628S 
146-53321-3 
AN737RM58 
175-53370-5 


175-53340-15 
AN737RM58 
AN365-1032 
AN960D10L 
AN520-10R10 
175-53373-2 


175-53366 


175-53309-77 
PG208AS3 


ATTACHING PARTS 


AN520-10R10 
ane AA 
AN816-4D 
AN365-1032 
AN960D10L 
AN520-10R10 
175-53368 


175-53331 
AV6.5-4-8000DX4 
153-53452 





AN 01~-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DEFROST SYSTEM EQUIPMENT INSTALLATION. . . . . . . + + eo 


4 9 ee ` ` ee ο n9 eo. ee n n 


`. ` ` 9 ο . .. 


(see figure 73 for next assembly) 
CONNECTOR, Heat and vent ssstem ἁποῦ: ο 3 νο) Se ἃ 
CLAMP... 


DUCT ASSEMBLY, "Heat and vent "system aft camera “compartment, 


LH oblique window defrost air 
CONNECTOR, Heat and vent system duct. ... ΡΕ 
DUCT, Heat and vent system camera compartment LH. — 
fuselage station 367-23/32 to 398-11/32 upper 
window defrost air 
CONNECTOR, Heat and vent system ducti... o Qw ο, Ὁ, 
CLAMP . . . . s we š a 


.DUCT ASSEMBLY, “Heat and vent "system fuselage station. " 


363- 11/16 LH side window camera compartment defrost 


DUCT, Heat and vent system camera compartment forward . 
window defrost air supply 


HOSE, Heat and vent system flexible . 


CLAMP y uox a ral a o eue US om ra s fo ig us Den ie] Up. eo -- 
NUE "E 
WASHER. 42320279 e gh MOT ies We SI Be X TRU WU UE Be το 
SCREW . . . . . . « ər a: Cet ων Sie. Giotto ke 
MANIFOLD ASSEMBLY, Heat and vent system camera compartmen 


tri-met window defrost 
CONNECTOR, Heat and vent system duct. . . . . . . , e . 
CLAMP... š 
DUCT, Heat and vent system fuselage station 364 - 1/16. $ 
camera compartment aft LH window defrost 
CONNECTOR, Heat and vent system duct. . . . . . 
DUCT ASSEMBLY, Heat and vent system fuselage station. R 
365-7/16 camera compartment forward and aft 
window defrost air 
NUT. yC g a a a ae “Sind AS aire? i 
WASHER. çv ὁ-- 314 S Sate he a VOUS 


SCREW... . pipi E Μονο 
CONNECTOR, Heat and vent "system duct. "un RE 
CLAMP... euo Ec qr da Ye 
MANIFOLD ASSEMBLY, “Heat and vent system camera. . . ο . 
compartment prim vertical window defrost air' 
WASHER. 4. m um se cle. € 9 ow oom S T a Ὁ ὦ 
SCREW... . δ’ e dec τω S els o τω τ 
CONNECTOR, Heat and vent system duct. € ve ο ο So ics 
CLAMP... . °. . 


DUCT ASSEMBLY, “Heat and vent system camera compartment 
fuselage station ROME 7/16 lower tri-met window 
defrost air 

NUT . d. iru ιδ ve. ua οἱ os. A EU ο. wes ὁ 

WASHER. e s 

SCREW... 

MANIFOLD ASSEMBLY, "Heat and vent “system camera. 


ee 
e * e o 4 o osos ο» ο 4 ο : 5$: c5 ο ο 
. ο 


compartment lower tri-met window defrost 
CLAMP . ο « 6 ο © © + ὁ ο ο ο vet e ο. 
NUTT wv Q yale νο p xw tae aie tend Ga $^ 4 ο ὁ ὁ 6 ὁ e ο ὁ 
ο xe eos) ο ο ο ο ο -- 
SCREW ; 4 e 4 2 Ὁ o. 79 3 ο ο e . "E 
CLAMP (MAR) . . š cus ° e < e o e * * < ο 
HOSE, Heat and vent system "flexible s te e 5 927 c$Í ο « 
CLAMP (MAR) . ie aera Shieh RENE αν 
CONNECTOR, Heat and vent system duet. & 9m. jme ἴα i. i ig 
CLAMP... . ο ο ο . . Pie. 4r ren sere 
DUCT, Heat and “vent system camera compartmen nt forward . 


window defrost air supply 
HOSE, Heat and vent system flexible 
CLAMP... . 
NUT . . . 
WASHER. 
SCREW . 
MANIFOLD ASSEMBLY, Heat and vent system camera. 

compartment tri-met window defrost 
HEADER ASSEMBLY, Heat and vent system fuselage station. 

381.593 camera compartment window defrost 
LINE ASSEMBLY, Heat and vent.system camera compartment. 
SWITCH, Pressure (MH) . . « .. . «ων « + + + + + eee 


. 
e 9 9 © © © eb o 5$ «. 
9 « 
. . 


. 
. 


SCREW ARA E E a a e E E 


NIPPLE. . à 


NUT. uec t e R aer aT er cR) ο ο Me ae. a ο --- 
πο 560 «Ὁ eGo ο als, Sel se WS) SE W Mow yes a a 
SCREW. . HER e us . cia te 
SUPPORT, Heat and vent system camera compartme ent. . . « 


defrost blower lower 
GASKET, Heat and vent system camera compartment blower. 
AXIVANE PANE (JOI). "c ο Ρατ ο 


GUARD ASSEMBLY, Defroste system blower. es eee d 


ee ewe 


eee 9 wee 


` * ° ο 


oe 9 9 9 o 


ee ee ee oe * we we 
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FIGURE 213 - AFT CAMERA COMPARTMENT DEFROST SYSTEM EQUIPMENT INSTALLATION 
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AN 01-60AABA~4 
FUSELAGE (Cont) 


Group Assembly Parts List 


ποιος PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
213-50 AN305-1032 ΠΩ! ΜΉ cay e el κο, ον ce Se ας sS: τὰς ὧν BO Sm hes 1 
-57 AN960D10L e WASHERS: 2-2 ο cata do ou re Uwe De re a er e Ver le ὦ, Ç 2 
-58 AN520-10R10 JU SCREW v ΟΝ Wes dee. kupa ES Ge) Wide fates ee D ta 1 
-59 AN365-1032 . NT... 7 Wende; e DEL E. S δι eel ης Vee Ue. Le; VELA. ἮΙ 2 
-60 165-53461 +. SPACER, Anti-ice system insulating. . . . . . . +. , + + + s s 4 
-61 AN520-10R10 . SCREW.... è ὃν wu, a a nat δν, τὰ Xe ος ten w^ τῳ ὁ 2 
-62 175-53429 . BRACKET, Heat and vent. system camera compartment. . . . . . . 1 
thermostat and thermometor mounting 3783 
-63 AN365 -632 s: NOD id oe te 4 wa Ih USQUC sov Caen ES ens. CD eim fro e. s 
-64 AN960D6L a ee eae ο e eE την 2 
-65 AN515-6R10 - SCREW.. . ç; το. S. RA τομ ee PE 
-66 51B64 . THERMOSTAT, Control DOR. iL CM dee etek eee ᾱ 
-67 175-533118 . NUT, Heat and vent camera compartment air distribution. . . . 1 
system NON 
-68 AN960D1016 Gc EE ta MK ILE E M 
-69 AN5525-2 BULB. . . ei ο fein Ze MONS E αν e Tips es. RE DEO ο, 
~70 325-.625-4.188Ss . CLAMP (MAR) . MES e. ο δν deles E e mis ο WE 
-71 146-53321-21 . CONNECTOR, Heat and vent system duct. AR hed AA Y 
-T2 146-53321-25 + CONNECTOR, Heat and vent system duct. . . . s s ο e . ¿ç , + ., l 
AN737TW48 . CLAMP.. š ο AS ae Were Ya es oes SW. MN Q 2 
-73 175-53340-5 HOSE, Heat and “vent system. flexible KO REI SO Ue eS MES ETE uk ou 1 
AN737RM66 CLAMP "EPUM ieu" (αὐ ταν Sor rA UE Y es δν hey MR du 2 
-74 175-53377 . MANIFOLD ASSEMBLY, "Heat and vent system cameras . Q ας 1 
compartment aft window defrost air RH 
-75 AN365-1032 š Tp ο ο ον ο... 
-76 ΑΝΟΘΟΡΙΟΙ, + WASHER. . eoe: δν tic icone Sas ος fei eta aim ο ος. μα Sew A ar, S 4 
-TT AN520-10R10 μον. Ὃν ved ves rur aa “SAIS “SD. v.c q Pie VU ue d 
-78 AN365-1032 αν NUT S Sos Ser ok an rh Si eee de al SN cq ee ew Q IE κῶν IT ud vasis 5 
-79 AN960D10L v WASHER: 2:9 δν. de Tes Oy ce Gwar ο da aos sQ donee LO 
-80 AN520-10R10 . SCREW... s Wo Su rte ο A pe Ner ia, vu. Q Q 5 
-81 175-53378-100 . MANIFOLD ASSEMBLY, Heat and vent system camera. ....... 1 
compartment fuselage station 394-3/16 to 
400-1/4 RH side 
-82 175-53340-7 - HOSE, Heat and vent system flexible , . . . . ss a s o cee 1 
AN737RM74 . CLAMP . . . . BE ze sy, “eigen eS πμ do AW oie era eite. Fat E see Narr iaa 2 
-83 146-53321-5 . CONNECTOR, Heat ànd vent system duct. . . . . . ο . , +s s ο a 1 
AN737RM74 e CAMP... . ee S ç s ç s s e s s s s s +ç e s s a νο ος 1 
-84 AN365-1032 s. Nac la aa aa 6 
-85 AN960D10L a WASHERS 2-1 6: yo. coy ο ο ante, cm LR se VE ᾱ- aw a er ero, Š Sere eee) 30 
-86 AN520-10R10 . SCREW. . . . « ° v^ vo e wt ke Yor cres ye: ο...” 
-87 175-53384 + MANIFOLD ASSEMBLY, Heat and vent system camera. ....... 1 
compartment aft window defrost air LH 
-88 AN365-1032 G VNU Sie uer Ὅτῳ tet e τον, ο, Sh ο We ο be ces ea E weal. e a mute 2 
-89 ΑΝΟΘΟΡΙΟΙ, oy WASHER a kaku cule e ο του eee 4 
-90 AN520-10R10 + SCREW.... . Vna Ces 2 
-91 175-53386 . DUCT, Heat and “vent system. fuselage station 400- 5/16. EE 1 


camera compartment lower aft window defrost air 


supply 
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:1-175-53-74 








UNIS USEABLE OM 





FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
214 183-53311 DUCTS INSTALLATION, Heat and vent system canopy defrost and. . . Ref cc 
side outlet (see figure 203 for next assembly) 
-1 183-53312-1 + DUCT ASSEMBLY, Heat and vent system side outlet and..... 1 cc 
canopy defrost LH 
183-53312-2 . DUCT ASSEMBLY, Heat and vent system side outlet and . . . +. +. 1 CC 
canopy defrost RH 
-2 183 -53312-25 . . WELD ASSEMBLY, Heat and vent system side outlet and. . . . 1 cc 
canopy defrost LH 
183-53312-26 +» . WELD ASSEMBLY, Heat and vent system side outlet and. . . . 1 CC 
canopy defrost RH 
-3 183-53312-15 + . SEAL, Heat and vent system side outlet and canopy defrost. 1 cc 
-4 AN737RM74 s CAMP ο ο ο a Wy ο ο A μυ 1 cc 
-5 AN737RMA4 poco CM Cc wet Jor je Gor Sa HER ἃν ο ο ο las a ce es dat ACC 
-6 AN520-10R18 a SCREW 4 ws. a w. lu tapas Uwe A eee 1 cc 
-7 AN960D10L z WASHER. 4 4. oom o A w WU e o] im. fol ees ο Ὁ er eS 1 σσ 
-8 160-53333 . OUTLET ASSEMBLY, Heat and vent system windshield bow line air 1 CC 
-9 160-53334 - SPRING, Heat and vent system windshield bow line air outlet . 1 CC 
-10 183-53319-1 . DUCT ASSEMBLY, Heat and vent system sliding canopy . . +. . 1 CC 
defrost manifold LH 
183-53319-2 . DUCT ASSEMBLY, Heat and vent system sliding canopy . . +. +. + 1 cc 
defrost manifold RH 
-11 183-53319-11 . . RIVET ASSEMBLY, Heat and vent system sliding canopy. . . . 1 cc 
defrost manifold LH 
183-53319-12 + . RIVET ASSEMBLY, Heat and vent system sliding canopy. ... 1 σσ 
defrost manifold RH 
-12 183-53318 + . STOP, Heat and vent system canopy defrost control valve. . 1 CC 
-13 183-53317 . . PLATE ASSEMBLY, Heat and vent system canopy defrost. . . 1 cc 
] , control valve 
-14 AN365-632 e ye. NUTS. Q ries τς oe Sle se i eu le te yel de se ys Lit ets TRI ad Sees 1 CC 
-15 AN960D6 £o» WASHER IA $6 xL o£.» 09 dm Qe Usa x vU Verl ve m woe woe ον. oo SEC 
-16 AN515-6R8 4 o SSOCREWS. -ο; ο ἰῷ ο ο cet Gta fey ας ον. we ie ue Y sel e. oi τῳ, S e eue ees Ὁ 00 
-17 '183-53316 . . SHAFT, Heat and vent system canopy defrost control valve . 1 CC 
-18 146-53343-1 . . KNOB ASSEMBLY, Heat and vent sys canopy defrost control LH 1 CC 
146-53343-2 . . KNOB ASSEMBLY, Heat and vent sys canopy defrost control RH 1 CC 
-19 3672 +. +  PRICTION CATCH (ACH) . . . +. +... .. . . . . . ee ee 1 CC 
-20 AN565A10-7 a ae SCREW 1.21074 cei ἑν pe ο τῳ ο ο odes wv qe aeris 1 cc 


i R.y. . 1=H<ÑÇXx<=s=-=ODO—>y>Ə- <+ s -.— OÑ . 
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FIGURE 215 - FUSELAGE STATION 254-5/8 TO STATION 424-5/8 CAMERA COMPARTMENT 
HEAT AND VENT SYSTEM HEATER FUEL LINE INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





15 175-5330 LINE INSTALLATION, Heat and vent system camera compartment . . . Ref L m 
heater fuel fuselage station 254-5/8 to 424-5/8 
(see figure 73 for next assembly) 
175-53306-100 LINE INSTALLATION, Heat and vent system camera compartment . . . Ref BH m 
heater fuel fuselage station 254-5/8 to 424-5/8 
(see figure 73 for next assembly) 


-1 AN832-4D , UNION. « « « + + + s + . ὁ ὁ s s s ὁ s + m 9 9 s 9] s 0. +... 1 
AN924 -4D 2 ONUT O a: ew 606 a 9 ο ο e ο ο OS OE CSI ΙΡ eerie e ce, del ce 1 
-2 175-53474-41 . LINE al a compt heater fuel fus sta 393-1/2 to. . . . 1 
24- 
-3 AN815-4D o UNION eea vs er anlola cere: ο e EXE RUE esr Leu E eee CD 
-4 175-53474-9 . LINE ASSY, Camera compt heater fuel fus sta 372 to sta 393. . 1 
-5 175-53309-101 . LINE ASSY, a compt heater fuel manual drain to fus sta . 1 L | 
393-1/2 
175-53474-17 . LINE ASSEMBLY, Camera compt heater fuel manual drain to fus . 1 BH 
sta 372 
-6 AN825-4D s. TEE . . . + +s +s ὁ s 9 e o e ὁ o o s ὁ ο ὁ e e o 9 s 0 9 ο ° ° 1 
-7 AN365-832 «ΜΠ... e e ὁ 9 e e ὁ e ὁ ὁ 9 o * ο e ὁ ο. ο ο... 4 
-8 ΑΝΟΘΟΡΘΙ, ST WASHER: MR c D IM αν TE 
-9 AN515-8R8 s. SCREM . . . , + +s + © 9 © e 4 e s ο ὁ om ὁ ο t s 9 s ο n] 9 n9 4 
-10 AN931-1S12 . GROMMET , « , , +... + < + © s © s © © ὁ 0 + 0 . . . ο.» 2 
175-53427 . VALVE ASSEMBLY, Heat and vent system camera compartment . . . 1 L 
heater fuel manual drain 
175-53492 . VALVE ASSEMBLY, Heat and vent camera compartment. . . . .  . 1 BH 
heater fuel manual drain 
-11 AN500A6-3 . « SCREW. . . . » +s + e o ο ο ὁ » ὁ a e ο à * * .. ο 2 9 8 4 
-12 ΑΝΟΘΟΡΘΙ, . » WASHER .  « « ο +< . © © © © © o © ο e m ὁ ο ὁ ὸ 9 s ο ο. 4 
-13 w6100-1/8D . . VALVE, Fuel slug valve (WIR) . . . . +. + + . + + + * ee 1 L δὶ 
-14 175-53426-3 . . FITTING, Heat and vent sys fus sta 350 camera compt heater 1 
fuel line drain (make from AN840-8D) 
175-53490-3 . . FITTING, Heat and vent sys fus sta 347-3/8 camera compt. . 1 BH iu 
heater fuel line drain (make from AN840-8D) 
-15 175-53426 . . SUPPORT, Heat and vent system fuselage station 350... . 1 L α 
camera compartment heater fuel line drain: 
175-53490 . . SUPPORT, Heat and vent system fuselage station 347-3/8 . . 1 BH B 
camera compartment heater fuel line drain 
AN365-832 ο NUD AA E ον A IR 4 ee ee 2 BH 
AN960D8L . WASHER. . « e e < < « ο ὁ e * ὁ ὁ ὁ Q s e ὁ ο c! c 9 9 ο ° 4 BH 
AN515-8R8 «BOLT. ο ντο a ο) com uw v» δι ας ὦ 92 dep E, al ar E A 2 BH 
175-53486 . CLIP, Heat and vent system camera compartment heater fuel . . 1 BH 
manual drain support 2 
-16 175-53309-97 . LINE ASSEMBLY, Camera compartment heater fuel fuselage... . 1 L 
station 317-1/2 to heater manual drain 
175-534 74-13 . LINE ASSEMBLY, Camera compt heater fuel fus sta 276-3/4 . . . 1 BH 
-17 175-53309-93 . LINE ASSY, y uda compt heater fuel fus sta 276-3/4 to. . . + 1 
317-1, 
-18 175-53309-89 . LINE ASSY, Camera compt heater fuel fus sta 254 to 276-1/2. . 1 
-19 175-53309-85 . LINE ASSEMBLY, Camera compartment heater fuel fuselage. . . . 1 


station 254-5/8 to lower longeron 
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FIGURE 216 - HEAT AND VENT SYSTEM CAMERA COMPARTMENT VENTILATION DUCTS INSTALLATION 








-13 


-14 


-15 
-16 


-26 


-27 


-29 





PART 
NUMBER 


175-53303 
175-53345 


AN737RM74 
146 -53321-5 
AN737RM74 
AN365-1032 
AN3-3A 
ΑΝΘΘΟΡΙΟΙ, 
175-53360 


175-53341 


146-53321-11 
AN737RM107 
175-53348 


AN742D48 
AN365-1032 
AN520-10R8 
AN960D10L 
175-53342 


146-53321-19 
325-.625-3.68758 
175-53349 


AN742D56 
AN365-1032 
AN520-10R8 
AN960D10L 
175-533123 


175-53343 
175-533122 


146-53321-5 
AN737RM74 
146-53321-21 
325-.625-4.18755 
175-53350 


AN742~64 
AN365-1032 
AN520-10R8 
AN960D10L 
146-53321-23 
325-.625-4.68755 
175-53344 


AN365-1032 
AN3-7A 
AN960D10L 
175-53357 


175-53359 
175-53321-5 


AN737RM74 
175-53347 


AN742D32 


AN365-1032 
AN520-10R8 
AN960D10L 
175-53345 


AN742D32 
AN365-1032 
AN520-40R8 
AN960D10L 
3H264 -40 
AN737RM22 
AN840-4D 
PG208AS3 
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DUCTS INSTALLATION, Heat and vent system camera compartment . . Ref 
ventilation (see figure 73 for next assembly) 
. OUTLET ASSEMBLY, Heat and vent system fuselage station 424 . 
camera ik ara vent air 
CLAMP. . . . . 
CONNECTOR, Heat “and “vent System duct a 
CLAMP. . < o... es e 2 
NUT. “es w: W $9 š 
BOLT . .. + +< ooo . 
WASHER . . one . . . 
DUCT ASSEMBLY, Heat and vent system fuselage 8 
station 337 camera compartment vent air 
. OUTLET ASSEMBLY, Heat and vent system fuselage station . . . 
340-1/2 camera compartment vent air 
. CONNECTOR, Heat and vent system duct . . . . . e + + + * <“ o 
. CLAMP, 4 . . % E 
DUCT, Heat and vent “system fuselage "station "345" to station . 
355 camera compartment vent air 
CLAMP. . . « + +< < © «© © © n n 
NUT. . . . D ish a os . $98 


. 

. . . 

. 9 o 9 ο ο ο ο 
- 

. . 


+... ο ο ο 
ΕΤ ΦΩ = 


che es * ew ‘’ 
ο 


We ο νο ο ο 
Ww 


tion 


a 


t 


PEN Pp 


WASHER Ὁ Μοὶ e $ š 
OUTLET ASSEMBLY, Heat and vent system fu 
camera compartment. vent air 
è CONNECTOR, Heat and vent system duct . . . . . . + + èe è «© o 
. CLAMP, "T" bolt (MAR). " $e aby aha δω 
. DUCT ASSEMBLY, Heat and “vent system "fuselage station 365 . . 
to station 380 camera compartment vent air 
CLAMP. Loo X ο ος a 79 ce T Wes Ye PEE š 
NUT. ας SU t a m sl e fe sl ο . 
SCREW v + Q ar 9 ος a é "W ὁ Ç 
WASHER +. . +. + . . è š AE s 
DUCT ASSEMBLY, Heat and vent system fuselage station 385 
camera compartment air vent 
. OUTLET ASSEMBLY, Heat and vent system fuselage station 385 . 
camera compartment vent air 
. OUTLET ASSEMBLY, Heat and vent system aft camera . . . . . + 
compartment defrost air : 
. CONNECTOR, Heat and vent system duct ... 
+ CLAMP. . , « « « + «© © ὁ © © ὁ ο s ο m n n 
. CONNECTOR, Heat and vent system duct ... 


Uu 
a 
B 


sta 


CLAMP, "T" bolt (MAR). Pci 
DUCT ASSEMBLY, Heat and “vent system ' füselage 8 
to station 405 camera compartment vent a 

e 


OLAM 2 Do e ας 
SCREW. EP e ee αν ος 
WASHER . . ο. 


9 . © © o 


. e o 
. .. n 
. . 


CONNECTOR, Heat and vent System duct . . 
CLAMP, "T" bolt (MAR). : i 
u 


. 
. 
. ` 
. 
. 


a 
r 
8 


feo ο o n n 
H 
Over. ooo 


OUTLET ASSEMBLY, Heat and “vent system fusela; 
camera compartment vent air 

NUT. ...o.o. ὁ « ο ὁ ο ὁ ο ὁ ὁ 9 ὁ 9 ο ὁ 9 ο 5 5 ο ο 

BOLT s ç . ο ὁ « 5 Ὁ 4 «6 4) ο as 5. 6 ο οἱ a 4 ὁ 

WASHER . . +. + . . ο t n 

DUCT ASSEMBLY, Heat and “vent system fuselage station š 
424- 5/8. camera compartment vent air RH side 

. GASKET, Heat and vent system camera compartment fuselage . . 

station 424-5/8 duct 

. CONNECTOR, Heat and vent system duct . . . . . + + + seos 

. CLAMP. .... ys cia 

. DUCT, Heat and vent "system fuselage. station "4221 5/8. 2342 a 
camera compartment vent air 

CLAMP. . o « < < ^» e e ὁ e ο ο ° n 

NUT. . .. . ... 


oe ee owe 


& 


WASHER . . . + + .. . o es 9*9 « 

OUTLET ASSEMBLY, Heat and vent system fuselage 
424 camera compartment vent air 

CLAMP. . . 

NUT. . .. 

SCREW. . + 


τα 
Q 
Ë 
T 


station 


WASHER . : 
HOSE (NA) I 
CLAMP. . E 
ADAPTER. . 


SWITCH ASSEMBLY, Ai 


. 
. 
. 
. 
. 


ΠΩ Οδ PEND Pp PENN HPN PRP RRP OPED B ΓΩ PEN ΓΕ’ 


eto] 9 ὁ ο .. 
oe ee 9 2| 5 n9 
oe t 9 ο ο 9 
` ` 0 ο . ο ο ο 
oe ee wo n t9 9 
9 9 + > s ο 9. 
e... ο ο ο ο: 
` `. ee 9 9 » o 
9 5 ee 9 ο n n9 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 217 - FUSELAGE STATION 424 TO STATION 463 CAMERA COMPARTMENT 


HEAT AND VENT SYSTEM HEATER INSTALLATION 








H-175-53-16B 














FIGURE & PART UNITS 
INDEX NUMBER NUMBER -A 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
217 175-53302 HEATER INSTALLATION, Heat and vent system fuselage sta 424. . . Ref 
to sta 463 camera compartment (see fig 73 for next assy) 
No Number . HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT . Ref 
i (see figure 218 for detail breakdown) 
-1 175-53314 - BLOWER ASSEMBLY, Heat and vent system RH fuselage sta 437 . 1 
camera compartment heater 
ATTACHING PARTS 
-2 AN3-3A . BOLT. wx Ὁ οφ Sey, Genes: qui laii 5.» : ps š 4 
AN960D10L - WASHER . Re ll lecta ues tui cw catia’ ο eee E. C US. ὦ 8 
AN365-1032 . NT... is a ME FECE E EE is . ath . 4 
---κἘ--- 
-3 AN520-10R10 - > SCREW EET sw s MA E ats 7 ie . 29 
e nr EA 
400 





AN 01-60AABA-4 - 
FUSELAGE (Cont) 





Section I]! 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
217 AN960D10L - . WASHER spe ἐφ Rte Te AA δή sor fe TET SOR wes ie Ody is DO 

AN365-1032 oux ΝΠ... ο. : "ut £ ew ws. 29 
-4 175-53331 +. GASKET, Heat and vent camera compartment blower. E 1 
5 175-53328-5 eus SUPPORT, Heat and vent system RH station 437 camera. . . . 1 
; compartment blower 
-6 175-53328-3 SUPPORT, Heat and vent system RH fuselage station 437. ore 1 
camera compartment blower 
~7 175-53311 + + DUCT ASSEMBLY, Heat and vent system camera compartment . , 1 
blower discharge 
-8 AV65-4-8000Dx4 BLOWER ASSEMBLY (HGP). š . $us ol 
-9 175-53324 VALVE ASSEMBLY, Heat and vent system camera compartment " y 1 
RH fuselage station 450 air diverter 
-10 AN3-3A οὐ BOLT oo νο ο ase ign Ya? ἐᾷ NN QS, ai NUUS. οὖς, Teh Te ο EAN beret 4 
AN960D10L s WASHER. ο, Ὁ oy iUos fet eee? sw Ὁ ὦ Ja aaa “Adee 8 
AN365-1032 oo NUT s s A ὃς ο a 4 
-11 175-53324-19 š GATE ASSEMBLY, Heat “and “vent system camera compartment e 1 
RH fuselage station 450 air diverter 
-12 175-53324-15 DE HINGE HALF, Heat and vent system camera compartment. . 
station 450 
-13 175-53324-25 x" ES UE HINGE HALF, Heat and vent system camera compartment, . 
station 450 
-14 AN253~-4-375 wwe oc PIN. Se aes < š suec cub 
-15 175-53324-17 Z. ans SEAL, Heat and vent system camera compartment RH PRETI 1 
fuselage station 450 air diverter 
-16 AN3-3A < «αν «ΘΟΕ... ο κ ο AR ZS e Cel, iei το. EM. Mee 2 
AN960D10L e ος WASHER GS 40x usis τος Ὅτε S Ces e Wh ὃν ῳ φριῳ Aah Ss 4 
AN365-1032 š NUT. . . . ENT I ee ree vun Ὁ 
-17 175-53336 ; GASKET, Heat and “vent system camera compt diverter valve. sz 1 
-18 AN3-4A ὅν BOLD να ive ou dois! re κα ae et ο eo cal Gh RS he deeded et NN ¿QA 
AN960D10L oe WASHER? ο) ας 2 0609,09 a Zoe ος om | She! dA ων οφ των ος οι eh ee cee, LB 
AN365-1032 ο ‘NUT < + «wy ο 
-19 175-53309-59 . LINE ASSEMBLY, "Heat and vent sys “Pus” sta “yoy” to sta 463 ele 1 
camera compartment 
3H2L4-13 . HOSE (NA). . Veg 1 
-20 175-53332 . SCREEN ASSY, “Heat and vent. sys “sta 424 to 463 camer compt Voie 1 
-21 175-53315 + DUCT ASSEMBLY, Heat and vent system station 424 to 463. ... 1 
camera compartment 
-22 325-0.625-6. 7508 . CLAMP ASSEMBLY, (MAR) . . FOE" 1 
-23 175-53333 . SEAL ASSEMBLY, Heat and vent system station lol to "463. ie ere 1 
camera compartment 
-24 175-53325 . DUCT ASSEMBLY, Heat and vent system station 424 to 463. . . , 1 
camera o 
-25 325-0.625-4.1878 . CLAMP (MAR). " sv 5 2 
-26 1175-53335 . DUCT ASSEMBLY, "Heat and vent system camera ' compartment. $^ 1 
ram air flexible . 
-27 - 175-53312 . HEADER ASSEMBLY, Heat and vent system station 424 to 463... 1 
camera compartment 
-28 175-53474-93 . LINE ASSY, Camera heater fuel fus sta 424-5/8 to 450- 3⁄8. = Ms 1 
-29 AN911-1D + NIPPLE. . . . ee 1 
-30 175-53323 . DUCT ASSEMBLY, “Heat and vent system camera compartment "Rh ET 1 
fuselage station 444 combustion blower inlet 
-31 146-53321-5 . CONNECTOR, Heat and vent system duct. . . . . a e , + + + +< x 1 
-32 3H2-40-6 . HOSE (NA). n MA DP 1 
-33 1175-53437 . CONNECTOR, Heat and vent “system camera compartment. ..... 1 
| combustion air EE 
-34 CM0O25-4-1/2CC +. FAN AND MOTOR UNIT (HGP). . ear κο EE E EE 1 
-35 AN365-428 Br, μον μυ rs SS de EE" AIRE ο ο wee SA μμ fer cet ve 4 
~36 AN960D4 16L om WASHER ur fia? Aer ayu na al vat sek, εκ ὡς Q. τς, cere rao ar e A net in. g 8 
-37 AN4-5A + BODT. Scent Me wits so tiem So ve op iu ao du ters mee o SU αν c LOL TESTED NS fe 4 
-38 3H2-24-10 . HOSE (NA) . . . . ë eats ον kasa se: τον, ατμών ο ο Sas BA e 2 
-39 G475015A . COMBUSTION AIR VALVE (Sw) Paes ο a c re. hel CRISE Nes cer cee a 1 c 
-40 175-53320 + DUCT ASSEMBLY, Heat and vent system camera compartment... . . 1 
: combustion air regulator valve to heater 
-41 103D6E FUEL PRESSURE SWITCH (MCQ). . ................. 1 
ATTACHING PARTS 
AN520-10R8 SCREW ήν ανν η e AD Rudin SU duce tds ede: ἐδ ολ. ur en 2 
AN960D10L s WASHER. 47. 6c. d a moo m coe ὁ ee ON. do Ὁ erie a cg 4 
AN365-1032 s. NUT vade Homes Pie el oe αν. Qa ia, ο a Ca a μα αμ. 
===... = 
-42 175-53474-29 - LINE ASSY, Camera compt heater fuel filter to pressure switch 1 
-43 175-53474-33 . LINE ASSY, Fuselage sta 424-5/8 bhd fiting to tee-fitting. . 1 
-44 AN824 -4D s PEB: eige 39 a we tele teh eh S taa ο bate m UAE el ὃν e ena 1 
-45 ANS16-4D + NIPPLE. . . ο ea Ol eh ita --- 1 
-46 450-0 . FUEL FILTER (SKP) ον νι SS eee erie er νι) Vat “al te) WU Be e το ee ϱ Ὁ 1 
-47 AN365-1032 M UPC 2 
-48 AN960D1OL s WASHERS ο ο ο Serie UA oue wae ο ete Tec ῳ' κ... 4 
-49 NAS3DD3-26 + SPACER, Screw and bolt. . . . ................ 2 
-50 AN520-10R32 6 SCREW 4 Za ο ο Sa See SS (ELE Nei cam Way es PRA a 2 
-51 AN911D Σ XNIPPLELIG o SS sk ee] se ο etree a? vele Ὁ Sua SUMUS Geet τῷ ee TUUS £ 
-52 NAS43DD3-10 + SPACER, Screw and bolt. ..................... 1 
-53 AN520-10R12 ap RW ὃν z ο tas eine a tal τῷ Tent Be eh ne RG er NM 1 
-54 AN742D23¢ « CLAMP... . ea: (i eL 52 3:7 9 ο ο ο cer Br Gos Cor “Sf sss lov Cd d 1 
-55 610-4D6 - VALVE, Solenoid fuel shut-off (MH). . . SUUS bI. de. qoe ντο TAA ae Z 1 
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H-175-53-17A 


FIGURE 218 - HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT 














AN 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 











FIGURE & PART EABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ας CODE 
218 No Number HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT. . . Ref 
(see figure 217 for next assembly) 
-1 930B3 . HEATER ASSEMBLY, Heat and vent system (SW) . . . . . . . . . 1 
-2 455-0.750-250S . CLAMP, Heat and vent heater support (MAR). . . . . . . . + x 2 
-3 42189-12-873SH . COUPLING way ον ο ο wu r etre,’ Bt el M = SSE Selb ος 2 
-4 42189-10-873SH . COUPLING (MAR)... aN QUE so) ah s ae 2 
146-53443 . GASKET, Heat and vent system heater inlet "and outlet duct. . 2 
-5 AN6265 -4 -15 . HOSE ASSEMBLY. . +. . . > "Wu 1 
-6 175-53309-49 . LINE ASSEMBLY, Heater combination "section drain to drain tee 1 
-7 AN816-6 P aS Ue Sa S ce dud Pole Sp A AE 1 
-8 AN824 -6 ο TEE; S wys ο E das e ο ter τς ο se ec “GH rar ien fp pe ue 1 
-9 3H2L4 -64 . HOSE (NA). "— ο ο es Ge whe) cana’ Yen CETT 1 
-10 AN840-4 ` ADAPTER. . . .- Ss NEP QUEUE ὃν a W sel. W: I q.s 1 
-11 175-53317 . SWITCH ASSEMBLY, Heat and vent system RH fuselage station. . 1 
450.375 combustion air pressure 
P90l-1 + . DIFFERENTIAL PRESSURE SWITCH (AEO). . . . . . , + s + ο ew 1 
-12 AN365-1032 + « NUT Gite. Se Wie eee Nue a tues Ye ie’ ος 3 
NAS43DD3 -6 "E SPACER, Screw and bolt. Εν CONS Se ο. 3 
-13 AN3-3A at. cet BOLT 2 50 e ara bea hey 9-1, $C eh Le CY LO Yw a E ie, (RI Ye: Ce 4 
ΑΝΟΘΟΡΙΟΙ, . . WASHER. . . « e“ IDEE 4 
-14 175-53316 . » SUPPORT ASSEMBLY, Heat "and vent syste RH fuselage. ... 1 
station 450.375 combustion air press switch 
-15 AN912-1D e ue: -BUSHING v ow: aa ce (m eS!) οἳ δος ^. wow e ema! 2 
-16 AN823-4D sow ELBOW s ον. ο νο Sel ο 5 ee we ww 18 Si wee αὶ aa ὦ 1 
-17 AN844 -4D p ELBOW. . . . . ς΄. ο ο νο Μο. 1 
-18 175-53321 š BOX ASSEMBLY, Heat and vent system RH fuselage station . . . 1 
437.5 camera compartment heater ignition 
ATTACHING PARTS 
-19 AN3-3A ; vc BOLT aeu sac a a LU Le eco RICE IN OTRO WY TR οὔ vet e 7 
AN960D10L Etro MEM "uU 
AN365-1032 e ΝΕ ec tS IUS. μα TIR OR ER A I S. qa Jy W T 
An quam DE unie 
-20 ANH -6A Eo ον BOLT MEE e A a ο ο Φος δι (ο Ὁ νῳ 3 
ANQ60D416L + . WASHER. . cue Oe Oeics, el e CY Gh A 3 
925C1 + . IGNITION ASSEMBLY, “Heater (SW). . w Ve ud 1 
-21 175-53334 + . SUPPORT, Heat and vent system RH fuselage station gee 1 
437.5 camera compartment heater ignition unit 
-22 175-53313 . HEADER ASSEMBLY, Heat and vent system camera compartment . . 1 
heater discharge 
175-53359 + GASKET, Heat and vent system camera compartment heater... 1 
discharge 
-23 AN520-10R8 a ¿OCREW ο Ὁ sese ch oce a 9 es a TON St UO SE vel -a 12 
AN960D10L ; WASHER & af Ja a 0 ο EV eom a CRI eee e e ce ο, 8 
AN363- -1032 a NUD is ee eh eo ο A A ο YR. eb ew ο Br ο ο 12 
-24 51B66 . THERMOSTAT (VCH) . . . + +. +. » «» ια“ ὁ ὁ ο 1 
-25 51B68 @ THERMOSTAT (VCH) 4 4. 6 . «4 4 « «e. 00 ee ἡ ο ο m ο nsn 1 
-26 51B70 . THERMOSTAT (VCH) . ° . š ον ue ο ος ie 1 
175-53428 . GASKET, Heat and vent system thermostat compartment control 3 
-27 175-53309-45 . LINE ASSEMBLY, Heater combination section forward drain. . . 1 
to drain tee 
-28 AN816-6 . NIPPLE . . . « diced. nos les cV. e 1 
-29 175-53309-41 . LINE ASSEMBLY, Camera "heater exhaust to pressure switch. . . 1 
-30 AN365-1032 s NUTT USE saison ss bers Sol a Sar “ia Mai utter δρ hal an pay τῷ ο Taste. Pas SP ‘ot tala 8 
-31 AN960D10L e WASHER Τις. 42 00e S 9 9 ὦ a a a e 16 
-32 AN3-3A ¿ BOLT Ue è . ο το aa S Ku vl ο νο 8 
-33 175-53410 + GASKET, Heat and vent "system camera compartment heater . . . 1 
exhaust upper i 
-34 175-53339 . FLANGE, Heat and vent system camera compartment heater . . . 1 
exhaust š 
-35 AN737RM91 + CLAMP. .... € «Wisi a A c» “δω pe 1 
-36 No Number . DUCT ASSEMBLY, Heat “and Vent stem 3" diameter. . . . . . + 1 
: (NA Spec. dwg 175- 953315 
T -37 43688-300 + COUPLING (MAR) . . . . . . . . . x λος. 1 
-38 175-53326 . GASKET, Heat and vent system camera compartment "heater . | . 1 
exhaust 
-39 175-53309-53 . LINE ASSEMBLY, Heater combination section "T" overboard. . . 1 
-40 1175-53335 . DUCT ASSEMBLY, Heat and vent system camera compartment . . « 1 
ram air flexible 
-41 325-0.625-4.187S . CLAMP (MAR). . a a a ο ο wo eee 2 
-42 WBOO2-4A . VALVE ASSEMBLY (ven) E re) TC eu ο νην 1 
-43 AN3-4A » BOLT. v 493 ο ο ο ο ο ο ο ορ ο. 6 
AN960D10L ¿ WASHER c. 252-9. ὁ’ ea) w fen Ver Ue Tt IN ee ee e RT 12 
AN365-1032 . NUT. ara A ο ο E A ο 9 ie ben Š 6 
-44 175-53346 z GASKET, "Heat and vent system camera compartment modulating . 1 
valve 
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FUSELAGE (Cont) 





FIGURE 219 - FORWARD CAMERA COMPARTMENT WINDOW HEATING AND VENTILATING SYSTEM EQUIPMENT INSTALLATION 


4o4 








PART 
NUMBER 


175-53305 
175-53400 


1 
HEATING AND VENTILATING SYSTEM EQUIPMENT INSTALLATION, Forward 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


camera compartment window (see fig 89 for next assembly) 


NOZZLE ASSEMBLY, Heat and vent system fuselage station 86 , 
viewfinder window defrost 


ATTACHING PARTS 


AN509-10R8 
AN960D10L 
AN365-1032 


a 


175-53399-5 


AN737RM58 
175-53340-11 
AN737RM58 
175-53403 


146-53221-25 
175-53402 


175-53399-3 


175-53416 
AN737RM58 
146-53321-25 
51B72 
AN515-6R10 
AN960D6L 
AN365-632 
AN5525-1 
175-533118 


AN960D1016 
175-53417 


. 


SCREW: iw ia τα, See dorus ae eet το ak LEO ών το Cas 
WASHER 02000 ο ο ee sl sah ο r ας te ce ue ο I. Vo ee Ge qa Z 


NUT. o ο wy D e oye ule dex e A ο ο en A 


SEAL, Heat and vent system forward camera compartment . 
viewfinder defrost air duct 


CLAMP... νην 
HOSE, Heat and vent system flexible + s.s + + + om + sm nm n 
CLAMP... 


LINE, Heat and vent system. fuselage station 66 to station 
82 viewfinder window defrost 

CONNECTOR, Heat and vent system duct. . . "P 

LINE, Heat and vent system fuselage station 521 1/2" to.. 
station 66 viewfinder window defrost 

SEAL, Heat and vent system forward camera compartment . . 
viewfinder defrost air duct 

TUBE, Heat and vent ον viewfinder window defrost. 

CLAMP Bie len ere ο a τῳ - 

CONNECTOR, Heat and vent system duet. . 

TEMPERATURE CONTROL ELEMENT (VCH).... * 


SCREW: isk ar elie ον aw. a eS ο οι a 5 e eee ο) ϱ 
WASHER. v 364.495 9 rs Se ee Bos desk ww d w 
NUT Vo elec BS Se Be es δι δι WU τῷ SII TE, 
BULB. . . . = A <. ¿e <. E NE 
NUT, Heat and vent system forward camera compartment. xw 


air distribution system 
WASHER ο Ὅς NS xe ts aan ο oS, dE eL e. ^s 
BRACKET, Heat and vent system forward camera compartment. 
thermostat and thermometer 


ATTACHING PARTS 


AN3-4A 
AN960D10L 
AN365-1032 


---*--- 
153-53452 
AN365-1032 
AN520-10R8 
AN960D10L 
AVG. 5-4 -8000Dx4 
175-53406 


AN365-1032 
AN3-4A 
AN960D10L 
175-53331 
175-53309-81 


AN815-4D 
175-53474-21 


AN822-4 
175-53392 


325-0.625-4.06258 
175-53407 


A 
WASHERS: i sowie we Bods whee A lia WD a N 
NUTS zs cok ο ets ο ο μα eR ei a de 


GUARD ASSEMBLY, Defroster system blower 


SCREW -s 4-4 cw E E NND ee ee le 
WASHER. . . "EC D Moet ue «ὦ Bikey ee Ve Oe er epis 
BLOWER ASSEMBLY (JOI) . . . . dee Sinay acq. yeh ique 
SUPPORT ASSEMBLY, Heat and vent system forward camera . . 
compartment defrost blower lower š 
NUT 0 Les aa ος ae ο αὶ ον LU ο «Rv ον CR ο. 
BOLT. . oc ο Jar ο ο xw wmv dr mo eh ο ipo τὲ 
WASHER. +. . . . . . E Er $a 467 so; Mex tw 


GASKET, Heat and vent system. camera compartment blower. . 

LINE ASSEMBLY, Nose camera defrost air blower duct to. . 
ος switch 

UNION... . 

LINE ASSEMBLY, “Nose camera “defrost. air "blower duct “to . . 
SURE switch 

ELBOW. . . 

DUCT ASSEMBLY, "Heat and vent system forward compartment z 
window defrost blower discharge 

CLAMP (MAR) ........ š πῃ οἱ JS tenet ara 

SUPPORT, Heat and vent system forward camera compartment, 
blower discharge duct 


ATTACHING PARTS 


AN3 -4A 
AN960D10L 
AN365-1032 

as. E a 
AN931-21 -28 
42737-4 .000 
42535-4, 000S 
c932 
175-53398 


51B74 

175-53428 
AN520-10R6 
AN960D10L 
AN363 -1032 
175-53405 


AN3-5A 
AN960D10L 
AN365-1032 
175-533117 


175-533115 


BOLT. + e ro ese 9 wm e e ος W ὁ QU e. g ZQ 
WASHER 6. 4 S s ox. SR o A a 
NUT. uu uU E Um eee ie. S aQ Ὅς A 


GROMMET . . DR" 
SLEEVE (MAR). "e 
COUPLING (MAR). . 
HEATER (CLP). . . . k 
ELBOW ASSEMBLY, Heat and vent 

compartment discharge. 
ELEMENT (overheat) (VCH). : š voe 


. . . . . 
. . e e e è ο 
. . . > oe . 
. . . . 


ystem forward camera 


` ` < ο n 
` ` ο ee 
` t ο we 


Quen 
A ics tus 


oe * + ο ° ο 


ee ee “° n 


` ` ο - 


GASKET, Heat and vent system thermostat compartment control 


SCREW L SLA 4 «9 Ae RR E Ate άν. hs ON 
WASHER; e Q S pla us S de dea ae aaa fee 


z 
3 


DUCT ASSEMBLY, “Heat and vent "system forward camera. 
compartment ventilation 

BOLT. oia Be οἱ ον de ως ον wv del ee ο) ὃν ος 

WASHER: e "P iat ae ee Gas ee. a a Se Ea 

NUD . ος ο 5 2-409 € ο... GR ο p QU: De AS ed 

FLANGE ASSEMBLY, Heat and vent system forward camera. 
compartment window defrost check valve 


.. 


Section [| 


UNITS 


oe 8 t os ° n 9 n oe ee 


DUCT, Heat and vent sys fwd camera compt window defrost right 


PER ASSY. 


Ref 


m 
eA me EOF — — 


1 


πίε! P NNN 


PPLODNDANER +. PN 


he 


NED 


= ° 


For e -. 
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Group Assembly Parts List 


USEABLE ON 


CODE 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
219-43 175-533116 + DUCT, Heat and vent system forward camera compartment . . . , 1 

: i window defrost left 
-44 146-53321-17 +. CONNECTOR, Heat and vent system dücGt. εν a Eu ou 2 
AN737RM74 ` CLAMP... ο ο ο... 
-45 175-53396 + DUCT ASSEMBLY, “Heat and vent system forward camera. . . . . . 1 
. compartment window defrost air 
-46 146-53321-11 . CONNECTOR, Heat and vent system duct. . . . . . , . . , + ον 1 
-47 51C60 > CONTROL BOX (VCH) . dete fee Part eur ο ανα αμ. 1 
ATTACHING PARTS 
AN515-8R8 s: ΜΑ ναοῖς. “SE eg ο Ses Όρος ο Bil See bee WE AD rd 4 
AN960D8L + WASHER. ια κ a ο αν edes o m eo wo ce fe eos d 
ETE s. 
-48 PG208AS3 . PRESSURE SWITCH (ΜΗ)... ....-............... 1 
-49 AN515-8R8 5. SCORE ke 9.4 wo a a A e ad 4 
ΑΝΟΘΟΡΘΙ, . WASHER. .. EDU NN “oe a ate, Jee fal wal clay hg! S W Set ce 4 
~50 175-53393 . OUTLET ASSEMBLY, “Heat and vent system forward camera. . . ο . 1 
compartment window defrost check valve 
-51 175-53340-21 . HOSE, Heat and vent system flexible . . . . . . s s s + + < À 1 
AN737RM74 . CLAMP dep e y . A αὶ €. WR € els 2 
~52 175-53408 . BODY ASSEMBLY, “Heat and vent system forward camera. . wow. ᾱ 1 
compartment window defrost check valve 
-53 175-53413 + GASKET, Heat and vent system forward camera compartment . . . 1 
window defrost check valve body 
-54 175-53411 + FLAPPER ASSEMBLY, Heat and vent system forward camera . . . . 


compartment window defrost check valve 


-55 AN393-57 ος AIN Is A ο o ρων ος, D κα 1 
-56 ΑΝΟΘΟΡΙΟΙ, s. WASHER. e S u δεν e κ): (yop (Ww. ο τν eu Sul sel ας ecce ὡ Pl 
-57 AN365-1032 st PNUD IS. ὁ ela Se eg nue Xe Luis Ue δ ο ο Seat mercer ss B 
-58 AN3-6A a BOLT. 4o. ox eno S. € . ἄν, ᾱ- (4 ED «οἱ ο οὐ uote 4 
-59 175-53412 . CLIP, Heat and vent system forward camera compar rtment .... 1 
window defrost check valve 
-60 AN3-5A . BOLT. 4 52 « . s au 2 
-61 175-53394 + MANIFOLD, Heat “and "vent system forward camera compartment kx 1 
window defrost air: 
-62 175-53340-9 +. HOSE, Heat and vent system flexible . . . . . , . , + . + νο 1 
AN737RM66 . + CLAMP. ... P S Car se. Q 2 
~63 175-53415 . TUBE, Heat and “vent system forward” camera compartment eaten Ig 1 
: window defrost 
-64 146-53321-3 . CONNECTOR, Heat and vent system duct. . . . . . . . e , , .. 1 
AN737RM66 . CLAMP... š DE 
-65 175-53358 . TUBE, Heat and vent System "forward camera compartment es eno 1 
window defrost air 
-66 AN931-21S2B x, GROMMET . 4. se: ais ὃς le νο) S «ο. es ae vo moe Wu q ew A ee ee a W 1 
AN737RM66 . CLAMP... si fa: tote $m. Ὁ 
-67 175-53440 . VALVE ASSEMBLY, Heat and “vent System forward camera Ὁ eek an ecce 1 
` ‘ compartment return 
-68 175-53442 - + FLAPPER ASSEMBLY, Heat and vent system forward camera. . . 1 
compartment return valve 
-69 AN520-10R10 Le SCREWS os ek sos a E WU tee ο, ce C ca cor γι, ος ος DA W 2 
- TO. AN960D10L + + WASHER . . . . . ο . eee ^ 2 
-71 1175-53443 + . CHANNEL, Heat “and vent system "forward camera compartment z 1 
; return valve Trapper 
-72 AN393-67 > PIN.... š TE Ado. VUE 
-73 175-53445 . SPRING, Heat “and “vent System forward camera: compartment ate 1 
return 
-74 AN3-4A © BOLT. 4 4. 4 . . "ET να κος -ψ e 
-75 175-53419 . CLIP, Heat and “vent System forward camera compartment od x ον 1 
return valve 
-76 AN393-9 oh SPIN 2 2 ο ο ο ο cy er E ama αὶ Ste GP Rel tD ete de ae ° SL 
-TT AN393-25 s ΡΝ 2. + e e “° ° 1 
-78 175-53444 . CABLE ASSEMBLY, Heat and “vent system. forward" camera MR ME SN 1 


compartment return valve 
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175-53503 


175-53503-11 
175-53503-13 
175-53503-15 
175-53503-17 
175-53503-19 
175-53503-21 
175-53503-23 
175-53503-25 
175-53503-27 
175-53503-29 
175-53503-31 
175-53503-33 
175-53503-35 
175-53503-9 
175-53503-7 
175-53503-5 
175-53503-3 
175-53503-37 
175-53503-39 
175-53503-41 
175-53503-43 
175-53503-45 
175-53503-47 
175-53503-49 
175-53503-51 
175-53503-53 
175-53503-55 
175-53503-83 
175-53503-85 
175-53503-87 
175-53503-81 
175-53503-79 
175-53503-TT 
175-53503-75 
175-53503-73 
175-53503-71 
175-53503-69 
175-53503-67 
175-53503-65 
175-53503-63 
175-53503-61 
175-53503-59 
175-53503-57 
175-53505 
175-53505-45 
175-53505-41 
175-53505-39 
175-53505-47 
175-53505-49 
175-53505-43 
175-53505-21 
175-53505-37 
175-53505-35 
175-53505-33 
175-53505-31 
175-53505-27 
175-53505-29 
175-53505-35 
175-53505-23 
175-53505-51 
175-53505-13 
175-53505-11 
115-53518 


175-53518-235 
175-53518-237 
175-53518-229 
175-53518-225 
175-53518-221 
175-53518-217 
175-53518-211 
175-53518-213 
175-53518-233 











AN O1-60AABA-Y * 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


INSULATION INSTALLATION, Aft camera compartment complete 


$9 * o9 9 9 9 ......................................s.s.s. 


(see figure 221 for next assembly 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 


complete. 
complete. 
complete. 


INSULATION ASSEMBLY, Aft camera compartment complete. 


INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, t camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compártment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 


. 
. 
. 
. 
. 
. 
. 
. 
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. 
. 
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. 
. 
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INSULATION INSTALLATION, Aft camera compartment RH side 
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. 
. 
. 
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. 
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` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
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. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft.camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera cómpartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
INSULATION INSTALLATION, Aft camera compt fus sta 424-5/8 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
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UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
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Group Assembly Parts List BOE DOMI 
FUSELAGE (Cont) 





I — H-175-53-58 





FIGURE 220 - COMPLETE AFT CAMERA COMPARTMENT INSULATION INSTALLATION 
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PART 
NUMBER 


175-53518-239 
175-53518-241 
175-53518-243 
175-53518-231 
175-53518-227 
175-53518-223 
175-53518-219 
175-53518-215 


175-53504 

175-53504-45 
175-53504-47 
175-53504-49 
175-53404-41 
175-53504-43 
175-53504-39 
175-53504 -33 
175-53504-31 
175-53504-35 
175-53504-37 
175-53504-29 
175-53504-27 
175-53504-25 
175-53504-23 
175-53504-15 
175-53504-17 
175-53504-19 
175-53504-21 
175-53504-11 
175-53504-13 
175-53506 

175-53506-29 
175-53506-31 
175-53506-27 
175-53506-25 
175-53506-23 
175-53506-21 
175-53506-19 
175-53506-17 
175-53506-15 
175-53519 





s.s e 9 9 s 9 9 9 + s se 9 s 9 9 ο 


INSULATION INSTALLATION, Aft camera compartment LH side . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


3 4 5 6 7 


INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 


INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 


INSULATION ASSEMBLY, t camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 


fus sta 311-7/16 to 329-1/2 


(see figure 225 for detail breakdown) 


NOMENCLATURE 


compartment fuselage . . . 


compartment fuselage . . . 


compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
NSULATION INSTALLATION, Aft camera compartment ceiling 

Af compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
compartment ceiling. 
NSULATION INSTALLATION, Fwd camera compartment closeout. 


Section l! 
Group Assembly Parts List 


compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage ... 1 


compartment fuselage... 1 
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- Group Assembly Parts List AN O1-60AABA-h 
| FUSELAGE (Cont) 





H-175-53-57B 


FIGURE 221 - HEAT AND VENT SYSTEM COMPARTMENT INSULATION INSTALLATION 
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FIGURE & 
INDEX NUMBER 


221 


Section Il 


-6 E - 
AN O1-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

175-53500 INSULATION INSTALLATION, Heat and vent system compartment. . . . Ref AD 

183-53500 INSULATION INSTALLATION, Heat and vent system compartment. . . . Ref cc | 

175-53502 . INSULATION INSTALLATION, Forward oblique camera compartment . Ref 

i (see figure 223 for detail breakdown)’ 

175-53503 - + INSULATION INSTALLATION, Aft camera compartment . . . . . . , Ref 
(see figure 220 for detail breakdown) 

175-53521 + INSULATION INSTALLATION, Fuselage station 224-5/8 radio . . . Ref 

i compartment (see figure 224 for detail breakdown) 

175-53525 . INSULATION INSTALLATION, Radio compartment LH . . . . . . . x Ref AD 
(see figure 224 for detail breakdown) 

183-53525 + INSULATION INSTALLATION, Radio compartment LH . . . . . . . . Ref cc 
(see figure 224 for detail breakdown) 

175-53526 +. INSULATION INSTALLATION, Photo technicians compartment. . . . Ref AD 
(see figure 224 for detail breakdown) 

175-53526-101 . INSULATION INSTALLATION, Photo technicians compartment. . . . Ref CC 
(see figure 224 for detail breakdown) 

175-53527 . BOOT INSTALLATION, LH flap hinge arm air seal . . . . . . . . Ref 
(see figure 222 for detail breakdown) 

175-53528 . BOOT INSTALLATION, RH flap hinge arm air seal . . . . . . . , Ref 
(see figure 222 for detail breakdown) 

183-53527 .' INSULATION INSTALLATION, Fuselage station 199-1/2 top . . . . Ref cc 


(see figure 222 for detail breakdown) 
INSULATION INSTALLATION, Pilots compartment complete. . . 
INSULATION INSTALLATION, Pilots compartment complete. `. 


175-53501 
175-53501-201 


= 
O 

r° 
Q 
Q 


PANEL, Fuselage sta 136 to sta 141.5 left side insulation. 
PANEL, Fuselage sta 131.5 to sta 136 left side insulation. 
PANEL, Fuselage sta 125 to sta 131.5 left side insulation 
PANEL, Fuselage sta 125 forward left side insulation .. 


175-53501-35 
175-53501-33 
175-53501-31 
175-53501-51 
175-53501-45 
175-53501-29 
175-53501-27 
175-53501-25 
175-53501-49 
175-53501-43 
175-53501-23 
175-53501-47 
175-53501-41 
175-53501-21 


175-53501-19 
175-53501-17 
175-53501-15 
175-53501-111 
175-53501-115 
175-53501-109 
175-53501-113 
175-53501-75 
175-53501-73 
175-53501-70 


PANEL, Fuselage sta 125 forward left side insulation . . . 
PANEL, Fuselage sta 114 to sta 125 left side insulation. . 
PANEL, Fuselage sta 114 to sta 125 left side insulation. . 
PANEL, Fuselage sta 103 to sta 114 left side insulation. . 
PANEL, Fuselage sta 114 to forward left side insulation. . 
PANEL, Fuselage sta 114 to forward left side insulation. . 
PANEL, Fuselage sta 91-1/4 to sta 103 left side insulation 
PANEL, Fuselage -sta 103 forward left side insulation . . . 
PANEL, Fuselage sta 103 forward left side insulation . . . 
PANEL, Fuselage sta 83-1/2 to sta 91-1/2 left side . . . . 
.insulation 

. PANEL, Fuselage sta TO to sta 79-1/2 left side insulation. 
PANEL, Fuselage sta 60-1/2 to sta 70 left side: insulation. 
PANEL, Fuselage sta 51 to sta 60-1/2 left side insulation. 
PANEL, Fuselage sta 51 left side insulation. ....... 
PANEL, Fuselage sta 51 right side insulation . . . . . . . 
Fuselage sta 51 lower center insulation . . . . ο . 

PANEL, Fuselage sta 51 upper center insulation . . . . . . 
PANEL, Bulkhead fuselage sta 51 upper center insulation. . 
PANEL, Bulkhead fuselage sta 1 upper LH insulation . . . . 
PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 

LH insulation 


175-53501-129 + + CARPET ASSEMBLY, Pilots compartment right intermediate . . 1 
175-53501-127 + . CARPET ASSEMBLY, Pilots compartment right aft. ...... 1 
175-53501-121 + + INSULATION SIDE ASSEMBLY, Pilots compartment right .... 1 
175-53501-117 + . INSULATION SIDE ASSEMBLY, Pilots compartment left. .... 1 AD l 
175-53501-135 + . INSULATION SIDE ASSEMBLY, Pilots compartment left. .... 1 cc 
175-53501-13 + . ANGLE, Pilots compartment carpet attaching ........ 1 
175-53501-5 + . ANGLE, Pilots compartment carpet attaching . . +. . . . ον ο 1 
175-53501-9 + + STRIP, Pilots compartment right rub. . . . . . e . . o... 1 
AN509-8-8 ο ο οκ ο οὐδ. Bel ο ne 5 ο e da d a 5 
A3135 a: 5 “WASHER. (TIN) «55 wu 5. σοκ. SY Us eye cw et κ) eho ee aoa lal ver. 325 
175-53501-11 + + STRIP, Pilots compartment left rub . .. ......... 1 
AN509-10-8 » aw “SCREW so. 1e ο ES, 
A3235-020 v, wc WASHER, (TIN) Lu som anana Row fey ves δι en RV Re S a 3 
175-53501-125 + + CARPET ASSEMBLY, Pilots compartment left forward . . . .. 1 
175-53501-123 + . CARPET ASSEMBLY, Pilots compartment left aft . . . . . . . 1 AD 
175-53501-131 + + CARPET ASSEMBLY, Pilots compartment left aft ....... 1 cc 
175-53501-119 + . CARPET ASSEMBLY, Pilots compartment aft intermediate . . . 1 AD 
175-53501-133 + + CARPET ASSEMBLY, Pilots compartment aft intermediate . . . 1 cc 
49203 s.» FÁSTENER (ÚC); i Q SS erne fate sO seua ç YS. WL one xe ae. ο Ὁ erus 36 
175-53501-39 + . PANEL, Fuselage sta 147 to sta 158 left side insulation. . AD 
175-53501-3 + . PANEL, Fuselage sta 147 to sta 158 left side insulation. . AD 
175-53501-37 + . PANEL, Fuselage sta 141.5 to sta 147 left side insulation, AD 
175-53501-71 - . PANEL, Fuselage sta 141.5 to sta 147 left side insulation. ος 


Bia ipi Ἐν pp p [4 [1 [1 d I [4 = = 


"d 
B 
5 


175-53501-67 + + PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 
RH insulation 

175-53501-69 + . PANEL, Upper forward fuselage. sta 60-1/2 to sta 70.... 1 
RH insulation 

175-53501-68 - . PANEL, Upper forward fuselage sta 60-1/2 to sta 70.... 1 
LH insulation 

175-53501-63 + + PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 
LH insulation 

175-53501-65 + . PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 


RH insulation 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


-ᾱ--- τι ο οτι ο τσ ο ο PSS Sp 
ce UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
221-43 175-53501-57 + . PANEL, Bulkhead fuselage sta 158 lower LH insulation . . . 1 AD 
-44 175-53501-59 - . PANEL, Bulkhead fuselage sta 158 lower center insulation . 1 AD 
-45 175-53501-61 - . PANEL, Bulkhead fuselage sta 158 upper center insulation . 1 AD 
-46 175-53501-53 . . PANEL, Bulkhead fuselage sta 158 intermediate. . . . . a. 1 AD 
. LH insulation 
-47 175-53501-55 - . PANEL, Bulkhead fuselage sta 158 upper LH insulation . . . 1 AD 
-48 175-53501-81 - . PANEL, Fuselage sta 114 to sta 158 RH insulation . . . . . 1 
175-53501-77 - . PANEL, Fuselage sta 114 to sta 146 RH insulation . . . . . 1 
175-53501-79 . . PANEL, Fuselage sta 147 to sta 158 RH insulation. . . . . 1 
-49 175-53501-83 . . PANEL, Fuselage sta 103 to sta 114 RH insulation . . . . . 1 
-50 175-53501-85 + . PANEL, Fuselage sta 91-1/4 to sta 103 RH insulation. ... 1 
-51 175-53501-87 + >, PANEL, Fuselage sta 79-1/2 to sta 91-1/4 RH insulation . . 1 
-52 175-53501-89 + . PANEL, Fuselage sta 70-to sta 79-1/2 RH insulation... . 1 
-53 175-53501-91 + . PANEL, Fuselage sta 60-1/2 to sta 70 RH insulation... . 1 
-54 175-53501-93 + . PANEL, Fuselage sta 51 to sta 60-1/2 RH insulation . . . . 1 
-55 175-53501-101 + . PANEL, Fuselage sta 79-1/2 forward RH insulation . . . . . 1 
175-53501-107 + . PANEL, Fuselage sta 79-1/2 forward RH insulation . . . . . 1 
-56 175-53501-99 . . PANEL, Fuselage sta 91-1/4 forward RH insulation . . . . . 1 
175-53501-105 + . PANEL, Fuselage sta 91-1/4 forward RH insulation . . . . . 1 
-57 175-53501-97 + . PANEL, Fuselage sta 103 forward RH insulation. E n τῷ 1 
175-53501-103 + . PANEL, Fuselage sta 103 forward RH insulation. ...... 1 
-58 175-53501-95 - . PANEL, Fuselage’ sta 114 forward RH insulation. . . . . . . 1 
-59 146-53501 . INSULATION INSTALLATION, Pilots compartment steps . . . . . . Ref ΑΡ 
146-53511-21 + . INSULATION SUB ASSEMBLY, Pilots compartment steps. . . . . 2 AD 
183-53511 + INSULATION INSTALLATION, Pilots compartment steps . . . . . . Ref cc 
183-53511-31 + + INSULATION SUB ASSEMBLY, Pilots compartment steps. . . . . 1 ce 
183-53511-33 e . INSULATION. SUB ASSEMBLY, Pilots compartment steps. . . . . 1 cc 
175-53524 . CARPET INSTALLATION, Photo technicians compartment ins . . . Ref AD 
175-53524-101 + CARPET INSTALLATION, Photo technicians compartment ins. . . . 1 CC 
-60 175-53524-3 + . CARPET SUB ASSEMBLY, Photo technicians compartment ins . . 1 AD 
175-53524-21 + . CARPET SUB ASSEMBLY, Photo technicians compartment ins . . 1 cc 
183-53524 . CARPET ASSEMBLY AND INSTALLATION, Third crewmans. . . . . . . Ref cc 
183-53524-19 - . CARPET SUB ASSEMBLY, Third crewmans. ...... ww. 1 CC 
-61 183-53524-3 a UR X PANEL ASSEMBLY, Third crewman's carpet . . . . . . + <+ 1 ος 
-62 183-53524-5 2t iro PANEL ASSEMBLY, Third crewman's carpet . . . . . . . + 1 CC 
-63 183-53524-7 E ee PANEL ASSEMBLY, Third crewman's carpet ........ 1 cc 
-64 183-53524-9 - . PANEL ASSEMBLY, Third crewman's carpet . . « sce s + + + x 1 ος 
-65 183-53524-11 e . PANEL ASSEMBLY, Third crewman's carpet . . . . . . . + ο ο 1 cc 
183-53523 + INSULATION ASSEMBLY AND INSTALLATION, Radio compartment ; . . Ref cc 
equipment access door 
-66 183-53523-3 + . PANEL ASSEMBLY, Radio compartment equipment access . . . . 1 CC 
door insulation 
-67 183-53523-5 + + PANEL ASSEMBLY, Radio compartment equipment access .... 1 cc 
door insulation 
-68 183-53523-7 + . PANEL ASSEMBLY, Radio compartment equipment access .... 1 ος 
door insulation 
183-53523-31 + . PANEL SUB ASSEMBLY, Radio compartment equipment access . . 1 cc 
door insulation 
-69 183-53523-9 ws fe ος PANEL ASSEMBLY, Radio compartment equipment access . . cc 
door insulation 
-70 183-53523-11 Sect Wen cv PANEL ASSEMBLY, Radio compartment equipment access . . 1 CC 





door insulation 
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ΑΝ 01-60AABA-h Group Assembly Parts List 
FUSELAGE (Cont) 



















FIGURE & PART UNITS USEABLE ON 
mous «με. NO o ο RASS CODE 
222 LH AND RH FLAP HINGE ARM SEAL BOOTS AND FUSELAGE STATION 
199-1/2 TOP INSULATION 
175-53527 . BOOT INSTALLATION, LH flap hinge arm air seal . . .. + < +. Ref 
(see figure 221 for next assembly) 
-1 175-53527-5 . . BOOT, LH flap hinge arm air seal . .. + + + + * * * * ° 1 
-2 AN227-6 f CL BUTTON s ao use gw bb wo ge oe ease Wa pe RS 
AN227-7 wh, ρα DEM M 
AN227-8 A. us SPUD oe a ω ώς ον ρα jay τν, CEU le TOR vx odes er 9 cp Se Rote us ey, eO 
175-53528 . BOOT INSTALLATION, RH flap hinge arm air seal ....... Ref 
(see figure 221 for next assembly) 
-3 175-53528-3 . . BOOT, RH flap hinge arm air seal . . +... + + * * * * ° 1 
-4 175-53528-9 . . STRAP, RH flap hinge arm air seal . . . . + + + +... * ° 1 
-5 175-53528-11 . . STRAP, RH flap hinge arm air seal . . . . . + + ee * * * 1 
-6 175-53528-13 . . STRAP, RH flap hinge arm air seal . . . . . + + es ees 1 
-T AN227-6 £ . BUTTON... 2 , < e k < < S n . n on . n . . ms s n n n n. 5 
AN227 -7 sce SOCKET ¿ 0256 7€ ve cee ὁ Bo Sed φάτο e ο ο MS 
AN227 -8 MOD deck ol a Bog a a S: aer 86 
AN227 -9 ELE e νην, Ww s BO 
183-53527 . INSULATION INSTALLATION, Fuselage station 199-1/2 top .. Ref CC m 
(see figure 221 for next assembly) 
-8 183-53527-3 . . PANEL ASSEMBLY, Fuselage station 199-1/2 top «. . . + - + 1 cc ü 
183-53527-5 : PANEL ASSEMBLY, Fuselage station 199-1/2 top... . . . 1 cc 
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H-175-53-56 


FIGURE 223 - FORWARD OBLIQUE CAMERA COMPARTMENT INSULATION INSTALLATION 
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AN O1-60AABA-! 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


ο MM —— M Ó— —— B —— MH M — Ó— 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
223 11715-53502 INSULATION INSTALLATION, Forward oblique camera compartment. . . Ref 
(see figure 221 for next assembly) 
-1 175-53502-41 . INSULATION, Fwd oblique camera compt fus sta 30 aft . . . .. 1 
-2 175-53502-35 . INSULATION, Fwd oblique camera compt fus sta 30 to HO. Ls 1 
-3 175-53502-29 . INSULATION, Fwd oblique camera compt fus sta ΠΟ fwd RH. . . 1 
-4 175-53502-23 . INSULATION, Fwd oblique camera compt fus sta 40 aft ΒΗ... « 1 
-5 175-53502-17 . INSULATION, Fwd oblique camera compt fus sta HO to 49-5/8 RH. 1 
-6 175-53502-T . INSULATION, Fwd oblique camera compt fus sta 49-5/8 fwd RH. . 1 
-T 175-53502-79 . INSULATION, Fwd oblique camera compt fus sta hood canted RH . 1 
-8 175-53502-65 š TNSULATTON, Fwd oblique camera compt fus sta hood canted. . . 1 
to 28 RH 
-9 175-53502-69 INSULATION, Fwd oblique camera compt fus sta 24-13/16 to. . . 1 
30 RH 
-1. 175-53502-73 INSULATION, Fwd oblique camera compt fus sta hood canted 30. 1 
-ι; 175-53502-63 INSULATION, Fwd oblique camera compt fus sta 22 to 30 ΠΗ. . . 1 
-12 175-53502-61 INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 
-13 175-53502-49 INSULATION, Fwd oblique camera compt fus sta 30 lower RH. . . 1 
-14 175-53502-51 INSULATION, Fwd oblique camera compt fus sta 30 upper RH. . . Ñ 
-15 175-53502-89 INSULATION, Fwd oblique camera compt fus sta 9.3 to hood. . . 1 
2 canted 
-16 175-53502-97 . INSULATION, Fwd oblique camera compt fus sta 9.3 center ... 1 
-17 175-53502-93 . INSULATION, Fwd oblique camera compt fus sta 9.3 to hood. . . 1 
canted y 
-18 175-53502-81 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
-19 175-53502-59 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 
-20 175-53502-47 . INSULATION, Fwd oblique camera compt fus sta 30 fwd center. . 1 
-21 175-53502-39 . INSULATION, Fwd oblique camera compt fus sta 30 aft center. . 1 
-22 175-53502-33 . INSULATION, Fwd oblique camera compt fus sta 30 to 40 center. 1 
-23 175-53502-27 . INSULATION, Fwd oblique camera compt fus sta HO forward center 1 
-24 175-53502-21 . INSULATION, Fwd oblique camera compt fus sta 40 aft center. . 1 
-25 175-53502-15 . INSULATION, Fwd oblique camera compt fus sta 40 to 49-5/8 . . 1 
center 
-26 175-53502-5 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 center. . 1 
-27 175-53502-3 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 LH. . . . 1 
-28 175-53502-13 . INSULATION, Fwd oblique camera compt fus sta 40 to 48-5/8 LH. - 1 
~29 175-53502-11 . INSULATION, Fwd oblique camera compt fus sta 42 to 47 LH. . . 1 
-30. 175-53502-9 . INSULATION, Fwd oblique camera compt fus sta 40 to 49-5/8 LH. 1 
-31 175-53502-19 . INSULATION, Fwd oblique camera compt fus sta 40 aft LH. . . . 1 
-32 175-53502-25 . INSULATION, Fwd oblique camera compt fus sta 4O LH. . . . ee 1 
-33 175-53502-31 . INSULATION, Fwd oblique camera compt fus sta 30 to HO LH. . . 1 
-34 175-53502-37 . INSULATION, Fwd oblique camera compt fus sta 30 aft LH... . 1 
-35 175-53502-43 . INSULATION, Fwd oblique camera compt fus sta 30 LH upper. . . 1 
-36 175-53502-45 . INSULATION, Fwd oblique camera compt fus sta 30 LH lower. . . 1 
-37 175-53502-67 . INSULATION, Fwd oblique camera compt fus sta 24-13/16 to. . . 1 
30 LH 
-38 175-53502-55 . INSULATION, Fwd oblique camera compt fus sta 22 to 30 LH. . 1 
-39 175-53502-53 + ENSUPAT BB Fwd oblique camera compt fus sta hood canted. . . 1 
; to 20 LH 
-40 175-53502-57 . "INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 LH 
-41 175-53502-71 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 LH 
-42 175-53502-91 . INSULATION, Fwd oblique camera compt fus sta hood canted aft. 1 
-43 175-53502-75 . INSULATION, Fwd oblique camera compt fus sta hood canted LH. 1 
-44 175-53502-95 . INSULATION, Fwd oblique camera compt fus sta 9.3 to hood. . . 1 
canted LH 
-45 175-53502-87 INSULATION, Fwd oblique camera” compt fus sta hood canted fwd. 1 
-46 175-53502-83 INSULATION, Fwd oblique camera compt fus sta hood canted. . 1 
forward center 
-47 175-53502-85 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
aft center 
-48 175-53502-77 . INSULATION, Fwd oblique camera compt fus sta hood canted aft. 1 
-49 .175-53502-101 . INSULATION, Fwd oblique camera compt fus sta 25 to HO hood. . 1 
top 
-50 175-53502-99 . INSULATION, Fwd oblique camera compt fus sta 9.3 to 48-5/8. . 1 
top hood 
-51 175-53502-103 . INSULATION, Fwd oblique camera compt fus sta 49-5/8 aft LH. . 1 
-52 175-53502-105 . INSULATION, Fwd oblique camera compt fus sta 49-5/8 aft RH. . 1 
-53 175-53502-107 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 aft . i3 1 


center 
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H-175-53-60A 





FIGURE 224 - RADIO AND PHOTO TECHNICIANS COMPARTMENT INSULATION 
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FIGURE & 
INDEX NUMBER 


224 


PART 
NUMBER 


175-53526 


175-53526-47 
175-53526-45 
175-53526-43 
175-53526-41 
175-53526-39 
175-53526-37 
175-53526-35 
175-53526-33 
175-53526-49 
175-53526-31 
175-53526-29 
175-53526-27 
175-53526-25 
175-53526-23 
175-53526-77 
175-53526-15 
175-53526-7 
175-53526-21 
175-53526-59 
175-53526-63 
175-53526-53 
175-53526-69 
175-53526-65 
175-53526-57 
175-53526-61 
175-53526-51 
175-53526-55 
175-53526-67 
175-53526-75 
175-53526-73 
175-53525 


175-53525-67 
175-53525-69 
175-53525-65 
175-53525-63 
175-53525-61 
175-53525-73 
175-53525-71 
183-53525 


183 -53525-3 
183-53525-5 
183-53525-7 
183-53525-9 
183-53525-11 
183-53525-13 
183-53525-15 
183-53525-17 
183-53525-19 
175-53521 


175-53521-29 
175-53521-27 
175-53521-10 
175-53521-9 

175-53521-11 
175-53521-13 
175-53521-15 
175-53521-17 
175-53521-23 
175-53521-21 
175-53521-19 
175-53521-14 
175-53521-25 





2 3 4 


AN 01-60AABA-4 - 


FUSELAGE (Cont) 


5 6 7 


NOMENCLATURE 


Section [| 


Group Assembly Parts List 


RADIO AND PHOTO TECHNICIANS COMPARTMENT INSULATION 
INSULATION INSTALLATION, Photo technicians compartment. 
(see figure 221 for next assembly) 


ον ee ee ee 


PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. -PANEL 
. PANEL 
. PANEL 


. PANEL, Photo 


. PANEL 
. PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
INSULATIO 


PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 


Fie > tm ο on t 


. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
PANEL 
PANEL 
PANEL 
PANEL 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 


technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 


compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 


technicians compartment. 


Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 


technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 


‘technicians 


technicians 


compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment, 
compartment. 


N INSTALLATION, Radio compartment LH . 
(see figure 221 for next assembly) 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


Radio 
Radio 
Radio 
Radio 
Radio 
Radio 
Radio 


NSULATION INSTALLATION, 

199-1/2 LH side (see figure 221 for 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 


compartment 
compartment 
compartment 
compartment 
compartment 
compartment 
compartment 
Fuselage sta 


sta 158 t 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 


LH . 


` 


t 
= 


. 


158 


LH. 
tion 


o sta 
o sta 
o sta 
o sta 
o sta 
o sta 
o sta 
o sta 
o sta 


199-1/2 
199-1/2 
199-1/2 
199-1/2 
199-1/2 
199-1/2 
199-1/2 
199-1/2 
199-1/2 


INSULATION INSTALLATION, Fuselage station 224-5 
compartment (see figure 221 for next assembly) 


PANEL 


` PANEL 


. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 

PANEL 

PANEL 


` PANEL 


. PANEL 
. PANEL 
. PANEL 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


ee ο I 


eee 5 ot n 


to st 
next assembly) 
H side. 


. ο ο . ot n 


ee * ο o9 ο n 


ee ο ot ο n 


ation. 


` * ο . +... ο. . 
4 * * * * s «αι. 


oe ο ot ο ο 


eee * ο ο 


`. ee ο ο wo t 


. 
. 
. 
. 
. 
. 
. 
. 


side. 
side. 
side. 
side. 
side. 
side. 
side. 
side. 


radio . 


sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 


Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage, 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 


5/8 radio 
radio 
radio 
radio 
radio 
radio 
radio 
radio 
radio 
5/8 radio 
radio 
radio 
radio 


compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 


UNITS USEABLE ON 

PER ASSY. CODE 
Ref 
A 1 
š 1 
: 1 
. 1 
. 1 
E 1 
š 1 
. 1 
. 1 
š 1 
$ 1 
< 1 
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`. + 9 0 ο ὁ e ο ο n 
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H-175-53-59A 


FIGURE 225 - FORWARD FUSELAGE STATION 311-7/16 TO STATION 329-1/2 
BULKHEAD CAMERA COMPARTMENT CLOSEOUT INSULATION 
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PART 
NUMBER 


175-53519 


175-53520-133 
175-53520-135 


175-53520-137 
175-53520-139 


175-53520-141 
175-53520-143 
175-53520-145 
175-53520-147 
175-53520-149 
175-53520-151 
175-53520-153 
175-53520-155 
175-53520-157 
175-53520-159 
175-53520-161 


175-53520-163 
175-53520-165 


175-53520-167 
175-53520-169 
175-53520-171 
175-53520-173 
175-53520-175 
175-53520-177 
175-53520-179 
175-53520-181 
175-53520-183 
175-53520-185 
175-53520-187 
175-53520-189 
175-53520-191 
175-53520-193 


175-53520-195 
175-53520-197 


175-53520-199 
175-53520-201 


175-53520-113 
175-53520-115 


175-53520-117 
175-53520-119 
175-53520-121 
175-53520-123 
175-53520-125 
175-53520-127 


175-53520-129 
175-53520-131 


1 


AN 01-60AABA-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 
INSULATION INSTALLATION, Forward camera compartment closeout. 


Section || 


Group Assembly Parts List 


fuselage station 311-7/16 to station 329 bulkhead 
(see figure 220 for next assembly) 
INSULATION ASSEMBLY, Panel station 311-7/16 bottom . . . . . 


intermediate LH 


INSULATION ASSEMBLY, Panel station 311-7/16 bottom... . 


outboard LH 


INSULATION ASSEMBLY, Gusset station 311-7/16 door LH... 


INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 

intermediate LH 
INSULATION ASSEMBLY, 
outboard LH 
INSULATION ASSEMBLY, 
outboard LH 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, Cover 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH : 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Strip 
INSULATION ASSEMBLY, Strip 
INSULATION ASSEMBLY, Strip 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
329.5 horizontal 
INSULATION ASSEMBLY, Strip 
aft horizontal 
INSULATION ASSEMBLY, Strip 
aft horizontal 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 


Panel 
Panel 
Cover 


Cover 
Cover 


INSULATION ASSEMBLY, Door station 311-7/16 . ... +. +. +» + 
INSULATION ASSEMBLY, Gusset station 311-7/16 door RH . . . 


INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
outboard RH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 


station 
station 
station 
station 


station 


311-7/16 inboard. . . . | 
311-7/16 center . . . . 
311-7/16 outboard . . . 
311-7/16 center . . . . + 


311-7/16 upper. . . . . + 


horizontal web station 314-29/32. 
horizontal web station 313-15/16. 
horizontal web station 321.25 . . 
horizontal web station 324-21/32. 


station 
station 


station 


station 
station 


station 
station 
station 
station 
station 
station 
station 


station 
station 


station 336-3/4 


station 
station 


station 
station 


station 
station 


station 
station 


station 
station 


station 


station 


station 
station 


station 
station 


329.5 lower outermost LH. 
329.5 lower outboard. . 


329.5 lower center. .. 


329.5 center outermost LH 
329.5 center outboard . 


329.5 center. . . « . s + 
329.5 lower inboard... 


329.5 center LH . . . . . 
329.5 upper outermost LH. 
329.5 upper outboard. . 


329.5 upper center. . . . 
329.5 upper inboard... 


329.5 aft ceiling . . . 
333.437 aft ceiling 


329.5 center RH. . 
329.5 inboard . . . 


... 
95 oo... 


329.5 center. . . . . + . 
329.5 outboard. 


329.5 outermost RH. 
311-7/16 station. . 


311-7/16 upper. . . . . 
311-7/16 lower. .... 


311-7/16 outermost RH . 
311-7/16 outboard . . . 


311-7/16 center . . . . 
311-7/16 inboard. . . . 


311-7/16 below door... 
311-7/16 bottom . . . . . 


311-7/16 above catwalk. . 
311-7/16 below catwalk. . 
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Group Assembly Parts List BROIL GORD ATH 


FUSELAGE (Cont) 





H-175-54-130B m ROTATED 180° 


FIGURE 226 - FORWARD FUSELAGE ELECTRICAL EQUIPMENT SYSTEM INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
22 175-54031 ELECTRICAL EQUIPMENT SYSTEM INSTALLATION, Forward fuselage. . . ef 
see figure 73 for next assembly) 
175-54095 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref AD 
LH side (see fig. 228 for detail breakdown) 
183-54095 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref ος 
LH side (see fig. 228 for detail breakdown) 
175-54096 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref 
RH side (see fig. 254 for detail breakdown ) 
175-54097 Ν . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage nose station O , Ref 
to sta 79-1/2 (see fig. 264 for detail breakdown ) 
175-54016 . ELECTRICAL EQUIPMENT INSTALLATION, Canopy. . . . . . . . . . Ref 
-1 AN3106A10SL3S s- ow OPBUGV oe ΕΙ var wow oem O A 6 
AN3057-3 eho we SADAPTERS ite oa ada os απ... 6 
-2 1175-54015 + . PANEL ASSEMBLY, Electrical fuel boost switch control. . . 1 ΑΡ 
(see figure 227 for detail breakdown) : 
175-54015-101 + . PANEL ASSEMBLY, Electrical fuel boost switch control. . 1 cc 
(see figure 227 for detail breakdown) 
AN520-10R10 a . SCREW. . . . . 379. 17663-81782 28 s NP Ὁ ee Q 5 AD 
GE327 . + LAMP (GE). . . . . . . Bis) lef Gorm ο ο... 6 
AN3116-1 . . PLUG ASSEMBLY . . . . ,. . . . . . ; $ed uid $4 1 cc 
-3 AN365-440 es ο a NUT za E hs ο ayat GN ton ο”... 4 
-4 ANQ60D4L oy tel WASHER 1 o4 v avs gk oa Gs οι ος eds μμ... > 4 
-5 AN515-4R8 a c. SCREW. 2 v. ο dedu a e veep a e: P er ene 4 
-6 AN3102A1681S . . RECEPTACLE. . ; Ld nal we? Seu. e cui teria bx . Dec e 1 
-7 2209-6 «xm OAR! AC CED Jar ΝΥΝ νυν μις end 1 
175-54098 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage nose station . . Ref 
O to sta 51 lower 
-8 AN3106A1283S RR RA NN 1 
AN3057-4A . + ADAPTER . . . . XT 1 
-9 AN3106A16-11S is c ον ο ο ο Sea HD e Re eo att Pa) o wins τν ἃ 1 
AN3057-8A + . ADAPTER V. oue: % πο ο. O δι επ νο ες, τὰ 1 
-10. AN3108A32-6P ee Ὁ PLUG ος ος es at ποῖος bation. ue ven νον νυν 1 
AN3057-20A s < -ADAPTER satel e fan “e's a Say W ta ee ID er BORA len ke wt we 1 
-11 AN3106A18-108 e . PLUG. . . , e il eh ο m. CHR Y! satan done. Bre 1 
AN3057-10A + + ADAPTER . . . . . ρα. αν Rx Ὁ K xs i Ὁ, qu ο. La ta ὃν 1 
-12 AN3106A16S1S . PLUG. . . . "ME νε ον ΗΕ + μέ; recrute jar og 1 
AN3057-8A + . ADAPTER... .. . .. .. ο eee š cC 1 
-13 295134-8A + . GROMMET, Plastic (MKL) . . . .. . .... E ES 1 
-14 1HS6 $4. SWITCH (MCS)  . Αν ο 2. 1x x 6 ae ee rou Y v 1 
MB2731A - + ACTUATOR (MCS) .. . . . . . . . . , . . . . d 1 
-15 AN3136-2-3 - + TERMINAL BLOCK ASSEMBLY, Electrical . . . . . . ate de e 2 
-16 AN515-4R4 ñ SCREW. ντ 4 i49. ο κιν o3 3» eee ql τ. ο. 4 
-17 ANQ60D4L er as, WASHER s: ὦ. Sma sep ete fle by ob Ie ως MRNA gs ος +z SA ας Ye 4 
-18 AN365-440 ουν NT... Sis lat else tos EM i cxt 32 css de 4 
-19 AN3434-1 . . STRIP. oo tee” ee, Ce Be a ιόν. ee a s Ge OE 4 
-20 AN961-6 . . WASHER. ο ο Md τ. (eph ο a Gas o4 SOUS : M. ὧν mur e 6 
-21 AN936A6B . . WASHER, 2 ο ο ον. DN e μονο 6 
P NUT . Š 3 oa Se e 5 : 6 


-22 AN341-6 : MED a ua Bae S Tubs Eu qu 
PEEL NET C αμα παπα σώος μμ μα ποπ UE a CURE O o ade 
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FIGURE 227 - ELECTRIC FUEL BOOST SWITCH CONTROL PANEL ASSEMBLY 


PART 


175-54015 
175-54015-101 


1 


2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLY, Electric fuel boost switch control. 


(see figure 226 for next assembly) 


PANEL ASSEMBLY, Electric fuel boost switch control. 


(see figure 226 for next assembly 


. 
. 
. 


175-54012 . BOX ASSEMBLY, Electric fuel boost switch control 
175-54012-101 . BOX ASSEMBLY, Electric fuel boost switch control 
AN520-10R8 . SCREW. . We c Re^ es Pe EM 
295134 -16A . GROMMET, Plastic ` (uc) ` : 
175-54009 * INSULATOR, Electric fuel boost switch control. 
175-54011 . BASE ASSEMBLY, Electric fuel boost switch control... 
175-54010 . REFRACTOR, Electric fuel boost switch control. . 
162502 ` LIGHT ASSEMBLY (WMAC) . ee í + + t ° ° n 
AN3021-2 . SWITCH . . . . . . 0... te hoo om om Q tm on ot n 
AN3027 -2 . SWITCH... QUE, we 
169-51074 . KNOB ASSEMBLY, Fuel "system schematic panel switch 
AN565D6-8 s SCREW . . . X « ee . . ee o on on on rus . 
AN565D6-4 š . SCREW... . oe ο 5» "€ 
169-5107! -3 . . KNOB, Fuel systematic panel Switch. topless ἕν 
25532 . SWITCH, Type 212 (OM). . . .. + + + + + * * * ° 
AN3157-2 . LIGHT ASSEMBLY V. τὰ, wee ος ιν W Ce WO Ὁ TS τᾱ ww εφ. de 
AN3226-3 S SWITCH ti DE Lay: ας δι Ee ο Je -ϕ 
AN507 -632R5 . SCREW. . VENUS e 
175-54049 . SHIELD, Electric fuel “boost “switch control CT 
AN520- 10R12 SCREW. . . . « « 2. ee ee ee or ot ng X WE 
AN960D10 . WASHER wol wot e SE Uyar ἴα wo ο e im a Oe 5 





. . 9 . 9 o9 s 9 4 .»».» . 


+ + ` s h 4 ο + o £2 ο 5. 
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H-175-54-118A 


FIGURE 228 - LH SIDE FUSELAGE STATION 51 TO STATION 224 ELECTRICAL EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 228 175-54095 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 51 to. . Ref AD 
‘station 224-5/8 LH side (see fig. 226 for next assembly) 
E 2183-54095 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 51 to . . Ref cc 
station 224-5/8 LH side (see fig. 226 for next assembly) 
No Number LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL Ref 


EQUIPMENT (see fig. 229 for detail breakdown) 
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AN O1-60AABA-4 ` 


Section [| 


Group Assembly Parts List 





FUSELAGE (Cont) 
FIGURE & _ PART E UNITS USEABLE ON 
` INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE - PER ASSY. CODE 
228 No Number . LH SIDE STATION 158 TO STATION 224.625 RADIO. ‘Ref AD 
COMPARTMENT ELECTRICAL EQUIPMENT (see figure "233 “for 
detail breakdown) 
No Number . LH SIDE STATION 158 TO STATION 224. 625 RADIO. . . Ref cc 
COMPARTMENT ELECTRICAL EQUIPMENT (see figure 233° for 
detail breakdown) 
No Number . STATION 51 TO STATION 79.25 PILOTS INSTRUMENT PANEL . . . . Ref 
ú ELECTRICAL EQUIPMENT 
-1 146-54094-100 . . CONTROL INSTALLATION, Elec landing gear (see fig. 250) » Ref 
-2 AN3157-2 e . LIGHT ASSEMBLY . . . . +. +. +... ὁ 9 ee s * * 9 ο . 1 
AN3121-313 ar AMP orna Sa Ὁ doc - Ὁ dee d ος a T e tas ος A eer he 1 
-3 AN3213-1A . . SWITCH. . 1 
-4 156-54055-7 + . CONDUIT ASSEMBLY, "Electrical reciprocating “engine ignition 1 
-5 146-54068 . . GROMMET, Electrical ignition switch. ....... PN 1 
-6 AN3116-1 . . PLUG ASSEMBLY. oe us 1 AF 
7 146-54064-25 + . LIGHT INSTALLATION, "Electrical cockpit left “hand console Ref 
-8 AN3034-1 FA" LIGHT ASSEMBLY. . . . +. + . x 3 
-9 AN3121R313 0. +. LAMP... was W^ wie ο έως, ney ος. fer ᾱ, thea aad w 3 
-10 175-54034 - . INDICATOR LIGHT, Electrical. e 4 1 
-11 146-54028-25 . . CONSOLE PANEL INSTALLATION, Electrical LH (see fie. 250) Ref 
-12 AN3108A1681S ec ow PLUG. 4 ο ος OE 3,0 x Sen A sanae * L 
AN3057-8A . ow ADAPTER. Z ο 4 9 [€ 9 S Ὁ Ὁ -ᾱ- ce mL ο ο w se bb o ow 1 
-13 AN3106A24-5S e uc PLUG ire ot ee ο 2€ wec* € 99 O et ete 1 
AN3057A16A e . ADAPTER. . . . . ο ο e" ο 190 fos Lon) ee i! CSS RD. ewer, Te; ον. 1 
-14 175-54046-101 . . PANEL INSTALLATION, Elec eng control switch (see fig. 240) Ref 
AN3106A14S2S 3 cw ΕΟΟ goar ος ο κας ο $09 XD. a a ος Dol E eh he O 1 
AN3057 -6A . . ADAPTER.. . . eS ad gay Se LS apos Sed Si ls ut. Ss 1 
-15 175-54035-3 + + PANEL ASSEMBLY, “Elec circuit breaker (see figure 252). 1 
-16 AN3436-2-2 . . TERMINAL BLOCK ASSEMBLY. . . . ç +» +. © © © © © . © w 1 
AN3433 -2-2 & ox BUS. uw woe x o dto vido ο ο Lah ο ο v. TR s Ὁ 1 
AN3434-1 £ ww STRIP S ee ued š > . ον αφ š a ‘i 2 
-17 AN341-6 go s. NUM S€ cnr olen ee Ga ae us de N . ἢ νη 2 
-18 AN936A6B sa WASHER . . 97. 9 κ 99 " 5 x w "Q εν or cd i 2 
-19 AN961-6 +. WASHER . . A -ϕ CA a a at So te š 2 
-20 AN365-440 να NUD SG Ea Μα”... ασ 2 
-21 AN9GODAL zo SWASHER 0 S ceo a AP ο) ος ad EE 2 
-22 AN515-4R5 . . SCREW... * BAe LE, GEI RV IURI. “Ἔν. ἃν Tar cis: σας 2 
-23 175-54195-77 + . COVER ASSEMBLY, “Electrical terminal connector. ..... 1 
-24 90195 + + CONTROL BOX (BTL). ορ Beye. Whe «S NE aE aL Soh Fh Be ye 2 
AN3108A20-22S . . PLUG aioe By ορ ο SU ο ο. πο 2 
AN3057-12A CES ADAPTER. ac vt oh osi) a Pap eS San se, was s n A 2 
AN3108A16S5S e^ Ho μον ος š é EE vl. ior is 2 
` AN3057-8A . . ADAPTER. . . + + a Ne τς Tee Των, eles td, WSS A š . 2 
-25 237EAU . . RELAY (DR) 20009 Ὁ ο ο ο as, en ter S DL no ze š š 2 
-26 AN515-8R7 roo SCREW a us RE X ορ E» ç ο... ἂν τὰ 2 
AN365-832 χ᾽. Me NUTT a tee ce Me a, S ΓΡ S" πον Tau ce sri 4 
AN960D8L . . WASHER . . », ὁ « ο . ο dp te Sos ed Yes scs 3 8 
AN509-8R7 a SCREW. . . . < + <+ © ο ο S . NS š 2 
-27 AN365-632 e NUT. ..... "n š z . d 4 
-28 AN960D6L . WASHER. . š € . è s 4 
-29 AN515-6R8 . SCREW. .... 2 s 4 
-30 AN3028-1 GUARD es 5:03 0e < tae: a S δν ιν eom) ne Wi e ae? je 2 
-31 AN3021-3 š SWITCH DAA E Re ee tee S 2 
-32 175-5h032 2 EQUIPMENT INSTALLATION, "Center console elec (see fig. 253) Ref 
-33 AN3108A18-9S . PLUG: ico 3. it ei eg ANA du. το! Za tes Ἕν TA 1 
AN3057-10A A ADAPTER. . . oU, AX δι Cat se ο. a Φ) He» οὐ iE + 
-34 295134-8A + . GROMMET, Plastic (MKL) ee eae EC 1 
-35 10-800 . . AMPLIFIER CHASSIS ASSEMBLY (AAEE). g iW -ᾱ- WU o € eh 1 
-36 C10-800 + . MOUNTING PLATE, rd chassis (AAEE) . ds Ww ο ερ tne 1 
AN3106A20-16P κ -&- PLUG Ὁ ο 209 xxx» a di. 4) ^p. ἰδ. ο ο ον SAP τὸ 2 
AN3106A20-16PW ᾳ.-.- PIU Ga oo 6 ὃς ᾱ a ϱ Ὁ ee Cee an a Pe 1 
AN3057-12A ο x ADAPTER. o iniata ia A d wed RS ο 3 
AN3106A18-12P νον eo ο Dh kel Se on ου 1 
AN3106A18-11S v xw “PLUG? ο ο στ ο A A A a a ial ο. 1 
AN3057-10A «ta ADAPTER. «o v ea a ο A ar es De 2 
-3T AN509-416R9 - . SCREW. ... iu iby ο ο e οφ, gay UA PC Τεν owe Sen et «τάς cd 4 
-38 175-54035-9 + . PANEL ASSEMBLY, Elec circuit breaker (see figure 252). . 1 
-39 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY. . . +. +... +. + < < © < s ee +. + 1 
- AN3434-1 a ous STRIP. 6 < Se ta US E we Se ο ο. e Ὦ, es 2 
-40 AN341-6 s sce NUES 2 See Sa eo ee a Ὁ τις ce ve UU ce le a re al τς Fee, 10 
-41 AN936A6B ao. οι ο a xD. c RIT" 10 
-42 AN961-6 e « WASHER ο: 4.46 -- Ὁ 0 Ὁ 9 ο ον d$ 4 ὁ ο Φ 4 ᾱ-  ὁ ο ὁ ὁ ο ὁ- ἃ 10 
-43 AN365-440 MEE NUTS ie oh EM XXE ML QT C 2 
-44 ANQ60D4L s x WASHER ο... ο. Gap SI wel S Ca Te. a Sen kU EL ἃν Cede coy ο) ITA Ὁ 2 
-45 AN515-4R6 9, . + SCREW. .. : wer τῶ» Et Fat lato vut ae He a P ES es Š 2 
-46 175-54195-93 . . COVER ASSEMBLY, Electrical terminal connector. ..... 1 
-47 295134-16A . . GROMMET, Plastic (MKL) . ως ώς, eh ἃν o a E 3 
-48 295135-16B . . - GROMMET, Plastic (MKL) . . . . . - + + + * * * * * * * n 5 
-49 295134-204 + . GROMMET, Plastic (MKL) . . . + + + + + + < + e * ° + * on 8 
295134-20B + . GROMMET, Plastic MKG) ...2 eh ee, SOME ον ee oos Re: Ce 22 cc 
-50 295134-2HA Ὁ . GROMMET, Plastic UKEN: d ον -»5. αν ue wes eee SE Beh os. des 5 AD 
AN931-12-17 . ^. (GROMMET... . u ο 2 oo 6 9 9 $9 ὁ 4 5 το ew e 5 CC 
-51 295134-28A . . GROMMET, Plastic (MKL) . . - . + so + s + + * or o * * +. 4 AD 
295246-36A . . GROMMET, Plastic (MKL) . . . . + + + + - + + +. * eee 4 cc 
-52 295134-32A . . GROMMET, Plastic (MKL) . . . . + + + + + + + + * * * 0. 1 AD 
ο Ee U, — —  ———  — —— — OX 
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H-175-54-1194 


o 


FIGURE 229 - LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL EQUIPMENT 








| FIGURE & PART i ` | UNITS USEABLE ON 


"INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229 ` No Number LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL . Ref 
: EQUIPMENT (see figure 228 for next assembly) 
-1 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY . . « . . 2 2... 7... 2.8668 1 
-2 AN341-6 s NUT'U Sle ao X ee a at deve IE NOUS Sus Bd wea ce 9 
-3 AN936A6B a “WASHER. Gus ol RSS wd co yw ες ο ο ο ο. 9 
-à . AN961-6 5. CWASHERC gcc ise lx Us ew ule x προ ele οὔ dre di inks Gai E II ar e 9 
: -5 AN365-440 zc μα ο a EA ο ο ο ETE 
-6 - ANQ60D4L ae) WASHER o T i e Ban a y pan a u E ed le Ὁ Seite do AL Ὁ 2 
Se MES Noo e A A 
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Section 1I 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229-7 AN515-4R7 . SCREW... Ee wU W 2 
-8 No Number . AMPLIFIER’ REMOTE COMPASS "(Navy stock. No. "R88A499) (GFP). . . Ref 
(see figure 159 for next assembly 
AN3106A16S1S er σα ο a ay ISI cw. uS Se tw οὶ et Ges S S. 4, SL rim ο @ 1 
AN3106A22-14S x OO S SU ace a ad eae ZQ . uc 1 
AN3106A14S2P e ἘΠ. ο... 04] a Y OS Be ENS Ue E de ww νο ο 2 
AN3057-6A s ‘ADAPTER Qoo eS U Wo e. A a E a e 2 
AN3057-8A a ADAPTER x ¿ % gow wi 0 o Bla ἃ Ὁ γα WERE 1 
AN3057-12A . ADAPTER. coa S sl su aa b ο Ss š g at GRS 1 
-9 320400 . PROPELLER SYNCHRONIZER (HS) (see fig. “409 for next assembly) Ref 
AN3106A14S2S » ἘΠ ga we eR a x ο ὡς. MEE ο) αν. A a 8 1 
AN3106A11S6S κ. PUG oe. Ὁ US u aes z. n: Us: Ven Dive, ka vee, ca ie: ἂν Sorin e el tes ZS 1 
AN3106A14S5S * PLAN ye Be πες Rt Su. Iw “εφ. cue GS πο αμ oh ver has Vg 1 
AN3106A24 -28S ο ο al 5. “6 de X s Tes ug LE Νο A ο 1 
AN3057-6A >- ADAPTER 2/203 o 2€ GO a UU e IS A ας ἃ Ὁ Ὅν US cato let rate oh) eu te d 3 
AN3057-16A . ADAPTER , hte, ος, ας . PG SS sd Sas ἴα. aQ, Yay τας 1 
-10 No Number . JUNCTION BOX, Auto o-pilot (Navy stock No, R88B856-100) (GFP) . Ref 
(see figur e 159 for next assembly) 
AN3106A20-16S wu BUG ou wo ue wee ap A ok μὲ S: Yay, Ὁ ee ee ee TEE" 1 
AN3106A20-4S « PLUG ^y 24 ᾱ- ᾱ- cn ox κα Ομ σα We Ye, τ, ον 1 
AN3106A118S2S s PLUG oe ç io ox ον E Tal $ i” cave μα " Sita: αὖον a da T 1 
AN3057 -6A « JADAPTER-4. νι Wo ὅσα A ee Ὁ ᾱ i be Se IN wih Te, Qa tan να 2 
AN3057 -8A . ADAPTER. . € Yi ο Ομ a ο QE Le 1 
-11 233-51A RELAY ASSEMBLY (IR). . . ο veo eh fat Bee UE per qe esi s SE, fn ; 1 
ATTACHING PARTS 
-12 AN515-8R8 SCREW 1$ al Qn e caste. Wier YS: N DEP canted REM STE. WEL HONS Yor ος 2 
AN960D8L < A A ee 2 
AN365-832 e A E E Sa. RT μ.χ ϱ 2 
-13 No Number . ADAPTER COMPASS, Auto-pllot (Navy stock No. R88A209) (GFP). . Ref 
(see figure 159 for next assembly) 
AN3106A14S6S Ts. PLUGS? fe a Fey μμ ee Ἴδε ο ο vec Sa ed 9 ος 1 
AN3106A14S2S e PDUG Qi eect as ος OS ve ο ο a wena Les ten WW) Vet SU ας 1 
AN3106A16818 2 PLUG GG Bes ν-ε-ᾱ- Wu oi a og š ας, ου η 1 
AN3057-6A ᾿ . ADAPTER . . . . +. NEA RET . Fe is $5 ces 2 
AN3057-8A . ADAPTER . . x . S το σσ 1 
-14 No Number . AMPLIFIER, Auto-pilot multiple channel (Navy. stock No. a ... Ref 
RBBAlI96) (GFP) (see. figure 159 for next assembly) 
AN3106A20-168 js = ο ca^ oux ERAI ar RO s OE QS ORE ασ ιν δι IA LL ar εν 1 
AN3106A14S6S . PLUG. ... E ῷ CES νο uk. "ην sear Seta ae e Se 1 
AN3106A22-14S s PLUGS. e € 4 ε.α de ος κ RICO ON Re «φαν Pal cS AA 1 
AN3106A20-11S . PLUG. . RR ARS TA Ic 1 
AN3057-6A s ADAPTER... 5o ο ος a ὁ) 9m, E SU Waq G ep SB ver ο a 1 
AN3057-12A . ADAPTER . κ. 4 ν΄, οἱ ck RA 3 
-15 146-54030-50 . EQUIPMENT INSTALLATION, Electrical "LH fusela age tunnel e... . Ref 
(see figure 230 for detail breakdown) 
-16 295134 -204 . GROMMET, Plastic m ax fie" ur zi, Tire αλα ο) ᾱ- ὁ Mare 6 
-17 295134-24A » GROMMET” Plastic (MKL NM EN dee m swa uf 
-18 77832 ` TIMER, Propeller feathering (GFP). . . . . 0... o. ce Ὁ 
ATTACHING PARTS 
-19 AN515-10R8 V. SCREW a ο h E A τῳ "δι ἱδε τα 8 
AN960D10L . WASHER. ο ο 9e e sa as ἃ ο; QW S Tm deu dali e m SD -- 8 
AN935-10L a “WASHER. 20206 9 9v δι s mb δν 49 a C es a š 8 
—— PR 
AN3108A14S5S x RLUD. uso AE A a, A ee -"—— oa pe May δι er. Ty es ow 2 
AN3057-6A . ADAPTER . . ο ο Ee) ue αν vv 5. .Φ' 6 i o verts a 2 
-20 AN3436-2-14 . TERMINAL BLOCK ASSEMBLY el ο ο Ὁ . We ae "TE 1 
AN3434-1 e ¿SUM αν asa, a, cm SS ὧν Oye: ο š < Ns. ο αλ”. 
AN341-6 κ ANUT < sasa Xt» Ze we Sk τα $7 18 {νοι De . ar se τῷ," od Is oes. Y 
AN936A6B . WASHER. . . + X s 45 i. eek ese EC AS us anaes a e... 14 
AN961-6 e “WASHER G^ Q a. Ge € νι GA HA αν ED RU δι Sues er ees È . 14 
-21 AN365-632 . NUT. ez C Yem m G wu a coe. 79 4. val c. oo ler . z 2 
AN960D6L s WASHER. «4 & xk... . $c. E ο, d Š + ὁ ο < “+ “6 a id rail 2 
AN515-6R6 . SCREW . . . ooo . oe ὁ ὁ ο ὁ ο d « ο . . 2 
-22 AN3108A20-?7S . PLUG. . eye? Fed cet τῷ, mtis he. Te be τῴ, dec ον €. eet et Mahan ἃ ᾱ, ο 4 ο 2 
AN3057-12A . ADAPTER... Ce ο Va a ae ae ο WU ας o. 2 
-23 175-54082 . PANEL INSTALLATION, Auto-pilot control junction . . . . . . Ref 
d (see figure 231 for detail Breed) 
-24 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY ...... δ δι Yam ferre ber Ka. Son αἱ. A 1 
AN3436-2-3 . TERMINAL BLOCK ASSEMBLY ..... ac we) ο Ar do a Sel τῷ Μὰ 1 
397-9 . COVER, Terminal strip ee s Widesa ολ es το ἃ ὦ ει b 
397-3 . COVER, Terminal strip HEGE) . . P AAA AA 1 
-25 AN3436-2-16 . TERMINAL BLOCK ASSEMBLY . . . +. +. +. + + E be orca Ue) w? AN 1 
397-16 . COVER, Terminal strip  (HEGE) xe ooo pe te rae de ERR, 3 ME 
AN3434-1 ΕΙ Wo S Yl duca E X UOS SX CES ae eS RA RANA ας κ Yasa Se 4 
AN3434 -2 . STRIP "DIPL "ο. a Mere cw de "ROS 4 
-26 AN341-6 ο μμ νιν νιν IDEE 
-27 AN936A6B s WASHER, J. a < w a e a ᾱ «8 a gan as a! Gang: DEO 
< -28 AN961-6 . WASHER; ο. 4 9 o. ος NE 3. Ve! a der aie a et Ὡς v «Ὁ 
-29 AN365-440 s ΝΟ Voz om O se. dicte Reim deb e ο ae dade ey LO 
-30 ANQ60D4L s WASHER. 4 ¿ o 0x9 ow x We OR SU w 6 
-31 AN515-4R6 « SCREW 4.4 u ete E ai St La a? s 6 
-32 AN515-8R8 3) SCREW αν ο ο ce. Blan ce wat ve aa RN ος eee 18 
ANQ60D8L ae WASHER? . ο sete. es χα qo keV QA CS τς Jel es Se Bie Ae ole: sar ο on te cee die 
-33 237EAU . RELAY (propeller synchronizer) (IR) . . . .. .. ...... 6 
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T 19 H-175-54-120 
| FIGURE 230 - LH FUSELAGE TUNNEL ELECTRICAL EQUIPMENT INSTALLATION 
Wiksa PART A A ac a r Š UNITS USEABLE ON 
° INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
š 





230 146-54030-50 ELECTRICAL EQUIPMENT INSTALLATION, LH fuselage tunnel. . . . . . Ref 
See figure 229 for next assembly) 


-1 175-54041 . COVER, Electrical AC relay panel. . . . ... . + + + ee . . 1 
-2 AN365-1032 ο ΝΟ... ος sa O νο ο ο aie “eee Ὁ 
-3 2W1AL14-20-20 . WASHER, Plain (NA). . ¿ . .. ee ee ee co wee n... 18 
-4 NAS43DD3-16 . SPACER, Screw and bolt. . . e e e sca e ee w e'a ew eer ee 9 
-5 175-54053 . STUD, Electrical panel cover support. . . . . . . es + . + 9 
-6 175-54036 . PANEL ASSEMBLY, Electrical AC relay . . . . . . + + + s + <s x 1 
(see figure 232 for detail breakdown) 
ATTACHING PARTS 
-T AN520-10R8 Me CRE EP es PP οσο ας 
Ὁ» AN520-10R12 S SCREW. fessor ο ΚΑ Gertie tet Zur. Sw. τα, teres? (ce) Se ου 
-9 4S3D10-7 S SPACER). Bolt: (NA); ¿ . 4.4 sese ο woke ale Ter eim να 
-10 AN520-10R10. STOSCREW seu cara wa ves e Te ag Sra Ae co hier aren ando alee, ah ο Mey Ge SA 
-11 ΑΝΟ6ΟΡΙΟ su -WASHER T a ο aca e ο ος tel Nar ο ου 
-12 ANQ60D10L e WASHERS 07. lai Ge) ood veiled ὅκα Ree! Fae gist a a Wee te Mana Ὁ Ὁ 
---*.--- x: 
-13 AN3150A ¿ “BATTERY: (GPP); bcc ie sa a 0 
ATTACHING PARTS 

-14 AN3156-3 Ue (CLAMP Ir. js. -ᾱ. ο ο asl AS τω ο SSE qu ο 
-15 AN365-1032 sx NUT d.e εν ο d$. Xu. Jag SSES τομ S tes ce ο uu as pa ie Y “Ὁ 
-16 AN960D616L & WASHER. ¿ 20. seais! s Sula us joi D war ο b ice Dec um. fe da ag. wee) A 
-17 4$3D10-10 . SPACER, Bolt (NA). ο ae 0o 9 e ee Ge Ὁ 
-18 AN3-6A ar BOLT. SS ts. Sak teh οι etcetera aU ο De cs A Ὁ 
-19 146-54307 . STUD, Battery holddown. . . . . . +. +. ο 2: melos Z At Je. ον 2 

11751 . PLUG, Quick disconnect (CED) . « .............. 1 

11719 . RECEPTACLE, Plug (CED) . ... 1. 2 - - + . s sç + s s e s ον 1 
-20 9555 ;. ELBOW (HPL) Μο ole! eerte «Ὁ mnm --- 
-21 146-54030-3 s VHOSE, Battery a. 2... 4 20€ ω. νο xum eve ed ee ea x d 2 
-22 146-54030-7 £ HOSE; Battery u 2 20:0» nide el 9 wa la Teed, Sa das e Li 
-23 AN931-10820 e GROMMET nis Qu e lie e e ο ο mS e IN e ee a TZ 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-54-12: 


FIGURE 231 - AUTO PILOT CONTROL JUNCTION PANEL INSTALLATION 















FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


S ESE E Into plot contrer funvtions sce e ok Be 
(see figure 229 for next assembly : 


-1 AN515-8R8 + SCREW. . . « . s + + + + + . + + * ° . . . 


-2 ANQ60D8 P WASHER D Gee: Guat a Slaten oe wearer ig ay wae Mi eee 
175-54082-11 . PANEL ASSEMBLY, Auto pilot control june ien PU M ais ih da 
-3 No Number CAGING RELAY (Navy stock No. R88R360) . . . . +. . +. + + 


; ATTACHING PARTS 
-4 AN515-8R7 ae vi SCORE D c a A er ος q a Be a ye τ. a arte 
I AN365-832 $ d. ANUT Q ια So suu Go aS ον S. Cs δι DIC αν Sl iw), Sodio Ca, Dee πα 
AN960-8 ý . « WASHER sese : 4 o9 om w e + e s ὁ 9 e e 5 5 ° 0 
-5 NAS45-6-17 . . PANEL ASSEMBLY, Electrical connector . . . . . + + * + < 
-6 NAS45-6-10 . . PANEL ASSEMBLY, Electrical connector . . . . . + + + * + 

ATTACHING PARTS 
-7 AN365-440 . x NUT. X U Ὁ X Gal O OS Ue c OW ISI Sere, ors 
AN960-4 ¿ . WASHER . . . s , ep ee ee et a. om ον ο 9 n 
AN515-4R7 «wo SCREW go Ay. a sel cae e ο ον Two ce 6 ὁ c e mem a δον 

* 


ο 000 HW dmm Pres 


AN3434-1 STRIP. 


-8 AN340-6 v. cw μα eB es D DA let ο ο nes: bate wep or Su ο qun at cd 61 
-9 ΑΝΟ36Λ6 . . WASHER . . . . - . . = o a MUT Nm 61 
-10 AN960-6 vov WASHER Doe A SN ΙΙ ο... 61 
-11 AN515-4R5 btn ο οι ian eei ον ie wee) Ru ο ib jot ue ta ue ο τς 3 

AN515-4R6 fs oer SCREW Golfers cal D w Be He ofa, ο ο Sri ο... 1 
-12 ANQ6OD4L 2 x WASHER κ Qi Ces Ge sel ae te ende ο ο a era cet de 5 
-13 AN365-440 DEBE sp a ο a: are eee Ὁ ee a ise SE ST ρου 4 
-14 AN3308-1 z ox ¿HEDAY a a as cie que ο dud We ernie. XS 1 
-15 AN3102-20S 2o RECEPTACLE AA IA “ο 1 
-16 AN931-8-13 i "us GROMMET, μμ ο e ate a he. Rue YS S W a 1 








Section [| 2 
Group Assembly Parts List 


AN 01-60AABA-4 
FUSELAGE (Cont) 





H-175-40-8A 8 


FIGURE 232 - ELECTRICAL AC RELAY PANEL ASSEMBLY 
| 
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AN515-8R10 
PA15 
AN515-4R7 
AN365-440 
AN3436-2-6 
AN3434-1 
AN515-6R8 
AN3436-10-1 
AN520-416R9 
AN3370-1 
183-54040-4 
183-54040-5 
AN520-416R10 
D7230-80A 
AN507 -1032R10 
44 B18575 
AN520-10R7 
45B7367 
AN520-10R8 
AN3352-1 
AN520-416R9 
7264-283 
AN520-10R8 
DW57A1 
AN515-6R8 
DL70080 
AN515-6R40 
ANQ60D8L 
2W1P10-25-62 
No Number 
AN520-10R7 
C124 


AN515-8R12 
CP53B2EB405K 
AN520-10R10 
AN3320-1 
44320-2 
295134-14A 
AN515-8R6 
237EALL 


AN515-8R8 
AN3316-1 
AN3308-1 
AN3057-12 
AN3100-20S 
AN515-4R5 
AN365-440 
AN515-4R6 
ANQ60D4L 
183-54040-3 
183-54040-7 
183-54040-9 








AN 01-60AABA-4 
FUSELAGE (Cont) 


NOMENCLATURE 


ca 
(see figure 230. for next 
SCREW 
CIRCUIT BREAKER (ρα): 
SCREW . . . « . . + + . 
NUT .. 
TERMINAL BLOCK ASSEMBLY 
STRIP = 4$ See αἱ ᾱ 
SCREW . . 
TERMINAL BLOCK ASSEMBLY 
SCREW . . . . . 
RELAY . . . . 
BUS BAR, Electrical AC "relay panel “assembly 
BUS BAR, Electrical AC relay panel assembly 
SCREW . . ο a ae a ανω ο 
CIRCUIT BREAKER, '804* (SET) z ο p ES 
SCREW... iSc quae 


relay. . . . - - 
assembly) 


. 
. 
. 
. 
. 
. . 
. 


. 
. 

e]  ὁ ο . 
. P 
e ο © © . :. 
. . ο . 


ee ee 


RELAY, Circuit “single pole “type Di (LR). 
SCREW... 
CONTROL, Automatic 
SCREW . . . . 
RELAY . ... 
SCREW . . . . 
RELAY (LR). 
SCREW . . . . . 
TRANSFORMER 
SCREW 
CAPACITOR (DILC) . 
SCREW . . . . . . . 
WASHER. . . . 
WASHER, Plain `(NA) 
RESISTOR, 2 ohms type 
SCREW... 
AUTOMATIC TRANSFORMER, 
(FREL ) 
SCREW . n 
CAPACITOR (SPEC. JA 
SCREW... . 
RELAY . . . . . 
RECTIFIER (vij). 
GROMMET, Plastic 
SCREW. . 
RELAY ASSEMBLY, Double “pole 
(LR) (Dwg. No. LC5008 
SCREW. . a ae 
RELAY . .- 
RELAY . . 
ADAPTER . 
RECEPTACLE. 
SCREW . : 


. 
. . 
. 


(spec. ᾿αῤιτοὴ * (LR) ` 


Thermally 


fused 


> 
ζω 
JT 
Ef 
τ 


. 
. 
. 
. 


"115 to 26 volt 


AN-C-25 


(wi) 


et . . ο Ne 


o 
Poo. ο 9 ng 
% 


For... + ο 5 


. 9 ὁ . PPP 
° 


oe o 


ee ee ο ο n 


. 
. 
. 


. 
. . 
. . 
. . 
. . 


. 
. 
. 


. . . . . 


. 
`. + 5... . 
. 

. 


WASHER. * 8 

BUS BAR, Electrical 
BUS BAR, Electrical 
BUS BAR, Electrical 


AC “relay "panel assembly 
AC relay panel assembly 
AC relay panel assembly 


* + 9 o9 9 9 9 9 9 s 9? 9 * ο ο 5 e. 


Ru32D2RO "(Spec JAN-R-26) 


Section [| 


Group Assembly Parts List 


. 
. 
. 
. 


. 
. 


We « s .o o. 
e 
o 


AC” relay “panel t 


o 


Or... ooo. 


n 


` * + w t] s t2 |], 9 9 


He s + + t n n 


9 0 9 o 9 ο s 9 t$ ο 9 € 





USEABLE ON 
CODE 






m 
PR NOW TONDUO CO LO 9 EH JE EH TO EWOH TO E ILIO I IH U EB EN EERE P PO P TO = = TO. C FE IO. En O 45 


= 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





ROTATED 90° 


H-175-54-124 ' 


FIGURE 233 - LH SIDE STATION 158 TO STATION 224-5/8 RADIO COMPARTMENT ELECTRICAL EQUIPMENT 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 233 No Number LH SIDE STATION 558 TO STATION 224-5, RADIO COMPARTMENT . . . . Ref AD 


ELECTRICAL EQUIPMENT (see figure 228 for next assembly) 


-1 160-54051 . LIGHT INSTALLATION, Electrical radio compartment retracting. Ref AD 
160-54051-5 - . LIGHT ASSEMBLY, Electrical radio compartment retracting . 1 AD 
-2 AN931-3-5 bo vs u.s GROMMET uuo ος sw. ᾱ- ὦ ἃ Sayer Or ce tod ο aru Ὅ εκ wal Gr ce Gee AD AD 
-3 AN3155-50-100 s» Me s +- RHEOSTAT κ. fe, ce (αι e sec ve dont ar WE Rie. oer ee vi fe Mera cd AD 
-4 160-54051-3 - + . PANEL, Electrical radio compartment retracting . . . . . 1 AD 
-5 146-54412 - . LIGHT ASSEMBLY, Navigators chart light retracting . . . . 1 AD 

(see figure 254 for detail breakdown and 

additional next assemblies) 
-6 AN365-632 se US NUD SU Poors LR LN A E TID bbs iw ee ο sr ο EE Ὁ AD 
-T AN960D6L s e "WASHER? CX 9» x SUS Mita eoim es Q BL Ὁ ας ος Ὁ Be OM AD 
-8 AN515-6R6 s; Ce SCREWS MERERI ον ο ο ο ee ν.δ, Su eq GE v ae o “HP AD 
-9 175-54033 . PANEL INSTALLATION, Electrical circuit breaker and AC fuse . 1 AD 
(see figure 234 for detail breakdown) 

a -10 AN3106A14s28 . PLUG (Photo recorder free air temperature remote compass) . . 2 AD 
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Section HI 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


a£; —————— ——————— = 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
233 AN3057-6A . ADAPTER. ... Ru ERE ES 2 AC 
-11 AN3106A18-8S . PLUG (Photo recorder counter "unit). Sd tS ast wee . An 1 AC 
AN3057-10A . ADAPTER. .. NE TUERI PES vues. Xe a oy seams 1 AC 
-12 AN3106A18-9S . PLUG (photo recorder) . v vue. ws en eres ο. 1 AC 
AN3057-10A . ADAPTER. .. τος RESET. ere. Ca Hes 1 AC 
-13 JX37 . FILTER ASSEMBLY, Radio noise "(SPR). Shee A "STET 1 AC 
-14 AN515-8R8 E E OA Dia uai d. A E YN 4 AC 
-15 AN781-4 - , NIPPLE . . bbe moie ers siet 2 AC 
-16 AN3106A18-68 l PLUG (emergency hydraulic pump). ii τ x m 1 AC 
-17 No Number . CAPACITOR (type CE410651G) (JAN- ς- 162). $us sepes dà ο 1 AC 
-18 AN3106A12S3S . PLUG (pressure switch). . . . . . . + + + + + + + + + ewe 1 AC 
AN3057-HA . ADAPTER. . . CN 1 AC 
-19 947-103 . SERVO POWER “UNIT, "MALO camera “magazine control (type D2)(CAV) 1 AC 
-20 AN31064A211 -28S . PLUG (servo power unit) . . . . + + + + + ete + s + + n onn 1 AC 
AN3057-16A . ADAPTER. .. A ο ο e RS ο croceo UM eS) S 1 AC 
-21 AN3106A20-278S . PLUG (servo power unit) ν΄... I Ta ο. 1 AC 
AN3057-12A . ADAPTER. . . . g ὅν, sel oda! 1 AC 
-22 160-54011-13 . LEAD ASSEMBLY, Electrical “engine (temperature contro] LH. . 1 AC 
160-54011-14 . LEAD ASSEMBLY, Electrical engine (temperature control) RH. . 1 AC 
-23 146-51547 . GASKET, Pressure bulkhead thermocoup1e dtscharge plug. ... 2 AC 
-25 AN515-4R8 e SCREWS ν xc ox "rtr ay a8 s: tat SW a ice) 8 AC 
-25 AN365 -440 . NUT... αμ MM EL T PM ο 6 AC 
-26 AN3436-2-6 ᾷ TERMINAL BLOCK ASSEMBLY: "ATTEN XC ο SE CER 1 AC 
AN3434-1 . STRIP. ο ο μα E Je, cafe EE 2 AC 
-27 AN3436-2-4 . TERMINAL BLOCK ASSEMBLY. . . . . . +. . i Dek OAS A E 1 AC 
AN3434-1 ο. STRIP a A Φα δη. ο" δι Q ᾱ BIS ei end e Set S 2 AC 
AN515-4RB8 gs “SCREWS 2-9 Q Ate πω ας We eG ή ο pein, fab ts š Sy e Sle to uer ae 4 AC 
ANQ6ODAL . WASHER . . οι δα feit ara ey EY fuu Seine "IE εἶν, GS W 4 AC 
AN365-440 a SNUTI 4 Z ce Tet S ιν PT . . e κ Pel eh DEL S 10 AC 
AN966D6L . WASHER . . . . . + + a veis s Ro zer cal αν NIK Q ἃν DS c6 (ei ο) ναό 10 AC 
AN936A6 i WASHER . & eo^. x ox Shee ν 2:1 tas. te ter Su E e a oa Lat tar um 10 AC 
AN341-6 . NUT. 2... n s: . Me rah e γῶν uas Len LS 10 AC 
175-54195-85 . COVER ASSEMBLY, Electrical terminal connector. . . . 2 e e e 1 AC 
175-54195-81 . COVER ASSEMBLY, saucia terminal connector. . . . . . ο 1 AC 
-28 A24A9178-3 . VOLTAGE REGULATOR (WX) ` lU; wie soo ca GQ ads Se. ie ει 16 {ών falas 2 AC 
-29 A28A8727 . MOUNTING BASE (WX) . S « w +... « ee we ο Ue raile Q “Q 2 AC 
AN515-6R8 oh SCREWS AI Sia ca? v lege o] ede ο. M UR S erat τς 8 AC 
ANQ60D6L . “WASHER. 2 < τν αν ο, RAR AA A A a, SS e 8. AC 
-30 AN3106A28-15S x “PLUG i206 4 * € ak eode a ER, ee tte ot Gal ο) R 1 AC 
AN3057-16A . ADAPTER. .. E . $ “š . ών, ο ig. i 1 AC 
146-54060 . EQUIPMENT INSTALLATION, Fuselage bulkhead station 224- 5/8. . Ref AC 
(see figure 235 for detail breakdown) 
-31 AN515-6R6 . SCREW. . . . « T s 8 AC 
-32 175-54059-3 . COVER, Electrical pressurized | power “panel (qu fwd side ES 1 AC 
175-54059-5 . COVER, Electrical pressurized power panel (LH aft side). . . 1 AC 
-33 ` 175-54061 P INSULATOR ASSEMBLY, Electrical pressurized power panel... 2 AC 
-34 175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. . Ref AC 
(see figure 238 for detail breakdown) 
-35 146-54100 . LAMP INSTALLATION, Radio compartment dome. . . . . . . . . . Ref AC 
(see figure 236 for detail breakdown) 
-36 146-54074-25 . PANEL INSTALLATION, Electrical cabin temperature controls. Ref AC 
(see figure 242 for detail breakdown) 
-37 AN3106A1681S i PLUG. μμ m Wege Oe M US oes UM auci? iua i 2 AC 
AN3057-8A . ADAPTER. . . . . <s ὁ < e e ὁ ὁ ὁ e e e s s ο i| 9 5552 1 5 2 AC 
-38 AN3106A16S1P a PLUGS κ ος 656704]. Ue (9L m NO o ᾱ- a ey les "4 ἃν Φα. 1 AC 
AN3057-8A . ADAPTER. . š 1 AC 
-39 175-54024 . PANEL INSTALLATION, “Electrical bomb "release “and temp erature. 1 AC 
controls (see figure 237 for detail breakdown 
AN3106-14S5S o PLUG + < ib ὦ ο Ea τος ας ος co a m isse UE ey Sa κ. ce ο) RS 6 1 AC 
AN3057-6A . ADAPTER. . . er 1 AC 
-40 175-54140 . PANEL INSTALLATION, "Electrical camera “heat and vent and. ANM 1 AC 
bomb control relays (see figure 238 for detail breakdown) 
-41 175-54038 . PANEL ASSEMBLY, Electrical circuit breaker camera. . . .. 1 AC 
(see figure 242 for detail breakdown) 
ATTACHING PARTS 
-42 AN515-8R8 — USCREW 22 ου aa ο a ces les at, 2:12 AC 
-43 AN960D8L « (WASHER: 40€ 9 ο) ta ο 76 S909 09 ο ο RS 12 AC 
ROME INN 
-44 A4853 . FILTER, Radio noise (intervalometer) (ΑΙΚ). . . . . + + +. + 1 AC 
ATTACHING PARTS I : 
-45 AN365-832 A E ο ick A Sa 2 AC 
-46 ANQ60D8L « WASHER sae de 4 κ et cm c DNO qe ᾱ. sU κ. Αα κο αι m Ge 2 AC 
-47 AN515-8R6 « ISCREW,. aa a e a a a Q Si Der vd 2 AC 
---ᾱ... 
-48 295134 -28A . GROMMET, Wire protecting split (MKL). "T 3 AC 
-49 146-54111 . LIGHT INSTALLATION, Emergency hydraulic “panel “electrical . . Ref AC 
(see figure 236 for detail breakdown) 
-50 175-54078 . LIGHT INSTALLATION, Electrical tank salvo safety switch. . . Ref AC 
(see figure 236 for detail breakdown) 
No Number . LH AFT SIDE BULKHEAD STATION 158 ELECTRICAL EQUIPMENT. . . . Ref AC 


(see figure 239 for detail breakdown) 
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MAIN INVERTER L. 
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x H-175-54-123 


FIGURE 23! - ELECTRICAL CIRCUIT BREAKER AND AC FUSE PANEL INSTALLATION 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


234 1175-54033 PANEL INSTALLATION, Electrical circuit breaker and AC fuse. . . Ref 


(see figure 233 for next assembly) 


ip -54033-5 + PANEL ASSEMBLY, Electrical circuit breaker . . . . . . ο s 1 
-1 414001 sx o RUSE (LEP Joia ues ο m9 i ο ο ο le Ἦν ST Sw 15 
-2 414002 sen FUSE: (LT ia ὃς oom aes a 790 18; ρον Ewe ο 2 
-3 414003 s cs PUSE ΤΕ) ο wow 9: eee Fuse Mar ὃς Met es ee M et ta: Ὅν Ser ey S 2 
πη 414005 «s cc FUSE ETE) V owe oe. Sosa κ a. AG. A ey -- 3 
-5 414010 we PUSE (DTE). wow ο wo GBS yen cy wi cee el vel eae! E IUS YS 2 
-6 414015 s ve EUSE: CUTE. m iu^ ue Sw NA AA A A 1 
-7 414025 + . FUSE (LTF). : GIS 49. <i cee as SE NUS αρ E We 1 
442001 2 . EXTRACTOR POST (LTF). S 45 ο cay, νον ο. 
-8 NAF1077-3 + » RECEPTACLE AND CAP, Electrical connector double contact . 1 
-9 AN515-4R6 zc GS CHEW ug ον Verse P ο Yeu US I. Uis aa URS, EI RII ARS ot rk Ae 4 
AN365-440 £6 ce NUT Wow 4039 ο ο ο ο ο ο ο t IR. o mx mide e TW 4 
AN3057-8 e . ADAPTER... . . «E Qar e Ui. Je 1 
-10 AN3436-2-16 + . TERMINAL BLOCK ASSEMBLY Ἵν πο uie te: We Sar. ce ee noel E dre 2 
-11 AN3436-2-9 . . TERMINAL BLOCK ASSEMBLY . . . es + +... < + + e s ὁ ο we 1 
AN3434-1 ¿Z a OTIRIP e $9 3x a eek ο ey See Sie A woe DE cou e 6 
AN3434.-2 € Ge STRIP aa a a 039409) 9 8 09 2 SETS eS δ. SS, 8 3 
-12 AN515-4R6 je ee SCREW z. oo lec; € x A ie Sele te ve Ge s, s We ep te el e 8 
-13 AN365-440 v st μμ φις “ei thar de, ες) Zo go tay ISO te. A c ete he! RS as pr Se Zaa 32 8 
-14 AN341-6 ο κ ο vos v cad τὲς Ὅν τὸς Rue vou ales, (νοι I ec re AD PR OLE 
-15 AN961-6 vs c SWASHER. 3 cb wee ο woo qoe ορ μα aa ve oy a oos AL, 
-16 AN936A6B ὃν Ac WASHER: a T a See UE ος me ow wot rou. Re S S eee SAL 
-17 AN515-6R8 on "mom, ISOREW: ¿aorta polar Gre Te ο ο ο πμ νο 2 
AN365-632 we ae NUM e... eem que ie DE Te BO o Qe ie UE ῳ Ὁ vov AA 2 
-18 9311-5A + + CIRCUIT BREAKER [ptr PN E LE CERE san hot! Col «se, hat ey ὁ 1 
-19 PLM80 +: as CIRCUIT BREAKER: (SPT) s arais a as ea, ος We Soe we ve D i 1 
-20 AN520-10R12 v wc IBORBEW wee. sa Rc o at el au Ger ο Wer seh αν V mi p ο tek tel -- 2 
AN365-1032 ds μον so {ie U Gb σα “Os Cat τῳ, πο ο oh Q elm ne? vey S es Net Q 2 
AN960D10L . . WASHER. vt owes ἵει εφ) ο Tec aui uei ime ie. «ὃν ee iE ne 2 
-21 123001 + e CLIP (LTF). αὶ dec ο Si ta, «πι κά. ede Nel ατα Ὁ, det ope 24 
AN315-832 v" le ο ο Re. Te te. are. AT ο ο iq s cas a Dae Ὁ WA Sot ei “ee 24 
AN515-8R7 bi. SCREW ¿real mte e ο OR Q: Sa e See Cw ο ce S Rc s dw le ener ie oe ON 
-22 414001 ον ὍΘΕ ΟΤΕ} ος ο cers so e Ww ο; rs ja etim Ue ος, ᾧς -ᾱ 5 
-23 414002 s ce, «ΕΡΕ. ΠΟΤΕ) S 3031.4 ο τό, οἱ co A een ὦν sQ 1 
-24 414003 e c RUSE (LTR Qe Sus w Or ice) E > wi le T ο 4 1 
-25 414005 ay cay APUSE ALTE); 2108 ος ος 3») 6 0709 48209. w. ov w on de. Ro e 2 
-26 414010 voc. PUSE (DTE). ο. cer 39e 1€ RIS er W: Fay Is: Cn 9 er oe; de Severe 1 
-27 414015 oy ce FUSE (LTR) a U ¿usu e. e ο 09^ :€ 09 Ὁ lle $ Q c9. le lQ wet eel ee 1s 1 
-28 414025 ox ce RUSE CULTE). ο ο ὦ 20:73 6-79 19 a ο... 1 
-29 PGM105 + . CIRCUIT BREAKER (SPT) . . « « , « +s +s + + s s + «νο ο ο 1 
-30 AN515-10R8 «9»: ως ο Sa. fb ο Be SOL” Roos E le Teraa et ial SÉ, SS Qe 8 
AN960D10L $c... WASHER ¿aS e EORR. eret ο Su πὲ κο A 16 
AN365-1032 ya ar NU a πμ Oia, fo) eee a ο) TIAE EID Mu 8 
-31 PGM200 + . CIRCUIT BREAKER (SPT) . . s.s ss + + + + + s νο + + e n 2 
-32 AN515-10R8 ç 42 SCREW. 2 τῳ". o ei la? inn w ὦ elves! nbn te, VOUS e ὦ RE 8 
AN960D10L vow. ¿WASHER tu vereri. WL Ὧν Gruss NOE ©! e Ru ers οἱ τῷ. νε $ 16 
AN365-1032 s we NUT e x . . ο oe is ; ο NE Re τς 8 
-33 175-54033-3 + . PANEL, Electrical circuit breaker and AC fuse ese? fe: «ἄν ee 1 
175-54047 + . SHIELD ASSEMBLY, Electrical AC fuse and circumfere ence . . 1 
: breaker panel 
-34 175-54047-5 - > . HINGE, Electrical AC fuse and circumference breaker. . 1 
panel 
-35 175-54047-7 - + . HINGE, Electrical AC fuse and circumference breaker. . 1 
panel 
-36 175-54047-3 e + + SHIELD, Electrical AC fuse and circumference breaker . 1 
panel 
-37 AN515-6R8 x. “ὦ; uec SCREW e wc N rg. τοι S a etu an oe, {ay εις eet ote 3 
AN365-632 š Yes UMP" SS 3 
AN960D6L . + + WASHER... ο E AR ec rate Vi Ute CRY e 12 
NAS43DD1-152 . < + SPACER, Screw and “bolt Wl fe tes Fe A Al ο. 3 
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FUSELAGE (Cont) 





--115-54-100 


FIGURE 235 - FUSELAGE BULKHEAD STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 


FIGURE & PART + a UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
235 146-54060 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage bulkhead station. . Ref 


224-5/8 (see figure 233 for next assembly 


-1 146-54101 . SWITCH ASSEMBLY, Electrical station 224- v8 and 424- -5/8. š 1 
-2 AN365-632 Vc SNUT S g chat κ deo. ser ve? SIT) N e Sa an tate . š 6 
-3 AN960-6 . ^u WASHER Ls Ὁ ὁ e SU a g e Wiese Ἔν me^ εδ Ce 8 6 T ὁ 12 
-ἃ AN515-6R6 P f o SCREW Mex at ον fe an ee Ste ca a! Se Geta atin ET QVE 6 
-5 AN365-832 ç a) ἘΠ; < e ὁ 9 ο c* ο » ο ὁ ὁ ο ^ . co... . . 1 
-6 AN960D8L + . WASHER. . .. wd να d, a. USU Ws κ teo w a" ue τῷ W sns, . ο 1 
-7 AN515-8R6 . . SCREW... . . x Ea te lar ros 1 
-8 146-54101-15 . . GUARD, Station 224. 5/8 and 424 5/8 electrical switch. . . 1 r 
"assembly (make from AN3229-1) Y 
-9 AN3021-3 . . SWITCH... .. Z. ... fe? Yet ar else ^R d. X. TED aD I len -ἳ αρ ta^ UE 2 
-10 AN3021-6 €. SWITCH. . . πο DeL n us ue Yel ο dar tele “ὁ . 1 
-11 YHS100S6 | "TERMINAL PANEL (pressurized) (BE) . . .. 2272772222 3 
-12 AN520-10R10 4 SCREW Ὁ x V E Ws aoe ᾱ- Wa INSEL cR. Qh RT U. dZ 86 
-13 AN960À10 . WASHER . . WW, Ce e τ. rsen + "ec. ὁ a ο οἱ ὁ 86 
-14 . No Number . ` CLIP, Type A3 (BE); . . .. I eee. aria Salter hy Sa - BIZ 
-15 130-51066 » GASKET, Pressurized heros suite anel s. Why Soe ο”... 3 
-16 YHS40S6 . TERMINAL PANEL (pressurized) BE). TOC ο... 5 
-17 146-71238 . GASKET, Pressurized radar Ὃν ολες panel. ee Mee SC rare ane SN: 5 
-18 No Number . CLIP, Type A4 (BE s s Mee. Say ο E -- ves . 10 
-19 No Number 2 CLIP, Type A5 BE Ja- z & eta ug Ge ar tank i^m dex Oh de τ z 10 
-20 ΑΝΟΘΟΡ6 « WASHER Z o1 91€. 79 e -ᾱ- m. cm, ος (ρω a οι wl mr v es 8 
-21 AN515-6R8 "ario MCI eel vee Sec eee aa MEO E 4 
-22 TBF28-15PS . RECEPTACLE (CED). . ....-............. . 3 Ë 1 
-23 AN365-440. ee NUTS SR ον wem y. ο ιο See οι ὃν Mele Moris, cae cae te EE OPE °: 4 
-24 AN515-4R4 . SCREW. .. NS 4 ὃς US — ey ος 4 
-25 146-54101-3. . COVER, Station 224- 5/8 eléctrical switch assembly. Poe ae i 
-26 130-54217 . TOOL ASSEMBLY, Electrical pressure disconnect fitting. . . . 1 
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FIGURE 236 - EMERGENCY HYDRAULIC PANEL LAMP RADIO COMPARTMENT DOME LAMP AND 
ELECTRICAL TANK SALVO SAFETY SWITCH LIGHT INSTALLATIONS 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. - CODE 
236 EMERGENCY HYDRAULIC PANEL LAMP RADIO COMPARTMENT DOME LAMP AND 

ELECTRICAL TANK SALVO SAFETY SWITCH LIGHT ASSEMBLIES 
146-54111 . LAMP INSTALLATION, Emergency hydraulic panel electrical. . . Ref 
(see figure 233 for next ASSEDI 
-1 AN365-832 ο: ο NUT , ww ο 9 ὁ e a e ὁ ὁ e o ὁ ὁ a e e ὁ e “e 0 ° ο ° ο 4 
-2 AN960DBL > e UWASHER (e Suara Leo e m vm lev Je κ ιδ ih e Go oie m δ: Ὁ 4 
-3 AN515-8R7 + = SCREW.. esoe s e eooo ooo e e e o o o δ» e oo 4 
-4 169-54057 . . BRACKET ASSEMBLY, Electrical emergency hydraulic control. 1 
ΟΝ panel 
-5 3482946 + . LAMP ASSEMBLY (SEB) . . +. eee + + s ... * * * ng 1 
ATTACHING PARTS 
-6 AN365-632 abe MP" 2 
-τ 2W1AL16-12-24 . . WASHER, Plain (NA). . +. +. + + + + +s + s + s . . we ο. 2 
-8 AN507 -632R6 νον..." νη." oh arcet Oar ake ways 2 
=... 
AN3132-308 s. « LAMP. . , « ο ο e < e e ὁ e ὁ » e ὁ o * e ὁ e 5 e * e ο ο) 1 
146-54100 T . LAMP INSTALLATION, Radio compartment dome. . e . e . + + + + Ref 
(see figure 233 for next assembly) 
-9 AN515-8R8 . SCREW . 4 è 4 < < < 4 o... e ἃ e e 9 e 9 e e ὁ e e ὁ ὁ 4 
-10 AN960A8 . . WASHER . ο « ο ο ο 0 ο © © © © © © © © © © © 9 5 0... £| i£ 4 
-11 34B2946 . . LAMP ASSEMBLY, Type A2 (SED): I. κά ο οἰ ο umm js WN G 1 
: . ATTACHING PARTS 
-12 AN365 -632 DU NUR QR E A E Sia πο Ty, Pas a ce 2 
-13 2W1AL16-12-24 . . WASHER, Plain (ΝΑ). . . + +. + + +< š +s s error n n n 2 
-14 AN507 -632R6 s cec. SCREW . 4 . X + < 9 5 09 ὁ ὁ ο mmm SU ο ὁ 9 ο ἡ 2 
---ᾱ-.-- 

AN3132R308 v we LAMPo as ο ο ο Re hm ce ο de au ο al ier 1 
-15 146-54100-3 . . BRACKET, Radio compartment dome lamp. . , e e + + s ee 1 

175-54078 . LIGHT INSTALLATION, Electrical tank salvo safety switch. . . Ref 

(see figure 233 for next assembly) ἢ 
-16 ΑΝ365-832 ο ο tw as 19 704» a ο a a ο s 3 
-17 AN960D8 e ὦ WASHER. .-. ο +< +< s s s e e sm e 9. je s sey e ° e ° ὁ) 4 ὁ 6 
-18 AN515-8R10 e +. SCREW... ὁ 9 < +< © © © 9 e e 0. e ὁ 9 ὁ e c 9 “e s e e “e ο 3 
-19 AN515-8R8 a τῳ 0 EM 2 
-20 AN960D8 e . WASHER ... ο ο 9 9 ο «© © © © © © © © ὁ 9 © © © ὁ ὁ ο 2 r 
-21 175-54078-5 ` . . LIGHT SUB ASSEMBLY, Electrical tank salvo safety switch . 1 
-22 AN507-440R10 ^ vw s SCREW -s ἡ... i. OR τοι ο o 09.9. «αἱ JS qu; -ᾱ- c9 O9. ως Yel lm; ᾳ- ἃ 5 
-23 AN3030-7 . . LIGHT ASSEMBLY. . . « . + < «© © © © © © © © © © © ο ° ο 1 
-eh AN515-6R8 & uw SCREW ¿Q Z eic) e vet A E ών oon fm Fer Φιν δι. τ) Φ Ue 1 
~25 AN3229-1 + « GUARD . . ο ο + < . 9 © e © e * o ὁ e 9 ο c e e ° e ο 1 
-26 AN3023-3 s ο SWITCH... e. 2 9 4o € € ὁ -ᾱ ο ο ο $9 e as 1 
A AA A A l 2 A ll lil ο ώς iii i= e 
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FIGURE 237 - ELECTRICAL BOMB RELEASE VACUUM AND TEMPERATURE AND 
PHOTO TECHNICIANS CAMERA CONTROLS PANEL ASSEMBLY 
436 : 
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H-175-54-105 








175-54024 


175-54024-13 
AN365 -832 
AN515-8R12 
No Number 
2W1AL12-20-40 
No Number 
175-54024-7 
175-54024-5 
AN3157-2 
AN3121-313 
AN3157-4 - 
AN3121-313 
AN3027-2 
AN3 027 -3 
AN3021-2 
AN365-440 
AN960D4 
AN515-4R6 
AN3436-2-5 
AN3434-1 
AN3433-2-5 
AN3220-2 
8918K545 
AN515-6R6 
AN3333-1 
AN3022-7 
AN3028-3 
AN3227-8 
40AT419-1 
321CA 
321CA 
A4O1U3SH 
Bae -8R8 


175- -54024-3 
AN515-8R8 
AN365-832 
175-54022 


175-54022-23 
AN515-6R8 
947-101 
AN515-6R8 
ΑΝΟΘΟΡΕΙ, 
938-200 
AN515-6R8 
170-100 
AN3157-2 
AN3121-313 
AN365-440 
ΑΝΟΘΟΡΗ1, 
AN515-4R6 
AN341-6 
AN936A6B 


. AN961-6 


AN3436-2-6 
AN3434-1 
AN515-6R8 
7103103 
AN515-6R8 
AN3227-2 
AN3027-2 
AN515-6R8 
AN3022-2 
AN515-6R8 
AN3226-2 
AN3157-4 
AN365-1032 
AN960D10L 
4419-2 
AN3034-1 
AN515-8R8 
AN365-632 
AN960D6L 
AN515-6R10 
175-54022-13 
175-54022-21 


AN520-10R8 
AN960D10 


t 2 3 
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ELECTRICAL BOMB RELEASE VACUUM AND TEMPERATURE AND PHOTO 
TECHNICIANS CAMERA CONTROLS PANEL ASSEMBLIES 


5. 9 c c» 9 9 $9 9 ο *? P? o eo... 0 9 9 ὁ Ὁ 0 9 ὁ 0$ c3 9 ο ο 9$ 59 9 


E 
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e Ó e 9 s c9 9 0 0 ὁ q s ὁ 0 s * s s s 9 ὁ 9 s s 9 0 o c9 9 ο s 0 9 s 9 ο ο 
e» 9 c] ο * c» ο» 5» ο » » 9 6 9 . 3! 9*8 ὁ 9? 99» ο ο 9 $892.29. ὁ 9 9 € 


e e c9 € ὁ 0 0 9 s 9 0 9 9 o 9 9 9 9 s 9 9 s 9 9 9 ὁ s 9 9 ο s 9 $ 9 9 ο 


e us SCREW.. ce Ç e e 55.5 06 box 2 mos 4 ο a a mem US 
. . WASHER, . . +. . + + + * + +s s s + s s emo 9 s . ον n on 


PANEL INSTALLATION, Electrical bomb release vacuum and . . . Ref 


SCREW . « . « + + + + ° n 
NUT 
ANEL INSTALLATION, "Electrical photo technicians camera. 


PANEL ASSY, Electrical bomb release vac and temp controls i 
NUT. . ee + + s s +s + s + s + + s mom m n m n n t] ° n9 
SCREW. . . . 8 
INDICATOR, Temperature (Navy stock No. Ἀθότώτόο- 10) (GFP) 1 
WASHER,: Plain (NA) . E ea eis a 1g 8 
GROMMET, Number 16 Shore hardness (RB) . . 8 
SPACER, Electrical bomb release vac and temp controls. 4 
SUPPORT, Electrical bomb release vac and temp controls 1 
LIGHT ASSEMBLY . . .. νον ο m; is By. Ow, tette 3 
LAMP... Pe a ο Pa at oe e ο ο ο ο 3 
LIGHT ASSEMBLY v ώς τόν we Soe QUI ae US a W: Re Ye 1 
LAMP 2 care ο eom ο A A ο... 1 
SWITCH . . . s. « <s e « « e a s e ὁ e ο s ὁ 9 ὁ ὁ 9 0 n9 8 
SWITCH Z 4 43 Ὁ νο κ 58 ο V -ῳ. W I W Ga, ἃ; εδ ὁ 1 
SWITCH . . . « ὁ ο ο ew e ὁ ὁ ο ο ο 9 ο ο ο ο ο . . on 2 
NUT. Vue 2ο oe Q se Cal οι ος ο ὃς 9I an ος ο. ὡς A EL 2 
WASHER . +. . . «4 » ο ο we eee oe ο 9 ο ὁ 9 ο ο ὁ 9 n 2 
SOREW; «372. ni U AC se Seo o νο, ee WN Sw. ος ος ον i Sei ie 2 
TERMINAL BLOCK ASSEMBLY. . +. . . , + + + © © © © +... 1 
STRIP. ¿U 4 Seb a 6 ὁ Wy Ga Ὃν «ο ke E 2 
BUS ca ow eu serie  ὁ SU ec om ove caret a U ὃς S 1 
KNOB ç o. ο. a 8 o6 δ! Sot ial le. Yer nee le: ο ee a 1 
SWITCH ASSEMBLY (CUT). . . . . + + + + + + + ee woe 1 
SCREW, 4. 4. . ος ο Ὁ ὁ) Ow s ὁ ο ο a ὁ 5 ὁ 4 
GUARD. ... - ο x 9 ο foe ο o we 4. ὁ 4.4 tn 1 
SWITCH ¿ . . « 4 ὁ ο . ὁ ο mom ὁ ὁ ὁ ο ο 9 ο ο "e ὁ 9 ο 1 
QUARD. 4 ο ο κ eya ο 09 ὁ α ὁ < w $ ὁ ὁ ὁ ὁ €. 1 
SWITCH a Q A DIAS ee CM Tr os des D οί dense: Ge -ᾱ 1 
LIGHT ASSEMBLY (BMC) . liosa ee s s. e e. 4 
LAMP eS E ele er ἃ. WU cm ὁ [97 ο! e mi ὁ 8 14 
LAMP (GE). . « +< +< < < © e e a e s o e 0 om o m n on * ng 6 
SWITCH (RHS) . . . . . « < +< <s e <s 0 e e 0 a e e ο 1 
SCREW. . . e ο +< ὁ e « e e e e e s s s . e 0 e s n9 n9 n9 4 
INTERVALOMETER (AIK) . « « « + + + + + + + ..... . 
PANEL, Bomb release vacuum and temperature controls. . 


PANEL ASSY, Electrical photo technicians camera controls 


temperature control (see fig. 228 for next assy) 


controls (see figure 234 for next assembly) 


SCREW. . . .. . . . . 
CONTROL ASSEMBLY, "Maid σαν) . . 

SCREW. . « « + + + + + + s + + on n ong 

WASHER . o. . . 

CONTROL HEAD, “Type MCD- -3 interval ` (CAV) 

SCREW. . . . . . 


CAS-2 REMOTE CONTROL UNIT (CAV). 
LIGHT ASSEMBLY 
LAMP... 
NUT. . . « 
WASHER . . 
SCREW. . . 
NUT. . . 
LOCKWASHER 
WASHER . . 
TERMINAL BL! 
STRIP. + . 
SCREW. . . 
COUNTER (VEE) 
SCREW. . 
SWITCH . 
SWITCH . 
SCREW. . 
SWITCH . 
SCREW. . 
SWITCH 
LIGHT ASSEMBL 
NUT. . . . . 
WASHER . . 
RECTIFIER (S690) 
LIGHT ASSEMBLY . 
SCREW. +. . . . « 
NUT. . o... < 
WASHER +. +. . +. + 
SCREW. . . . 
PANEL, Electrical photo technicians camera controls. 
PANEL SUB ASSEMBLY, Electrical photo technicians . 
camera controls 


o . . «. 
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< 
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FIGURE 238 - CAMERA HEAT AND VENT LH GENERATOR AND BOMB CONTROL ELECTRICAL RELAY PANEL ASSEMBLIES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
238 CAMERA HEAT AND VENT LH GENERATOR AND BOMB CONTROL ELECTRICAL 
RELAY PANEL ASSEMBLIES 
175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. . .Ref 
(see figures 233 and 241 for next assemblies) n 

-1 AN520-10R12 c a SCREW o νον, εν! μι wes. 293 0 £p GU er an DD 
-2 AN960D10 . . WASHER. . . δινει]: 
-3 175-54050-11 . . SUB ASSEMBLY, ` Electrical "LB generator control relay panel . 1 
-4 AN365-1032 . < NUT. cs αμ ο ch ds els E 
-5 2W1-13-16-63 "e WASHER, Plain “(naj . ks $e e o... 898 
-6 175-54053 DO STUD, Electrical panel cover "supporting . . . š 3 . 8 
-T 175-54050-17 s: "σῷ COVER, Electrical LH generator control relay panel. d v s 1 
-B: AN520-416R14 š . SCREW... "ERES Bae ge E ei a £ we 
-9 67191-1 ` | RELAY (GFP). M SS ewe wat ese ao, A s; ae ο. 
-10 AN515-8R16 . SCREW... Si a a ο By τα. τ ; Sr Ae ste e 
-11 PAIS . CIRCUIT BREAKER `(SPT). zP wes ie οὐ τῷ . veda wu ice 
-12 AN515-8R12 > α “SCREW. 6 9 55 Sese See sois jee ve -— ὃν ee ede Site: Kee rS A 
-13 AN3316-1 ο ο RELAY ee ce IR wl iets OA ο ον. Ie εν 8 ei «6 d er See ede ee. ϱ 3 
-14 AN3249-1 soc. JACK, So + + Ὁ se ο ο a A 

AN960C516L s wo WASHER. ¿ Ὁ. x 397 o3 € ὁ mo -ᾱ ; ο πο e SA e SN es hs 5ο. 
-15 AN3249-2 s Ὁ JACK $26 $09 96s ὃν ον δις sow um Tecos ὃς qs ts yea ob 

AN960C516L +. WASHER. . . . . +. +. +. six; ιο š $ A ow t ο el Bios a SL 
-16 AN520-416R14 P . SCREW . . . oo. š ue" Ina dad fan eec S “GR sS uw after" WO tele SEE 
-17 AN3370-1 a e RELAY a ¿ Ἕν ον oe ος oe oc δι s Se Ce νην Sue ae 
-18 AN520-416R14 . . SCREW. . . . . A ES SUA o. ΠΠ : Ens A 
-19 AN3371-1 p . RELAY . a e d VAN dk na ο adt ids ου ME Paper IRI 
-20 175-54050-5 . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-21 175-54050-15 . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-22 175-54050-7 . BUS BAR, Electrical LH generator control relay panel. . . . 2 
-23 175-54050-13 . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-24 AN365B624 Ve (NUTS tan q. inu. A a qe He, ος τας UE eus. ved od 
-25 AN960B616 ; WASHER- 20» v aro oW SU w. a noe Gees μα 
-26 AN507 -832R16 . . SCREW.. M NE 
-27 146-54043-10 . . PANEL ASSEMBLY, Electrical 378° inch stud "terminal ο... 
-28 ` AN341-616 $ cw a “NUT. UEM μμ cce EE ο OLOGY XE ο ες RUNE TUS, ον eh, `Ə 
-29 AN935 -616L "VES WASHER Rig o4 ος ο φις) ce gem cmo Ry isegi Da s^ 
-30 AN507B624R32 * . + . SCREW. . Gos Fon qp wes δὲ» tS 
-31 146-54043-3 . . . PANEL, Electrical "378° inch stud terminal . . . sf δες gs A 
-32 146-54043 -5 ofer.» INSULATOR, Electrical 3/8 inch stud terminal panel www d 
-33 175-54050-9 . . BUS BAR, Electrical LH generator control relay panel. . . . 2 
-34 AN520-10R16 s cg CREW. ὅλο q ος ὁ 7 o9 y eg wo IS al Ry tee SC te Me Te BE τῳ Len See, e 4 
-35 AN3200-450 νῷ SHUNT a ο ροκ e RA e a ee ee p CSI αν τς, TE ᾱ- eu Ὁ 2 
-36 AN520-10R12 . . SCREW... ο ο ο. 
-37 A751E . . CONTRACTOR, Generator π00Α `28v` DC " (REM). š νεο: 

175-54140 . PANEL INSTALLATION, Electrical camera heat and vent and bomb .Ref 

control relays (see figure 233 for next assembly) 
-38 AN515-8R10 μιν... πμ ο gue BO Maho Ge UO 
-39 AN960D8 . . WASHER. . SO κα με Qs Ὁ 
-40 175-54140-5 . . SUB ASSEMBLY, Electrical | camera heat “and “vent and bomb. . . 1 
control relays 
-41 AN515-8R10 . . SCREW.. m s ο. 
-42 650-3138 ` TIME RELAY, Aft camera heater (COE). . . . sor. oe ami d 
-43 AN520-10R10 e ws SCREW xc 7e o9 au lS ae a" : Gr anaes λε) 
-44 AN3350-2 Coe RELAY Jo 2 204 49 3 € i ee ο νὰ ο ο 
-45 AN515-8R10 a . SCREW... bce ao NÓ 
-46 237EAU . . RELAY, Dpdt 24 voit DC coil (LR drawing. No. LC5008) (LC) . 3 
-47 AN515-8R10 ge ug SCREW SY ο eS ος ce Le ο O e καὶ Se Fe oe Sole sue: A 
-48 AN3316-1 * . RELAY... EC vet sac SP. ub 
-49 175-54140-7 . . BUS BAR, Electrical camera "heat and vent and "bomb control . 1 
; relay panel 

-50 AN520-10R10 + . SCREW... . . . e e « r ο Thad GE! A wala ee Sie E 
-51 AN3352-1 . 4. RELAY . 4 . ο 4 w o oce ο) ὁ EUER 1 
-52 AN520-10R10 i SCREW Z ο ο ο ο abu 
-53 A7933 . . TIMER, Bomb salvo repeat (E HYAW). . . als a h «.... n . 1 
-54 AN515-4R8 e . SCREW... ο . - ee ο ° Pu vera ek e τὰ, e W yG at ee ος 

AN365-440 N NUT . . « 0 «4 ee n oo. af far ATEN deis el Seth AIRE 4 

ANQ60D4L . . WASHER, . . 2. ο ο + < « š . UK e Sut reris ο... 
-55 AN515-4R10 % . SCREW . . . eeo . oo ee CEPI "ROADS: 
-56 AN3310-1 A & CREDAY. 4-0 sal a e > < ba ote ο WE. QR. SQ. kU E Tar -ᾱ EC $ 
-57 AN3100A22-19S . . RECEPTACLE. . . +. . +. + + φον -ᾱ dde ws ele ved Ys sow AL 
-58 2L7-2 . . LUG, Safety (NA). . . es + < + rd, των S s 2x 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


E> 


H-175-54-127 





FIGURE 239 - LH AFT SIDE BULKHEAD STATION 158 ELECTRICAL EQUIPMENT 


PART UNITS 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
No Number LH AFT SIDE BULKHEAD STATION 158 ELECTRICAL EQUIPMENT. . . . . . Ref 

(see figure 233 for next assembly) 
175-54040 . COVER, Electrical photo technicians camera control closeout . 1 
AN515-6R7 ὁ- SCREW. oe aaa 5 τος a € Se a wee 5 
AN515-8R7 = OS CREW 2 b ος 90 9 ek ως an te ον cmo a ee a Pal αν as (pile aha wow 0 
AN960D6L s (WASHERS) J teta 74.0 Jew o ο οφ 0m uk cem wwe Cw Qel N ... . 5 
AN960D8L è WASHER; 4 2 2 5 4 ο a oe Foe WFE CN en's O 
175-54194 . PANEL ASSEMBLY, Terminal strip mounting... . SC RUE Go de 1 
ATTACHING PARTS 
AN515-8R8 "leuc SS va MD RR 1φ--νς. ο, ὠνοο μιᾷ. Le 6 
ΑΝΟΘΟΡΒΘΙ, ο οι ο; 62 Uu ο a ο at Qu SU ὦ. Be Qy. PL Ti v 6 
rue NN 
175-54194-3 - . PANEL, Terminal strip mounting ..... ke te ave 1 
175-54194-5 . . PANEL, Terminal strip mounting . . Z όν Perito on Dar “ve -— 1 
AN3436-2-20 . TERMINAL BLOCK ASSEMBLY. ..... s € ο ο ο ο e e * c 5 
AN3434-1 an oU COTRIPS ο carrie os oe a οσο A a cante: ELO: 
AN3434 -2 ο € STRIP Ὁ. ος, % E Ge: cred) ο aay er ahaha ο ls a 5 
AN936A6B - . WASHER... sd. eT CR Sar a ος ὦ τν. ee Gee ae LOD 
AN961-6 . . WASHER, . Won Si UE CAR ees CAS AR ως AAA DE A OD 
AN341-6 i NUT. ... ble S ο ο Be at We wa Se W we 100 
AN515-4R6 A SCREW. . . . . . . € ^w" ues ae . «ο. "IUE EE 1) 
ΑΝΟΘΟΡΗ1, Au SS WASHER, «uon oue Fae ο Os ca, ο ο oce ο L6 δῷ Sites E] 
175-54022 . PANEL INSTALLATION, Electrical photo technicians camera . . . Ref 
controls (see fig. 237 for detail breakdown) 
AN3106A1!85S . PLUG (MCD3 control 938-200). . . .............. 1 
AN3057 -6A a ¿ADAPTER ο 2. S 5. 0$ 0201. 9o eis e| 2e ὁ 4 ( ᾱ τώ v m ὁ I 
AN3106A28-11S . PLUG (MA10 control 947-101). . . . . ο ο μμ” 
AN3057-16A e, ADAPTER ue ο Sy ον αἱ Say «ὦ ολ ο ce Gee, οι, ae Cat Sec ὠγτωυῷ. pc μα un 1 
AN3106A28-12P . PLUG CAS? remote control Ὅροι ο “Ἔν d. vs EG ο οκ 1 
AN3106A28-12S . PLUG CAS2 remote control 170-100) . . "xr 1 
AN3057-16A on ADAPTER X to de 1 rur ex Go το “Seay sete) bale, δ. c cel ha es ery wet ὦ 2 
NAF1077 -3 . RECEPTACLE AND CAP, Electrical connector double contact s 4 1 
ATTACHING PARTS 
AN365-440 ar NUE 2 th, co Se Le eee Gat a Mo? EE Be ue epe ie te Kel AR tales Gen cea IR a 4 
AN935-4 a ¿LOCK WASHER vació o. aos Ὁ See woe s. e e A aa ον ὃν 4 
AN515-4R4 4 SCREW CIUS QOLi1d Wes ce de wer ale ο) ο ate, erai ο ele 4 
p NR 

AN3057-8 ADAPTER . . . . atu deter ο ο. es sub 
AN3106A14S2S PLUG. ..... $: "sis" “ὦ ντα Sa^ ur 9: ον. ο) Sd ee ον "ὅτ δορά 1 
AN3106A14S2P PLUG. umso ig τοι gi MU reuse te q iR ὁ Seeker "ar et te! cee ο 1 
AN3057-6A ADAPTER . . — Pra Ni 


USEABLE ON 
CODE 


E a 
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FIGURE 240 - ENGINE FLAP CONTROL PANEL INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ^" CODE 





175-54046-101 PANEL INSTALLATION, Engine flap control. . . . . . eœ . o 
(see figure 228 for next assembly): B 
-1 AN520-10R8 wv (SCREW z W^ e «€ 09 a im Sar TR oe m 4 ee des ᾱ- ie 2 
-2 AN960D10L . WASHER. . . wy -ᾱ- ως yo oU Lv 2 
-3 175-54046-23 . PANEL ASSEMBLY, Engine flap control . ο Mee n le ας Ei ος, iw) os 1 
-4 8747K3 . SWITCH (CUT). . . . . . VS doe ΔΕΝ Le Neve: s τ 6 
8916K544 ^" GUARD (CUT) 4 < ¿Z ο μαι τν ὃν eR, ee, BS š 6 
-5 AN515-6R7 + SCREW. . . . . . . : 5 12 
ΑΝ365-632 . NT.. .. € ᾿Φὶ τῶ ee ee a 9 ο c9 (ος < 12 
-6 AN3034-1 ` LIGHT ASSEMBLY. ° š š ys 1 
AN3121R313 . LAMP. . . . . a 1 
-7 AN3157-2 . LIGHT ASSEMBLY. 4 “QU WO e x xe e SY a US Ze la 2 1 
AN3121-313 . LAMP. . . « wi x. ο e^ o S ὦ. Gori to lec a ie o ο. š 1 
-8 AN3021-1 z SWITCH. ow w e i δ cele Ὁ ὦ < ἃ d ce wo oh Ὁ ο ¿e " 1 
-9 AN3211-2 . SWITCH. . + . "E 1 
-10 175-54046-5 . BRACKET, Panel “assembly engine flap ç control M arg ο» 1' 
-11 6400A23A1A4 . AUTOSYN INDICATOR (BX). . . doxes erred. Poo ος 1 
-12 AN365-832 . NUT... a a, te. Wai. ies ied, «δα, VM aa viU pus MU UE WU i Se Le (ret. te 8 
-13 2W1AL12-20-40 . WASHER, Plain (Na). . ek. acer Sh or ο Cas ad ο ας 8 
-14 16 . GROMMET (Shore H20- 30) (m) | κ 2 we & te ere. Ἂν τα 22 8 
-15 175-54046-7 . SPACER, Panel assembly engine flap control. ο Ad Veo e v 4 
-16 AN515-8R12 ve “SCREW ο: ο xwo& ὃς -ᾱ Ὁ aum uie ae qas Ten Par we, ves τοὶ CAD a 8 
-17 AN515-6R6 + SCREW... ο ο Car; ο ο ROS ον ne E ο č a 4 
-18 AN3160-10 . CIRCUIT BREAKER ο ο -ᾱ a Seles, E SU. A MS: a 
-19 8784K3 -A SWITCH: (CUT): 2.3 b h s a a om Qk ο S. a: ds 1 
-20 AN3021-3 - SWITCH. . . . . . . augu Ma mes Gy ο eu E W gd Hot veo es ye" es a 3 
AN3028-4 LS GUARD oreas δ. co eee Shs eee ο ey y, Rom, Sear ο 3 
-21 # AN3021-3 Ç ο Απο < Q< S ο SO ο ses he ee ο e ο y Ἔξ. ye eis ta 1 
NOTE: # Denotes the incorporation of Service Change No. 411 B 
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H-175-54-145A Y 


FIGURE 241 - LH SIDE STATION 158 TO STATION 224-5/8 RADIO COMPARTMENT ELECTRICAL EQUIPMENT 
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AN 01-60AABA-4 Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
241 No Number LH SIDE STATION 158 TO STATION 224-5 RADIO COMPARTMENT. . . . Ref CC 

ELECTRICAL EQUIPMENT (see fig. 228 for next assembly) 
-1 AN520-10R8 . SCREW. .. + 19 CC 
-2 183-54033 . PANEL INSTALLATION, “Electrical circuit breaker and AC “ruse : 1 cc 
(see figure 244 for detail breakdown) 
-3 183-54024 . PANEL INSTALLATION, Electrical bomb release and temperature. 1 cc 
controls (see figure 247 for detail breakdown 
-4 CHA . PORTABLE: LIGHT (Navy Spec. 94-32294D) ... genet ae 1 cc 
5 AN515-6R7 μα ο πμ NEA HON o E a να μμ οκ 2 cc 
ANQ60D6L . WASHER en err Ow ee £ U EE NEC EHE 2 cc 
-6 A4853 ` FILTER INTERVALOMETER ᾽ (ark) τι es: να Asa vef Fa heirs τν 1 cc 
N -τ AN365-8-32 z. κ 22: ee ο ο ο ο ο ο w cee τα 2 cc 
VU -8 ANO96OD8L yl WASHER ο ων wo κ. AA RA ROR A ATA oe e 2 cc 
-9 AN515-8R6 . SCREW. ο ο ο ο 9 σσ 
-10 183-54038 . PANEL ASSEMBLY, “Electrical circuit breaker camera. . « . . . 1 cc 
(see figure 243 for detail breakdown) 
-11 AN365 -440 v NUTA, urne a ο ος WS UI N. Ze a Rate Vel Cel Sal ο μυ... 8 cc 
-12 AN935-4 so WASHER s dee oe wee A A o8, Re 8 cc 
-13 AN515-4R4 . SCREW... "m 8 cc 
-14 NAF1077-3 . RECEPTACLE AND CAP, "Electrical connector doubler contact MES 2 ος 
-15 AN3057-8 + ADAPTER... ο δι ας vow 46 teo ar m ο o ote ὁ ea παν 2 cc 
-16 AN520-10R8 s QUOD SS ος Bl Se aee A alte RR GR Oa Sete LR P "EC 10 cc 
ANQ60D10L & WASHER: zo oal wc ee wer ee A a eR A φ ο š ΣΙ 10 ςς 
NAS43DD3-20A . SPACER, Screw. . . š 5 cc 
-17 183-54140 . PANEL ASSEMBLY, Electrical ‘camera heat vent and "bomb control 1 cc 
relays (see figure 245 for detail breakdown) 
-18 AN520-10R8 gf ης pac Xo koa TE ER Ten g. ee 7 cc 
AN960D10L . WASHER . . 7 cc 
-19 183-54074 . PANEL INSTALLATION, “Electrical cabin temperature controls. 1 cc 
(see figure 243 for detall breakdown) 
-20 AN3106A16S1S en PLUG o T4 ae RA el A AA οφ Ç E d. A o 2 cc 
-21 AN3106A16S1P a PLUG v oz S Q A LA A A ARA A AA 1 CC 
AN3057-8A . ADAPTER. . . νων: 6° 1 cc 
-22 938-300 | ELECTRONIC INTERVAL CONTROLLER (Type MCD-3) (CAV). . S... 1 cc 
AN520-10R8 v SCORE CS wis τι ον τς. e eve ἀν Q. a L ovde OU OW d ο" 4 cc 
AN960D10L s WASHER-L iari 3.2929 τοι ZU ke s, Ee qois ας S a, Cara tee ώς US 4 cc 
-23 AN3106A20-27S O DUG a a aa es MA ele wy eee gla, Gee Mage Ce. Ἵν τῷ 1 cc 
AN3057-12A ey ADAPTER c S S 2 νο ο a enter ce 1 cc 
-24 JX37A . FILTER ASSEMBLY (SPR)... . . . « + s + + s s + + s ον 1 cc 
-25 AN515-8R8 s SCREWS Tu Wet ta Tasse mda ο λα ο ν ve (en aes Se 4 cc 
-26 AN781-4 ay NIPPLE: κο αν lett ae Bee Se we Moca ο ο ο ο ο le Da 2 cc 
-27 AN3106A18-68 z ΕΕ, ὁ. Sos: ὁ e ee A ae e 1 cc 
AN3057-10A 9» ADAPTER: 5 2 2$ 9$. 909 3*0. 9 ἐν πο PR 1 cc 
-28 No Number 1 CAPACITOR (Type CEB1C6516) (3AN-0262). 1... . . . . . . 1 cc 
29 AN3106A1283S & JRBUM 2 RA 44 Ν ἐκ O&O D CA ORO VAS VEL Pal CO m, we Αν κα ae X 1 CC 
AN3057-4A . ADAPTER. .. οἱ, iy ilu. des day a š ud tuy Ae Abn Sas "uh ο 1 CC 
-30 AN3106A1482S . PLUG (photo recorder free air temperature remote compass) . 2 cc 
AN3057-6A . ADAPTER. .. . . $e Ἡ' ah a) se af gd 2 cc 
-31 AN3106A18-18S . PLUG [photo recorder. counter unit). ὃς ο κ š de 1 cc 
-32 AN3106A18-98 . PLUG (photo recorder) . ὅν ος erga ae ce ym Nec < K ο 1 cc 
AN3057-10A 5. ADAPTERS ov ow ore τῳ Q era ο or ae BE SŠ ees ve . S + 2 cc 
-33 AN5531-1 . RESISTOR . . . . οκ CN MAE oe ο Se REM 1 cc 
-34 175-54195-107 . COVER ASSEMBLY, Electrical terminal conne ector. EM $0 1 ος 
-35 AN3436-2-17 . TERMINAL BLOCK ASSEMBLY. . . . . . +... + < < + s we we "o" 1 cc 
AN3434-1 v TRIPS sa 9 4 ds lI es vet cer ΠῚ Aris .. 3 cc 
-36 AN365-440 . NUT. . "CE XM 3 cc 
-37 AN960DLHL «| WASHERO 2-4 d Se A α w A AA ὦ ατα η 3 cc 
-38 AN515-4R7 a SCREW. o2 $7. 2o 3 0 bx š aoe ko wa EO 3 cc 
-39 AN341-6 x TDS oue. ῳ α. We ue Se πμ m w a ote oi Naat, š 17 cc 
-40 AN936A6B « "WASHER ç è < Q< w € 4-4 X oo ᾱ -ᾱ 2 . s K NY k 17 CC 
-41 AN961-6 . WASHER DNE IEEE A e a ras pe lr tet ας τῴ; ο ο 1T cc 
-42 AN3030-7 . LIGHT ASSEMBLY cries “go ο eit en Ae ο k ae ὧν ν Fo ae . 23-8 1 CC 

4 -1H3 AN365-440 BU ccc 5 cc 

- 3-44 AN960DIL y. “WASHER e 402 3 sU ete ᾱ J ser δν e πο. κ μα N a 5° cc 
-45 AN507 -440R10 s OSUHRWI- wo Gly Uk XX ox, ανα CAD . ἐν Se "I 5 cc 
-46 AN3023-3 a 0 SWLTCH, ος ο ο ον. Ὅν tek xb tle Oy er «ἂν qaa re «ὦ ο . ο; 6 ΜΉΚΗ 1 ςς 
-47 AN3229-1 . GUARD. . e ie m e “ο ο ο m TW, ὁ eJ τον ὃν aN as. e o i: τὸ L cc 
-48 AN515-6R8 Q . SCREW. .... See S a πμ ο... 2 cc 
-49 AN3436- 24, . TERMINAL BLOCK ASSEMBLY. X š "OX EY 1 cc 

175-54195- 81 . COVER ASSEMBLY, Electrical termina al "connector. Shy faece es a 1 cc 

AN365 -440 = ANUT 44 € Ste CELE A See, Ὁ ace a a t 2 cc 
ΑΝΟΘΟΡΙΗ, . WASHER . . Seve ἐφ λος SU K US ο Ὁ HS meni W» ditas ο d MEE 2 cc 

Q AN515-4R8 s CRE X < eee usr δ. NU bye dv eS? es ee š . o + ο, Q$ 2 cc 
AN341-6 z NUL ο We is) Ba Yes as edem OE oS e Ua "Mr τν oue 4 CC 

À AN936A6B A αν ES ee ead οἲ: “Ç 
AN961 -6 . “WASHER: . ¿ Q 09 acs was er Ie Sete - $ rs ἊΝ 4 cc 

-50 947-103 . SERVO POWER UNIT, MA-10 camera magazine "control (type δὲ) {οὰν ) 1 cc 
AN507-1Ə8R8 | P SCHEW. oan 449 SE woa a s Soe αντ Sey Sex 6 cc 

-51 AN3108A24 -28S.. z. PLUG sd Ὁ. ος ο a per Ὁ ος ορ " 2 wee ia ῳ Ὁ a A 1 CC 
AN3057-16A `} . ADAPTER. 4- ο 4 a a SS sa we ek oes is Reim εδ, ls. us * á 1 cc 

-52 ANS108R20- 278, . PLUG . . . .. : ; E ur w a us mula 1 cc 
- AN3057-À ΤῸ . ADAPTER, Electrical accessory “to cable as Beg: E- es 1 CC 

-53 160- 54011- . LEAD ASSEMBLY, Electrical engine (m control) LH. .. .. 1 cc 

Q 160-54011- 13 . LEAD ASSEMBLY, Electrical engine (temp control) RH. v. ss 1 cc 

-54 146-51547 . GASKET, Pressure bulkhead thermocouple discharge plug... . . 2 cc 
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ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
241-55 AN515-4R8 OREA aro A a a Ιννν'ννν, Μη 8 cc 

-56 AN365-440 oe NUD ο i S AQ cw Loe q ce δὲν ει Tere ο ο ο 6 cc 

-57 AN3436-2-7 + TERMINAL BLOCK ASSEMBLY. a uU Wm ae OS lee) Su 6. ee Ses Cee 1 CC 

-58 AN3436-2-5 + TERMINAL BLOCK ASSEMBLY. . . +... +. + + +< +< + ο ὁ we ὁ ὁ wwe 1 ce 
175-54195-83 . COVER ASSEMBLY, Electrical connector . . . . . , s.s s + + x 1 cc 
175-54195-87 . COVER ASSEMBLY, Electrical connector . . . . , e . + + + + s 1 cc 
AN365-440 e NUT roi s i rx DLL 4 cc 
AN96ODAL ES nio D rs DL 4 cc 
AN515-4R8 i. SCREWS v woe a id ο ο ο ο ο ene. W τὲ, φι Ger Jer QL Q: da es oe 4 cc 
AN341-6 C NUT i ¿Q J ar es eh Sey, ΝῊ ο RR Qu s e ee Me cee vet le e Le 12 cc 
AN936A6B «o WASHER V 04006 € S qulla 9.09. o Se a a a Sve 12 cc 
AN961-6 4s WASHER i 25 Z 309 ὁ leve φως es E US ρε Teil Sole as ETE 12 cc 

-59 AN3106A28-15S a PLUG ος 90953 τὸ w: ας ow UC Q> Gee SP Nes eS! ον € seco oet e 1 cc 
AN3057-16A + ADAPTER. ... ο: ete e ᾱ. le vw WI ee et UE y e IUS a ὁ 1 cc 

-60 A24A9178-3 . VOLTAGE REGULATOR ρε μμ a GP μα ο μ.ο... 2 cc 

-61 A28A8727 . MOUNTING BASE (WXL). . . . +. +. + + + +ç s ete k sç e e k ws 2 ςς 
AN515-6R8 Νο ο πμ s Sm wi Q E Gl utc». cu) Ie s^ XU Teide ος Q 8 cc 
AN96OD6L @ WASHER T Z καθώς ams ter da A «σα aa te Se 48 8 cc 

-62 AN515-6R6 . SCREW. . . . . : . . . a ο ὃν 8 cc 

-63 175-54059-3 +. COVER, Electrical | pressurized panel LH fwa side}. ME ἐν 1 cc 
175-54059-5 . COVER, Electrical pressurized panel (LH aft side ος ox Sy 1 cc 

-64 175-54061 ;  INSULATOR ASSEMBLY, Electrical pressurized power panel . . . 2 cc 

-65 175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. ? 1 cc 

. (see figure 238 for detail breakdown) 

-66 1022 . LAMP ASSEMBLY (type. A-D) (SEB) a 4.2 eee a SS 1 cc 
AN3122-308 s> DAME ο tists: κα ο a eo ses WU Be. Lal enw Teich ds 2 cc 
AN507-632R6 . SCREW... €^ d 6 TT soc aS A E 9) ο, οἱ ο a 2 CC 
2W1AL16-12-64 . WASHER, Plain (Maj ο Nbr A Ve ο ο Sha! Sas, ο (δ Aa r da 2 cc 
AN365-632 . NUT. , at . š ο ο Na ο. 2 cc 
No Number . LH FORWARD SIDE "BULKHEAD STATION 199 ELECTRICAL EQUIPMENT. . Ref ce 


444 


(see figure 246 for detail 


breakdown) 








175-54038 


175-54038-3 
AN507-632R8 
AN515B6R8 
AN3161P5 
AN3161P10 
AN3161P15 
AN3161P25 
AN3161P35 
AN3161P50 
2B1-9-2 
2B1-10-2 
2B1-10-3 
146-54074-25 


AN520-10R8 
AN960D106 
146-54074-15 
146-54074-9 
AN520-10R8 
46C412-1 
AN520-10R8 
47024 


AN515-8R7 
2069-900 
AN515-6R10 
E6469 


AN515-6R10 
6468 


RW31G201 


AN365-632 
2W1P10-2A62 
AN960D6L 
AN515-6R32 








ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 ó 7 NOMENCLATURE 


ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE 


PANEL ASSEMBLIES 

PANEL ASSEMBLY, Electrical circuit breaker camera. . 
(see figure 233 for next assembly ) 

. PANEL, Electrical circuit breaker camera. 
+ SCREW... + + ο επι ο Φ' et eS ο) 
+ SCREW... 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. BUS BAR M: . 
P 


oe + © 9 ο ο ° 
. . . . ο ο ο .. 
e 0 9 ο ee ο 55 ο 


BUS BAR (NA 


e. 9 9 ee ç o. ° ο 
e 0 9 + ο e ο 2 ος. 
. 9 c$ . . 9? . $9 ο ο 


BUS BAR (NA). . ... . 
ANEL INSTALLATION, Electrical cabi 
(see figure 233 for next a 
SCREW . . « + + +s + + + + 0 + 9 nm ng by Teh Lean ese 
WASHER. +. +. » e +s +s +< + © + s ee + s + ° o, ot 5. 
PANEL ASSEMBLY, Electrical cabin temp. control. . 


πω s s +e oo... o... 


ct 


Qe**92*9»-9^*^22^22?á62255^5 * 


o 


(De < * © © < © © © ° » » 


Ene gue ues 


ct 


Dee » o... t nee 
3 


Too e e s t o n n9 
Che ο © © © » ° we : t$ 


a 
a 
3 
o 
τ΄ 
< o 
we} 


eis + » + + t ο » 5 ο 


. SCREW . . . + +s ὁ s ὁ s s ο s s . 0... ° 
. BOX ASSEMBLY, DC cabin temperature control 
. SCREW. , . . + s + s ο + ὁ ο ο ο s s mh ew o tm ° 
. BOX ASSEMBLY, DC heater control (VCH). . +. +. + 
+ SCREW. . . + » + © © © ο e ooo oso oo 
. RELAY, Double pole double throw 24 volt DC 
e SCREW. . . « + + +s +s we ewe s t t ο. ο ο 
. RELAY, 24 volt DC coil (LR). . . . + + + se 
. SCREW. 
. RELAY, 


One switch time delay 30 seconds with 

(jet door) (HYAW) 

. SCREW. a . + +< < ὁ s ο ὁ ο s ^c ° cs ο ο 

RELAY, One switch time delay 10 seconds with 
(heater) (HYAW) 

RESISTOR, Fixed wirebound (power type) . . . . 

style RW31 (specification MIL-R-26B) 


WASHER . e . . + «© +. ° 
SCREW. . . « e e e o > 


. NUT. 2. , + + + + ooo. 
. WASHER, Plain (NA)... 


. 
eee 
.. 

. 
oe ee 


Hee s s s ...o ooo. 


o 


CONTROL 


. PANEL SUB ASSEMBLY, Electrical cabin temperature 
(ven) 


coil ( 


n 


ee eee GO. ο 
° 


filteri 


5 . e e + oe ee o » we 


MAR 


LR) 


4 o4; 4. κ €» ὁ . M e ο ὁ 


ng 


filtering 


o 
Pp 
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Group Assembly Parts List 


H-175-54-103B 


FIGURE 242 - ELECTRICAL CIRCUIT BREAKER CAMERA -AND CABIN TEMPERATURE CONTROL PANEL ASSEMBLIES 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


PE PEN ON EH ERP EPP AN BUU πώ 


55655 Š 58 SSSsssssssssses ΒΒΒΒΒΒΒΒΒΒΒΒΒ D 


PONE 
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ROTATED 180? 





5 3 3 4 H-175-54-137A 


' FIGURE 243 - ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE CONTROL PANEL ASSEMBLIES 
446 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
= lU lU il i i ii l l l i id IN II Y cia 


ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE 
CONTROL PANEL ASSEMBLY 








-183 -54038 . PANEL ASSEMBLY, Electrical circuit breaker camera. . . . . . Ref cc E 
(see figure 241 for next assembly) 

-1 183-54037 + « PANEL, Electrical circuit breaker camera. . . . e + + + . i cc 
~2 AN515B6R10 ο ο A 224.205, fal san Yoh, Ya as. E E EE. cc 
-3 AN507B632R10 . + SCREW κα có. AS A A ure D vw ο 2 cc 
-4 AN3161P5 ` _ CIRCUIT BREAKER |.. lo III iLi i i κα, 1 cc 
-5 AN3161P10 e X GIROUITP BREAKER o e 4 do ο ὁ 4 o 4 e A AR 22 cc 
-6 AN3161P15. « . CIRCUIT BREAKER . . . « 2 ο ο © © © © © ὁ 0... n ο ὁ ο ο cc 
-7 AN3161P25 + ο» CIRCUIT BREAKER . . « « . « e © © ὁ e we ὁ ww ὁ 0. ὁ ο ο σο 
-8 AN3161P35 » oe CIRCUIT BREAKER.. $0.00 3.0999 νι SR w αν Her τῳ, a cc 
-9 AN3161P50 «a. -CIRCUIT BREAKER 4 ¿ < e 4 4e ο $ Q A AA A σσ 
-10 2B1-6-2 & <a: BUS BAR. (NA) dw e a a Ye. Ὁ CC 
-11 2B1-6-3 s coe ¿BUS BAR (NA). + v senais Q Re ο ον Se ΚΦ ie c. v. Ὁ ὦ 1 cc 
-12 2B1-9-2 « . BUS BAR (NA QA RU Red ce re WD ὃν Sx ἴφια ο ο εφ RE cc 
-13 AJ4-35 . + STUD (DZ). em jb. wea Oar 16 9 ο R ve: COTRA Ge (φιτν οφ”. αὐτόν Ae CC 

GA4250 $i GROMMET (DZ). $ e p. ο rS ede. a μυ a GY E cc 

183-54074 . PANEL ASSEMBLY, Electrical cabin temperature control . . . . Re cc 


(see figure 241 for next assembly) 


-14 183 -54073 PANEL, Electrical cabin temperature control... 


-20 AN365-632 NUT ç . 4 . « e ο ὁ ο ο ὁ om ο 9 o9 om om om ο m n ng 


-15 AN520-10R8 SCREW... . S. . CC 
-16 47C24 BOX ASSEMBLY, Direct current “heater control (veu) PED i cc 
-17 AN515-8R8 SCREW... . EM DET etc ο μα. cc 
-18 237EAU RELAY (LR Drawing No. Lc5008) . PES . . 

-19 46C412-1 CONTROL BOX, Direct current cabin temperature control VCH) cc 





e... 0 c9 c9 9 c9? ey 
* 9 9 9 e . c3: e o o 75 0 » » 


( 
RESISTOR, (Specification No. JAN-R-26A) (Type RW31G201) 
) 


UJUCUJUJ ΑΗ» FP 515100 π! π! ΝΡ ΠΟ 5! 51» 10ο [-! Προ VU EW = W eH Jr 
Q 
a 


-21 AN960D6L WASHER. . . . or ef te, et he; "ve, Ta Se » le os A cc 

-22 2w1P10-20-62 WASHER, Plain (NA). e cc 

-23 No Number * cc 

-24 AN515-6R32 SCREW s-s c4 w αι AA A RA ee O RA š cc 

~25 AN515~6R8 SCREW... . DI IAE CR ONERE n cc 

-26 E6469 RELAY, One switch time “relay qi) EE: < cc 

-27 6468 RELAY, One switch time relay (HYAW) . . . . . + s . cc 

-28 2069-900 RELAY, 24 colt direct current coil (Air Ground Monitor) . cc 

(LR Drawing No. LC2900) : 

-29 AN3436-2-17 « ο TERMINAL BLOCK. > 4 να ww Αα o 0€ 3€ 0X. Q ox. & o te UO ος 
AN3434-1 sa ο STRIP a ο io S d. SRI ciel Kat DE QUE BATA ας cc 
AN3434-2 š; € OTRIP ta Jo va^ E A RR ARAS as ae ae cc 

-30 AN365-440 & a AA O a a V SL a. S ce 

-31 AN960DIL ds gar WASHER seris kata yas voce ο vel Rx TM Et T τα Ma ger e Sa r Re a ae cc 

-32 AN515-4R6 X us ΘΟΠΕΝ' vote" αὶ dece dio ο hors vides e: Vox wayu ο ο. cc 

-33 AN341-6 3c OD eae oe, RR et m. We Swi Tas ay oou RE ανν e DD se s wa 17 cc 

-34 AN936A6B κο oe MASERATI EE Y DEC L0. AA AR 17 cc 

-35 AN961-6 $$ GWASHER Ἔα; lz a a a la τα oe 17 cc 
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FIGURE 244 - ELECTRICAL CIRCUIT BREAKER AND AC FUSE PANEL ASSEMBLY 
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H-175-54-138 








^ 


PART 
NUMBER 


183-54033 


183-54032 
AN515-4R5 
AN960DÀ 
AN365-440 
AN3436-2-13 
AN3434-1 
AN961-6 
AN936A6B 
AN311-6 


“414001 


414002 
414003 
414005 
414010 
414015 
442001 
AN515-6R10 
AN960D6 
AN365-632 
9311-5A 
AN515-10R10 
AN960D10L 
AN365-1032 
PGM-105 
PGM-200 
165-54249 
175-54136 
175-54137 
AN365-624 
AN960D616 
AN6-15A 
AN6-12A 
AN520-10R12 
AN960D10L 
AN365-1032 
PLM80 
123001 
AN515-8R10 
AN365-832 
414001 
414002 
414003 
414005 
414010 
414015 
414025 


t 2 3 


(see figure 241 for next assembly) 
PANEL, Electrical circuit breaker and AC 
SCREW. 
WASHER . 


NUT. 
TERM 


NUT. 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 


NUT 


NUT 


BOLT 
BOLT 


NUT 


CLIP 
NUT. 
NUT. 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 


9. 9 9 e o 9 e e e o o o 9 o c» 9 * e * 0 o * Q c£ o ο o o 9 ὁ s o 0 * o 0 o Ὁ 9 o o e ὁ o ° 5 


INAL 
STRIP. 
WASHER | 


SCREW. 
WASHER . 


CIRCUIT 


WASHER 


SCREW. 
WASHER 


CIRCUIT 


( 


4 


LTF 


——————9 ὁ ο 


. 
. 


LTP) 


LTF 
LTF 
LTF 
LTF 
LTF 
LTF 
LTF 


. 


EXTRACTOR POS 


. 


eee eee 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 


BLOCK 


e.e Fí s s s< s ο 9 ο 


BREAKER ( 


CIRCUIT BREAKER 5 a 
CIRCUIT BREAKER . 
SHIELD, Electrical circuit 
BUS BAR DETAIL, Electrical 
BUS BAR DETAIL, Electrical 


9 9 0 ο we 


BREAKER ( 


9. ` 9 0 9 0 + £|] :» 





ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


7 NOMENCLATURE 
PANEL ASSEMBLY, Electrical circuit breaker and AC 


. . ο ο ο . ο 


e.. . 
e di ἴα a 
ASSEMBLY. . . «ο 
κ e. S eae τ. s ON 
wife Tas 09 Sat war TR es Qe d 
ERRE A 
E W- wow a eee Se 
αι a: SO ᾱ ORS 
Ce A ie πο a 
-—— ο ο Ae a ee 
ο es, tas EC 
(TE). gees α w e 
Vah ser era WY Se! ο ιν fe, 
"EE 
DARE NOE A A 

SQ) ee eS a ὦ 

DE IEEE ERES 
Vir iar ao lee Te! Sak ey Cr Rm 
ae ο ο. 

«Ὁ Ὃς ο 8 

SPT). . w^ ku 6:8 
breaker 

circuit 

circuit 

W Worm velie! o TRO cao ᾧ 
Wwe (9 ic m. -5 
e wow iwl. v d wc. 
κ  ὁ 'Φ' Ὁ uos 
A UE Gp Z RU. A Tac E eI dE -ᾱ 
$ ow wow: ᾱ Goo IOS ὁ 
SPT). uoo 

αν Ge x AREA 
8; e qoe i o ole M oce 
idw d μι ae A 
E ᾱ, α Eke Tal UR 
κο ae er ὃς A e 
e ATA A A 
Oe ee ο 09 ο ο ο n ο 
+ ° ο o ° e e ὁ 
E 


* ° 9 9 c9 c9 c5 c9 0 c» t$ » q o ο ὁ e ο Or » + 9 9 9 0 9 9 0 ὁ q » * e 09 @ e * ç * e ». 


e... 9 e s < s 9 s s s sq s e s 9 s (D Deo +s Sc s +s s s s s + e s 9 ὁ s e s e ο |] s s t ο £1 


moo 


woe e e e e s sa s e o # oe o s e e o DER 9 s e e e s 9 e 9 0 e e e e o o 2 e o e o n sg ο 


(c o 


woe e * s m s à s q s s s s s s s . His 9 s s 9 s s s s s s s + 9 s 9 e s s ο on, on n 


Section [| 


Group Assembly Parts List 


fuse. 


9 = 9 = * =< 9 0 s c c£ s o s s » s s Pp... o 0 9 ο 9 9 ὁ s s s * ὁ ο s s ο s o... 
33 ^ 
. ` e 0 t9 0 q c» o q 0 0 9 e ο s o * (he +s +< * + * * 0... * * s 0 ο * o s * e s à » e » ». 


fuse. 


SY 


eS 
rs 5 
9. 9 oto e q 9 s s q s s sa s s 9 s 0 Ü Co 9 9 0 + s s s q ὁ e o 0 s s ὁ s s ὁ 9 s s 9 es n n 


9. 9. e = s e 9 s o s s s e ο | ὁ o OO. s s s e e o | e s e s e o s s o e e o 1 7197 ο 9 


9 0 e e e e e o o o 9 o oe e a e o o IiOo s s ο e ο o s e e ὁ 9 e o e o e o e ὁ e e e ° ° ο 


eoe * = ° s s s s s s 9 s s s s s e Dd... s s s e 0 sq ὁ s s s s s sa sa s s s o ο ος 


oo 


eo... . 9 9 9 0 ο 9 5 9 9 9 9 . 0 9 o plplo 9 6 9 0 ὁ 9 9 0 0 0 ὁ 0 * e ὁ o * o 5 6 9 ο ο 5 l‘ 


W 
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AN 01-60AABA-4 


FUSELAGE (Cont) 





























4 
5 
6 
6 
15 
1 
10 
12. 
9 
8 
1 
2 
17 
16 
H-175-54-139 
FIGURE 245 - ELECTRICAL CAMERA HEAT VENT AND BOMB CONTROL RELAY PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
Mos 183-54140 PANEL ASSEMBLY, Electrical camera heat vent and bomb control. . . Ref CC 
relays (see figure 241 for next assembly) 
-1 183-54139 . PANEL, Electrical ‘camera heat vent and bomb control relay. . . 1 cc 
-2 AN515-8R10 + SCREW. ... AS ete a ou wu. AY Ce 
-3 650-3138 . RELAY, Time delay 'aft camera heater (COE): wu 4. Fa Vu E ES 1 ος 
-4 AN3316-1 « RELAY. . . . ο w (79 € ὃς ον, 9 I ο 1 cc 
-5 183-54140-7 . BUS BAR, Electrical camera heat “vent and bomb “control. eSI -ᾱ 1 cc 
relay panel 
-6 AN520-10R10 os “SCREW. ον ο ο ο τόν seen w cR Mele oe Vac UV. oe ts S ve nu) ta: AO CC 
-T A7933 . TIMER, Bomb salvo repeat (HYAW). . . ............. 1 CO 
-8 AN515-4R8 s SCREWS om vo) sane ο ο a a tasas Ὁ 1 CC 
AN960DAL s. WASHER-. 4 ο. οὐ y 03.0] 4 a ης ὃν Celui ανα ο ο “A ου 
AN365-440 sr Y NUTT Si ώμο πω καἰ EE P ὃς ‘os Na S LS ce ie" ο) en ee Se i Ra De eei 4 cc 
-9 AN515-4R7 we “SCREW. 4. 4€ ve ex. Re Be ce ee, Wh ey cm nal cedi δ, ahve: | fet a, δι ὦν ῳ se 3 cc 
-10 AN3310-1 . RELAY. ο UR. τῶν ο ον «e va) obser pete ov JL ο tel, v capere uet "ir SOC 
-11 AN3100A22-19S . RECEPTACLE ο. ο, Ve ces ο, ae. ms ves. ie; ey Sal sae ten Gel 7 JU ve ος “Q ο ὁ w ὁ 1 cc 
AN3057 -12 . ADAPTER. .. + e e e ο e o 59 n s ὁ ὁ ὁ € * ὁ 4 * 4 * ὁ -ᾱ 1 cc 
-12 183-54140-5 . CLIP, Electrical camera heat vent and bomb: control . . . . + + 1 ος 
relay panel 
-13 2L7-2 . μου Safety (NA) i a ce suru a e wee oe we ἃ ες 
-14 AN3350-2 &- RELAY ee s ko w de ARCA e AR ie AA ὧν SA te 2 cc 
-15 AN3352-1 . RELAY. ... ee 9 ο ο 6 ο ο 1 cc 
-16 23TEAU . RELAY, dpdt 2h voit DC coil "(in^ drawing No. '165008) (16) . ale 3 CC 
-17 295134-20 . GROMMET, Elastic (MKL) . . . +. +. +. +, +s s s s s ο e e s e oon os 1 ςς 
450 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 246 - LH FORWARD SIDE BULKHEAD STATION 199 ELECTRICAL EQUIPMENT 
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H-175-54-141A 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
24 No Number LH FORWARD SIDE BULKHEAD STATION 199 ELECTRIC EQUIPMENT . š e [ | 
(see figure 241 for next assembly) 
-1 175-54194 . PANEL ASSEMBLY, Terminal strip mounting. . . . + + + * . +. + 1 cc m 
ATTACHING PARTS 

-2 AN515-8R8 2. "SOREW ¿ ο BERR ee Pe, i S a fey si ο Te wee ecd ns 6 cc | 

-3 ΑΝΟΘΟΡΒΙ, . WASHER . . «νο + + + + ee +. +. + rb ang, cai ο μας ο 6 cc 
---*--- 
-4 175-54194-5 . . PANEL, Terminal strip mounting. . . + + s + * * * * * * n 1 cc 
-5 AN3436-2-20 . . TERMINAL BLOCK ASSEMBLY . +. +. +. + + + + © © © © © ° ° ° ° 5 cc 
AN3434-1 v. STRIP ¿ Q c 49 ο wo - {ος ee | se Cel A 10 cc 
AN3434-2 š STRIP 4 , 2 S+ s s Ὁ o e e e a e e e s ° ° 4 e ° ° ° ° * ° 5 cc 
-6 AN961-6 ` ` WASHER. . 0€ o eeo s s s s s s s s e s s s q s oS ge 100 cc 
-T AN3433-2-3 . . BUS BAR . e e . Ü ὁ © © © © © mom m om t t, ο... 1 CC 
-8 AN936A6B . « WASHER. . . ο s +< < + ο e e < e e o s s s t! e t] t] 91 t1 tg t2 100 cc 
-9 AN341-6 soa UNUT 2.908 9): oR Ν ο ο 4) 4 A A 100 cc 
-10 AN365-440 . >. NUT EIER EE M M E 15 CC 
-11 ANQ60D4L PEE WASHER. ος Wen NR es E GEAR EO a eke 15 cc 
-12 AN515-4R6 x SCREW. . . . HIDE eee Gee Oe dw co... 8:09 Tics së 15 cc 
-13 183-54022 > PANEL ASSEMBLY, Electrical photo technical camera controls * 1 CC 
(see figure 247 for additional detail breakdown) 

AN520-10R8 s ΟΠΕ. 2-35 2.4096 mus ο) n Dh e ος A 9. To om ἄν ὁ Tr i ene 9 cc 
AN960D10L . WASHER... e < < ew eos © oh © m e | e s m ° tm! |! e 1| 9 t9 t 9 cc 
AN3106A14S5S z PLUG κ ορ ο ok Ce -ᾱ. -ο o9 ey ba ae m Dem A BE is eo sl RR U oe Ὁ 1 cc 
AN3057-6A . ADAPTER. . . . . + s s s s s e s s + + + s + + s s t! |! n] t8, n8 1 cc 
AN3106A28-12P MEE JEEP xTM d E A 1 CC 
AN3106A28-12S ¿> PLUG ο de 4 là e ως eos A A oc ee ences Φ' Hes e 2 CC 
AN3057-16A . ADAPTER. . . . + +s +< + + ο + s s s om s om t m ο t] |] | t | 9 52 ° 3 cc 
-14 AN515-6RH s SCREW, ooo < < < ovo m € ek m tm Ce tho RE) Bee 4 cc 
AN935-6 . WASHER. e . . + < s s s + s + Rom s m m m 9 m tnt ng] 4 cc 
-15 AN3031-3 . LIGHT ASSEMBLY . . . - + +< + * + + + © + + m t ° ttt t] ° tg 1 cc 
-16 AN3106A14S2S 2 IPDLUG ο ος ος ὁ ow E ie ces ὁ uen eh eoe ey se, e ce ce ce 1 cc 
-17 AN3106A14S2P . OPLUG 4308 wo ο 0m oe 5-6 -ᾱ momo ce ee cm cm ὁ. m o m ee 1 cc 
-18 AN3106A1485S s PLUG 2 2 2. ὁ 5-3 0 o A 1 cc 
AN3057-6A . ADAPTER. . . . e 4 ee ee eee osos 3 cc 
-19 AN3157-2 . LIGHT ASSEMBLY . . . . + + + © © + + + ee ο ° t! ° 1] ° 95 t 3 cc 
-20 AN3021-2 . SWITCH . . Q « « e e ὁ ὁ om om om or ο. m t] ο. |] ] 0f ng 95 t1 t 1 cC 
-21 AN3027- = . SWITCH © 6 2.04 s νο 90€ A A ὦ, "Φα. A 1 σσ 
-22 AN3027-2 . SWITCH... qae "E . uo wer ver ο ο ... 1 cc 
-23 15206 . RHEOSTAT, Model J (Jege e- -Jenon) (OHM). ο E ο. 1 cc 
-24 a -8h ΑΟ — πβ..------:-τσ-τσσ--ΞΌἼἲὗζὗΌΞΌΞἝΞΞΓΠΓ-Γ----- -2 . KNOB Z S od ο ο ο ο Gare OF cep σοκ e 1 cc 
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H-175-54-140 


FIGURE 247 - ELECTRICAL BOMB RELEASE AND PHOTO TECHNICIAN CAMERA CONTROL PANELS 
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AN O1-60AABA-h Group Assembly Parts List 


FUSELAGE (Cont) 


rr 5 eal 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
elm ζ ELECTRICAL BOMB RELEASE AND PHOTO TECHNICIAN'S CAMERA 

CONTROLS PANEL 
183-54024 . PANEL ASSEMBLY, Electrical bomb release panel assembly . . . . Ref CC α 
(see figure 241 for next assembly 
-1 183-54023 . . PANEL, Electric bomb release. . . . . + + + + + + ee eee 1 CC 
-2 AN515-6R4 > we SCREW X o£ 10€ $9 909 kusa L e S.l ewe wo Fawn ras (OD ACC 
AN935-6 . . WASHER... ο Gh eb et ὅλα, ο da Us Won qa wert m: BBO CE 
-3 AN3034-3 ` ` LIGHT ASSEMBLY. ο ντ λες s sz s sz s s ο ο s e s ον H CO 
-4 AN515-6R8 OUI GSGREW S CV ol vow A ο ο mo W a SU hys um je ele ce eros On b ICC 
-5 AN3028-3 MEAE UL αν xc (be Sel tesla ΗΟ, ae ο... EC 
-6 AN3027-3 i$ USWITOH. a ο eo X Men ROS oe ee a ce Ca, ee ie ee A ' ᾱ- Ὃς 
-7 AN3333-1 -- S GUARD e g Sete eB C SU Br RI E ne τος «ὃς Len es (oo αὶ 1 CC 
-8 AN3022-7 sas. SWITCH μμ Se eo ih uw cee ae SSS UU, Mel st ee Mey e Sas ο 1 CC 
-9 AN3157-4 . . LIGHT ASSEMBLY, s è . s < +... ec w ee n n ee s.s. ος 1. CC 
AN3121-313 Saas. PAMP a re ae Bae) Oy xoi ud usce nens ος, “ος 
-10 AN3027-2 s ow SWITCH, Loue τς. te bow he 0€ as we Ὁ Ὁ ο) Se Res 1 CC 
-11 AN520-10R8 2 oO. ¿SQHEW 4 476.24 ο U Z lan q cR) Sep je Φὶ e$ ο X 9 e oes δν tris ce ce s à cc 
-12 183-54028 . . BRACKET, Interphone control box mounting. . +. +. e . + * +» +. 1 cc 
-13 AHO1UHSH νο “SWITCH: (RES): s ie ο «Ὁ eh w aa. 9 wow ο κ wo o. ὁ ee 1 CC 
-14  AN365-822 Zea ne NUT sages rg de wo ο LY. ο ο R Se) sy eww ste ο eth tel com ay 78 à cc 
-15  AN960D8 VIS WASHER. «S ws rem A UC ew ο ter |? wea ete! ο S UE D IS ο à cc 
-16 AN515~-8R10 sw SCORE Q xu Ὁ fata νο ον ως e “οἱ ιο d, ἃ E ms ve e o SL ὃς ιδ 4 cc 
-17 B9 . .  INTERVALOMETER (ΑΙΚ)... .. + +s s + + + + s «ο: + ° n. 1 CC 
-18 AN3021-2 sc D o ος X be. ae S ole e ara. os clades au ew ae sv terim ~ bt TCE 
-19 AN3220-2 . . KNOB. . . . νων Ue Sa ME sn at S Var sek tes wol GC 
-20 8918K545 . . SWITCH (CUT). ο ο ο ο ο eU s ee Sy Wap τῷ LoL ο eo pres 300 
-21 40a7419-1 . . LIGHT ASSEMBLY " (BMC): HERO da tote Nes de νο ο oa OLE CC 
321CA . a LAMP (QE) . ο e 4. vo» co € o ho moros ο cx 14 CC 
-22 AN515-4R6 vou GOREW 202 ο κ, ve) Xo aa ες cw C Jolie τος Oe δι ὃν 1 ¿06 
AN960DÀ ^. a. MAÁSHERoe X 037 € 0:299 $e o) «φον le IUE Ue a suse Me wl US es JCC 
AN365-440 . + NUT O at ey cal te ο ter WCC 
-23  AN3436-2-7 a, Ὁ TERMINAL BLOCK ASSEMBLY + . . . . . . ee ew ee ee ee eh 1 CC 
AN3434-1 2” ΑΡΘΡΟ 3 6 ow we oy era erence: e. Ripe el ay were e he “ete: 26^ OC 
AN3433-2-2 2 ox ABUSE ο νά τος Φος el A ae ai es BG iw Lee Ges 1 ος 
AN3433-2-5 μα Ἢν... ο νο ο ο ο μα 2 GCC 
-24  321CA . . LAMP (GE) . . . . Š ç τν EE MENS 
183-54022 . PANEL ASSEMBLY, Electrical photo technician! s camera . . . . . Ref cc 
control (see figure 246 for next assembly) 
-6 183-54022-3 . . PANEL SUB ASSEMBLY, Electrical technician's . . . . + + + +. 1 cc a 
camera control 
-26 151-53162 . . . PIN, Pilot's adjustable headrest latch . . . "e TED 1 CC | 
-27 147-43069 + 2 SPRING, Englne power control quadrant throttle . . . . . 1 CC 
lever detent 
-28 183-31718 . . GUARD ASSEMBLY, Third crewman's instrument panel. . . . +. . 1 CC 
-29 183-54021 . . PANEL, Electrical photo technician's camera control . . . . 1 cc 
-30 AN515~6R8 ap the SCREM: VoU ç cede tae. Ἕν ο ὃν Pilea sk Ic të 09» 9 v ow eque X0. CC 
-31 AN3022-2 s. SWITCH. ο ο. c noy ise ua ie κος ae ui ooo πεν fee Fasten ο δν. ας SCC 
-32 AN3226-2 aou SWITCH Ὁ ο ο ρα ce 40 Broa De v o ον lore vods! mos ue Gas as op ου 
-33  AN3??T-T aa ia SWITCH. 2699 59 Wy. ¿@ Scu vele, GQ ea. ce de mudo ος 1 CC 
AN3433-2-2 of τῳ BUS s Le oa š μα ο ο Η/Υ foe) ο ο ο “GC 
-34  AN3157-h ` Ol LIGHT ASSEMBLY. . . ooo oeae n n sg s n n n s s.s. H CC 
AN3121-313 2 35 AMP u 3 Z wee um quwi en ma ue carico ο dé eq ca ce Cop COD 
-35 AN3027-2 . . SWITCH... ON $ ee aix ος wah Slee ο ee, jayne Ve χο; "ος 
-36 AN3157-2 . . LIGHT ASSEMBLY. Que “ace: to de Se SIE EUN ew ende cial TR UB 8 cc 
AN3121-313 aUe VBAMP. S ο A AO A ος 
-31 AN515-6R8 . . SCREW .. eines SU ο e m. ορ e^ cap apse Dé ca cer mcr ur Or A CC 
-38  T103103 š COUNTER (VEE) c ek a Wr re he does Blas ete dh wie dr yee SCE 
-39 AN515-4R6 i Ue BOREN QL le 3 20 09 Saad acu Ue oll ρον, W ο”... 
AN960D!L s oc WASHER. s Ce nox 90€ ο wee de comcs or ce ο ο... 
AN365-440 + . NUT p νι. νον n. GTA ο ca Ew cae fece AE ACE, 
-40  AN3436-2-2 ` Í TERMINAL “BLOCK ASSEMBLY νο ο ον a oee κε ee e. 2 CC 
AN3434-1 ια μμ 2 ede ee oce de OR, nae eee! ei tear, tHe 300 
AN961-6 + . WASHER... a a I 
AN936A6B S τὰ, WASHER: a αν a al Ua: e e a a Ὁ ` ite «5 à cc 
AN341-6 e Uv NUDE are 4 CC 
-41 | AN365D1032 zou ΝΟ 4&0» ce ceo e Roo com, hh ος LV Mode le UE dc AS, Ie el 3 CC 
-42 . AN960D10L - . WASHER. . ` κῃ ο A ee ο το, ο) ιδ ἂν κ 3 CC 
-H3  HIB19-2 š RECTIFIER (aiBig- 3 may be substituted)(VI). . . . . . . . . 3 CC 
-44  AN515-6R8 + . SCREW .. aw gh wlio let Αν ο νόῳ αφ ae geste ie dab. 200 
-45 170-100 . . CAS? REMOTE CONTROL UNIT (CAU). 4 αν ο oos roe wow. cw d. CC 
-46 | 938-200 . . MCD-3 INTERVAL CONTROL HEAD (CAU) . . . . s +... s . . . . 1 CC 
-47  9hT7-101D . . MA10 CONTROL ASSEMBLY (cau) $1. xw wieso ur d ea ο tor ον ey eC 
-48 | AN515-8R12 & o. “SCREW... 4 . 3 “Q SQL tier TOs a (cc ME 
AN341-8 2o» NUT ος ος £s . $i caca Pe we νε VOU Su kos ο E fares qe 2 CC 
ΑΝΟΘΟΡΕΠ, 2 ο MASHER: «ose Bow. Bw Gov a OS oS woe nc να απο νο FEO 
AN936A6B s Gà WASHER. - 2 35 m 03 5 Ὅν wo ev er ο 1 cc 
AN365-832 νον. Zao O ο κ cos Wee acer Ue eroe) ο a a 1 CC 
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Group Assembly Parts List 


M RE AAA A P R — h 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2 No Number STATION 51 TO STATION 79-1/2 PILOTS INSTRUMENT PANEL. . . . . . Ref 
ELECTRICAL EQUIPMENT (see figure 228 for next assembly) 
-1 No Number . RESISTOR, Type RW 310501 (Specification JAN-R2642) . . . . - 1 
ATTACHING PARTS E 
-2 AN365-1032 HU NL x ος pop deos gere N š 1 
-3 2w1P 14-24-62 . WASHER, Plain (NA). . . . I ç i s š 2 
-4 ANQ60D8L S WASHER (vos Z 904 of Bote Va Ya oe eee a e ; Stat S: = 2 
-5 AN520-10R28 s SCREW x ajo de 9 bUS STRA s os S WM 1 
A. AA 
-6 237EAU . RELAY (iR). i ¿ rs ra ος eoo es š 1 
ATTACHING PARTS 
-T AN365-832 s NUT v ο’ ee SE de IA ον ὃν oos 2 
-8 AN960D8L o WASHER 4 4.9% wo x € A A 2 
-9 AN515-8R8 Ες ο u^ < ate Jes tele W. ree ο ο -ᾱς ο... 2 
-10 183-54061 . PANEL INSTALLATION, Instrument panel electrical terminal . . Ref cc m 
(see figure 262 for detail bbreakdown) . 
183-54062 . COVER ASSEMBLY, Instrument panel electrical terminal . . . . 1 cc [: 
156-54061-25 ` PANEL INSTALLATION, Instrument panel electrical terminal . . f AD 
(see figure 249 for detail breakdown) 
175-54198 . COVER ASSEMBLY, Instrument panel electrical terminal . . . . 1 AD m 
-11 ` No Number . RESISTOR, Type RW 31G631 (Specification JAN-R26A2) . . . . + 1 
ATTACHING PARTS 
-12 AN365-1032 μια Sen Sh qS ου. . $9: EAT TES 1 
-13 2W1P14-24 -64 . WASHER, Plain (ΝΑ)... . . . + + + + + eee dde. Ss πὲ 2 
-14 ANQ60D8L . WASHER . . < + 2 € ὁ 9 . ὁ ὁ ὁ n aol e^ Ar Ὁ Net enm er fee fe t. 2 
-15 AN520-10R28 . CREW ον να κ x odes w eS XE RR E AAA oe Ὁ 1 
-16 AN3106A20-27S a PLUG 4 xs Vds Eom des IW cO NO wo WI, e c UR ο VO UE RS ies Te e 4 
AN3057-12A . ADAPTER. . . . . 4 +s < s < + < s s ο» om s + om] ° t] t] t] ° ° ° 4 
-17 AN3106A14S2S s PLUG- o . 4 64 6 e 9 ὁ ὁ e, ὃν 5. ο ο ᾱ ο ὁ ο ο Φ ὁ Ὁ ewe 1 
AN3057-6A . ADAPTER. . & + 4 «o. a. ος € 4 e A 1 
-18 AN3106A1681S . PLUGS .. co des oe. Tay Gal es Fa cess tate ect a Sai Caer ο Meee Tere ο 3 
AN3057-8A . ADAPTER. MTM MT ο ο ος. ο ο ο «ϱ ος 3 
-19 D17333 . RHEOSTAT ASSEMBLY (MQ). . . « . + + + + + + +s + ot ° * ° 1 cc ga 
-20 AN3106A14S1S . PLUG ος το ο c» aeo» e RR, XQ Re ee yO ee 1 
AN3057-6A . ADAPTER. . . . 6 . se et te ὁ eom o ο ο 9ο. m t] n t] 5. 1 
-21 AN3106A14S5S s PLUG X co το ο το 4 E ce ᾱ- ος ος ᾱ το ce ὁ 6, ο, i 5 1 
AN3057-6A » “ADAPTER. X 2 oe o£» κας eR e νο ee Φα 1 
-22 AN3106A11S1S LC PLUG ὁ stara ele E E τας, ue oe Cal GT, UE s 1 
AN3057-6A . ADAPTER. . . . , + + + + ew 4 s to. ο 9 om m om] t! t] * t1] n 1 
~23 AN3106A14S2S . PLUG . . . 2 « ο ὁ we ew ὁ m ὁ m 0. . ὁ tw | | o... |] |] | | | 9| 1| 1 
AN3057-6A κ ADAPTER. ὁ v2.39 doe κ. o1 el ree ο. 1 
-24 AN3106A1486S 2 PLUG V 1-4 0097 E RE A E QW Tel E A s ο 1 
AN3057-6A . ADAPTER. . . . . . , + +s s s + s mom sas s om om «ο. ο... 1 
-25 AN3106A22-148 ivi PLUG 206 νο 9. 09 Ὁ, αὶ dels m oe c, le Ὁ, deo sh O E US e. 6 US 1 
AN3057-12A . ADAPTER. . . . « + + < s ὁ s ὁ e s s tm s s t] 4 |] |] ° < t9 9 £g 1 
-26 AN3106A14S5S ac PLUG. e SR AA bo gE, ce Cars. MES I EUN SP 9 1 
AN3057-6A . ADAPTER. . . « ο ο © «© © © © © © © © e. t t| .. ο | W t1 t1 9 t9 1 
-27 AN3106A16818 o PLUG . . oo. ο :. ὁ ο eo ee ο . a> τα, at oka’, wer Mew me «δ W 1 
AN3057-8A . ADAPTER. i ον ον. ο 4 ἃ ο ee ν΄ voe ον Sel m κος (ee θά 1 
-28 AN3106A14S1S of) PLUG Z Aleve: Go ο "p E ο Te 1 
AN3057-6A . ADAPTER. . . . < « « 4o. e a . om . . ο om ο...” 1 
-29 AN3108A108L35 £ PLUG ο 2 o6 € 6 ο Ὁ € w l A ë o. d. 1 
AN3057 -4A . ADAPTER. . . . ο » +< » s e ὁ © a ὁ e s «ο ° ° ° ° € "E 1 
-30 AN3106A14S5S , PLUG ... 2 . © « ὁ e ow ὁ ο ο . ot ο n Sr. ey Ne ta. ae, te πο. 1 
AN3057-6A . ADAPTER. . . 4 +< + + s < ὁ s s rs 1 
-31 AN3249-1 2. WAGE. ο 22 το) wes ο ᾱ A “or ὁ ca, Si Sa uer BE pat δ vee ves ly ee f 6 
-32 AN3249-2 L4) JACK A E A eee CA 6 
-33 AN3106A16818 s PLUG . i 0 s< 4 +< < 4 = e e e 0 ο a oe AS š A 1 
AN3057-8A . ADAPTER. . « « ὁ o. © © ὁ © 12 ο e. Ew Seca Loree 25 1 
-34 AN3106A1881S ¿ PLUG . 2 oz y» 0€ E ost a. tr dmi e s 1 
AN3057 -10A e ADAPTER. Lo woà oe δις ὁ ϱ αἱ εν ο A Ὁ ᾱ- AR 1 
-35 No Number . RESISTOR, Type RW 203141 (Specification JAN-R-26A) . SES 1 
AN520-10-8 . ΘΟΠΕΝ: < ç 4e 9€ o9 Be ee VN io a Ὁ Tal ὁ " 2 
AN365-1032 . ΝΟ, ο. x69 NC . ο . . . 2 





455 





Section [| 


Group Assembly Parts List AN 01-G6OAABA-4 
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H-1175-54-89A 


FIGURE 249 - ELECTRICAL TERMINAL PANEL AND MIXING VALVE ACTUATOR 
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156-54061-25 


AN520-10R8 
AN96OD1OL 
156-54061-29 


AN365-440 
AN960-4L 
AN515-4R6 
NAS45-8-6 
NAS45-8-14 
AN340-8 
AN936A8 
AN960-8 
NAS45-6-14 
NAS45-6-13 
NAS44-6-3 
NAS44 -6-2 
NAS45-6-16 
NAS44-6-2 
NAS45-6-15 
AN340-6 
AN936A6 
AN960-6 
AN507 -440R5 
AN3436-2-12 
AN3434 -1 
AN3434-2 
AN341-6 
AN936A6B 
AN961-6 
AN931-12-17 
146-54084-3 


AN393-23 
AN960A10L 
146-54084-15 
AN393-17 
AN960A10L 
29172-2 


AN365-1032 
AN960A10L 
AN3-10A 
146-54085 


NAS76A3-003 
AN365-832 
AN960A8L 
AN515-8R7 
12034-11 
AN365 -632 
AN960D6L 
AN515-6R18 
AN3169-1 
AN3210-1 
146-54084-19 
146-54084-21 


AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 


Section Il 
Group Assembly Parts List 


ELECTRICAL TERMINAL PANEL AND MIXING VALVE ACTUATOR 


e». ο ο ο 


‘PANEL INSTALLATION, Instrument panel electrical terminal . . . 


complete (see figure 248 for next assembly) 


« SCREW i , d & xo o» < κ x κ 
. WASHER. . +. 
. PANEL ASSEMBLY; Instrument 
(less terminal strips 
* NUT- «RU E οι» -ᾱ 
WASHER . v νο - + + + oo 
SCREW. . «ο 
PANEL ASSEMBLY, "Electrical 
PANEL ASSEMBLY, Electrical 
NUT. < < ὦ Ὁ ᾱ ον ᾱ “ὁ 
WASHER +. . . 6 . +s «ο 
WASHER . +. + 
PANEL ASSEMBLY, "Electrical 
PANEL ASSEMBLY, Electrical 
BUS BAR, Electrical. ... 
BUS BAR, Electrical. . « 
PANEL ASSEMBLY, Electrical 
BUS BAR, Electrical. . . 
PANEL ASSEMBLY, E Electrical 
NUT. ex x e 
WASHER . . . . + 
WASHER . . . . + 
SCREW. . . « ὁ + © ο ο 
TERMINAL BLOCK ASSEMBLY 


` =< e e a e ὁ e 9 e ο s + 9 ο ο 


STRIP. . . . + 
STRIP. . 
NT... 
WASHER , 
WASHER , 
GROMMET , 
CTUATOR INSTALLATIÓN, 


. 
«. 
oe 
o . 
m 
. 5 e ο 
. 
«. 
«. 
. 


oe ο 9 wo ο we 


` 
. 
. ο 
oe 
. 


Electrical 


valve (see figure 256 for next assembly 


PIN 2 + + + + + + + .... 
WASHER. . . 


PIN .. se ee ο oo eee ὁ 
WASHER. . . 
ACTUATOR ASSEMBLY, “Linear air 


* 9 * ο ο ο 


e ὃν 
connector 
connector 
E κ. WC eer 
S AON we 


€ ° e ° où 


connector 
connector 
Wi oe, οἷ ο 
connector 

"m 


connector 


air condi 


ee o. o 


valve .. 


(modulating actuator)(AIR) 


NUT + ° s o e ὁ ° t 9 ο ο 
WASHER. + + ° ὁ ο o ὁ 9 ο ο n9 
BOLT. . . 


m 


valve actuator 
. BUSHING, Plain press fit br 
WASHER. +. ο + + + + ... * n 
SCREW .. 
FILTER ASSEMBLY, “Radio "Anterfe 
NUT oo ee 
WASHER. e. 
SCREW .... 
ACTUATOR. . + 
SWITCH. . . + 
BRACKET, Electrical 
ARM, Electrical air 


9 9 © oseo n 
9 9 © ο c] ° 9 : 
. . . . . . “o. 
e 9 so eeso 


air 


onze, 


rence 


5 5 9 ο Do ο ο 9 


ois 


. ο . 
. . . 
. . ο 





enel electrical 


tt 


ANGLE, Electrical air conditioning "mixing 


. 


ARM ASSEMBLY, Electrical air conditioning m 


e 2727 © . Ms. s o 


conditioning mixing 
conditioning mixing valve . 


PER ASSY. CODE 
Ref AD 

s dub ete ee CAD «ΑΒ 

ria a te. uds. SAD 

terminal. ... 1 AD 
OR eo ee eee es, cel AD 
Ses ou eee τς 2105. AD 
s.s os o. we ce AO. ΔΡ 
Lkw c.v soe SE os o. ΑΡ 
Boe gestae! Se Sey ee fee GAD 
ο eae! Se ene 207 AD 
VUE Gy eta’) e See 7207, PAD 
a oe! ate ee LON. “AD 
i ee eg he ee Ὁ cl. AAD: 
ee αἱ φαν, (2 ΑΡ 
SM s Heo tet ας 1 AD 
Som x wo. a U e de . ¿AD 
ovg mere ο. SAD: 
ο ος ο ο μι ue AD 
ITE EE Yo 
Sce νο we we s. (OE ¿AD 
aa eee JOR SAD 
vw ae eer tere Caw res ΘΕ ~ SAD 
SS a aa ιν, DAD 
SS a Sore ey car ere. d. CAD 
ode ος, wo tee ec AD 
di Geta Oe? eee u^ obo. SAD. 
Sa ee ore a ener ke “AD 
ὃς ο κ cete “ace c.» 0 AD 
be ο ea a a tes Ee AD 
Maret χα) ταῦ ias han i fat Me 1 AD 
ioning mixing. . . Ref 
) 
vi actuator 


alve 
"m 


valv 


. = 
Fp r Ft ΓΗ. piso 


e De ee . ο ο ος ο ο » 
e 9 9 9 c] °. 9 9 ο 5 1; ο 
e e ο 9 9 9 9 9 ° ο ο ο 
eee 0 9 0 ο ο ο »» 


457 


Section || 


Group Assembly Parts List 





AN O1-60AABA-Àh 
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H-175-54-92A 
! 10 
FIGURE 250 - LANDING GEAR CONTROL AND LH CONSOLE ELECTRICAL EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
250 LANDING GEAR CONTROL AND LH CONSOLE ELECTRICAL EQUIPMENT 
146-54028-25 . ELECTRICAL EQUIPMENT INSTALLATION, LH console. . . . . . . . . Ref 
‘(see figure 228 for next assembly) 
-1 AN515-8R7 ° we SCREW S Us Se ας e esses ww athe Saz $. SSE ο . 16 
AN365-832 eus NUT ws Pe. yo S ο eae ae ee ters tur ah Sa 4 
-2 146-54028-5 + . ELECTRICAL PANEL ASSEMBLY, LH console . . . . . . . . . . . 1 
-3 - AN515-6R6 - s; CREWS ο ο S ter ὅτῳ. M RUE Mar e G ee, Y ETER 8 
-4 66411 . SWITCH, Toggle four pole momentary contact (GFP) . . 2 
interchangeable with CUT part No. 8905K758) 
-5 AN3228-2 % GUARD. ον 3 102 ο, ὁ nera ë ee ee ον A ama M E MET 
-6 AN3227-1 " SWITCH DEC SPECIEM EDI Ta Ὁ e; Satie tác. Lg) . 2 
-T AN3223-1 é r BOOT o s vacua atum E ye E og Ta ei Aah ο toed ΝΕ oe 1 
--8 AN3027 -1 o: ὁ ες ο τω ὁ S Εν ο... 1 
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uC————————————À———K—— T sEABIE:ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
250-9 1J1-1-1-3 JUMPER, Wire (ΝΑ). . . + +< + + + + + + + ee ° ° + n ° 1 
-10 2B1B1-3 . . . BUS BAR (NA). By he Te ο de TU quo or d mo leh oe 2 
-11 67372-1 . . +. SWITCH, Push button (GFP). ον š s 2 
(1nterchangeable with GE part "No. “20c50) 

-12 146-54056 . . . GUARD, Propeller feather control switch. . . . . + +. + 2 
-13 AN3157-4 e . . LIGHT ASSEMBLY (amber) . 4c. aa ος δν λος ouai CRI SRI Ger Vert fete, 'ᾱ 1 
AN3121-31B s e uw. DAMP 2 20 39 9 9. 0 e Ὁ o9 e ο ο Dem ca 2 

-14 C8700 . . . SWITCH (RHS) . EE. 1 
-15 146-54027 δι νος PANEL, Electrical "propeller “synchronization switch . . 1 
-16 AN3027-3 "NES SWITCH. AO š . Ma φλιὰν or Te 3 
-17 160-54044 . . GUARD, Electrical jet éngine “master switch. eee ee 1 
-18 CH7664K2 ` . SWITCH, Double throw-two circuit. . . . + + ee * + * * ° 2 
-19 169-54035 . . GUARD, Electrical two position ἈΠΟ... oec» ο ow x 1 
-20 AN515-6R6 Ll c SCREW. eo. , + + + s s s se s s OX cm s + DE Te + + I ° ° ° ° 2 
-21 AN515-6R20 e . SCREW... . ὁ «9 ὁ ee ee ee eee n 9] 09] t] |] 0] 9 s 4 
AN365-632 e s NT...’ ο ο ο πμ Su κ 4 
146-54052 . . WASHER, Electrical "crim tab indicator e de Lue EU S eee as 4 

275-1 ` . MOUNT, Vibration isolator (BLC) . e . + + + + * * * * * * 4 

-22 1. 954045 "| INDICATOR, Electrical trim tabs (WS). . . . . + + * +. +. 1 
-23 AN515-8R13 . . SCREW... νη 4 
-24 146-54201-5 e . SWITCH ASSY, "prim tab (see fig. 251 for detail breakdown) 1 
-25 AN931-12-20 . < GROMMET... i neu Be usia sup δ; LT NU ο ο 3 
-26 169-54058 . . PANEL, Electrical fire control. A cas πα Μα ο... 1 
-27 AN3157-6 . . LIGHT ASSEMBLY pu L-u 1e c στ ΡΕ SE May 8 6 
-28 AN3157-8 . . LIGHT ASSEMBLY amber). Vel aa wid ο. ὦ: E. dw We. M. uh ld. e. Uv 2 
AN3121-313 . < LAMB. ... woes ue os Ta fae 8 

-29 CH7674K3 . . SWITCH, Double "throw two "circuit ` (CUT): V sou Verres deas? τᾷ 1 
-30 NAS45-6-3 «^. PANEL ASSEMBLY, Electrical connector, . . . . + + * * © * 1 
-31 AN515-4R6 e Ὁ SCREW... L^ der ue cw) ao Te eism URL φὲ ο, des. ὃς ο sea S, ἴδ. € 2 
AN365-440 V us NUTS Ge es eo as e^ Soe lea dete! ο ὃν ty Euh ο; ag ἃ z 

AN340-6 s. »« ΜΙΤ... s s s ee ὁ e oo»... s ο o ο t = s tg ° t| ° 3 

AN936A6 . . WASHER. . . + « s s +... e © e e ον bo e ° s t! m] t] t] ° 9 1g] 3 

AN960-6 . . WASHER. ¿ . +. < +. +“. © © © © © © © © © © o9 s t t] w. o. 9 9 3 

-32 AN3028-4 yw: OOUABD. ç Z< το a E E ᾱ ee ay ee 2 
-33 AN3021-2 . . SWITCH. . . . + + +s + + +s + s om om mom mom mom om t t n * n 1 
-3h AN3027 -6 πο Q; € og oct ο as σι O cas lend a Mer RC 1 
-35 NAF1077 -3 ` . RECEPTACLE AND CAP, Electrical connector doubler contact. 1 
AN3057-8 . . ADAPTER . . +... . e e om o om ot om 9 o9 m et S. S. mU t t] n n 1 

-36 AN515-4R4 e . SCREW. . . « < s < < e a e e a s 0 s e e om tf t] t] t] t9 n9 tg: 4 
AN365-440 0. NUT... vehe tégu etie S de ces aay ο ο 4 

-37 A2953 . . SPARE LAMP ` CONTAINER (GMC). . « - ee e < j a n n on n tn ng 2 
AN936-B716 a . WASHER, s s < e < a +... ee ee ee ος m * m 9 t! s n9 tg 2 

-38 AN3140-327 e + LAMP. Q ο. . un ME Bese he dg: nš 10 
GE327 . . LAMP (GE)... . 4 +ç s s s a q e e sos s a + s + es 10 

-39 AN3121-313 . . LAMP. . , , + +s e ὁ m e e s s s 0 s 0 s 9 t] t] 9] t t] ° tg 9 6 
AN3121R313 soo. OBLAMP. ο 6.6 32 9.5 4€ eY E. WU v 9 e 0909 Δ eo δ... ὁ 3- 
AN3124SR307 ¿ . DAMP. . « « . e © © © © © © © 0. 0... |] ] | |o | 0 5 |] | | ο... 1 

-40 AN3436-2-10 . . TERMINAL BLOCK ASSEMBLY . +. +... + + + © © © © ... © . n tg 1 
AN3434-1 . . STRIP . . «. + © © © . © © s e s e . ο e s . o n |] ° |] 1 ° 2 
AN365-440 ty Gee NUT wig tig. ὁ UYA iy cas lay Qa ai EC IET E e Wi) Si w Sng “et o Kl 2 
ΑΝΟΘΟΡΗ6 . . WASHER. . , « + . © © © © © © © © © s s ο 0 À] ee 9 ] 091 n9 2 
AN515-4R6 š SCREW . . . » ee ο ὁ e tw to m oo os o ο ope c . 2 ος 2 
146-54094 -100 š CONTROL INSTL, Elec landing gear (see fig. 22 28 for next assy) Ref 

-41 BZ3YQ1T . . SWITCH, Basic (MCS). . ο Svea ο Q | ους 2 
-42 AN515-6R18 . . SCREW. š < . . « ee we ew T S. . m . n n m t m t n |. 2 
AN960-D6 e . WASHER. . . + + < +< <s © © © e om e om s t om m t] ° + ° ° ° tg] 4 

AN340-6 e oa ΝΟ ο » 2 ὁ 9 ὁ. 5 4». Sea ο. ἀρ. ta’ ja ὁ ον A (Δι ο ως MIO. ὃν 56 2 

-43 146-5509! -15 . . BRACKET ASSEMBLY, Electric al landing gear . . . . + + + « 1 
-44 AN365-428 - c. UNUTC. C4 ea Ὁ ᾱ τῳ ᾱ ᾱ, te IS m mo Wa, τα πᾷ ο SSS ss. νο 1 
-45 AN960A416 + « WASHER. +... « + e +s s s e o mom s s s ο... 2 
-46 AN4 -21A xo te BOLT. a . . . . $e. aa E, ας os 1 
-47 2W1AL25-16-16 . . WASHER, Plain (NA). (for ad justment only). HUN UC. 16 
-48 146-54094 -7 . . TUBE, Electrical landing gear... Mi Le. δν ey SR ο 1 
-49 146-54094 -25 . . ARM ASSEMBLY, Electrical landing gear ο 22 que? ος 1 
-50 AN749-2-2 . . JUMPER. . , « + +s < < ὁ +... ὁ s s s s ο ο | ° ° t] 5” 1 
-51 AN515-4R7 . . SCREW . . . + + < +< . . e e 4 a e a we e s t t 91 t2 ° ° ng 1 
-52 AN515-4R6 . + SCREW . . . . ο. 4 ο uw ὁ. "elo Ar WO Ὅν w ψὶ ee ave: oe Be 4 
-53 AN960DÀL . . WASHER. . . . + + + + + + . n n Quo athe” ος ane E NOS 6 
-54 AN341-4 e > — NUT . ο 4 < ο . 2 wx a a el 5 
-55 146-54094-23 . . WIRE PROTECTOR, Electrical landing BEAT . + < + ὁ < < 1 
-56 AN365-440 e « NUT < < < ὁ ο ο de ciet er Net es ο 5 
-57 146-54095 + . SPRING, Landing gear “actuating ad justm enb 2 »e w s" 3s 2 
-58 AN515-6R3 e. . SCREW... . . +s < ο ο e + eo 9 s ο ο s . ο: t t ° ° ° 2 Š 6 
-59 AN936A6 . . WASHER, . . « esso < « e ee e e 0 e m t e t m] n] t1 9 n 6 
-60 AN960D6 . » WASHER. . . z . W ana τό 3 
169-54023 . . KNOB ASSEMBLY, Electrical alighting gear control lever. . 1 

-61 AN520B10R8 , . « SCREW. . . « + + < + ee s s ο e + + om om + t t] t] ° 9 n9 2 
-62 AN936A10 . + + WASHER... ae By We aie Se 2 
-63 169-54022 + . . HOLDER, Electrical alighting gear “control lever knob . 1 
-64 169-54024 . . . KNOB, Electrical alighting gear control lever. , . . . 1 
-65 169-54021 x te. RETAINER, Electrical alighting gear warning lamp . . . 1 
-66 AN3140-327 . ο» « LAMP... A ΜΉ 1 
-67 169-54018 - + . CONTACT ASSEMBLY, “Elec alighting gear "warning lamp as 1 
-68 169-54019 + . +. INSULATOR, Elec alighting gear warning lamp contact. . 1 
-69 153-54264-3 . + . SPRING, Two-position split contact push button switch. 1 


459 





Section l! 


Group Assembly Parts List AN O1-60AABA-4 


FUSELAGE (Cont) 








H-175-54-132B 
FIGURE 251 - TRIM TAB SWITCH ASSEMBLY 
FIGURE & PART UNIS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
251 147-54201-5 SWITCH ASSEMBLY, Trim tab (see figure 250 for next. . . . . ο « Re 
assembly) 
-1 AN515-632R6 SCREWS zx Ous oe! er ee ὁ ee δι -ῳ ϱ A ; 
π -2 AN507 -632R6 SCREW; < Wo ο ο δν, ο o) ew ὃν A A 
-3 AN960-6 WASHER . . . . . . . e 9 ὁ 9 ο ο «ο N" 
Y AN935-6 WASHER . . . .............. ο . 
-5 AN3102-24-5P RECEPTACLE . . , , + + + . ὁ « ee ee . 
-6 147 -54220-3 BLOCK, Trim tab switch receptacle mount 
-7 147 -54209 HANDLE, Trim tab switch control. , . . 


BOOT: (MCS) -a oss SS. fe. le -ᾱ--ᾳ, ea 
COLLAR, Trim tab switch boot retaining 
SCREW, Trim tab switch base attaching. 
BASE, Trim tab switch mounting . . . , 
SCREW ὅ;.ῳ ὦ eoe ο ο ο ue; e ο. 
SUPPORT, Trim tab switch upper spring. 
PISTON, Trim tab switch assembly upper 
SPRING, Trim tab switch assembly upper 
SHAFT ASSEMBLY, Trim tab switch control. 
BUSHING, Trim tab switch shaft retaining 
SCREW 5 2. site de ms "δι, de ον. ier e et oe Le 
SWITCH (MCS) . . ¿ Z 0. κο omo e 
SCREW, Trim tab switch support mounting 
PLATE, Trim tab switch mounting. . . , 
SWITCH (MCS) . . . . . .. + ..... 
PLATE, Trim tab switch guide . . . .. 
PISTON, Trim tab switch lower actuator 
SPRING, Trim tab switch assembly lower 
SUPPORT, Trim tab switch lower spring. 
COVER ASSEMBLY, Trim tab switch. . . . 


-8 DD10189 

-9 147 -54367 
-10  147-5h679 
-11  147-54219-3 
-12  AN507-632R5 
-13  147-55213 
-14  147-54214 
-15 147-54212 
-16 147-54202 
-17  147-54208 
-18 AN507-632R16 
-19 BZ7RDT 

-20 8147-54222 
-21  147-54207 
-22 BZTYDT 

-23  —184-54217 
-24 = 147-54215 
-25 147-54211 
-26 — 147-54221 
-27 147-54210 


νο νι a 


£ 


.. ..«. ο 5 ὁ 9 9 9 ὁ 6 ο ὁ ὁ 9 0 ὁ ὁ ο 2222222922225 


3 


V nen. RR NOUS “oie U w. ο wu W 10) ο 
DCN ο ο C METTE 
lui k uon feng ee ο 4 0807879: e ces eave: Tu dele 
Sear aere! Ce? Watan haya a WO ο ee S 
ο GY e cQ te ei EE ας igs EVE UR re re Yn ys Fa OS. ον ante 
lS οὶ ag ο CAI Ww ee a CAST] DOE E ο πο. 

$4 Ow ο ο ο 910€: ede ce eat wo BAe τος le W 
rra 
91 a: Se Ce. 9 q: τν, ο Sie ο τα N es 
5787.8 cas Cete here; Φος er be SD ο Xo ec ο) US TT WU D 
HP Ei EL P O END ENE IH IH I TO [1 OEP γα R8 E. CN OTIO Ον 
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Section Il 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


H-175-54-121B 





FIGURE 252 - ELECTRICAL CIRCUIT BREAKER PANEL ASSEMBLIES 


FIGURE & PART 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
252 ELECTRICAL CIRCUIT BREAKER PANEL ASSEMBLIES 
175-54035-3 . PANEL ASSEMBLY, Electrical circuit breaker . . . . . . . . . . Ref 


(see figure 228 for next assembly) 


-1 175-54035-5 - . PANEL, Electrical circuit breaker . . . . . . + ew s + s xs 1 
-2 AN515B6R8 s; SCREW ὁ; το ο (6-5 τῳ, elie) wp W (t. i a ce le Het te? Va ari te, en ar ee ten’ e. 
-3 AN365-632 cs NUT νο w ο ον a Φος WI, ον, Wa es NE ue. τῶν Ye! cele 2 
-4 AN507-632R8 s- ^e DORE < Ls. iio eee) e s omo haw ιν ᾱ Sey Va Nata? Got ας ἃ. m setas 1 
-5 AN3161P5 + . CIRCUIT BREAKER . . « ο ο ο ο ο « ce ὁ e ο ο nc o. ο ο ο 20 
-6 AN3161P10 è « "CIRCUIT BREAKER . - . 4 «ὁ ee ο ο» 9 ο ο eee ὁ ο 36 
-7 AN3161P15 5 a “CIRCUIT BREAKER: s . 4 Vo wc te: al cl) τῷ les vel wo ew woe 5 
-8 AN3161P20 » . CIRCUIT BREAKER . 2; . « 4 2 we ὁ te ὁ ὁ n « ο c 9 ο ο ο ο 5 
-9 AN3161P25 + . CIRCUIT BREAKER . , « « « « re ο e ὁ ὁ ὁ ὁ e ο ο os o ὁ ο ye 4 
~10 AN3161P35 ὁ "a CIRCUIT: BREAKER 4... 4094 3 εδ 3E 20€ 09 09. ο ο Wale m I ὁ) ς 1 
-11  2B1B10-2 S DA κο ο EE an ae da 
-12  ?B1B10-3 a BUSSBAR (NA). X vents. ο δν e LS tel tal We cea Dic sev. ἅγια er eens Ὁ 26 
-13 AN3034-1 - . LIGHT ASSEMBLY, Screws and nuts furnished with light assy). 1 
-14 AN3121R313 νι ὁ DAMP io. wow ae ο ad al Wari ls isc 1 

175 -54035-9 . PANEL ASSEMBLY, Electrical circuit breaker . . . . . . . . . . Ref 

(see figure 228 for next assembly) 

-15 175-54035-11 + . PANEL, Electrical circuit breaker . . . . « . . . + < +s ee 1 
-16 A5-30 oe STUD: (DZ) sia Ὁ Wo us S wel We wl w: sak gh eee al 4 
-17  GA5-312 . . GROMMET (DZ). a ... e ----- com ae ee S. ο ο ee ἃ 
-18 AN515B6R8 sco SCREW o1 0892 0 m 09.» dm S τς A Φ 
-19 - AN507-632R8 2 o4 s SCREW asin, ο ο oe urbe ELS ony os had, νο Per “ae ας 
-20 AN3161P5 s e CIRCUIT BREAKER. 4 20. -.... το ο Roe ue € le Sele Sel -ᾱ- ot Ses) wr te 89 
-21 AN3161P10 - . CIRCUIT BREAKER . . « « « 2 « oo o. . eo ee 4... 2... 9 ΑΝ 

AN3161P10 s oe. CIRCUIT BREAKER u u^ 0/226. as a ia 8 C 
-22 175-54163 . . COVER, Elevator control knob circuit breaker. . . . . . . . 1 C 
-23  AN3161P15 v oe (CIRCUIT: BREAKER νο ox cete ὁ 03 30€ X3 0.9 9 ον οι ο ᾱ 
-24 AN3161P25 $s e “CIRCUIT BREAKER 0X Lol ae sa Vel 49 a ο ο) οἱ te! νι sve 1 
-25 2B1B10-2 We o De tees tots ο ee PLN EE 
-26 2B1B10-3 sco “BUSS BARS (NA Fo ο sls eee le om Lm Der ce ee ek or ch N 
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FIGURE 253 - CENTER CONSOLE ELECTRICAL EQUIPMENT INSTALLATION 
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AN 01-60AABA-4 


FUSELAGE (Cont) 





Section [| 


Group Assembly Parts List 


FIGURE & PART USEABLE ON 


UNITS 


INDEX NUMBER 


PER ASSY 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE x CODE 
253 175-54032 ELECTRICAL EQUIPMENT INSTALLATION, Center console. . . . . . 


Ref 


-1 
-2 
-3 


-4 


-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-14 


-15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 


175-54042 
AN515-6R5 
AN3227-5 
AN3021-7 
AN3223-1 
AN3021-7 
NAS44 -63 
49-2035-2 
AN3021-2 
175-54 044-5 
175-54043 
AN515-8R7 
AN507-8R11 


2W1AL32-28 -64 


AN3021-2 
AN3028-1 
AN3021-8 
AN3223-1 
160-54029-5 
169-56221 
AN960D10L 
AN393 -27 
169-56219 
169-56218 
AN960D10 
NAS43DD3-20 
AN393-21 
AN960D10L 
AN393-7 
169-56216 
AN960D10L 
AN393-29 
169-56215 
AN365-1032 
AN960D10 
169-56320 
169-56132 
169-56217 
No Number 


AN3106A22-14S 


AN3057-12 
AN515B6R10 
AN960D6L 


5 0 9 9 ο ο » 9 ο 


A6939-632-.062 


A6939-632-.125 


xc715420-1 
AN3106A18-1S 
AN3057 -12 
175-54017 
175-54017-3 
175-54017-5 
32534 

32535 
MS25010-4 
AN520-10R7 
No Number 


184 -54087 
184 -54088 
175-54237 
AN515-6R8 
AN960D6L 
AN365-632 
AN3027-2 
AN3223-1 


NOTE: 


# Denotes. the 


(see figure 228 for next assembly) 

PANEL ASSEMBLY, Electrical engine control switch complete 
SCREW. . . DECEM 
SWITCH . 

SWITCH . 


. 9. . 9 9 ο » 5$ » 9 ὁ ο ο ο ««.: 2 


BOOT . X 

. SWITCH A " Dre OA ᾱ,. ον, Ὁ š 

. BUS BAR, Electrical. OR ROTE E 

. SWITCH GUARD (CUT) + wo o iE. Sol ο E E 8, a s η 
SWITCH . . . . Wow AD AA owe x t 
GUARD, Electrical one “hole mounting switch... . . . . . 
PANEL ASSEMBLY, Electrical engine control switch . . . . 

SCREW k^ de x Ga cM VM. cw. ix. ος ur, ATL a a a 

SCREW . . ιν " 

WASHER, Plain (NA). ο ον 

SWITCH. A . ç 219 29. Ὁ 


. $ Uer vo. E mo φ ey 19-9 9 o Q. Ὁ 


GUARD . . . . . w « 
SWITCH. , o» 6 $ τὸν ο Αα... ΤΝ ae 
BOOT. . . . $e 
NAMEPLATE, Electrical arresting gear “retracting switch. * a 
LEVER ASSEMBLY, Arresting gear release handle . . . ACER 

WASHER & x uo eee - + + + + Ὅν 

PIN. . . . & AE ea οφ 


LEVER, Arresting gear “release “handle Sine $e 
SPRING, ΡΕ gear release handle torsion. sce OR % 
WASHER . . . Ve A Neh ο van MES TG? ας ρα 
. SPACER, Screw and “bolt IE ee ας FR Le 
$e GIN. a ο ls ss e SE E ES De cy ce IF 
« WASHER κ 0 x ο ο w w. oq wy E ea . 
PIN. < . $t. " eo ο τ 
LINK, Arresting gear release handle ‘ratchet. "m 4 
WASHER E E A ainda . 
PIN. . « sve fa^ MATS «e . 
RATCHET, Arresting gear "release “handle ο. ἃ, ws e rs š 
NUT. 4 wow. $0930. 9m wo asme Ios : el t ο « . . 
WASHER . . . . oy fair te” aa) ον . . 
BOLT, Arresting. gear release handle. $3 . š 


RECEPTACLE, Arresting gear control handle. : i 
BRACKET, Arresting gear release handle ratchet 
CONTROLLER, Stick type turn and pitch (PR type. . 


9 * ° ot + on n9 
. 


XE768116-1) (Navy Stock No. R88C1500-050 or 

ο 060) (GFP) 
PLUG. ... ο ο UA Xen Nee w ο 2 Seen Jot μα do ler veil Sheng 
ADAPTER ..5 464 4 e eoe AE Ns, EL RUE eee eel κας ume a 
SCREW se. $7, 2-7» BAe Genes UR, D ιν HB De elas Ar eS tl s d 
WASHER. . . . . S (aL Contr et Sta de clad Pa Rew k yaa 7 QS 25 
SPEEDNUT, Instrument “mounting (IN) Bi με; σερ. Jb, e wel -ᾱ- PRINS Se 
SPEEDNUT, Instrument moune ee TIN) .. αν Ἡ ste 
CONTROLLER (ECP). . . 2 2. V l0 l ue ENS 


ignc 

ADAPTER. . . . WoW dv s AA 

CONTROL ASSEMBLY, Electrical interior lights. ἘΜ . 
BASE, Electrical interior lights control assembly. B 
REFRACTOR, Electrical interior ae control assembly 


RHEOSTAT ASSEMBLY ae e dur ὦ ος. gi te A gee ατα 

RHEOSTAT ASSEMBLY (OM) šu wy wu ὃς. Ας E A 

LIGHT ASSEMBLY . . . a . . - + + + +s s s s ç s . νο x 
SCREW... ν᾽ 
LOTON ΒΜΤΊΣΗ (Pioneer type €Q9) "(Navy Stock. No. ' R8851378); 

GFP 

GUARD, Electrical automatic pilot switch. . . . . . . . . . 
BASE, Electrical automatic pilot switch guard . . . 
PANEL ASSEMBLY, Electrical automatic pilot control, switch z 
SCREW . . A E cw y, Dra ee OX! cs SS. a 
WASHER. Pe D we te y's MO ° 5 . “Sw . * 
NUT Lo v x. soe ew X4 dal A AER A ECT TR 
SWITCH. ο 230:-- G 5s . . 3 5 "EP 
BOOT: ο. αι Ge. δν ο σφ ο) ania -— . ee E A e 


incorporation of Service Change No. 


= 
PB ΟΝ ΟΝ}! EH 


m 


E) ES ES E RPP E] EE EIHI|ÀErNHEIPpP|E|mEÁPÓ|ÁÀErd|DEÁOO)IHUUU EPP Re 


κ’ {γε} IILI Λ) Λ) Ο0 Fan 


— — — <A AA ne c s xe τας ο 
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H-175-54-94C 


FIGURE 254 - RH SIDE PANEL FUSELAGE STATION 51 TO STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 
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ΑΝ 01-60AABA~-4 
FUSELAGE (Cont) 





Section II 


Group Assembly Parts List 


PART , UNITS USEABLE ON 
NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
175-51096 ELECTRICAL EQUIPMENT INSTALLATION, RH side panel fuselage . . Ref 
station 51 to 224-5/8 (see figure 226 for next assembly). 
No Number . RH SIDE FUSELAGE STATION 79-1/2 TO STATION 91-1/4 ELECTRICAL Ref 
EQUIPMENT (see fig. 257 for detail breakdown) 
No Number . FUSELAGE STATION 51 TO STATION 158 LOWER ELECTRICAL. . . . . ‘Ref 
. EQUIPMENT (see figure 256 for detail breakdown) Ñ 
No Number . RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224 ELECTRICAL . Ref 
EQUIPMENT (see figure 258 for detail breakdown) 
175-54051 . CONSOLE ASSEMBLY AND INSTALLATION, Electrical RH . . . . . +. 1 
(see figure 255 for detail breakdown) 
146-54237-35 . CONDUIT, Electrical wiring harness plain end . . . . . . + + 1 
146 -54237-33 . CONDUIT, Electrical wiring harness plain end . . . . . . > 1 
AN3054-16 SNUR F o mU εν aS. Pal a DE Se ο ὁ, ο a E ὁ 8 
AN3053-16 « FERRULE. ... $2182 15 re V. Se sa ος ww Cel το, 1. 19. 9. 928.8 8 
. AN3058-16 + COUPLING . < G ο ο ο « © ὁ . ὁ « ο e 9 ὁ o o ὁ ὁ ὁ ὁ ὁ ο | 5| 2 
AN3066-16 bos NUTS V lcu. ο Sh te E S ο ο ας ο ο ο ο n "όν. Ses 4 
AN3060-16 . COUPLING PI 2 
AN3064 -16 P CONNECTOR. s > Bik» na erie ree con cer S le? fos, i-e dul j^ τὰν vat tee LR 2 
146-54237-29 . CONDUIT, Electrical wiring harness plain end . . . . . . . + 1 
146-54237-31 . CONDUIT, Electrical wiring harness plain end . . . . . . + + 1 
E1616-2 . INVERTER (GFP) Yi» UTR oS ie rel ue rias E ο ος ο Shier IRL row; l 
AN520-10R10 . SCREW. . . . . IA aa VE es aui Me aoa! RO er. ο Tu (ζῶν .τᾶ-, οφ, τ 4 
AN3106A14S7S s PLUG o. 46 Gode 0€ we]. e το) οι ο me Nay W 108 26. 09.0 9. 9, ST: wt ὁ 1 
AN3057-6A 2 ADAPTER a rad a ie eh a UR ου” 1 
AN365-440 E A A ve, ιβ. το, ες, 79 2183 097 ο 09.7 ὃ, ο ρα 8 
AN960DÀL vo WASHER ¿yU vé δν, -ᾱ- hoe o: τῳ, ad a De ONS Whol te 8 AP l 
2W18-4L . WASHER, Flat (NA). +. . « 4. 4 4 4 ὁ ὁ e E we te ὁ ὁ ew ts 16 W 
AN515-8R8 5, SCREW: eos tee o n este da ales: Ger Q ο ὁ ο NO 9 QQ s 8 
AN3100C20-1P s RECEPTACLE 4 Q ee ee € oW. we we A e WU Ce 1 AP 
TBF22-14PS . RECEPTACLE (CED) o... om om « 9 9 . . . 9 om ο ὁ 9 ὁ m n n ng 1 W 
AN3106A20-1S « PLUG... δι 4.4. 1» 009. ὃν DES O9. “ὁ 1809. 09/089 es ὁ jl LS 1 AP 
AN3106A22-14S . PLUG (upper eise]. eL Wi, eo. τὰ γεν I WE S: ο Mei dy xis ECT S 1 W 
AN3106A22-14P ^ “PLUG: (lower side). sos oce 4 o ὁ o9 o9 609 ο 4 e 1 w 
AN3100C22-14P « RECEPTACLE , a... +< +s < ooo o e 0 A 1 AP 
TBF22-19PS « RECEPTACLE: (CED).. 24. ve ow ow SS ed os Sl Ua οκ da ea 1 w 
AN3106A22-148 + PLUG. 4. . ο s s ο e o e e e s 0 o e e ὁ o e s ο e 0 ὁ s ο ο 1 AP 
AN3106A22 -19S . PLUG (upper ERR PCI 1 W 
AN3106A22-19P . PLUG (lower side). . . « + « < < « ο e ο e ο ὁ e ὁ s e o e on 1 w 
AN3057A12A . ADAPTER. . . CAPIT 4 
AN3027-1 . SWITCH ASSEMBLY. ο ο Ὁ ΚΑ. UN VR CAL DIDA. μὲ E αι ταν ᾱ 1 cc m 
AN3106A11S7S or PLUG £o wo a eet we ow Ud ὃν Q m cee AR 1 
AN3057-6A . ADAPTER. . . . . +. +. . . . ο i AA 1 
175-54066 . LIGHT INSTALLATION, Electrical cockpit RH console. 2 f 
(see figure 257 for additional next assembly) 
146-54412 . . LIGHT ASSEMBLY, Navigators chart retractable. . . . . . + 1 
(see figure 233 for additional next assembly) 
AN393-61 $5 d Vo SBN Gores ote xy ας ea e Sel itis e ai ασ i lor Qar ο 1 
AN960D10L s -« » WASHER 2 4 v + 9 αὶ ow € α je A ο Wy ο ** 4 
146-54411 el le ox. SPRING s v 4x "P 1 
146-54412-5 + . . ARM, Navigators “chart retractable light "assembly am 1 
AN365-1032 νο αν ο αμα ών a a WO Vou μίαν, eke ` O 
AN520-10R7 e >> . SCREW. ... P 2 
146-54412-11 - . . SUB ASSEMBLY, “Navigators chart retractable light | s 1 
146-54412-3 - <+ + +. ARM, Navigators chart retractable light assembly. . 1 
146-544 12-9 . <+ . . BRACKET, Navigators chart retractable light assembly 1 
146-54412-7 . . . BRACKET, Navigators chart retractable light assembly . 1 
AN931-1-7 « e + GROMMET. . . . + . . ο ο ο 2 
1067 54410 + > . CABLE ASSEMBLY, Navigators chart retractable light °: < 1 
AN3034-3 e ». . LIGHT ASSEMBLY, Direct instrument ....... < o. 1 
2250-1 » > «ὦ RING, Bonding. . . . e se'e e è è où e ο + ο ο ὁ ο ο 1 
AN3436-2-1 +. TERMINAL BLOCK ASSEMBLY. . +. +. +. + + + + © © © © © 0 «ο on on 1 
AN365-440 e NUT. . ο: ο ὁ ο ο ὁ 4 ο ο Ὁ a asa ὁ ὁ ὁ 9 
ΑΝΟΘΟΡΙΗ, + WASHER . '. . ο ο ο s < ὁ e « e e 2 e o ο e e ο ο e e e ὁ ο ο 2 
AN515-4R5 + SCREW... e a. ὁ Ὁ i € "Ue, d ὁ Q 3 e lo Ὁ 2 
3482916 ` LAMP ASSEMBLY (SFB part No. 1022 may be substituted) .... 1 AD 5 
AN3 1325308 e LAMP . « . ὁ ὁ  « ο 5 ὁ 44 e ^ « ὁ ὁ e * ο * ο 4 * 4 1 
AN507-832RG . SCREW. . . 4 e Wa a  ὁ 2 
34B2946 ` LAMP ASSEMBLY (SFB part “No. 1022 may be substituted) .... 1 CC 
03565-1 . : CODER AND FLASHER ASSEMBLY, External lights MC). en... 1 AD I 
G5825-1 . CODER AND FLASHER ASSEMBLY, External lights (GMC). . . . . + 1 cc 
AN3108-28-16S ao PLUG Q2 0104 4 402 2x 4. se a ἡ wu a Dat uq: a Se, A ϐ 1 
AN3057-16A « ADAPTER. © + « + ὁ « ο < e « ὁ rr 1 
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H-175-54-93 





FIGURE 255 - RH CONSOLE ELECTRICAL EQUIPMENT 





FIGURE & PART y Š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
255 175-54051 CONSOLE INSTALLATION, Electrical RH .... kat REED X de. wow om, oe, Ref 

(see figure 254 for next assembly) : 


-1 AN515-4R4 
-2 AN365-440 
-3 NAF1077-3 
. 4 AN3057 -8 
-5 G4720A1 


SCREW VU a a ^9. e Ὁ en Ἔν tet A T Ve care 
NUT. S S) co Sie; Sie ο Tias (e ο Iesha. τώ S chp Wh (e € dece vie 4 
RECEPTACLE AND CAP, Electrical connector double contact. 
ADAPTER; 4 Se vu era oie. er cee oe a . 

BOX CONTROL, Exterior lights (GMC) . 


e 9 ο 0. 
`. ` ew ο ο 
` * ° 9 * ο ο ο £5 


-6 AN515-8R7 SCREW νο. digit ὃν ὧν veh wS Ges, ὀίων YO fey ce iow e ee . . ο ο ae 
-7 ΑΝΟΘΟΡΒΙ, WASHERS ¿oe dc i ww eo Roco UT CU de E RE To . 

-8 AN365-832 NUT... siqa va setae So Gs; sary we) wh Ge m eee IL Bowe uei Tel v EET . á 
-9 175-54090 . PANEL ASSEMBLY, Electrical resistors . . ar) es . 

-10 AN515-8R22 š s ¡SCREW ως BA DTR vetoes a oF A E a ον To * . 
-11 AN960D8 " WASHER; s. voa x δι a να Gs et cee c pon ος το e . 

-12 No Number : àf RESISTOR, Type RW-G-220 (Specification JAN-R-26 


-13 No Number 
-14 No Number 
175-54051-3 
-15 175-54045 
-16 AN515-6R12 


. A 
. RESISTOR, Type RW20G250 (Specification JAN-R-26A 
. RESISTOR, Type RW20G450 (Specification JAN-R-26A 
CONSOLE ASSEMBLY, Electrical RH. .... "Ls 
. PANEL, Electrical AC power switch 


` ">" o9 + c9 9 s 9$ * c 9 0 t$ + ο 5 


SCREW . . . . + + . 


` ° $9 + + 9 s s 9 9 * e e s e ο ο ο 


PO i) PENNE dn i eoe ia IO EEE OPE P NBA 


-17  AN3202-1 E VOLTMETER ouem wo. ss yen ume re anms BU ος Vo ee Swa α 
-18  AN3157-2 > « LIGHT ASSEMBLY. s. 4 6 8 sars s Q e we di eee ds. 

AN3121-313 s. c» ο σι de nasal S: cw cal lE Te Di e ra Te d ve e Dres Un ab A SIN 
-19  1AT3 . . SWITCH ASSEMBLY (MCS) . .................. 

AN3333-1 >; ο A cared ἃ gh ig? eun Q e RI Rue be S αμ... 

AN3224-2 iit Woe BOOT gc αμ o μμ a ER Us 
-20  AN515-6R7 MEE SCORE Oy eo ee a e ED AN 
-21  AN3021-3 wow. SIC a a eee ces Z: SU ο GL dr ge Moe be ο -ᾱ 
-22 AN3021-2 vd. CSW CH eg ree a ses ue S sav ue he Se die er ab MAR NS pe le tt oan ee 
-23 AN3223-1 νεος, eG rw wr Soe oe sae Cota AE NA de o 
-eh —AN3211-1 ο μα ο Se tar Condes, ο b venue ot ο Vint ae QR ioo h de a 
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Section il 


ΑΝ 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


H-175-54-91B 





FIGURE 256 - FUSELAGE STATION 51 TO STATION 158 LOWER FUSELAGE ELECTRICAL EQUIPMENT 








FIGURE & - PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
256 No Number FUSELAGE STATION 51 TO STATION 155 LOWER FUSELAGE ELECTRICAL. . . Ref 

EQUIPMENT (see figure 251 for next assembly) 
-1 146-54084 -3 . ACTUATOR INSTALLATION, Electrical air conditioning . . . . . . Ref 
mixing valve (see. figure 249 for detail breakdown) 
-2 175-54301 . SWITCH INSTALLATION, Electrical auxiliary alighting gear . . . Ref 
downlock (see figure 380 for detail breakdown) 
-3 175-54327 . SWITCH INSTALLATION, Electrical auxiliary alighting gear . . . Ref 
uplock (see figure 381'for detail breakdown) 
-4 AN3106A12S 3S Ρα 21.2 4 4 4 Ww 7.4 6 Ὁ 0.9 NL o9 a m e ὃν 1 
-5 AN3057 -4A « ADAPTER.: o 4 ce wk ἃ Wu E v. dec I der oo a ο Wr. NP ο 1 
-6 AN3106A14S5S SaL PLUG. ο YU QUE Mee αι κω S αμ ο ο S an A S cates 3 
-T AN3057 -6A + ADAPTER. 4. . . 2. » ο . as ee a ap ο C Say ey er 3 
-8 AN3106A14S7S sd PLUGS <td ar es at tana, veo Yo wen ee. 423.9, ης ὧν κος ή "at e; E cR οι A 1 
-9 . AN3108A11S7S i «PLUG: ο ος ο ο uio ο ο Ρο TA ο... 1 
-10 AN3106A14S7D s PLUG. uw WE ον. Nz eo! ar se ds ο us mI periere ee DAL 
-11 AN3057-6A +. ADAPTER. . e. .« . ss e ep ss ο Ὁ ὁ ο 09 ze 4 "e usc ὦ Ve value; as 2 
-12 AN3100C20-18P . RECEPTACLE . . . . . < 9 © © ὁ e e © o. e om ὁ « 9 ὁ o9 ὁ ο ὁ t n 1 
-13 AN515-1-7 νε νιν νυν. ' νυν IE L ΄ 
-14 AN960DH e "WASHER ο ja ce a “e. cm sum" Wow S Ὃν ρον αν eo p IU NS a ὦ 4 d 
-15  AN365-440 ME D MENSEM D a νιν C oa ai y e 
-16 AN3057 -12A o ADAPTER. 2 4 0208 4 τε ο ὃ 87e, δ) ᾱ- mom o cm ο a Φ.. 5, s su le 1 
-17 182XAX102 . RELAY ASSEMBLY (stock No. 18071)(SD) . . . . . +. +. +... + + . +. 1 
160-55015€—— . NAMEPLATE, Electrical cabin heater overheat. . . . ss? qux ro 2 e 1 
relay reset instruction ` 
-18 AN365-632 μα ο ESU e w Se wak SASS de Ne ae E 
AN960D6L 2 UWASHER! OO S uc Meus UR a abe A E tie eg ed πος aloe Gece OF 
AN515-6R12 se “SCREWS 4 J 95 lom ches Reis prese ο” ey of 
-19 AN3106A12S3S w PLUG μμ ο ο ο ο La so fe Se e or kta am tei OT eae “es cee -ᾱ 3 
-20 AN3057-4A s ADAPTER; . 2.2 37623 o9 ο ο ο) ο. ὦ "CR AT A a E 3 
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Section Il 


Group Assembly Ports List AN 01-60AAB-4 


FUSELAGE (Cont) 





H-175-54-97B 


FIGURE 257 - FUSELAGE STATION 79-1/2 TO STATION 91-1/4 ELECTRICAL EQUIPMENT 
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-9 
-10 


-11 
-12 
-13 
-14 
-15 
-16 


-17 


-18 
-19 
-20 
-21 


-22 
-23 
-24 


-25 
-26 


PART 
NUMBER 


No Number 


C745A10 
AN520-10R8 
AN365-1032 
AN960D10L 
175-54066 


175-54018 
175-54018-101 
AN515-8R8 


'AN520-10R8 


AN3-3 


` AN960D10L 


175-54018-21 
175-54018-25 
A401U3 
A4O1U4SH 
AN3157-2 





AN 01-60AABA-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 79-1/2 TO STATION 91-1 


(see figure 254 for next assembly 
CONTROL HEAD (RUV) .........- 
SCREW: να -ᾱ. tae A Q Pii ep DOS s 
NUT. 4. RR A AA 
WASHER . . 

LIGHT INSTALLATION, "Electrical cockpit 


Section li 


Group Assembly Parts List 


UNITS 
PER ASSY. 


Ref 


ELECTRICAL EQUIPMENT. 


` . . 
. ο . ο 
ee ee 
- . . . 
. > 


RH console 


(see figure 254 for detail breakdown) 


PANEL ASSY AND INSTALLATION, Elec photo nav camera 
PANEL ASSY AND INSTALLATION, Elec photo nay camera 


+ SCREW. . ο ο we w. s Ze ὁ ο < .. 
SCREW . 
BOLT. . 
WASHER. 


PANEL ASSEMBLY, Electrical photo navigators 


3 UE us ο te es NO ee 
. SWITCH (RHS) . . o o + + < s = o 
. LIGHT ASSEMBLY . . . . . +. + + . 


ATTACHING PARTS 


AN515-8R7 
AN961-8 
AN365-832 


AN3121-313 
AN3227-7 
AN3433-2-2 
AN515-6R7 
T103103 
AN515-6R8 
AN3021-2 

BS 
AN515-8R10 
AN365 -832 
AN3227-8 
AN3433-2-2 
AN3228-2 
AN515-6R7 
L14001 
A401U3 
A4O1U4SH-R 
10700 
AN520-10R10 
AN3227 -2 
AN3433-2-2 
AN515 -6R7 
175-54079 
AN3121-313 
935-102 
AN515-4R8 
ANQ60D4L 
AN365 -440 
16915 
AN515-8R10 
AN365-832 
33187 
AN515-8R6 
AN960-8 
AN935-8 
8918K578 
AN3220-2 
AN3027-3 
AN3021-2 
AN3027-7 
AN3333-1 
AN3022-7. 
AN515-6R8 
AN3101A16-11S 
AN3057 -8A 
AN3106A18-9S 
AN3106A18-12S 
AN3057-10A 
AN3106A16S1P 
AN3106A16S5S 
AN3057 -8A 
A4853 
AN520-10R10 
AN960D10L 
AN365-1032 
AN3436-2-15 
AN515-4R8 
585-2-15 
8c6-2-15 
AN3434-1 


9 e 9 9 9 s 4 o9 0 e c3 9 0 s € ὁ » 0 ὁ 0 * e 0 s o s s 9 s. 9 0 9 9 0 s * 9 9 ?* ο o q 0 o 9 0 s s 0 0 0 ο 9? e +ç c3? ο 


SCREW,  « « « « + + + + * * * on 
+ . NT. 


. . © © © © © © o ο oo » ο 


. LAMP BULB. 


: PANEL ASSEMBLY; Electrical photo navigators 


WASHER . e es s + + + + * + o 


control . 
control:. 


camera control. 
camera control, 


. e c! 5 ù 525 ο ο o | o o 
e * © © © s c$» ο ὁ 9 ο : 


e = » © © ooa ù o ο. 


ο SWITCH YS Re ARTA US S CS C ES deba gr tes cel ο rra. Shee 
2 dr BUS Cel v fe x ple Cel LL AS ee Dec e. du NE VS 092 iss, Me 19:7 Q SL Xm d 3333 
a MITIS 
a Te (COUNTER: (VEE). wel 329039 ὃς aces le ον. Ὁ) WU DEI -ᾱ- 
νει. ΟΝ ter US qais Meany “win we ease ber wet ne 
d s WSWITOH OZ a a νην a 
+ . INTERVALOMETER (ΑΙΚ). . « « + + + + s + + + s νο ο ο 
2 wc SCREW a 0. Ἢν tie a. m Iv ὦ ἐφ Zo Ag Y Swa DSTI τς SC ol ae de de Re 
κ. ἝΝ. a MS ga οὔ νο 
S dar SWITCH: φις Boe eis ο ο W WO STSD S cell. wt Uo aR ὢ ew Te 
"EE 
250 GUARDS Q gig ovre, cho Vs A νο d a cive 
gr S SCREWS e 09 Uy ὦ ᾱ δι ον V. wu Sl ϱἱ DR αν eee en ὁ e ᾱ 
«ve LIGHTER, Cigar (CSP) . . s $ s q w who o emo Qw ὦ 
. + SWITCH (nus) A DE EUR σος 
S Se SWITCH: (RHS). ο. MEUS SU oec BO de jee omn o δν 
+ . AZIMUTH CONTROLS (AAEE). . . . , + + s + + = s + + s nn 
uw SCREW: ¿S τὸ en le secte. W se wa SARE les qe ο e qo whl wie 
cu SWITCHES a th ex S ο de ae refs et ae Nan ow 
ΕΕ ο ten ivo e Ulett e elt fei Se ow πο ou. Ley δ Ye 
+. . SCREW. . . . po E TRE UD P 
+ . LIGHT, Electrical camera ready warning . . . +. , + ... 
¿ ο LAMP... Ὁ neh abi A Qe a Sac. con) ord or usw) a Ter "πο 
+ . COMPUTER ASSEMBLY, Ground speed (CAV). . . - « + s + ee 
2-3 SCREW «Cx ο ο a tp Sa e ο ο ο ο. 
v^ xe WASHER e ata ο i A a: ο ο ο E τς 
e quc NUR € μα $ κ ο ο απ πο 
. . BOX ASSEMBLY, N9 control panel (FAC) . . . « c . ee ewe 
2o SOREW ο ο ο τῳ ἐδ cvm ve Ie ᾱ- Set ο ᾱ. ο Sae, wees 
vc «ΝΟΤΟΣ κα ο ον wasl Sar A MEN RS τε 
+ . RHEOSTAT ASSEMBLY (OM) . . . . +... +s +s + + < + + + eee 
αυ “SOREW ^v ο ο Ισ ier CS, Irt κ eye! tel di HR Tey Lar E, Sa 
T να. WASHER e 4 “6: ves ler E A SE Sls, er Ge: -- 
ο μι V. ο ο E το eae I ALES e Se 
¿, x SWITCH (ΟΠ)... 4015; δν Ya S Yor ew ater ee RS ἐς al ὃς SG -ᾱ 
s. wo KNOB: nte ot % casts ye co salen le ο Mw ο ος πρι T aa: 
ο, a), SWITCH 4 e ca, e ριον τών ce lor cdm deer lol ὃς ον τό m X ROUES d. Pa οφ 
so vay SWITCH «uos cee Se or τῷ τον yu δ. a Jan cene) E ται. οἱ ds Se 
ο SWITCH so." al Ger bs ie a Slee? ea aie Ὁ ᾱ- a a ο ου” 
v2. UQUARDI 3o. Rem ar ο ae sie! W Ne, 10508] Ὁ Ὅς Wek Ne Eee 094018 
24 a ζωα Të te Mil operat Fo Ἦν Sah fay ο ο ο de: DR 
a Os USOREM an SSC S. E ο Wr we Va, Couns 
RECEPTACLE? + ¿y X e a “ou, Se ue. Roe o9 ol e OTS a s OE e 
ADAPTER ^ eure. vais faces sh fay Tel ον ο. ts te lo) 32 fe ο ορ. 
PLUG A A ο Ze, Se ο der Yen δν OL ey ay Um 
PLUG. 2 a ae ο ο ue Dal eu et dE noe e ue Pes: 
ADAPTER. ο ai Ou cet I a ο ines ta Cay Je ο Te a A a 
PLUG p sy a Sea Ἔν ο ο usual que Tan Mt ο ο 
PLUG sa. ede E φρονέων αν Lec eyes Wm USUS. eek 
ADAPTER. <a oi ta uie X el fe d ese! GS Tein veh, eh nel Ver fane de p Ds ο AIC St en qus V 
FILTER, Intervalometer (AIR) . . . . so a + + < + + ee eee 
ως ay (eo ced e iar es iS 
WASHER: ov. Gees owe Ves sm UR dec m Ie ο ο ο Sy, δι ces 
NUT. OPPIDI ο D rr 
TERMINAL BLOCK ASSEMBLY. . . . llldas . . . . . . 2. 
SCREW. . . . . . SVG, α Cer ο πμ sa qu AS TS 
STRIP, Terminal base installation (NA) 5 eee et SB a ος 9s 
COVER, Electrical terminal block (ΝΑ)... . . - . + s + + ee 
STRIP... O m We o ERRORI RD Vere deo ο 
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P= 
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Section ii 


Group Assembly Parts List RE 


FUSELAGE (Cont) 





H-175-54-90B 


FIGURE 258 - RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224-5/8 ELECTRICAL EQUIPMENT 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER ι 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25 No Number RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224-5/8 . . . . . . Ref 
ELECTRICAL EQUIPMENT (see figure 254 for next assembly) 
-1 175-54054 . PANEL INSTALLATION, Electrical RH generator control relay. . Ref 
(see figure 259 for detail breakdown) 
a -2 175-54058 . PANEL INSTALLATION, Hydraulic landing gear control relay . . Ref AD 
: (see figure 260 for detall breakdown) 
E 183-54058 . PANEL INSTALLATION, Hydraulic landing gear control relay . . Ref cc 


(see figure 261 for detail breakdown) 


-3 AN520-10R8 GT s me ως ea ο ο Nn RO ατα ἀπ a ee 4 cc 
ΑΘ ás WASHER: ati s cere: op ο nee te Gas οτι amie. «oo ορ Š cc 
AN515-6R e SCREW (oe acce o6 UR μα δ Ὁ Ὁ κα a a νο Ὁ Ὁ DR ae Q 
AN365-632 NUTS Gu oe ices τώ ae sa. ο ο us ak ets αἲ ο vee (δ) inte ου. 8 
AN960D6L o coc 8 
-4 A24A9178-3 . REGULATOR, Voltage type AVP109C (WXL). . . . . . s +... eee 1 
(NA drawing No. 160-54110) 
-5 A28A8727 . MOUNT ASSEMBLY, Voltage regulator shock (WXL). . . . . . . + 1 
6 idi (NA drawing No. 160-54111) ; 
- AN3108A14S2S a Εν ος αν δν e eae e er ER ew ew ο ee el ο Lal wU D 1 
AN3057-6A a - ADAPTER. voe ο A RR al. i OR ᾱ 4. ο ος a L 
-7 AN3108A1283S e PLU... 4 x3 δι. RA WU VE a Gal nek MCI a eg: Ca ee a: Sa 2 
AN3057-4A - ADAPTER. 4 £x E E RA Ge Se A we ρὲ 2 
-8 AN3108A14S28 "x" .. 'PLUG eee el ce. A OO ee WU SU s. a RA dE ϱ QS La ee S 2 
AN3057-6A » “ADAPTER: we a AAA A a ae ae 2 
-9 AN3108A14S28"y" e PLUG à e SU κ ee ee E DECOR ee, Rows η de 0m AA Ue e AR 1 
AN3057-6A s ADAPTER: 40609 ea ió a a de dele 87 es cef % 1 
-10 AN3108A14S2S - PLUG. * 9 2. o6 wi o cel cet e; Sus c4) ο Tel ΚΦὶ ὁ sp. 9. ο C IN ters 1 
AN3057-6A x ADAPTER. a wu AAA ᾱ ARA QQ τὰς i UR sQ URL E A i 
-11 AN515-6R6 e. “SCREWS. si αὐ δν € 3 09) ο ἡ a ea 8 
-12 - 146-54059-8 . COVER, Electrical pressurized power panel (RH forward side). 1 
-13 146-54059-10 . COVER, Electrical pressurized power panel (RH aft side). . . 1 
-14 146-54061 . INSULATOR ASSEMBLY, Electrical pressurized power panel . . . 2 
-15 175-54077 . PANEL INSTALLATION, Electrical hydraulic control relay . . . Ref 
(see figure 259 for detail breakdown) 
[-  -16 eee ü . AMPLIFIER (MCD-3) (CAV). . . . a + + +, s + +ç +s s k s k s ο 1 AD 
8 Ν -278 ὃς, PLUG 424 ow Aer ο ον. Tw vus (esum. τῷ (mou: ος URS, Shorey, T. 287 9: ᾱ- μ.ο va US 1 AD 
δ AN3057-12A z GADAPTER. 202 0:64 a Ros cei he! Meee ares: TERT eee le 1 AD 
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Section [| 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





B-175-54-88 


FIGURE 259 - RH ELECTRIC GENERATOR CONTROL RELAY PANEL INSTALLATION 








FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 

259 175-5405 PANEL INSTALLATION, Electric RH generator control relay . . . . . Ref 

(see figure 258 for next assembly) 

-1 AN520-10R12 ; OREW; ο ο ο ο ο a ΙΡ ο. φὺπῳ ο ᾱ «δ a . 6 
-2 AN960D10 . WASHER . . . . ee ewe 6 
-3 175-54054-21 . PANEL ASSEMBLY, "Electric RH `generaton "control relay. a eee 1 
-4 AN365-1032 . + NUT e ο ὁ ο » ο € ο ο . $19. 7v. 16" ve 6 
-5 2W1-13-16-63 . ο WASHER, Plain (NA). . X . ee .. 18 
-6 175-54053 + . STUD, Electric panel cover “support. PEE š τ Τῷ ca Ss 6 
-T 175-54054-17 + . COVER, Electric RH generator relay panel. a ὁ ο ΩΝ 1 
-8 AN520-10R12 e + SCREW. , o. + + s + e e s sa s s s s aa do... eee ο Y 
-9 ΑΤΡΙΕ + . CONTACTOR (HEM) ....... Se ο ὃς v ois Ven ee eoo “HL 
-10 175-54054-7 e « BUS BAR. «ss 2 ; 4 α ο ο ο . . ο . ο ` . 1 
-11 AN520-10R16 . »« SCREW... ooo. ei e. e . ο . "EP m 2 
-12 AN3200-450 a UNE oe. we Bs ὁ ο ο es ὁ . "P" .. 1 
-13 175-54054-9 e x BUS BARU/S X. ¿as one 8 ete . . .. 1 
-14 175-54054-11 e e “BUS BAR «νεα wae: fees ο nao oe 1 
-15 175-54054-19 > «4 BUS BAR . ¿ < 4o. PESE ο jaa S... ὁ Sele: -ᾱ- 1 
-16 AN507-832R16 ¿U w SCREW AMPLE Sa Sees Ve AM 2 
-17 AN365B624 . + NUT: "IX Iura E 3 
-18 AN960B616 ` ` WASHER. . cR ag MOERORE DE ES: 
-19 146-54043-10 «e « PANEL ASSEMBLY, Electric "3/8" inch stud terminal 09 4 TE 1 
-20 AN341-616 a e NUT. ος ο o3 a uw cm a ee g Tel ee accu TES 
-21 AN935-616L e + = WASHER . . . . +. 4i m es e 4. els. ὃν Φα one . PE 3 
-22 AN507B624R32 κ. «po SCREW.: ¿ wo» as o» xx . ο o . .. . ο * 9 3 
-23 AN3380-1 a, tay RELAY o δ, to o RIA mms . ο Genie μι Ἔ 
-24 AN520-416R14 w. a CRC se š x ee OR Ux E a je fe e = e “e o e 6 
-25 AN3370-1 ©: =, RELAY ose eee. ee mle κ . ei ie ο ος $i eos 1 
-26 175-54054-13 ws. BUS BARS Wx -ᾱ; ned vai Q qo ο δι em δις) ee Cw. seh Mor cw er sw Te 1 
-27 175-54054-5 e .. BUS BAR. . . . . . €^. le wo s o ὃν ώς UI de 1 
-28 AN3371-1 ecce RELAY qu v cr de ist w i-i. eal a marre EE le ὑφ) 92, S 1 
-29 AN3316-1 a a RELAY Go va erie! A ο G 9o we nee ο ο ο ae LE Ce Bh NUUS Ce e 1 
-30 AN515-8R12 & c SCREW κ ο «ο ἃ E eh, ig ue δις e ο. "9v δες 4 
-31 67191-1 + . RELAY, 24 volt DC feathering ` (GPP). en tee 6. MD Tiet ᾱ-. w ιο 187 ey WSQ 1 
-32 AN520-416R14 w. Ta οσο μμ con's κ ios vus. wel σαν w To ο ήτο ἴθ ο... 2 

OL eee RR OU NCC vip: rM UU πώς Y i RR Y AS e Uc ME d A 
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Group Assembly Parts List AN OLOONABA 


FUSELAGE (Cont) 


10 u H 121 







































































Ad-2P-4-54-1 
FIGURE 260 - HYDRAULIC LANDING GEAR ELECTRICAL RELAX CONTROL PANEL INSTALLATION 
A ee 
HGURE& ——— PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
260 175-54058 PANEL INSTALLATION, Electrical hydraulic landing gear control . Ref AD 
relays (see figure 258 for next assembly) 
-1 AN520-10R8 c SOREW. 4 uos RR 4 AD 
-2 AN960D10L . WASHER . . 7 AD 
-3 175-54058-3 . PANEL ASSEMBLY, "Electrical hydraulic landing gear “control. 1 AD 
ordi 
-4 AN365-1032 . NUT, , Shes Ge ο ae ο A a DEOR 7 AD 
-5 2W1-13-16-64 | WASHER, Plain (NA)... b evi pal ae mera, Me AD 
-6 175-54058-5 . COVER, Electrical hydraulic “landing gear control relays. . . 1 AD 
-T 175-54053-10 . STUD, Electrical panel cover support ....... A Te. 4 AD 
-8 44B19-2(S690) : RECTIFIER B d.e. ο ο cepe Ψ' οσους * ES 2 AD 
-9 44B5- 2(s692) . RECTIFIER (VI ms VE Det a SAU ig) LEY E. ef Hee S> oe EP ee ^v os 1 AD 
-10 AN515-8R9 . SCREW, . Saves ei Reh oc Se the EE ts aS eGo eie de Seu Og AD 
-11 237EAU . RELAY (LR) . . Tes — "2 5 AD 
-12 175-54058-9 . BUS BAR, Electrical “hydraulic landing gear control relays. . 1 AD 
-13 AN365-440 e WU 4 x "P es a * às ο 4 9 ὁ ο 3 AD 
-14 ANQ6ODUL . WASHER š ο te ο ο «ἃς vel ο ο - Ç EDS ἀν τιν. Ὁ 3 AD 
-15 AN515-4RQ z SCREW; nuo ee wie SoS Par ἔτ οι Sa a «δε μοι - . . . . . te 3 AD 
-16 AN3434-4 . STRIP. . . ae rs - a wh a 3 AD 
-17 AN3436-4-16 " TERMINAL BLOCK ASSEMBLY. IM ος ο ORDEN ENS 1 AD 
-18 AN3316-1 . RELAY. . . ioco gum. vendo te ia ^ US i. oe 2 AD 
i -19 f$ D379 ` RECTIFIER, Solenium blocking valve (ITR). . . . . . . . 1 AD 
-20 # 184-54173 . DECAL, Landing gear warning light rectifier. . . . . + + +1 AD 
E NOTE: # Denotes the incorporation of Service Change No. 455 


— _ J πο ος o  ULL..LJ.LCLLl.l.LlllCeCeCCeC————  — 
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ΑΝ O1-60AABA-À 
FUSELAGE (Cont) 


Group Assembly Parts List 








Section 11 


FIGURE 261 - HYDRAULIC LANDING GEAR ELECTRICAL RELAY CONTROL PANEL INSTALLATION 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
261 183-54058 PANEL INSTALLATION, Electrical hydraulic landing gear control . Ref cc 

relays (see figure 258 for next assembly) 
-1 183-54057 . PANEL ASSEMBLY, Electrical hydraulic landing gear control. . 1 cc 
relays 

-2 AN365-1032 S NUD Sia a os, eae ay ee, ὂν ο. et μων, deci as T cc 
-3 2W1-13-16-64 . WASHER, Plain (NA) s os aoa aoe ων Q ee j w . Ç eel, 12 cc 
-4 183-54058-3 COVER, Electrical hydraulic landing gear control relays. . 1 cc 
-5 175-54053-10 . STUD, Electrical panel cover support . . . . . . . . . . . . 4 cc 
-6 AN515-8R9 a ο yack. sah ο when ce eleva Gat ooa dh Yet e ο αν 18 cc 
-7 237EAU i RELAY: (LR) . 204 eru δν, lee Ses aces “ey lay os ra doo cese n 5 cc 
-8 175-54058-5 . BUS BAR, Electrical hydraulic gear control relays. ..... 1 cc 
-9 AN365-440 A πα a at lak A ee a μ.ο... 3 CC 
-10 ANQ60D4L i ια 25 Ἢν donas Αν ai S fo YQ ο a ο an E a 3 CC 
-11 AN515-1HR9 pecus μα "νιν QM š 3 cc 
-12 AN3434-4 ASTRID. S augu wil. Oa ὍΣ ο κ... s aa a 3 CC 
-13 AN3436-3-16 . TERMINAL BLOCK ASSEMBLY. . . . . NEED 1 cc 

AN961-10 5 WASHER £20 9g ο ανν τν ών δα ο Sow mous ave e . «36 cc 

AN936A10B s WASHER i ο ua Rum oce ο Ses be Son (ει δει lee eee ad 16 cc 

AN341-10 s ANU Diss on Sau ο κο ο Sal A sce racer Decus ka, ο Je cues ννν ἵν ee 16 cc 
-14 AN960D10L zc “WASHER, 22289 a 23.3 e^ dq uere ο eec eig Vas Red ex a WOE rel ig 3 CC 
-15 44B4 -2(S692) . RECTIFIER lu dco Iam rues ο ο tu era gus “any. le. Yow ay a A tet ln; ve 1 CC 
-16 44B19-2(S690) s. RECT IFGBR (VL)! a Sau ο As odie tebe u sites En ο Moe ah gag SO. See 2 cc 
-17 AN3316-1 νων. ο Qs Cau te aig N ee eie el Cah NE ο Im e, SU ο 2 cc 
-18 4 D379 . RECTIFIER, Solenium blocking valve (ITRC).......... 1 cc 
-19 # 184-54173 . DECAL, Landing gear warning light rectifier. . . . . . . .. 1 cc 

NOTE: # Denotes the incorporation of Service Change No. 455 
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1 
9 
PX 10 
E E 
ES 9 
ms j 
1% n 
Tre - 
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m di 
I = 
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Ë 
| 
τ ~ 
|| "e 
ὅρος 
E H-175-54-145 
FIGURE 262. - ELECTRICAL TERMINAL INSTRUMENT PANEL ASSEMBLY 
AE : NERA: - εαν ος . 
FIGURE & PART ? E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 


62 183-54061 PANEL ASSEMBLY, Electrical terminal instrument. . . . . + + + +. Ref CC 
(see figure 248 for next assembly) 
SCREW. « , +s © + © © ο © on 


-1 AN520-10R1l cc 


ä diet Sita! ¿Que y de Oh a ORE n ας 2 
-2 AN960D10L . WASHER... + + s s ç s s s q s s s sm s. ...... 2 CC 
-3 NAS43-3-22DD . SPACER, Screw and bolt e . + + + + + +s + ee we + ot * ° * ng. 2 CC 
183-54061-21 . PANEL ASSEMBLY, Instrument panel electrical terminal . . . . . 1 cc 
complete . 
-4 183-54061-25 . . PANEL, Instrument panel electrical terminal . ......+ * 1 CC 
-5 183-54061-23 . . PANEL, Instrument panel electrical terminal . . . . . ++ ° 1 CC 
-6 295246-20A ` . GROMMET, Plastic (MKL). , . . ὁ , eee s sz .. .. . . ee 9 CC 
-7 AN515-4R7 Neo ¿v u MEME M 
AN960DHL go tk. OWASHERS 2 xe ecl τα Cs ere “oo rie esie tel wc; εν € olm uw eem. ος 
AN365-440 Ὁ ONO ASS end xD ας AI oi Wlw€ ck x. sS ON ue etie ane ew οὐκ a 86-06 
-8 AN3436-2-31 . . TERMINAL BLOCK ASSEMBLY . « . +... , s s s s s s s f n . . 1 CC 
AN3434-1 C. κα ἹΘΠΈΤΡ 2 y A @ νο see. OC 
AN961-6 . . WASHER. . VoU. γι νι Face Ie tay "9 σος κ SGP ws el bee 9097 ὁ; ο eoe οὶ νο... “CC 
AN936A6B J- $ “WASHERS: ¿ ¿ ¿< ¿ste 3 8 ους oS Ὁ ο) moy me morcm as, Goce ee del. (C0 
AN341-6 νιν V ο τος ac πα κο ᾽ν ᾽ν ewe RUE QU WU a em ALL. ος 
-9 AN3433-2-2 LL. BUS S UZ μις CS ως S m ae US ari. oie Se ου eae: Wie BS eke, ody HOC 
-10 AN3433-2-3 ανν. νιν. Ἦν νιν ee ee sag, sow XR DOC 
-11  AN515-4R7 LO 7 SOREN oc ce wo e t ον e ^s 7. are coros ewe Yogi. ce (BS CC 
ΑΝΟΘΟΡΗ1, ` 2 ge WASHER. ¿ ὦ, $6 $909 ὁ a (m q. Se ncs om ecco ο M Ce ve oe 8 cc 
AN365-440 v fee CENT soo osos YAZ wee ss SS xU Qus ae diit w NS SEES ο ο y's: ο. 8 cc 
-12 AN3436-4-5 . . TERMINAL BLOCK ASSEMBLY . . . , + + + + s + + ee ο ο. * t 4 cc 
AN3434-3 T T COMEDY S high S NUS S ο sus qe meds σεν ο ης a a On “Ὃς 
AN961-10 © 7 WASHER. -e woe ες weg ee wasu e κω omo eom mcs. € uo 50: ,CC 
AN926A10B TO WASHER X Q ὃν v4 9:09 ce tal a Rock mel» teria BO. 500 
AN341-10 Ὃν Ὃν NUTUS Auc ster e dos ceci kr eie Rossi a een SS Sa S Sos. sunan IA 


hTh 
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FIGURE 263 - ELECTRICAL HYDRAULIC CONTROL RELAY PANEL INSTALLATION 


H-175-54-87 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
263 1175-54077 PANEL INSTALLATION, Electric hydraulic control relay. . . . . . . Ref 
(see figure 258 for next assembly) 
-1 AN515-8R10 st ο ος Is ees xxv imer e ο ers aS O κ. rdum VN. 
-2 AN960D8 we WASHER oi o SY ss o veo AR X ie oe eh Se ᾱ- ee OF 
-3 175-54077-11 . PANEL ASSEMBLY, Electric hydraulic control relay . . . . . . . L 
-4 175-54077-5 . . COVER, Electric hydraulic control relay panel . . . . . + + 1 
-5 AN365-1032 a « NT... ὁ ὁ » 6.2 ὁ 6 ο ὁ « e ὁ 4 5 o. ὁ ὁ à» ὁ 4 4 4 4 5 2 
-6 2W1-13-16-63 . . WASHER, Plain (NA). . e s so eee ee ee eee eee 6 
-7 175-54053 + . STUD, Electric panel cover support. . . e . + +< < è < e eo 2 
-8 AN515-8R12 & ἡ NT Q 4 < < à ο δ. 9 ὁ "-* ὁ δ ὁ 4 ὁ Ὁ * 4 Ὁ. ο, δ 4 * < Ὁ 2 
-9 AN960D8 a s WASHER Go V < 0603 4 o9 9 09 a a sr a a Ὁ ἃ ὁ 2 
-10 44B5-2 . o RECTIFIER (VI) . ὁ-.. ον ος ce ee ον moy à NUS e e a o SË 
-11 237EAU . . RELAY, DPOT 24 voit DC coil (LR drawing No. LO5008) . . . . 2 
-12 AN515-8R10 = ο SCREW. . 4 0 ο © ὁ ὁ 9 € 2 ο ο ὁ ὁ ο * ὁ ο ὁ: Ὁ Ὁ 4 4 ο ¿j 4 
-13 175-54077-13 e « BUS BAR. , . S +s © ο © © © © © © ὁ s e e ο e 9 ° 9 ° ° ° n9 1 
-14 16446 . . RELAY (HYAW). . « « < + < s + ere e s e ο 6 n n ος ο 1 
-15  AN515-6R10 cer ACC "C" ο ee Uw cen aa Ban gee ενώ A 
-16 AN3136-2-6 + . ‘TERMINAL BLOCK ASSEMBLY +. , +. +. +. + + + © © © © © © . s on on 1 
-17 AN311-6 zo UM UNU. sees ο ae he Sa ow το νο ey Se sak ο ης Chu tate AY D m ees GA was Ὁ 
-18 | AN936A6B es WASHER; ο a a ο Eo] nOD BY coc VO sS νον E dem Ve Se «ᾱ ` 6 
-19 AN961-6 ey vee WASHER: Xo e wee om om c6. A ὁ δν A W: ee OS 6 
-20 AN365-440 e 3. ANUT v ο ο Hie! Hee 2 cx vele c cim mp ο Tekh fer ο te! ο S; coh sere ως se 2 
-21  AN507-440R7 S enia SCREW tis. ZS uoce ens ah tek ee ah ο ο veu) ο ο neice Sasi yen ee E 
-22 2069-900 . . RELAY, 24 volt DC coil (Air Ground Monitor)(LR) . . . . .. 1 
-23 AN515-8R10 àv "x JSCHEW δ. οἱ 6: ιο Δι, ο eat deum WT m LR Um ος 4) M cesi; We αφ, e, 8) © 8 
-24 AN3316-1 » > RELAY . . ..o < o. e e 9 © e © e ο a s e ο ο e s s s ο 1 


ο σὺ. δῑῖἧ “σου —  . V 
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Group Assembly Parts List 








FUSELAGE (Cont) 

RGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
264 .175-54097 ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Fuselage nose sta . . Re 

š O to sta 79-1/2 (see figure 226 for next assembly) 

-1 E1725-1 & INVERTER (GFP): ο voL ο c9 79 79 x Se tae at οφ a Ue 2 

-2 AN5-6A +, BOUP IDOL d ae τας eae es a) aa Ee ee ας QU MES ee ce a eee 10. 

-3 AN960D516 e WASHER ο -< GE WOO, We Ae ACC DE Ge: A OREA AA 8 

-4 E1617-1 + INVERTER (GEP) . < oor o9 moe e do 4 Ὁ δι eS Q 1 

AN3-5A bs BOUT 2.259 suit Sre, He SOL ο e e om ο oy. ο. 

ΑΝΟΘΟΡΙΟ « WASHER ος ο 0€ ο ο A AR 73 κ Ὁ Ὁ AI TORO - 4 

5 AN3106A20-48 v “ἜΣΤΩ. Q0» 0949) τος c9 ote Fat “ores qr eels, Du. ο ο ee «ο AS tere: ος 1 

AN3057 -12A «. ADAPTER? ο Ὁ ον Ὁ RR A A A RARA w 1 

-6 JX51K . RADIO NOSE FILTER (SPR)... « e + + +< s + s et s a a s e n ng 6 

AN365-832 S DNUT. So: fet et cele Qn Jee Pe Qu^ S to) Se" SAY ο se ο Vivo eae A Awa ay CALO, 

AN960D8L La WASHER ¿a Soh rel ian is] tee ο ο eh ο ἃ, ο ο Ὁ; Ὅς se en we wu. XO. 

AN515-8R8 ο. SGREW sea ο WLOM ο we iu ο Sube. AR ο ecu SLO 

-7 AN3106A16-11S & BV a A Sa A E ARE ος νε άν τὰ. A ee ἃ 6 

AN3057 -8A s ADAPTER. ¿ X. a aa ο κα ο naa O 

-8 AN3100A18-208 al “RECEPTACLE: ν ον (050€ AAA RA A AA 1 

AN3057-10A v» ADAPTER. ο. 4 9950€ ᾱ, «οι ος ο! Yel awu ο κ el te S. a MS "RE" 1 

-9 AN3100A 32-68 +, “RECEPTACLE 4: 2 ous τω ara 03 Ce! te. voe Ue +o Sea Ta Sar CM: we we Uy ce 1 

AN3057-20A v ADAPTER. « 460€ ο 0€ As A A A A 1 

-10 AN3100A20-16S ; RECEPTACLE; a: a x x* 3€ X ο 3€ 0€ X €* 4» € « €x» AAA * o 1 

AN3057-12A . ADAPTER. . . wol ιν wl. ED DNA OC A Ce Js ve". ᾱ- τ, τῳ τὸ 1 

-11 295134-8A . GROMMET, Plastic MKL Du WU ο te! rd A ο; τ; Te» w 1 

-12 YHS4OS6 . TERMINAL PANEL (pressurized) (BE) ao ο ο ner eh "ολ Ga ο. 1 

-13  147-71238 . GASKET, Pressurized radar connector panel. . . , , s + + ὁ ο ο 1 

-14 PC16231 . CLIP, Type A4 "xc 2 

-15 PC16189 . CLIP, Type A5 «. 9 € Cal is Wa 7 0€ de ιδ: τν uw es ὁ. ὁ- a 2 

-16 AN520-10R10 Ὁ ΙΘΟΒΕΝ EC TM e hes e O a τω τῷ, Qu tat DIE 

-1 ‘ANQ60A10 s WASHERS ¿ εἰς (ye: ο SIR “Wel Sp: εἴη et eh Why teresa a ο ete ee sen 30 

-1 AN515-6R6 s CREW cea. a A A AA wa ue A DES D E AAA ge pe ϱ ἃ 4 

-19 . AN960D6L . WASHER . . . νο +. e ops s ç ολο, ο ae. ὙΦ 

-20 175-54075 . COVER, Electrical pressurzed power: discharge station 79-1/2. . 2 

-21 175-54074-1 . SHIELD ASSEMBLY, Electrical pressurized power discharger . . . 1 
station 79-1/2 

175-54074-2 . SHIELD ASSEMBLY, Electrical pressurized power discharger . . . 1 
station 79-1/2 

-22 AN3-7A sA BOLT E E AR A VENE 

-23 | AN960D10 . WASHER... ο) ο Da ers dequo Roue al iwi et ee! RE 

175-54073 . PANEL ASSEMBLY, “Electrical pressurized power discharger. ... 1 
station 79-1/2 

-24 AN365B624 a. de NUL V oe Bie. yta las aq ui AR 2 

-25 | AN961-616 sc WASHER coa Qo s c3. $7498 09 9 OU sin οὐ V. OM SL δν se a ος ας -ᾱ- NOE. ον ὃς Ὁ 

-26 AN341-616 . . NUT ὅς cher da ο DI 2 

-2 2W1B24-28-125 NS WASHER; Plàin (NA). . . š n I x αν Ge 2 

-2 146-54063 + . STUD, Electrical pressurized power panel. A E e 4 

-29 175-54073-3 . . PANEL, oie pressurized power discharge station... 1 

T9-1/2 
-30 175-54073-5 * PANEL, ue pressurized power discharge station... 1 
T9-1/2 

-31 AN3108A16-10S 4 PLUG. coer a € ος ee 4 a el ee - 4). ο ᾱ- 4 Ὁ. ὁ δι ᾱ 4 τῳ He 3 

AN3157-8A v ADAPTER sue [nie tel ee wb ow, Ge Pat ims m a e 4! 6» NP Ye. Te v 3 

-32 AN3316-1 s RELAY 44 ο ας o A X ROCK ¿w AR CE, ὁ E AA 1 

AN515-8R6 e SCREW. ων ee A ES A A EA 4 

AN960D8L ον WASHER Gs eX: τῳ. S οὶ ma Races HS vel De) τῶν el nex Na Te as ον. an ve aces oA 

-33 AN3106A12S3S a PEUG be) AR * d o RR RAR ÓN IRA 1 

AN3057-4A «e ADAPTER.: νὰ νο ακοής X» ww * X `° 1 

-34 C765 SALVO UNIT, Camera aid (RUV) . . . . + + + s + ee CES 1 

ATTACHING PARTS 
-35 AN520-10R8 SCREW κ. 4:4 ceo »ow X XD XR RU Ὁ αφ. SS KO "UN Se EE 4 
-36 AN960D10L . WASHER. 4. |o Ses S xo ss 93975 A ET 
——— —— 

-37  AN3106A16-9S κ PLUG 4-0. ο rome ο dr ο ο US De el RM qe Uo BP ea 

AN3057-8A SC ADAPTER Sr oen wo ii ai Teeth. ο ο el mes -α 

-38 650-3128 « RELAY (COB). à κ κ ἡ ox.» o*o- Xo 9 AA AAA 1 

-39 650-3129 1 RELAY σος dock κ. κ α Ὁ AX 44. ἃ qI δν CR AR Io XC 1 

-40 650-3130 « RELAY (COE), © + < < + « ο ὁ < ὁ e 2 Q o ὁ a wo . . . ο .. 1 

AN515-8R6 EE ο na Ic LEE. 

AN960D8L sA WASHER a “v. £ < ses do" “Se ever ven Ὁ seine c y Ra cS Loo o cw Tat “aE SE des ue e ee ER 
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H-175-54-112A 
FIGURE 265 - FUSELAGE STATION 224-5/8 TO STATION 538-3/8 ELECTRICAL EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4,5 6 7 NOMENCLATURE PER ASSY. CODE 
265 175-54131 ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 224-5/8 to sta. . . . Ref 
538-3/8 (see figure 73 for next assembly) 
No Number . LH SIDE FUSELAGE STATION 224-5/8 TO STATION 424-5/8 . . . . + Ref 


ELECTRICAL EQUIPMENT (see figure 267 for 
additional breakdown) 


No Number . FUSELAGE STATION 463-1/4 TO STATION 538-5/8 ELECTRICAL. . . . Ref 
i EQUIPMENT (see figure 269 for additional breakdown) 
No Number . LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 . . . . . . . Ref 


ELECTRICAL EQUIPMENT (see figure 268 for 
detail breakdown) 


-1 2951341 -16A . GROMMET, Wire protecting split (MKL). . . . . s ss + + + ο x 3 
-2 295216-1HA . GROMMET, Plastic m Ὁ, cep US araq e. CUL ue. Ue cho dpa ο μ.ο. E 3 
-3 295246-20A . GROMMET, Plastic (MKL). . . . . . « + + +s s +s + + + s ee n 2 
-4 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY . . . . . +. 4. 4... + + s s s eeee 1 
-5 AN3436-2-4 . TERMINAL BLOCK ΑΒΒΕΜΒΙΧΥ,,............«..... 1 
-6 AN3106A1485S οὐ κα ο ο BU E Soc Ya t mar tebe! e. ο quere ise e aes 3 
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Section [| 
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10C2A3-57 
175-54186-1 
175-54186-2 
175-54186-9 
175-54186-10 
175-54186-3 
AN509-8R19 
AN960D8 
AN365-832 
175-54186-7 
175-54186-8 
NAS43C3-4 
175-54187-1 
175-54187-2 
NAS220-24 
NAS43DD3 -64 
AN507-6R18 
1HS1 
175-54080 
AN960D6 
AN365-632 
AN3021-2 
2952029 -14A 
295202 -20A 
295134 -8A 
295134 -8C 
CHA 
295246-16A 
295134 -12C 
AN3106A14S2S 
AN3108A18-10S 
AN3106A16-118 
AN3436 -2-6 
AN3106A1283S 
175-54128-30 


295202-14A 
295202-20A 
295202-8A 
AN931-14-20 
10C2E8-128 
146-54226 
AN365-1032 
2W1AL12-18-64 
AS4D6-5 
4$3D10-9 
AN960D10L 
AN3-10A 
AN365-1032 
AN3-7A 
AN960D516L 
4S4D6-9 
4$3D10-2 
AN3-13A 
142-54122 
142-54122-3 
5B1-4 
AN345-10 
2W1AL12-12-31 
142-54123 
146-54226-50 
AN515-6R7 
AN960D6L 
AN5785- 1 
AN3436-2-8 
AN3106A12S3S 
AN3106A16-10S 
AN3106A18-10S 
AN3108A16S11S 
AN3108A14S5S 
AN3108A14S2S 
AN3108A18-35 
182XAX1022 
51058 

51C58-1 
AN3106A18-1P 
AN3106A18-1S 
6468 


CY 


, NT. .... 


SWITCH ASSEMBLY, "Bomb bay door "position 
SWITCH ASSEMBLY, Bomb bay door position 


PLATE, 
PLATE, 
PLATE, 
SCREW. . ....... 
WASHER . . . . . . . 


Bomb bay door 
Bomb bay door 
.Bomb bay door 


ARM, Bomb bay door switch LH . 
ARM, Bomb bay door switch RH . 
SPACER, Screw and bolt . . . . 


NOMENCLATURE 


switch LH . . . + 
switch RH. 
switch. . . 


SPRING, Bomb bay door position indicator 


SCREW. . . + 

SWITCH, Hermetically 
GUARD, Bomb bay door 
WASHER $m ον usi TS. οἱ S6 
NUT; $3 39 S s 
SWITCH. etek o weh Š 
GROMMET DE ΣῊ : 


` + t t]. we 


GROMMET (FA3-8 spec). 
GROMMET, 


Plastic uy 
GROMMET, 


Plastic (MKL 


PORTABLE LIGHT (navy spe 


GROMMET, 
GROMMET, 
PLUG. s o. w no 5. oes 
PLUG. . . + + + + ooo. 
PLUG. . 
TERMINAL “BLOCK ASSEMBLY 
PLUG. . . 


Plastic (MKL). 





Wire protecting split ` (MKL). 


SPRING, Bomb bay door position indicator 
SCREW, Brazier head Phillips recess alloy steel 8⁄5 
SPACER, Screw and bolt . . . . e . + + o 


sealed ` (mes): ar 
position indicator s 


+ e è s. | ο 7] | a o 


. 
. . . 
. . . > 
. * è ο o 


e 94132294D) 


. 

9 2 . s n 
. . ο» n 
. 


indicator : 
indicator . 


BOX ASSEMBLY, Electrical camera station 2,3, 
junction (see figure 266 for detail b 
GROMMET (FA3-8) . . . . . . + + + + + + . 
GROMMET (FA3-8) . . . +... + + + + + 2 
GROMMET (PA3-8) . . . . 1. 1 + + + + + . ; 
GROMMET . . . . « + + +s +< + + + s on on ° š 
CONDUIT... at φίλῳ, ayo) cee Bde, ο! A 
TRANSMITTER INSTALLA TION, Electric wing flap 
s NUT... uo a tab κας $$ rey USE . 
. WASHER, Plain Ë "i mE FE . 
. SPACER, Rivet ah ve. [οὶ Sart μας . 
. SPACER, Bolt (NA). . . . + + + ees ; 
+ WASHER... . . + + eo s ο ον Sat a . 
+ BOLT... ο «© ὁ ὁ ο ὁ ο © ο ο c «ο . 
s E wu a G: s v. ae s n 
e BOLD ¿ ce ae e € αἱ ο 9 w. G 5 aa ᾱ . 
+ WASHER . , « + « + ὁ « ὁ we o ο ° . 
. SPACER, Rivet (ΝΑ)... +. + + + + + š 
. SPACER, Bolt (NA). +. + +. +. +. +... . . Ν 
. BOLT. . ... . . . š 
. ARM, Wing flap transmitter actuating. . 
ARM, Wing flap transmitter actuating š 
BOLT, τος (iA). ο που . 
NUT. .. ο QU 6. οἱ κ W . 
WASHER, Plain” (NA). vae ; 
CLAMP, Wing flap transmitter arm adjustme 


TUBE, Electrical wing flap 
SCREW. . . . . ο 
WASHER . . . . - + 


TRANSMITTER ASSEMBLY 
TERMINAL BLOCK ASSEMBLY 


PLUG 2 5 5030-9 Vs 
PLUG... 39 o ena 
PLUGS: e ed venenat τς a 
PLUG. 2 20 SUS AS ο ος 
PLUG. . Lo. 2 ne τε ia 
PLUG. . 49 20e voee 
PLUG. . ο... 
RELAY (SD). . . . . . + 
VAPOR CONTROL BOX teens 
VAPOR CONTROL BOX (VCH 
PLUG. co σον νο e we 
PLUG. 7 vee es e 
RELAY (HYAW). . . . +. + 





` * 9 9 |] £2 0 t| s | 9 (Guo 5 » 


2 
1 
f 
5 


`. 0 $9 9 o9 ... | ο 
9 9 * s ° t 9 s + 9 s t | 2 5 | ο 5 ο 


9 * + m t] 9 t ° 
9 9 t t] 9 ο n9 


UNITS 
PER ASSY. 


USEABLE ON 
: CODE 





TO fo & 


. > 
oe 
. 
oe 
oe 


oe ο 9 9 . 
eee oe 


Switch LH 
switch RH 


9 ο ο lí; 


witch 


eo * + s ο e s 9 0 $9 s s 0 9 0 2 9 5 ο. 


Q AA G ο wis q: ο WIN MI RU 


. 
. 
. 
. 
. 


. ` °. 9 9 | ° £] ο 
+ + 9 ° ο 9 s + t$ ο 9 o... 
e... 9 5 + ο o 


- 9 t ot s s 9 n9 9 t 
` 
9 0 0 9 e 9 9.6 9 s s 9 + 9 s 72 q + ο < < t 


= 
o i 
Pa EP | EH HL IH HH ER ES IH IE E B dz dz A EL ID JO IP RP ER [0 A ORD EERE ERP P I BPW FJ. PRP RP RPP PRP PDP EP UO ES FO TO PO Dr 


3A,4 € HA "m 

reakdown ) 

ο πολ ανα ΑΡ 
ec] ο ὁ m ο ὁ ο ο W 

WES e ose 

ae e AX 
ο ο + a S D 
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FIGURE 266 - CAMERA STATION NO. 2 NO. 3 NO. 3A NO. 4 AND NO. 4A ELECTRICAL JUNCTION BOX ASSEMBLIES 
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Group Assembly Parts List 











FIGURE & PART " UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
266 . 175-54128-20 BOX ASSEMBLY, Electrical camera station No. 2 junction . . . . . Ref 

E (see figure 267 for next assembly) 
175-54128-30 BOX ASSEMBLY, Electrical camera station No. 3 and 3A junction. . Ref 
(see figure 265 for next assembly) 
175-54128-40 BOX ASSEMBLY, Electrical camera station No. 4 and 4A junction. . Ref 
(see figure 267 for next assembly) 
175-54128-3 . BOX SUB ASSEMBLY, Electrical camera station No. 2 junction. . 1 
(used on 175-54128-20 only): 
-1 175-54128-19 . . BOX, Electrical camera station No. 2 junction. ...... 1 
(used on 175-54128-20 only) 
175-54128-7 BOX SUB ASSEMBLY, Electrical camera station No. 3 and 3A... 1 
junction (used on 175-54128-30 only) 
175-54128-25 . . BOX, Electrical camera station No. 3 and 3A junction... 1 
(used on 175-54128-30 only) 
175-54128-11 BOX SUB ASSEMBLY, Electrical camera station No. Y and HA. 7 1 
i junction (used on 175-54128-40 only) 
175-54128-27. BOX, Electrical camera station No. 4 and HA junction... 1 
(used on 175-54128-40 only) 
175-54128-5 . COVER SUB ASSEMBLY, Electrical camera station No. 2 . . . . + 1 
Junction (used on 175-54128-20 only) 
-2 175-54128-17 + . .COVER, Electrical camera station No. 2 junction. . . . . + 1 
(used on 175-54128-20 only) 
175-54128-9 . COVER SUB ASSEMBLY, Electrical camera station No. 3 and 3A. . 1 
junction (used on 175-54128-30 only) 
175-54128-21 + . COVER, Electrical camera station No. 3 and 3A junction . . 1 
(used on 175-54128-30 only) 
175-54128-13 . COVER SUB ASSEMBLY, Electrical camera station No. 4 and... 1 
HA Junction (used on 175-54128-40 only) 
175-54128-23 - . COVER, Electrical camera station No. 4 and 4A junction. . 1 
(used on 175-54128-40 only) 
-3 w98292-1 . . STUD (UC) (used on 175-54128-20, -30, YO. . . . s ss s’ 2 
-4 99836 . . PIN (UC) (used on 175-54128-20, -30, -40 . . s . . . +. +. + 2 
-5 AN3102A22-14SW . CONNECTOR, (175-53128-20 only). . . . . . s + + . s + e s s + 1 
-6 AN365-440 . NUT (175-54128-20 only) . . ea ses + + + + + + s + ο ο νι 4 
AN515-4R6 . SCREW (175-54128-20 only) . . rie. i. 9. 29. 67 ee ee ee ο Tu 4 
-7 AN3 102 28-128 . CONNECTOR (used on 175-54128- “20, "30, MO) ΙΓ... 1 
-8 AN365-632 . NUT (used on 175-54128-20, -30, -40). . . . s e s ee , + .. 4 
AN515-6R6 . SCREW (used on 175-54128-20, -30, -40). ο E ae c9 [6:6 4 
~9 AN3102A20-27SW . CONNECTOR, μή on 175-54128-20 only ee ee a DO kasus: Uf 1 
AN3102A22-14SW . CONNECTOR, (used on 175-54128-30, -40 only) e ο ὁ ὁ 9 ..... 1 
-10 AN365-440 . NUT (used on 175-54128-20, -30, -40). s. . s e . . . o . . . 20 
AN515-4R6 . SCREW (used on 175-54128-20, -30, BO). . . . . . . s , , . + 20 
-11 AN3102A20-16S . CONNECTOR (used on 175-54128-20 only) . ο ο vas, δ», te? DN. IV 1 
AN3102A20-27SW +. CONNECTOR (used on 175-54128-30, -40 only). ο. “ὦ UP je. p τὸ ἐφ᾽. tas ὑφ 1 
-12 AN3102A20-278 . CONNECTOR (used on 175-54128-20 only) . s WU ἐφ. AC WORD «IUE M^ uw 1 
AN3102A20-16S . CONNECTOR (used on 175-54128-30, -40 only -— n 1 
-13 AN3102A18-1S . CONNECTOR (used on 175-54128-20, -30, -H0). . . s +. +. a . eà 1 
-14 AN3102A16S8S . CONNECTOR (used on 175-54128-20, -30, BO). 2 . 0. 0 0. 2. 1 
-15 9995 7P.110 . RECEPTACLE (UC) (used on 175-54128-20, -30, -40). . . . . . + 2 
-16 AN3436-2-19 . TERMINAL BLOCK ASSEMBLY (used on 175- 54128- 20, -30, -40). . . 4 
AN3434-1 +. STRIP (used on 175-54128-20, -30, -40 Bole, uw. τὰ) gel ue ἴθι De, d ie 8 
AN3434-2 . STRIP (used on 175-54128-20, -30, -40). . « e . e , , + + we 4 
-17 AN515-4R6 . SCREW (used on 175-54128-20, -30, -40). . ὧν Mart cale.» e aller, de 
AN365-440 <| NUT (used on 175-54128-20, -30, -40). . « . . « +, , « + + + + 12 
-18 AN961-6 . WASHER m on 175-54128-20, -30, 210) A il STG 
-19 AN936A6B . WASHER (used on 175-54128-20, -30, -40) . . . . . . , , e. + 76 
-20 AN341-6 . NUT (used on 175-54128-20, -30, -40). . — br cee δὲ ο Ὁ ΤΟ 
-21 295134-16B . GROMMET, Plastic (MKL) (used on 175- 154128- -20, -30, -40)... 4 
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FIGURE 267 - LH SIDE FUSELAGE STATION 224.625 TO STATION 424.625 ELECTRICAL EQUIPMENT 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
267 No Number LH SIDE FUSELAGE STATION 224.625 TO STATION 424,625 ELECTRICAL. Ref 
: EQUIPMENT (see figure 265 for additional breakdown) 
-1 AN3106A10S-2S an PLUG cet ud πρ E οὍ. σὀτῳ DES 1 
AN3057 -3A v ADAPTER. 15. e a. Sas t ὃς eo de ç ος 9 < 1 
-2 AN3106A20-298 . PLUG: 2 X ¿< š — ce Bae oe WW os Si^. tne š 1 
AN3057-12A . ADAPTER. . , . + PR RA so. Sue bs οὗ . i š ç 1 
-3 AN3106A16S1S . PLUG ws Up Bales Ge. Ὁ; ας S qoe $ " š 1 
AN3057-8A . ADAPTER, . . . + Seton πὸ š 5 š » FEES 1 
-4 AN3100A20-18 . RECEPTACLE . . oes S VN d.a, re 5 š . as 2 
AN3057-12A . ADAPTER. .. alu. Set tabou ας 2 
-5 146-54110 . BOX INSTALLATION, “Electrical ignition. «s Xx. eet eee Ὁ. REF 
(see figure 272 for detail breakdown) 
-6 AN3100A18-1S . RECEPTACLE . . . . a: τὰ v uad Se ο iure AS e 2 
AN3057-10A . ADAPTER. . Gs: Settle ο Ὃς ain S Hes 2; ey ο ee het, Clee Ge Races en e 2 
- 29521B6-11NA 1 GROMMET; Plastic [καὶ Το . E 2 
-8 295134 -16A . GROMMET, Plastic (MKL) . . Vua ο iat epi sé yah kod dees 1 
-9 AN365-1032 aS NUT S a. fu. HEP Mercato TED uen ast ο ae ne dm Duy Sw 2 
-10 AN520-10R8 . SCREW... é s” rq E A S: a D Q Sh Boe, tee μμ τας 2 
-11 c4910-201 . THERMOSTAT, 'Hermetically sealed snap action fixed. . . . . 1 
temperature (SPT) 
-12 295202 -14A . GROMMET, Plastic [ΠῚ ο πα ο SZ κι ο 2 
-13 295202 -BA . GROMMET, Plastic (MKG) . . . . . hoa g ee ee we we ee om onm ng 1 
-14 295202-12A . GROMMET, Plastic [πὶ Ὃ ο E ο soc ML ο eis ghi [eb Se 3 
-15 295202 -20A . GROMMET, Plastic (MKL) . y AES: Ρο ἂν. Ψ' av, οφ] οὔ 5 3 
-16 175-54129-50 . BOX ASSEMBLY, Electrical camera. š ae ae OE < Ref 
(see figure 273 for detail breakdown) 
-17 175-54129-30 . BOX ASSEMBLY, Electrical camera, . Ref 
(see figure 273 for detail breakdown) 
-18 AN3108A24 -28S s PLUG 1204.9 49 aa τὰς ὃν ο a de οκ GS T ES IU ἃ δι d ce Πα 3 
AN3057 -16A . ADAPTER. . . d «σι Nel i taxes Si Geta It VAT wy OS 3 
-19 175-54128-20 . BOX ASSEMBLY, "Prime "vertical ds bees: τὰ. “REL 
(see figure 266 for detail L breakdown) ` 
-20 AN3106A18-12S DEN PLUG: ο δα Sk EE LP ace κ It. SP uc a ist Wes oe P 
AN3057-10A . ADAPTER. . 2 1 
-21 No Number ` ADAPTER AMPLIFIER “(avy Stock No. R88A0200-000-000) (GFP). . 2 
-22 AN3108A22-14S we PLUG o 2. ἑῷα Ἐν δν ος at uis ci FECE A ος δν τας ον 1 
AN3057-12A . ADAPTER. no s 20. Womb δ qe GR ας ας G0) 0€ eS A AA ος G “s 1 
-2: AN3106A18-18 . PLUG... Sip S. eden Ge. RP pe bee Teeny OP ου. 1 
-24 97-3106-18-1S . PLUG, Amplifier “adapter ` (AMP) ) position Oran: 5 s vos a 2 
AN3057-10A . ADAPTER. . ον De A yo ade a ο ο. 3 
-25 175-54128-40 . BOX ASSEMBLY, “LH oblique cameras v. Los xou ok ee s Ref 
(see figure 266 for detail breakdown) 
-26 295202-12A . GROMMET, Plastic (MKL) . . . Arca Apr 3 
-27 175-54129-40 . BOX ASSEMBLY, Electrical camera. é a U. Se ee le EN Sends does as REE 
(see figure 273 for detail breakdown) 
-28 295134-8A . GROMMET, Plastic T ο δ) ο ο ο ο Jer te qaod UQ 1 
-29 295135 -8C . GROMMET, Plastic (MKL) . . πο 2 1 
175-54107 . LIGHT INSTALLATION, Electrical bomb bay, “and camera compt . Ref cc 
-30 AN515-8R8 . . SCREW . .. . . . . eo ον . duis a de 4 
-31 AN960D8 . . WASHER. . . . SP Ri qu cte A πο 4 
-32 146-5410h . . BRACKET, Bomb bay dome Mant. οἵ ΑΗ ο tebe ο E ws Uu gar eT va 2 
-33 AN507 -632R7 š SCREM .. . 7 7 OEC TERME Ar 4: S ee 12 
-34 4S 3D6-3 DO SPACER; Bolt (NA)... . S Lt hund τν Š 6 
-35 AN365 -632 eo NUT velle ue So " s E % 6 
-36 AN3124SB307 as v» ΜΑΛΜΕ 25 ο 9326 ^ E $9 ὁ i eel het con τῶι M y le 2 
-37 AN3049-1 . . LIGHT ASSEMBLY. . . E (e ja Git de wes ioc 2 
-38 295134-28A . GROMMET, Plastic (MKL) . ¿ . . i ian Soe iat ον Se: Pas: ZQ 1 
-39 AN3106A18-1S a 1 9-05 ls RR pas "eA A a: Se Ne Sew es 1 
AN3057-10A a ADAPTER; e τς 6s. τῳ τον, ας «ᾱ -ᾱ ý . . <. IU 41€ i. 1 
-40 AN3106A10SL4S . PLUG . PE ο ο $ ie . . ήν ? rns 1 
AN3057-HA . ADAPTER. . . . . ç. $ ΓΦ το š * wv . . ο . TES 1 
-41 AN3106A14S2S ὁ, PLUG ος de οι lue tw ep‘ .. . A MTS * 1 
AN3057 -6Α . ADAPTER. . . . . . +. +. 2 . š δ. ὁ "P an ας 1 
-42 AN520-10R8 « SCREW, . . ὁ ὁ ᾱ- s ë ο) δ wy OLR Ce) SR, en eo Wicd x, Ye kis 2 
-43 AN960D10L . WASHER . . . $05 Ὁ. ο; αφ E les ος οἱ ον οι RN ce $4 2 
-44 146 -54154 . SWITCH ASSEMBLY, Jet engine duct door mechanism upper. A 1 
-45 AN365-632 e NUT I $01 5 ο ο ο ο HET a ve a. LT sl 2 
-46 ANS60D6L o « WASHER, 2. . s « 4 e . . . te . . . . . epa... mon 4 
-47 AN515-6R16 . . SCREW . lé 7. BE én os E qe 2 
-48 134-54214 . . COVER, Microswitch "terminal protector : beats or f 1 
-49 BZTRQ1T os SWITCH, Jet engine duct door upper (MCS). "E race. Ga: “1 
-50 146-54154-3 > ANGLE, Jet engine duct door mechanism upper . . . wos 1 
1175-54705 š SWITCH INSTALLATION, Fuselage station 375.5 to station 4 Ref AP 
387.688 landing flap electrical limit 
175-54705-3 . SWITCH INSTALLATION, Fuselage station 375.5 to station . . . Ref W 
387.688 landing glap electrical limit 
-51 AN3Ł0-6 eo τας MUT- ¿u a aw eat ἕω ἂς x redes Gt Ow. ὅτι cel ales Vie 4 
-52 AN935-4 . WASHER. i 2: 2 ay gage tae P e. GE, Tru) ce “Poi Je 4 
-53 ANQ60D4 > “WASHER. Sd ote Tes S. oa ας νο NA 8 
-54 AN515-6-18 . . SCREW wo BM ὦ) le cee τῷ νῶν VE. ets v Oe 2$ 4 
-55 1HS1 lo. SWITCH (MOS). . . . . : ος ὦ. Ye ë 0 A 2 
-56 AN365-1032 ao S = NU pte Na. ear e, "S > s g de š ar s, nna us 2 
-57 AN960D10 . . WASHER. a e τ . ο. r 24 js c wies 4 
-58 AN3-6A . . BOLT. .. ws ao εδ 5 5 5 s. ^e . TAE 2 
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FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER zl 2 «3. 4: 050 ὁ Z NOMENCLATURE PER ASSY. CODE 
267 175-54709 . STRIKER ASSEMBLY, Landing flap inboard hinge electrical . 1 
limit switch 
-59 175-54709-3 - + . CHANNEL, Landing flap inboard hinge electrical limit 1 
switch 

-60 AN365-1032 ` 5. -ᾱ S NUI sl Fest cente. ium weak odds hi . E 2 
-61 AN960D10 . . . WASHER... ; 5 : ; 4 
-62 175-54708 . . . SPRING, Compression. tm ο. ο, δι rq ade q ave 2 
-63 AN3-30 J BOLT . . LTEM m VES RUE xS ; E: 2 
-64 AN3436-2-4 P TERMINAL BLOCK ASSEMBLY. at yey" to es. vel ει Ὁ š s » de 
-65 AN3108A14S53 . PLUG . . . ç e: Us Sig eter a š: ο w z Ue 
AN3057-6A e ADAPTER 72 5 Bes we te v ae š A 2 

-66 AN3106A28-15P . PLUG... ο ere on a gO s 1 
-67 # 184-54113 . BRACKET ASSEMBLY, “Electrical Jet engine duct door switch . 1 

mounting 

-68 # AN365-632 . NUT, v^ Sg v ¿W 459 ¿tag N ΝΡ er) 4 
-69 4 2W18-6 ` WASHER, Flat (NA). ; De Deets : E n 4 
-70 # AN515-6R6 . SCREW. , By ete oA Replace he. οὔ, Σ ° š N š h 
-τι # 2HA1LH1 . SWITCH (mes) ee de S, M AAA eee ; ae te : š -1 
-72 # AN365-1032 . NUT. E A j ‘ Be ανν ο, n 4 
-73 # 2W18-10 ` WASHER, Flat (wa). πο. . EUMD πια 8 
-74 # AN520-10-24 . SCREW. . H V dE E ον e eects às š 4 
-75 # 184-54112 . ARM, Electrical Jet “duct door open switch. ; : 1 
-T6 κ AN365-428 . NUT. . S pgs EA Sy Ry ees dus Ske y VIS 1 
-TT # 2W18-416 . WASHER, "Flat (NA). κε ώς πρ gt prec > . P . 2 
-78 # AN4-10A . BOLT... "OPE ENS 3 1 
-79  £ 184-54111 . ROLLER, Electrical jet duct door open switch . . . . . š 1 
-80 # AN365-1032 «NUT. ον Ww; seit αὐ e ο σαι ας κ. Ue Im Q e, το ce 5 1 
-81 4 2W18-10 . WASHER, Flat (N). |. . . . . l 1 Š are ae NQ š 3 
-82 # 4821B3-011 ` BUSHING, Spacer (wa) » s Δ.» 7 : š guk š 1 
-83 # AN3-7A . BOLT... ἐς > Ὁ a ç nine " 1 
-84 # 109-63040 . SPRING, Wing bomb rack g -ᾱ.. ἐν δες δα δ. ΦΑΝ E d 1 
-85 # AN365-1032 . NUT E pLa Ra ai A ς 1 
-86 4 2418-10 ` WASHER, Flat (NA). a do ; 1 
-87 # AN3-11A sc BOLT Vu V ux νην τν 1 


NOTE: # Denotes the incorporation of Service Change No. 461 
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H-175-54-114 
FIGURE 268 - LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 ELECTRICAL EQUIPMENT 
FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER Yt 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
268 No Number LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 ELECTRICAL. . . Ref 
EQUIPMENT (see figure 265 for next assembly) i 
- -l 146-54126-30 . PANEL INSTALLATION, Electrical trim tabs . . +. . + . "o... Ref AP [ | 
(see figure 271 for detail breakdown) 
146-54126-40 . PANEL INSTALLATION, Electrical trim tabs . . +. + + < eese Ref W 
` (see figure 271 for detail breakdown) : 
-2 146-54262 . PANEL INSTALLATION, Electrical LH fuselage station 470... Ref 
relay (see figure 272 for detail breakdown ) 
-3 175-54276-30 . FIRE DETECTOR, Electric fuselage station 424-5/8 to . . . . 2 
station 489 (rework from 34216-2 (EDI) ` 
-h AN3106A16818 s PLUG A ος vio du ος ὃν ὦ τος αι olm οἱ melee κ Ὁ ὁ) St 2 
AN3057-8A . ADAPTER. a «© < + š 9 o ο coco... ...0.0.... 2 
-5 AN3106A1681S(W) e PLUG . . + +s + + * * * . o + ^. ^» 5 ooo * » ὁ ° ὁ ° ° * 2 
AN3057 -8A +. ADAPTER. ee ae UE “οὶ Ned eo Ae LE Ὁ ὁ 2 
-6 AN365-832 . NU... + + s s < κο ο n š eh lal nai er, ο we ya ara ce 8 
-T AN960D8L WASHER . . . . + + +. + NM II EI 8 
-8 AN515-8R8 . SCREW. . . 0 . . +s +< s s s s s s 0 s s s s s s 9 t t] n n8 tg9 ng 8 
-9 AN3136-2-11 . TERMINAL BLOCK ASSEMBLY. +. +. + + "m a * e ο 4 e e 4’ $ ο 2 
-10 JX37A . FILTER, Emergency hydraulic pump SPR) .' 4-5 €. Je -ῳ- os 1 
-11 No Number . CAPACITOR eee CP58B2EB405K (JAN-C-62) ao €» ὁ ο * 14 ὁ ὁ * ὁ 1 
-12 No Number . CAPACITOR (type CE4106516) (JAN-C-62). 4 ὁ. ὁ; E T1 o “Q 1 
-13 AN3108A18-6S8 a PLUG e ensa UMP UI 1 
AN3057-10A . ADAPTER. , « + + + © © © © ο 0% ° ee + . . ^ . ο ο ο ο f 1 
-14 AN3177-3 . LIGHT ASSEMBLY . . . . +. + +s s s o s s + s © ° ° ° ° t] t] ° t9 1 
-15 182XAX102 . RELAY ASSEMBLY, (stock No. 18071) (SD)... . «κος oe 1 
-16 ` 51C58-1 . VAPOR CONTROL BOX (VCH). +. +. , + + + +. + + + © © ee ee t] t 1 
-17 AN3106A18-1P e PLUG... + © ὁ © © © © © s e s of ° ο... $29. a fe ο 1 
-18 AN3106A18-1S « PLUG . . « « © © e © © © © ee mf on ° * ° ° ο Όρου, en ve .« 1 
AN3056A10 . ADAPTER. +. « + + +s < oo +. +... ο s os ο ° o ο o osoo oo 2 
-19 6468 . RELAY, One switch time delay 10 seconds with filtering (HYAW 1 
-20 J3 . SIGNAL ASSEMBLY, xo rw crew warning bell . . CN yas 1 
(USAF Spec. 32468) (GRE) 
-21 AN3177-1 . LIGHT ASSEMBLY . . . . » + + + © © © © © © © © © ee ° ° * ° 1 
PK79XZ6-8 SCREW, Self tapping (Parker-Kalon) . . . . . + es eseese 12 


485 





Section [| 


Group Assembly Parts List AN 01-60AABA-4 
FUSELAGE (Cont) 


“~d 


W— 
YE 


2] 96 25 





FIGURE 269 - FUSELAGE STATION 463-1/4 TO STATION 538-5/8 ELECTRICAL EQUIPMENT 
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-23 169-54209- 


5 INSULATOR," Electrical external power receptacle. 
169-54209-3 

9 

T 


INSULATOR, Electrical external power receptacle. 
. INSULATOR, Electrical external power receptacle 
S INSULATOR, Electrical external power receptacle 


-24 169-54209- 
169-54209- 


«A A ne PA 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 7 NOMENCLATURE PER ASSY. CODE 
269 No Number FUSELAGE STATION et Μη ΤΟ 538-578 ELECTRIC EQUIPMENT . . . . . Ref 
(see figure 265 for next assembly) 

-1 AN365-624 . NUT . . . + +s s <s ὁ s ὁ = s ὁ om s e s m q s ° s ος...” 1 
AN960D616 . WASHER. , s . +... e+ ee + > " τι Ὡς wis uei. sing. IM ara mE 
AN6-12A s BOLP rs 3.909 089.9 Ὁ ο Ὁ ru à DRE E TEE DG A 1 

-2 AN520-416R14 we SCREW < . ο -- e 5 5. ο ὁ o ο - κ ἃ; vey cA cee BS mune 4 
AN960D416 . WASHER. .:. + IE . . ο ο ο eae ου 4 

-3 CR2781C106A3 . CONTROLLER, Starter jet engine (GE) . > ied ne Se vies say SP beat 1 

-4 169-541144 . COVER ASSEMBLY, Electrical jet starter contri oller terminal. . 1 
295246-28A . GROMMET, Plastic (MKL). . . . -"——rPrrr QE hee GE 1 

-5 169-54145 PLATE, Electrical jet starter controller "terminal ç o ee 1 

ATTACHING PARTS 
AN515-8R5 . SCREW . . l ee we ew Bom «κο o9 o9 o9 o9 om 9 w. n t m] n ] t] t] S ng 
AN960DBL . WASHER. +. +. + +. +. +. 9 © ὁ ὁ 9 © ο ot om ο s m s > 9 t ° ° 9 t| l 
AN365-832 ME ERGEBEN seh ο ο Bee ο ul ο ο... 
a ee 

-6 AN520-416R12 st SCREW aaou mos ao ok ὦ cei CR A 6 Ὁ ἀφ) Ὅν 4 ea sU ees e z 
ΑΝΟΘΟΡΗ16 . WASHER. +. . +. 4 + + < o s s ο s ο: ο om t t] t] 9 t] t] . ng * 
AN365-428 é NUT Vos ess š Ç IM. “er tet Ne. W CN > 

-7 10-54400-1 . DYNAMOTOR AND FILTER UNIT ASSEMBLY (SNT). . 2 de W . 

-8 10-53700-1 . EXCITER UNIT ASSEMBLY, Jet engine ignition (SNT). Ae ` 

-9 10-54466-1 . LEAD ASSEMBLY, Dynamotor to exciter unit (SNT). . . . ; 
295246-20A . GROMMET, Plastic (MKL). . . ην ντ oF Ὁ τη š 

-10 10-54467-2 . LEAD ASSEMBLY, Exciter unit to disconnector (snr) -—- š 

-11 ΑΝ31Ο8Α28-118 e PLUG: 4 9 9 ὁ w ee δ. ο κ το ον ος δι ο m mu t KU a ᾧ A 
AN3057-16A . ADAPTER. . . + + + + ὁ + s 9 om s s . t9 + m] 9 | 9] t ° . 

-12 AN6-10 or BOLTS be cave Welle ch je ele W te DRIN elo SS ο ç 
AN960D616 . WASHER. . « . + « < © © © © © © e © e 9 + ° ] ° ° t š 
AN365-624 S NUD S Svat eves 2708 ove ον ος ας, αἱ ον Wu Gr ο TS: (ass ; 

-13 AN507-1032R14 . SCREW... . w © © ο ο ο ew ὁ $ ο ο ot om t ο... κ 

-14 AN960D10L . WASHER. . +. +. + +s +... © © © © s s ον e s 9 ° 91 9] 9 t š 

-15 AN365-1032 . NUT... Vote Wee ee Wane ee oum om m Ey E Le ares? - š 
169-54210 A RECEPTACLE ASSEMBLY, External electrical power. . . + 

-16 AN365-1032 s NUT: < < Q £9 9 0€ Rr e Se 4 ο ὁ 

-17 AN960D10 è WASHER oroa a 09 5 9-9 1e arus e: hua S a Ὁ 

-18 AN507-1032R16 . SOREW. Qe a mper et τον WS SA OW: Sa ae e Oe es Swe Sees os 

-18 AN2552-3A P RECEPTACLE. o ο στ a € 5 ve 9m. ce es ig i 

-20 AN365-832 . NUT. ¿ ¿ç š ο 3 ο 9c» Ὁ Pe ος m m ὁ 4 Ἡ m e s 

-21 ΑΝΟΘΟΡΒ è WASHER sesso s + + s + + ° n ng dde Gos ρας 

-22 AN515-8R14 τ SCREW. . +. . Mn ο IE EC ay le 


νο δ 4.6) 6 CI E E ὁ... (8 
a e 4 à 9 49 4 4 6 5 6 » ο ο 4 à ὁ * 9 6 4 4 ο 9 €9 9 9 9 9 9 9$ 9 9 9 9 $8 9 * Ë 


WASHER . +. + + oo. 
BOLT, Brass hexagon "head electrical (NA) . P 
SCREW. . . . . . 
. BRACKET, Electrical “external power receptacle. 


34 AN935-616L 
-35 NASÀ67-6-30 
-36 AN515-8R10 
-37 169-54210-3 


-25 AN365B624 NUT... τῳ Re Ta wu Sg Ce αὖ, ney ye eee de EA 
-26 AN960-616 WASHER . . . 4^. ce, ue. Je) Um, LAS ο O$ DOM 3⁄4 s 
-27 2W1R25-24-65 š WASHER, Plain (NA) : . . ο 
-28 169-54210-7 Z BUS BAR, Electrical external power receptacle. +. τὰ 
-29 AN507-1032R14 . SCREW. . . 
169-54210-21 . SUB ASSEMBLY, “Electrical external power "receptacle 
-30 169-54210-13 3 š INSULATOR, Electrical external power receptacle 
-31 169-54210-9 οἳ νο PANEL, Electrical external power receptacle. . 
AN341-616 E de NUT.- 2. v es ᾱ- ο τῷ a τν ee οι μας ee Ὁ de e M, Ne ἃ 
AN935B616L NE WASHER . 2. €. € Sows 9 € 9 dom Ue. WU Ὁ s 
AN507B624 R32 ee “ὦ SCREW. . +. + " . 
. -32 169-54210-5 s> "i B BAR, Electrical external power receptacle. š 
-33 AN341-616 9. a x M Moe set Cate a τα ου. ^ 


ee 9 a s !  . »» :» 
: 9 + ο ο n 


-38 169-54208 . . COVER, Electrical external power receptacle. . z: 
~39 ANQ31-14-20 GROMMET. . « s e e + s e :«:«:«:«::«::«: . . 
-ho AN3106A14S25 PLUG. e. m ede wow ee ees e Seas er) we ol Se A : 


-41 AN3057-6A 
-42 181 -54169 


ADAPTER . +. +. +» 
BOLT, Electrical jet ` engine starter lead "attaching. 
(replaces (GE) part No. 6627387) 


ID f P EB. B. p. d jp. I IB EB ο TO fO ο TO ID. ID EW i RP EB (B. i. OPEN FFE IO ITO IO TO OVID A e jn n kn E EURO NEN 


ee ee 
` 8 ee 
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H-175-54-109 


FIGURE 270 - FUSELAGE STATION 538 TO STATION 682 ELECTRICAL EQUIPMENT © 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER" NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
270 175-54231 ELECTRIC EQUIPMENT INSTALLATION, Fuselage sta 530 to sta 2. . Ref 

(see figure 73 for next assembly) 

-1 AN3108A18-18 s PLUG, six ο αι sm. ἐφ inum ο Dm wav eI aw PIN 1 

AN3057-10A s. “ADAPTER y ecos es e Ims o9 aa aw ak ob et š 1 
-2 AN3106A14S εν, PLUG Y ο. E Xue wen sk. c ele ἃ E τῳ ἐν Ait E 1 

AN3057-6A v. ADAPTER & 109 να TR. wo ep tal YU ay νι cO S E Fel te ee, bb Chas eo vee Q 1 
-3 10C2E6-30 + CONDUIT (NA). . . Sri « . 2. ee re ceteri. Gee wh Ρος a 1 
-4 rOC2E4 -28 + CONDUIT (NA)... , « + + + s + s s eae — “ἂν See Wet 2 1 
-5 10C2E8-30 e CONDUIT’ (NA). . «4-40. en 9o m yo ο Boe Ὁ vU. ος 1 
-6 10C2E8-25 e “CONDUIT: (NÀ). 4 + eo w ena de S ο Ss 1 
-7 AN3108A18-1S νο" ΙΙΙ, e Wi av et al eee Des n 1 

AN3057-10A >> ¡ADAPTER s εως 45-9 26 lene? a Ge Sid. i το, at 1 E ΉΤΟ D ie 1 
-8 AN3106A1233S e PLUG. . . . . SD $4 dm d καὶ E a we ς oe O Ae 1 

AN3057-HA a ADAPTER £ e, νονός δν wol wien ore e a ws C se Bs ορ ον 1 
-9 35534-3 +. THERMOCOUPLE (EDI). . . . . +... ..... "E. BY elm are ο 22 
-10 AN3100A12S3P . RECEPTACLE, Electrical connector wall mounting. . . . 5, de. vw 1 
-11 295131 -8A + GROMMET, Plastic (MKL). . ................. . 20 
-12 295134-12A + GROMMET, Plastic (MKL). . .................. 3 
-13 295131 -1HA + GROMMET, Plastic (MKL). . +... . « «ων ο v s s ç ç ç ç ¿ + ον 3 
-14 295134-16A . GROMMET, Plastic (MKL). . ................. a 3 
-15 295134-20A . GROMMET, Plastic (MKL). . ................ IE 5 
-16 175-54383 . SWITCH INSTALLATION, Electric arresting gear downlock and . . Ref 

fwd uplock indicator (see fig 390 for detail breakdown) 
-17 175-54312 . SWITCH INSTALLATION, Electric arresting gear indicator. . . . Ref 
control (see figure 390 for detail breakdown) 

-18 175-54378 . SWITCH INSTALLATION, Electric arresting gear hook aft . . . . Ref 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 








© 8 
1 
ο H-175-54-106A 
FIGURE 271 - ELECTRICAL TRIM TAB PANEL INSTALLATION 
FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
271 146-54126-30 PANEL INSTALLATION, Electrical trim tab. . . . + + + * * eee Ref AP κ 
(see figure 268 for next assembly) i 
146-54126-40 PANEL INSTALLATION, Electrical trim tab. . . . + + + + * * * * ° Ref W [ | 
. (see figure 268 for next assembly) 
-1 AN365-1032 . NUT. . + + + + © +... .. ee e je ο. eee oe: eta, ^ Decus ὁ Ὁ ὁ 3 
-2 AN520-10R7 + SCREW... + - 2 +. we e e Ce a TRUE ie Ὁ ο ο δι ο ar is pS 6 
-3 AN960D10L . WASHER. . +. . ὁ «© + < + «ο. a spp r aa a lay 8 9 
-4 146-54126-20 . PANEL SUB ASSEMBLY, Electrical trim posi Ip on νι το, 1 
146-54126-35 . PANEL SUB ASSEMBLY, Electrical trim tabs(used on 146-54126-40) 1 a 
-5 AN515-8R7 . . SCREW. ...-.--s ere ee ee ο «wo de 
AN960DBL . . WASHER... . + + "OMNI ES nune le 
-6 237EAU ` . RELAY, Dpdt 24 volt DC coil (LR) (LR drawing No. LC5008) . 5 
-7 No Number . . CAPACITOR (Spec. No. JANC25) (style No. CP53B1E-C205K) . 4 
-8 AN507-832R7 . + SCREW... . + + IV Bh cate <a LS N ILU E ee en E D ese 6 
ANQ60D8L . . WASHER. +. +. + + + O E i . 6 
-9 AN515-6R6 . . SCREW. . . - - - + * 2. o’ e ne! te. «ο ιών φἲ ὁ, Bh ος δρα I -ᾱ 4 
AN960D6L . . WASHER. . - + + + +. fale wu. i. REPE * 8 
-10 AN515-6R12 . . SCREW. . . o e = « ὃς σώος Ai vd. SY, Ye Paar E "E 4 
-11 AYLZ2542P . . MICROPOSITIONER (BCC). . . +. + + . " pi 2 
-12 78RS8TM . . SOCKET (ANP) . . +. +. + +. + EURO BAR IN ο a a 2 
-13 AN515-6R40 . . SCREW. ¿ è «ο < « Seed Mes nato O ο H 
-14 AN960D6L . . WASHER... . + + + eee de ο τς ὃν es ο ene ee EE: 
-15 2W1P10-24 -62 . . WASHER, Plain (NA)... +. + + + +... ρων gaa ee G 
-16 No Number ` . RESISTOR (Spec. No. JAN-R26) (Typle RW320310). . . . + ° 3 
-1T ALOFA . . RESISTOR, Adjustable 150 ohms with series 250 mounting . 1 
bracket (CLR) 
-18 ΑΙΟΒ . . RESISTOR, 400 ohms with middle tap (CLR) . . . +. +... +. +. 1 
-19 A20KA . . RESISTOR, Adjustable 25 ohms with series 250 mounting. . . 1 
bracket (CLR) : 
-20 AN931-7-11 . . GROMMET. . - - e + + +. +. oe Ney uw WU Ὁ s iie oas Ὁ; 359. Gss sak. -ᾱ 1 
-21 AN931-5-13 + < GROMMET. ...... vul del c) doc. ome. τῷ. eset Tu Tw. Tel Le A E 1 
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H-175-54-116 


FIGURE 272 - FUSELAGE STATION 224-5/8 ELECTRICAL IGNITION BOX AND RELAY PANEL 
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146-54110 


AN365-1032 
146-54110-5 
TB2-13 
AN4-25 
146-54110-7 
146-54110-3 
AN315-3R 
AN935-10L 
AN960D10L 
AN520-10R12 
SB4=2 


AN365-440 
AN340-4 
AN936A4 
AN960Dl 
NAS45-6-2 
146-54262 


AN520-10R7 
AN960D10L 
AN365-1032 
AN520-10R16 
AN960D10L 
453D10-16 
AN365-1032 
146-54262-11 


146-54262-5 


AN365-832 
AN96OD8L 
AN515-8R7 
AN3316-1 
237EAU 
A7949 
AN515-8R40 
ΑΝΟΘΟΡΒΙ, 
2W1P12-24-62 
AN365-832 
No Number 
AN365-632 
AN960D6L 
A1OFA 
3127-3 
44B20-2 

No Number 
175-54084 





2 3 4 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


5 6 7 


NOMENCLATURE 
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Group Assembly Parts List 


UNITS 
PER ASSY. 


FUSELAGE STATION 224-5/8 ELECTRICAL IGNITION BOX AND STATION 
470 RELAY PANEL 


e . ο c9 ὁ 9 9 9 ο c9? 9 ὁ s c9 s c9 ο 0 ο ο ο. 


BOX INSTALLATION, Electrical ignition. 
(see figure 267 for next assembly 


NUT . . 
. BOX, 


. BOX, 
NUT. 


NUT. 


(see 
. SCREW. 
. WASHER. 
. NT.. 
. SCREW . 
. WASHER. 
. SPACER, 
. NT.. 


WASHER 
WASHER . . 
SCREW . 
SPRING (pz) 
NUT. 


CONNECTOR; 


CONNECTOR. 
SCREW. . 


WASHER . 
. WASHER . 
+. PANEL ASSEMBLY, Electrical 
INSTALLATION, Electrical 


. 


COVER ASSEMBLY, Electrical "ignition 


Cover junction (NA) 


. STUD (DZ). . . + e 
BOX ASSEMBLY, Electrical "ignition 


Electrical ignition 


... 


9 9 0 © 9 ο 0 ο ο 9 9 ο 


. 
. o 
. o 
oe 
. 
. ο 
«. 
. 
. ο 
. > 
oe 


9 9 9 o9 s 0 s e 9 ο 9 9 9 9 
e... © © © 9 ο ° 9 90 t 
. 9 9 ο s 9 9 29259955 ο 


9 0 9 © ο 9 e +ç 5 9 c9 9 » 


figure 268 for next 


. . . . . 


Bolt (ΝΑῚ ; ; ; . 


. 
. 
. 
. 
. 


. 


PANEL ASSEMBLY, Electrical LH fu 


complete 


E . 


NUT. 


* + ə 9 s e 2 ὁ e s 9 9 ο 


e 9 9 e 9 o o c3» 9 o o 9 $9 9 o ° ο ο 


RELAY. . 


SCREW... s . 
WASHER : 
WASHER, Plain (NA 


NUT. «ο ea 

RESISTOR, 80 OHM 
WASHER . . . . + 
RESISTOR, 10 OHMS with 
RELAY, T.D. 


RECTIFIER 
CAPACITOR 


PANEL ASSEMBLY, Electrical 


relay 


Dpdt 24 volt DC c 


9 ο ο 


9 ο 


3 


e. Deseoso Or. ... 


. ο © ο è ο 


1 
) 
( 


TRAE : 


R 
s 


switch 


W3 


) 


connector 
fuselage sta 
assembly) 


A ο νον 


. . 
ee . . 
. . . 
. . . 
. . . 
. . . 


se 
LH fuselage 


e... . . Ron o. 
Pp 
~ 
= 
o 

e e ə o s e e e Ho ο ο ο 
e 

9 0 9 + ° e e Z° 5» 
= 

4» o ο Do... 


1o 


n 470 r 


e ee . 9 2 9 9 s 0 s 25 s e 0 9 e 9 t$ 
. . c 9 9 6 0 à 0 s 9 8 9 9$ 9 o 0 9 9 9 » 


. 
. 
. 

. 
. 
. 


lage station 470 rel 


station 


. 
. 
. 
9 


o 
z 
Oss. 


eee ° 9 we 


eries 250 mountin 


Met ee wees 


oe ee 
τ 
x 


+ De + 9 e ... Qe «9: 
s. € Ree e e «55. Os ° n tg 


+ ος ὁ oV e ar ὁ Ὦ 
Hd 


Spec. No. JAN-C25) (style No. CP53B2EB205k) 
INSULATOR, Electrical jet starter sequencing control. 


° 


la 


Poo... 


elay 
470 


. 
. 


. 


+ Po. s se s s s s s e ο . n 


e 
— 


a o. + + ο a * s 9 ο 9 ο ο ο 


Q 
= 


© 
e Che ο < e ... (00... 


= 
O 
+ 


=-= 
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H-175-54-108 


FIGURE 273 - CAMERA STATION NO. 1 AND NO. 1A ELECTRICAL JUNCTION BOX ASSEMBLIES 
492 














AN 01-60AABA-4 
FUSELAGE (Cont) 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
273 CAMERA STATION NO. 1 AND NO. 1A ELECTRICAL JUNCTION BOX 

` ASSEMBLIES 
175-54129-30 . BOX ASSEMBLY, Electrical camera station 1 and 1A center. . . 1 
Junction (see figure 267 for next assembly) 
-1 175-54129-21 + . COVER ASSEMBLY, Electrical camera station 1 and 1A... . 1 
` Ine box 
-2 w98292-1-150 ah te STUD (UC). "rr 2 
99856 po 3 PIN (UC) . 5 z ὃν ο ο Yar δι Jar ay Batt > € 2 
-3 175-54129-11 «. «ὦ BOX, Electrical camera station 1: “and lA junction. . . . . 1 
-4 9994-P.130 s εν RECEPPACLE (UC). < s-e ο 3 304 7908 dm oos erm oe 2 
-5 AN3102A16S8S a ὦ. (CONNECTOR 4$ 4 4 τώ, ο. ο 0€ 4.09) 0.97.9 μι 79 ces Ὁ ee Gola, δι -ὢ ὦ 1 
-6 AN3102A14S2S s. Ὁ "CONNECTOR 4.4 X ᾱ. 05 as a See 2 
-T AN365-440 s^ ww. NUI Qvo um ΚΦ δ w IE, Ὁ ce ο UR LS erie Levee ee eee we oe 16 
-8 AN515-4R6 ην SCORE ο dou cus at FE ο Teo ce bel eec Leck demain ee dot Q 16 
-9 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY . . . +. +. « + + s + © + s we we 2 
-10 AN341-6 s oves NUT V σοι V. ou AO 
-11 AN936A6B e.» “WASHERS 6404 aw oim ὁ. ee Uem νι ee als we oo wl 520 
-12 AN961-6 € e WASHERS 4 30492. Ὁ φορ 9 9 09 ees a Sw oso el ere e 00 
-13 . AN3434 -2 4 e STRIP aras one οὶ οσο, οἱ ο celu. Sees vem vei) cel Vee ey e des Ve 4 
-14 AN3433-2-3 s « BUS ¿ .. τ ο ο ἵν Q VeL Vel QU ο ο E 1 
-15 295134-16A + . GROMMET, Plastic (MKL). lle 4 +: - 22 « a Neate VU S 1 
175-54129-40 . BOX ASSEMBLY, Electrical camera station 1 and 1A RH. . . .. 1 
junction (see figure 267 for next assembly) 
-16 175-54129-23 . . COVER Sd CONES Electrical camera box station 1 and 1A. . 1 
-17 W98292-1-150 wee. ἡ STUD: (UC). s S oe own e a Pese EL SS 1 Meno oie ve A 2 
99856 . + < PIN (UC). ie ab so! TE ED 2 
-18 175-54129-13 . . BOX, Electrical camera "station. 1 "and “14 junction. NECS 1 
-19 9994 -P.130 € «^w RECEPTACLE (UC). Lowe Xo 999 ose olii wy ο το lel Sen a os 2 
-20 AN3102A1L6S8S & ο σΟΝΝΕΟΤΟΗ ç; ete” veh ai Sey, ο) arabe ὧν ος Ww) ata o Sue: (ate ole eh Ge cS. Sa 1 
-21 AN3102A28-12S er. “CONNECTOR s. ος Ὁ. Ῥω Veo oma Se) seh aint ος e te! ο) Bere i 1 
-22 AN365-440 sacs. ONUT coh sio Cer Ue S Sez Sar seas Z crue ο ο te^ Sei cease) os Set Yor desc rv Met oe 10 
-23 AN515-4R6 e - POOR rM AC oer pec S Sep en E 10 
-24 AN365-632 οὐ A NU ar cd ορ ο ο at Be αμ ο. 4 
-25 AN515-6R6 s c9 SSCREW ο wr ο na? Ge, e at eat sels ο Tw, ο. 4 
-26 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY . +. +. +. +. + + + +s + + + + eevee 3 
-27 AN341-6 ew NUT a SUS τῶ; iy S Devs: δ καὶ cie terc ao o> eas Wl ο Se re ew ee 130 
-28 AN936A6B sS e (WASHERS 2 4.9.9909 9 το εδ ον a Se ey ta “een «30 
-29 AN961-6 s 2 “WASHER 55-45 ore tas Ὁ a li Lu? a aa deis e 30 
-30 AN3434 -2 $ € ¿STRIP one 2.90 η. EON 6 
-31 295134-16A + . GROMMET, Plastic (MKL). . 5 ο ο ο oe ο ὁ ο ο 1 
175-54129-50 . BOX ASSEMBLY, Electrical camera station 1 and 1A LH junction 1 
(see figure 267 for next assembly) 
-32 175-54129-21 + + COVER ASSEMBLY, Electrical camera box station l and 1A. . 1 
ο με] 
-33 w98292-1-150 . + . STUD (UC). E Ve UE. τῳ 9 τῳ, Ὁ δ. ee Ὁ ὁ «Ὁ aw D$ ο 2 
99856 - + . PIN (UC). ae ee SN qq ο fer Set: Sal Sod Ts 2 
-34 175-54129-15 + . BOX, Electrical camera station 1 and 1A junction. . . . ο 1 
-35 9947P130 ^. α c “RECEPTACLE, $2 4030 ral 08 €» € ο ο νο. Ὁ αλά OV. UR ὁ ue 2 
-36 AN3102A16S8S > uw CONNECTOR ze oce duce uem YW. Fe cot Ssh eh Boos ρα e Car DE e 1 
-37 AN3102A28-12S s. Ὁ, ‘CONNECTOR © Sr τῳ; ses “ὁ κε" m Ὅν cepi ul So ver, m De ta τν AIEO Rt IN. ας τος Q 1 
-38 AN365-440 eth NUT £o ο 2 ο ο ο. Ae cea Ie Ses Gres cee. TO 
-39 AN515-4R6 e a SCREW s w w a a as s το ee 6) Ὁ ᾱ 9 09. ὁ 9 10 
-40 AN365-632 a Ὁ D" xc 4 
-41 AN515-6R6 * e ο ο ac aa act w a Rr Gok Um artes e Li Buk ce a WL Nu e 4 
-42 AN3436-2-10 + + TERMINAL BLOCK ASSEMBLY . , « +. +. « « + « +s + se ee oe 3 
-43 AN341-6 = ΚΝ ee ira ο ο a ai aa e, «30 
E AN936A6B SY WASHER. s; z a τῳ. IA iw a, ew aa 30 
-45 AN961-6 so) WASHER: 02 is ὧν te. woe AU el ei Ves a h 30 
-46 AN3434 -2 e Q STRIP aoa a Side! “ae S te Re ο) όρο at yE Gal ua "ad ἐν 6 
-47 295134-16A - . GROMMET, Plastic (MKL). NS d. ο. wo e 4  ὁ Ὁ Ὁ a δι. ὁ 1 
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H-175-58-30A 


PIGURE 274 - FUSELAGE FORWARD SECTION HYDRAULIC EQUIPMENT 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section iI 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
274 175-58031-10 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage forward section... Ret 

: (see figure 73 for next assembly) 
175-58030 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 224-5/8. . Ref 
bulkhead (see figure 286 for detail breakdown) 
175-58026 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front section. . . Ref 
‘ camera door (see figure 293 for detail breakdown) 
175-58027 . HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment. . . Ref 
(see figure 284 for detail breakdown) 
175-58028 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage lower forward. . . Ref 
section (see figure 294 for detail breakdown) 
175-58029 , HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 239- 3/4. . Ref 
bulkhead (see figure 297 for detail breakdown) 
1175-58014 . HYDRAULIC EQUIPMENT INSTALLATION, Forward oblique camera. . . Ref 
(see figure 136 for detail breakdown) 
-1 175-58015 . PANEL ASSEMBLY, Hydraulic emergency control . . . e ro 1 
(see figure 279 and 280 for detall breakdown) 
175-58017-3 HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system. . . Ref CH 
(see figure 275 for detail breakdown ) 
175-58017 . HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system. . . Ref AG 
No Number . « EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT. . . . +. . +. +. + . Ref AG 
(see figure 276 for detail breakdown) 
AN3-4A è 24 BOLT Ἢν ç we x A BO A e A Wo A we ee we a aa «ἀξ AG 
AN960D10L κ. ο. WASHER Ç 4o 0» ὦ ὦ 739. ὁ gas ee er OR os oe ee AIO COE AG 
-2 AN824 -6D s e DEB. ο oe ο m VELIE Q a DURS $ fou IPS WE Ἕν Dea n qose] Wiss oe | WR. GAG: 
-3 AN919-15D s .,, “REDUCER wwe ce miss Bik Φ) e alae o νο Ries! ca, ο... 1 AG 
-4 175-58802-11 . . LINE ASSEMBLY, Hydraulic emergency suction . bu vee Gio" eter ve te 1 AG 
-5 175-58802-67 + . LINE ASSEMBLY, Hydraulic emergency return. . . . e sa s 1 AG 
-6 AN960D10L & v WASHER 2.5654 - ee το Wo Roy o hs Soy es Sew eoo e ce Ὁ. Αα 
-T AN365-1032 z ώμο WA se. rur mun de. a eq tal one "OU PER 2 AG 
-8 AN832-8 . . UNION... (AR BE tet TE) ο aY NAP mU. Me κα, be Deo et ο τι 1 AG 
-9 2W1V49-32-62 E WASHER, Plain (NA) wet See ib, ο Uq ere uw ~~ mue KR. SS TS 1 AG 
-10 AN924 -8 ο ο μι er ος a ume Aon sore! fod e “ane cer Get ce EM E eel". to 1 AG 
-l1 AN894 -8-5 z fp, BUSHINQ Ju. Iw. fos -ᾱν οὐ ve vw re. mw te δ TR ον TS. Bh a a cart tct 1 AG 
-12 AN6290-8 . + GASKET... « . . ως Re a ο cw. Shu Q teeta “Pay Ze 1 AG 
-13 175-58802-39 + . LINE ASSEMBLY, Hiyórau ulic emergency brake pressure. . . . . 1 AG 
-14 AN832-10 + . UNION. . . νον ο d Lloro Te 1 AG 
2W1V57-36-62 + . WASHER, Plain (na) πλ vo ie S Bea CY AGS aye TENIS NEN dor QA S UNU ες, 1 AG 
AN924-10 e ce ΝΟ, «ο ue ο ο. ilio ο de b ec e a 1 AG 
-15 AN837-6 . . ELBOW. . 411p es ο ο c as vec Sate? vei dde e atte: Sou | SAG 
2W1V37 -26-62 Dol WASHER, Plain (NA) ορ AO ο ο Gav S Sines unas. SE y AG 
AN960D916 . . WASHER. ......- ο Pa A an Ah a dal ee MM M ο-., CAG 
AN924 -6 è « NUT... ey fe) cee cele cay a | [eoru a nep vei mere dw 1 AG 
-16 yee 58826-29 . . LINE ASSEMBLY, Hydraulic emergency brake pressure. .... 1 AG 
-17 175-58802-9 + . LINE ASSEMBLY, Hydraulic emergency suction........ 1 AG 
-18 175-58802-15 + . LINE ASSEMBLY, Hydraulic emergency return. . . . . . + . . 1 AG 
-19 175-58802-17 + . LINE ASSEMBLY, Hydraulic emergency return. . . . . . + + . 1 AG 
~20 AN6234-2 . + FILTER... ὃς Ser ce) IGNIS a Φον Gen ορ cee IN or eS. 1 AG 
-21 NAS43DD4 -32 . . SPACER, Screw and "bolt ο -———- 4 der! ο ser fen «αὶ vies ese 2 AG 
-22 AN4 -24A κ. Bee AOI 2 a Ge πε na aet ως oe ag ες, PC OD a a cee es eo ὃς ὅν a ο 2 AG 
-23 AN815-6D v fat UNIONS S oves ovina, Ace GS Yor weer ο) Ler ea ries ie PADS: etree tx. hes HAG 
-24 AN833-6D O A Us och We ο cw’ Ceres Qui ο DR OR, TRU SS D mt 9 1 AG 
-25 AN6289D6 ον dec ΝΡ. v rcg Vo ο NA arde cuo Merete tal VE SS ge, ο arse Lake? χορ 1 AG 
-26 AN6290-6 s 4» ¿GASKETD S .. 5; ο ὃς ᾱ- τς o9 c9 a ο e e al Sin i a 1 AG 
-27 AN6291-6 Xe A aioe ο re ae eta oe acs! St AG 
-28 AN815-6 š e UNION. . ο 99 9.99 ο 5 ša a ὃν ο cw jM, -ᾱ- S: w 1 AG 
-29 AN815-8 2> se UNION. < a cee co | 360€ oc A a "ὦ -ᾱ. a WU 1 AG 
-30 AN815-10 . . UNION. . . . . . . | w^ ὃς wes). ce fel hee Gel s 1 AG 
-31 1175-58734 - . SUPPORT ASSEMBLY, Hydraulic lines "fusel age station 158 . . 1 AG 
to station 224-5/8 LH 
-32 AN3-36A ο”. c BOLT a Sen e er a Se ο WU a a “ten αὶ a Ue αἱ αἲ -ᾱ 2 AG 
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FUSELAGE (Cont) 





H-175-58-119 


FIGURE 275 - EMERGENCY POWER SYSTEM HYDRAULIC EQUIPMENT INSTALLATION 
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n & 


275 


PART 
INDE NUMER — NUMBER O 1 3 4 5 6 7 NOMENCLATURE — O O O O . PERASSY CODE 


175- 275 — 175-58017-3 HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system . . . . Ref CH | -3 
No Number 


AN3-4A 
AN960D10L 
AN824- 6D 
AN919-15D 
175-58802-11 
175-58802-71 


AN827-6 
2W1V37-26-62 
AN960D916 
AN924-6 
175-58802-17 
AN815-10 
AN832-10 
2W1V57 -36-62 
AN924-10 
175-58802-9 
175-58802 - EN 
AN815-6 
AN815-8 
175-58802-39 
AN365-1032 
AN960D10L 
AN3-36A 
175-58734 


AN832-8 
2W1v49-32-62 
AN924-8 
AN894 -8-5 
AN6290-8 


e... . . ο . 9 9 9 . 


e... 





2 3 4 5 6 


(see 
BOLT. 44» 
WASHER. +. +. + 
TEE . a ῳ 
REDUCER... 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont 


) 


7 NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system 
(see figure 274 for next assembly) 
EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT . 


9 9 e è ο e o 


* e e 9 4 5 ο o 9 3 5: o 9 5: 9 c5 o 
. 


figure 275 for detail breakdown) 


LINE ASSEMBLY, “Hydraulic emergency “suction. 


LINE ASSEMBLY, Emergency return from tee station. 214 t 
45° elbow, in radio compartment floor 


ELBOW . . 
WASHER, Plain 
WASHER. eee 
NUT .... 
LINE ASSEMBLY, 
UNION... + 
UNION... 


WASHER, Plain 
NUT. . 


(NA). : 


"Hydraul ic 


9 ο « . 


eme 


(wa). 


rgency "return 


5 ο e è o o 
. . è 5 :. 
. 


LINE ASSEMBLY, “Hydraulic emergency suction. 


LINE ASSEMBLY, Hydraulic emergency brake press 


UNION . . . +. 


LINE ASSEMBLY, "Hydraulic emergency “brake. pressur 


UNION... 
NUT..... 
WASHER. . +. . 


BOT... .. 


9 8 ο & t ὁ n 


SUPPORT ASSEMBLY, Hydraulic 1 
station 224- 5/8 LH 


UNION... 

WASHER, Plain 
NUT ..... 
BUSHING... 
GASKET. . . + 


(NA). 


` ` eee 
ee 
` * 9 


. 
. 


. e > 


m . 


ee eee 
ee ` ee 
. ο . .. 


ee ο ο « 


. 
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Group Assembly Parts List 


. 


ur 


e.s...’ 


re 
e 


9 * 9 * s 9 s 9 9 o ο s + ο l1 


ο 


e 9 0 9 9 s 9 s 9 s c3 9 e : ο 


. 
. 
. 


v Ó. . 9 9 q s 9 9 9 9 α 


fuselage station 158 to 


oe ο we 


` ee t t n 


e 0 . 9 © © 2 . 5 2 ο 59 5 


UNITS 
PER ASSY. 


$9 9 . q q 9 s o ὁ s 9 ο ο o 9 ο. eee 5 ee 


ee eee 


USEABLE ON 


CODE 
a 
" 


Briq HPP PEPPER ο 
a 
di 


Herrer 
Q 
= 
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Group Assembly Parts List AN O1-6OAABA-h 


FUSELAGE (Cont) 





H-1*75-58-20A 


FIGURE 276 - HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR 





FIGURE δ. PART 7 UNITS USEABIE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
276 No Number HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR. . . , . « . + + + + + x Ref 

(see figure 274 for next assembly) a 
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Section: ll 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


A Ss ee oed 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
276 s 175-58010 . RESERVOIR ASSEMBLY, Hydraulic emergency . . +. . +. +, + + e so 1 AD m 
^ (see figure 280 for detail breakdown) . 
175-58010-13 . RESERVOIR ASSEMBLY, Hydraulic emergency . . . +. + + + eee 1 cB ΠῚ 
(see figure 280 for detail breakdown) 

-1 AN3-5A z BOLTS r ος we We eS lee a EI 9) 9 eye we. δα, Gee. we WCS τῶι ον Ὁ 2 AG 
AN4 -5A s BOLT; soke e Ὁ en ww o ly ος 2 AG 
AN960D1416L - WASHER ió os betes Heo 093€ ο ee Cat Bein ee eh A eds es m; des VAG 
AN960D10L . WASHER. exter bbe Sellar, iow Bat ere eae alee ere Ὁ COAG 

-2 175-58734 . SUPPORT ASSEMBLY, Hydraulic lines fus sta 158 to 224-5/8 LH . 4 AG 

-3 AN3-36A . “BOLTS ον o a e co» ER AE ERA A 18 AG 

-4 AN960D10L S WASHERS soi S woes lo ces Bh gee eee e Sere a e we 36. AG 

-5 AN365-1032 s NUR ace ος. $c emos ce de ue s re WP sel cm “Se eee css 38 ^ A 

-6 175-58801-17 . LINE ASSEMBLY, Hydraulic reservoir filling. . sw Ser eee N 1 AG 

-7 175-58802-7 . LINE ASSEMBLY, Hydraulic emergency suction. a e a 1 AG 

-8 175-58826-27 . LINE ASSEMBLY, Hydraulic emergency brake pressure νη 1 AG 

-9 175-58826-25 . LINE ASSEMBLY, Hydraulic LH emergency brake pressure. . . . . 1 AG 

-10 175-58826-23 . LINE ASSEMBLY, Hydraulic RH emergency brake pressure. .... 1 AG 

-11 175-58802-19 . LINE ASSEMBLY, Hydraulic emergency return. . . . . . . . . . #21 AG 

-12 175-58801-23 . LINE ASSEMBLY, Hydraulic emergency nose gear dom . ... 2 1 AG 

-13 AN832-10 a UNION ^17. 92 bier fla veu Inh ser δι τὸ φον pi ο ο lon uet ha) cw dl 2 AG 

-14 AN960D1416 . WASHER, . . . . +. +. EIE ote κ w^ wf l d EE TEE se 4 AG 

-15 AN924D10 so ONUT ¿ 2o 09 79e 9 eom SI “ὁ Re ee ὁ) Ὁ Ὁ Ῥ ο e I o ey UR Tene hs, Ce 4 AG 

-16 AN833-6D s ἜΪΒΟΝ OQ 2 60e Q0 € mo Ros. a Me eh oy Dm Ne ca 1 AG 

-17 AN960D916 . WASHER. . . . « ο Q< ο ο d e ^c Se vus Ow vu e Mar Ver Heg dar S 2 AG 

-18 AN924 -6D go ΝΤ, x s es S; es tee, vai νι SO ee SES bg gw Steele s Sh AG 

-19 175-58802-5 . LINE ASSEMBLY, Hydraulic emergency suction. . . . . + + + s 1 AG 

-20 AN919-11D x -REDUCER . 4 «4 Ὁ 4 Ὁ e ο ο ο € «κ 909 Wo te ᾱ 9o. es 2 AG 

-21 AN837-5D . ELBOW 4 z 04 € € € 09 0909 ὁ ο a TS Tes -ᾱ- m ey ο ase 6 1 AG 
AN960D816 > WASHER. as € < w €» ££ e ὁ. ὁ ng 9o ὁ ue ἃ wi Cu. Eye S Lari eL age 2 AG 
AN924 -5D so NUL sS Ὁ TE ra oe aov wel i SSE , erie! Mer teres «ὁ en CERO. ce 1 AG 

-22 AN821-8D + ELBOW . . & . «% A . miseri iss gw LEUR "ex ee ee ie) 1 AG 

-23 175-58801-15 . LINE ASSEMBLY, Hydraulic reservoir filling. $3 "wn at qu RGN ον Toii =e 1 AG 

-24 175-58802-21 . LINE ASSEMBLY, Hydraulic emergency return . . . +. .'. . ss 1 AG 

-25 175-58802-23 . LINE ASSEMBLY, Hydraulic emergency return . . . . + + + + + + 1 AG 

-26 AN833-6D s o ELBOW < 40€ os coe. te lal a a SL CRM ᾱ isa er eee ce o. AG 

-27 AN924-6D x “NUT uou dece a A « RO wow deu rV ow Ἡ Ἔα o ας να Yw 1 AG 

-28 AN833-10D a ELBOW 5 α. ο ise κο ο 9209 ο ο eo a a WO ra He ce ο w 4 AG 

-29 AN832-6D : UNION om Ge eh eas ee RO AR On ee, Os cl s 1 AG 

-30 AN926-6D «c HERE ο ὃν κ We e Se te RR ea τ en e. TR 1 AG 

-31 AN937-6D s ELBOW” 11109 ue fe end IS nd Cu. NON a” SUUM alle SE 9.9 wm ae Ἓ. Ub - «Αα 

-32 AN919-12D . REDUCER... « « ο « ο © © © ὁ e 9 m ο ο ὁ ὁ ὁ ὁ ο ὁ ο n n 1 AG 

-33 AN6289D6 ZU NUT ν 4 E i a Ca. CC ee el cw! a ᾱ- ᾱ asi a Ce: ue, 2 AG 

-34 AN6290-6 . GASKET. . . « ο . ὁ . © we ὁ ο ο ο 9 ὁ 0 ὁ 9 ὁ ο ὁ 6 9 Wi ο 3 AG 

-35 AN6291-6 . RING. . . . E ο e vd. cies Oe ROUES CONI RR AE ἁεῳ- 2 AG 

-36 175-58802-3 . LINE ASSEMBLY, Hydraulic emergency suction. . . . . . + + co 1 AG 

-37 AN6289D10 s NUT « a wea ο ο ue ois oe tar pee "E 2 AG 

-38 AN6290-10 e “GASKET J $ ος ο όν ον eo ia ia Dus Vu el ο A ὁ Sos 2 AG 

-39 AN6291-10 . RING. . . . ο ο ο ος TE Γον oso ὦ: y Ue 1 AG 

-40 175-58801-13 . LINE ASSEMBLY, “Hydraulic "reservoir “pa TINE xev ote Ὁ δὲ δὲ ον 1 AG 

-41 175-58156 . SHIELD ASSEMBLY, Hydraulic emergency reservoir. . . . . + + . 1 AG 

-42 AN520-10R10 s SCREW ¿ «ο c9 o3 Wake «Lm MU eles Powe im RUE ores ae Ὁ c GAG 

-43 AN960D10L . WASHER. . . š iow δε Orta i eh. LE VAG 

-44 175-58749 . SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . . . 2 ; :: l AG 

-45 AN3-15A + BOLT. .... ^ oe oe ve: lai cei -ᾱ- Se 6 AG 

-46 175-58826-15 . LINE ASSEMBLY, “Hydraulic emergency "brake return . . . 2 2 s. 1 AG 

-47 175-58826-17 . LINE ASSEMBLY, Hydraulic emergency brake pressure . . . +. + + 1 AG 

-48 175-58747 . SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . . . . . . . . 2 AG 

-49 175-58826-21 . LINE ASSEMBLY, UD emergency LH brake pressure. . . . . 1 AG 

-50 4580 . BRAKE VALVE, Power (WAH). . . . . +. . + + + s + s s s . . . . 2 AG 

-51 AN520-10R32 - SCREW. . « ο ο © © o. ο e e e ο ὁ 0. 9 ο ὁ ο ο ο 4 AG 

-52 AN833-8D . ELBOW. . . « < < < » ὁ oe e e à * e * ὁ * < * * e * ο * v * 4 AG 

-53 AN815-4D . UNION . 2. . « o... e n 0. wea. e v. Say Se. TURA I WS we Tes "AI Cw; ke ταν δώ 2 AG 

-54 AN834 -8D a MEB ος ο ο ος Ὁ Ye es cR μας Ch. ee AUTE ee el Ga we 06 . AG 

-55 AN6289D8 at NUDE a τὰ. ἀν a E -ᾱ-..ϕ. -Φ) τῷ 6 AG 

-56 AN6290-8 < GASKET; ¿ < ote a a a 4 (4 ϱ) ϐ "οἱ eh ae: ο) aon 6 AG 

-57 AN6290-4 « GASKET. . . . ο ο 4 « Qi ὁ ο ^ 4 2 ὁ ο 4 9 ὁ . ο e... 9 4 2 AG 

-58 AN6291-8 . RING. ... . οἱ ο ο " 7 si» Se el ww S 6 AG 

-59 175-58819-27 . LINE ASSEMBLY, Hydraulic emergency brake return bs Cah tial ioe aa 1 AG 

-60 175-58819-29 . LINE ASSEMBLY, Hydraulic emergency brake pressure ME 1 AG 

-61 175-58826-19 . LINE ASSEMBLY, Hydraulic emergeney RH brake pressure. . . . . 1 AG 

-62 AN6274-4-10 . HOSE ASSEMBLY . . . . +. +. +. ο ο SOR acl κω Sar ce λος. ἃ; YS ἂν Mans τῷ "8 1 AG 

-63 AN832-5D s. “UNION . 4 - «.. e ὁ « PL Q UE Sit T auris MS 1 AG 

-64 AN894D5-4 .. BUSHING <. Z. o o See ata Se sloe m κ a W Q a eres e AG 

-65 AN924D5 s NUT Ὁ ὁ 9m om oa e 1 AG 

-66 AN960-5D 3. WASHER: U: 2. ο CRI ο a ja qeu de c9 Se? a ολ, ^b. ¿AG 

-67 AN6290-5 . GASKET. .. lus LOS ο ο ο ee wen cw; cet μά, ο bi (arme veh Tat tas? Te, vats Ger ὅς 1 AG 

-68 175-58817-85 . LINE ASSEMBLY, Hydraulic emergency nose down. . . . . . . . . I AG 

-69 AN837-4D . ELBOW... a tay) ey: eres vs: wi ie. a A tecta ο ο ο -- 1 AG 
AN6290-4 ο GASKET. 4 ο Lo a eve EDT 35. Jez cal Ss ὠς δ, τῷ 1 AG 
AN6289D4 . NUT. s Site CENE ο melee verse are αι ο. 2. AG 

-TO 175-58819-25 . LINE ASSEMBLY, Hydra aulic RH brake control ο τν οἱ reri ae, net Sec es He 1 AG 

-71 AN833-4D . ELBOW... e ml l Yel ES ϱ 1 AG 

. Quos. E MEMS qe. (ὁ 1 AG 


LINE ASSEMBLY, "Hydraulic. LH brake control 


-72 175-58819-23 
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H-175-58-121A 


FIGURE 277 - EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT 
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PART 
NUMBER 


No Number 


175-58010-13 


` AN3-5A 


AN4-5A 
AN960D1416L 
AN960D10L 
175-58734 


AN3-36A 
AN960D10L 
AN365-1032 
175-58801-17 
175-58802-7 
175-58826-27 
175-58826-25 
175-58826-23 
175-58802-19 
175-58801-23 
AN832-10D 
AN960D1416 
AN924D10 
AN833-6D 
AN960D916 
ANO24 -6D 
AN919-11D 
AN837-5D 
AN960D816 
ANQ24D5 
AN821-8D 
175-58802-5 
175-58801-15 
175-58802-21 
AN833-6D 
AN921-6D 
AN833-6D 
175-58802-3 
AN6234-2 
NAS43DD4 -32 
AN4 -24A 
AN815-6D 
AN833-6D 
AN6289D6 
AN6290-6 
AN6291-6 

184 -58808-69 


184 -58808-65 


AN926 -6D 
AN919-12D 


1184 -58808-67 


184 -58808-63 


175-58747 
AN3-15A 
175-58749 
175-58826-17 
175-58826-19 
175-58826-21 
175-58819-27 
175-58819-29 
4580 
AN520-10R32 
AN833-8D 
AN815-4D 
AN834-8D 
AN6289D8 
AN6290-8 
AN6290-4 
AN6291-8 
175-58801-13 
175-58156 
175-58817-85 
MS28741-4-100 
AN6289D10 
AN6290-10 
AN6291-10 
AN832-5D 
AN894D5-4 
AN924D5 
AN960-5D 
AN6290-5 





1 


2 3 4 5 6 7 


AN O1-6OAABA-h 
FUSELAGE (Cont) 


NOMENCLATURE 


_ HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR. . . +. . . + + + +< +. 


9. 9 c$ 0 w. »  ? 909922929 9 ο ..— ο ο ο ο 


(see figure 275 for next assembly) 
RESERVOIR ASSEMBLY, Hydraulic emergency . 
(see figure 280 for detail breakdown) 
BOLT. . « + + + + "I Gries Lec WED Neier, atin, κο 
BOLT. < < « See š fa ἃ 
WASHER. es 
WASHER. . . . . ; S 
SUPPORT ASSEMBLY, Hydraulic lines fuselage stati 
station 224-5/8 LH 
BOLT oa Weste en Se ie sal wep ser e, By Jon re Qy ee 
WASHER. . « «4 « © ο ο ὁ e © eo ο ὁ ο ww we we 
ἘΠΊ... e E a wel ὁ. “δ S 
LINE ASSEMBLY, Hydraulic reservoir filling. . 
LINE ASSEMBLY, Hydraulic emergency suction. . 
LINE ASSEMBLY, Emergency brake pressure . .,, . + 
LINE ASSEMBLY, Hydraulic LH emergency brake pressure 
LINE ASSEMBLY, Hydraulic RH emergency brake pressure 
LINE ASSEMBLY, Hydraulic emergency return . . . . . 
LINE ASSEMBLY, Hydraulic emergency nose gear down 
UNION . V ege lg s Cw. ie 
WASHER. E 
NT.. . 
ELBOW . A 
WASHER. . 
NUT.... 


. ` 
e e © » © ùo c] o o o 
. . 


. . 
. . - o . .. . 9» © © © © o ο 


Duet 


ro... 


. . ο ο . > 


oe om ο n 
. 


REDUCER . 
ELBOW . . 


WASHER. : : 
NUT . . : š 


ELBOW . . 
LINE ASSEMBLY, 


ec s ° ο 9 9 n9 
e... s t 9 9 ο ο ο ο 


. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 


Hydraulic emergency suction. 
LINE ASSEMBLY, Hydraulic reservoir filling. 
LINE ASSEMBLY, Hydraulic emergency return . 
ELBOW . . . « « © © © e ὁ ὁ 9 ew ew m om n, n ng 
μι ο ο SN ve, rm mee, ο) Ῥω 
ELBOW... 

LINE ASSEMBLY, 
FILTER. . . . + 
SPACER, Screw an 


“Hydraulic emergency suction 


BOLT. .... 
UNION . 
ELBOW . 
NUT... 
GASKET. 
RING. . 
LINE ASSEMBLY, Emergency retur 
in emergency reservoir 
LINE ASSEMBLY, Emergency return bulkhead elbow in female. 
tee down to bulkhead elbow station 146 
TEE ο » S+ ο - s < e oo o e ὁ ο e e 9 ο 
REDUCER . . . . 
LINE ASSEMBLY, Emergency "return female to aft to elbow. in 
filter station 158 
LINE ASSEMBLY, Emergency brake return from tee in brake . 
valve aft to tee station 156 
SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . . . 
BOLT. . . è + 
SUPPORT ASSEMBLY, Hydraulic lines LH wheel. Pa ae eer) 
LINE ASSEMBLY, Hydraulic emergency brake pressure . . 
LINE ASSEMBLY, Hydraulic emergency RH brake pressure.. 
LINE ASSEMBLY, Hydraulic emergency LH brake pressure. 
LINE ASSEMBLY, Hydraulic emergency brake return... 
LINE ASSEMBLY, Hydraulic emergency brake pressure 
BRAKE VALVE, Power (WAH). . . . . 
SCREW . 
ELBOW 
UNION 
TEE . 
NUT 
GASKET. 
GASKET. 
RING. . 
LINE ASSEMBLY, Hydraulic emergency reservoir. . 
SHIELD ASSEMBLY, Hydraulic emergency reservoir. 
LINE ASSEMBLY, Hydraulic emergency nose down. 
HOSE ASSEMBLY 
NUT... 
GASKET. . 
RING. . . 
UNION . . 
BUSHING . 


9 * .. +... 9 9 ο 


. 
. . 
. . . . 
. . 8 o . «. 
. n . . ο 
. . ο. . . 
. . . . .. 


* 9 9 * w s s c9 s + o 9 ὁ 9 e s s 9 o ὁ s s +ç 9 ο 9 5 


nd bolt. 


9 * ° * ὁ ο α. 


oe ο ο n 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. . 
. . 
. . 
. . 
. . 


ΡΠ " 
. ο . 
. ο . °. 
ra . 
P P 
“os . 
. . ο . . 
. . ο "m 
. oe "P 
. . e's 
n union rt lbow 


e elb 


. . . 
. . . 
. ` . 
. . æ ο 
. . . 
. . . 
. . 


. ` 9 9 $9 : . 
` 5 9 9 ο. 
` + * é s 9 . 
` ee ο 6 
` 9 9 ` . 5$ ‘o 
"o9 © ο... 


. . 
. . 
. . 
. . 


. 
. 
. 


e... t + ο t1 59 
` 9 t |] + ο 9 n9 
ec . * ο * t 


. 9 c] ` s s 59 s t$ ο 


. . . . 
. . 


NUT . . 
WASHER. 
GASKET. 


ee ee ` ° 9$ t$ 
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. n ΑΝ 01-60AABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
277-72 AN837-4D o ELBOW. 1. 69. s S a ie IUE Y e c See τες ad de CH 
AN6290-4 ΠΑΚΕΤΟ κ © al ee a a E Tats See RA YS S? Soe Bae a vida. ab. SCH ! 
AN6289D4 EDI Z om Ae iow be, ο ses Sere tk hey Tou Vian vee Say ts Meh. ο ce en Se GS 2 CH 
-73 175-58819-25 . LINE ASSEMBLY, Hydraulic RH brake control . . . . . . + + < + 1 CH 
-74 AN833 -4D 3 *ELBOW 2 302.302 SD p uy a al aria vow. a ara saca: St. ACH 
-75 175-58819-23 . LINE ASSEMBLY, Hydraulic LH brake control . . . . . + + + . . 1 CH 
-76 AN520-10R10 νον. oe os, Genial a ee we a by ee bal Cas de OCH 
-TT AN960D10L s UWASHER το Bi les er Fete E ai Oe URS E XO fele arabica δρ 9o 4 Kens h CH 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


278 175-58015 PANEL ASSEMBLY HYDRAULIC EMERGENCY CONTROL . . . . . . . . + . . Ref 
: see figure 274 for next assembly) 
see figure 279 for additional breakdown) 
-1 175-58178 . SCREEN ASSEMBLY, Hydraulic system filling. . . . . . . . . . 
: (see figure 281 for detail breakdown) 
-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY 


m 


dox a Niel τν ον ο ον del SC A ers 1 
AN3434 -2 + STRIP Se ¿ ὁ e ea SS oe ta Rh oe a de --- 
AN515-4R6 + SCREW ο usus ae w. ede Comer Q US Be Bde ov sn B. 
AN960D42 a “WASHERS ares ο ae ue a ara we aes Os y an Vi «30 
AN365-440 se NUT sect D ο ye ee S a dees bh Pa ce) ο SS ον” 
AN961-6 VD WASHER. tos (oer aeuo ὃς ue et qe Ese ὁ YS w roS τα OT a ele (ο. ee OO 
AN931A6B + WASHER. . . . . . + cw etd le Dam A eA unus ss. = QO 
AN341-6 gt NUT S. s. ο a Caen a ὦ ὦ E ETE Ὁ 
-3 175-54195 . COVER ASSEMBLY, Electrical terminal connector . . . . . . . + 1 
-4 25000 . VALVE am) ' Manually operated four-way rotary selector. . 1 
STB 
-5 AN919-3D s REDUCER 4 043459. δα woe sw voy sr Ὁ 
E RU n s GASKET. c Q 4 9 eoe o9 9 ws o ov s ia ο ο eer deorum de ` b 
- AN6280- e VALVE. 2— 4 43 ορ m CILLUM S we WW Ae SE μὲ Ye aie, or. 
-7 ` AN833-5D a ELBOW. OL ο ανν ο uou olei Qo Seta arse ob} 2: sete, ο Ghee ae at deci m DÀ 
AN6289-5D Ao ANUP s ο. a ar ας πο ος do cm S Res Io els yis ὃς dole ca as ` SPO 
AN6291-5 ¿RING Ὁ 9 3 59 ο δαν. occ Rol uos woe eus ο φαν E Se “TO 
AN6290-5 èr GASKETS 29.0 ο 29 - SE wn tos Susy VE ur. ο να estote ten ot De 
-8 AN893- 7D ; BUSHING: qx. 2 iss? fever ee E Soe" s š -— M PEE ed 
AN6290-6 4 GASKET A ο ας δν v Jog vm ο ως IESU X NE m, cce XR ο ισα `Y 
-9 AN6280-6 POTVADBVE SK Z να ο 16 cam tee δ e ciue ο S Ὁ ο” 1 
-10 AN919-7D ., REDUCER V x $39 $5943 xe νιον dim Ὃν Marcie? tee Boe ca, ar Seed, JE. 
AN6290-6 a “GASKETS SZ S: IW. oy ween v e rex) ο E UP Da) ete Se? (ο) an Baron a! ες 2 
AN6290-5 o> (GASKET. ο; oie ο om She Oe ee. S len OS Waa ENT “S 
-11 AN926-5D WEEE oe 450259008 ο age e a ο yG elus us e] Har Val ret es oe Wi cra We 1 
-12 AN815-5D ae UNION S etum e. uo i. Ze! εν δ, ὁ ἴα. τῷ nah flor, wale ve als a s ved Nee Cece ee Marcas αἱ Pat Oe 
AN6290-5 ο ASKETS S S vo. use Gt dar te nei By Senta Mt SI te geek ie elie? te! Te ο.” 
-13 AN926-5D oy TEE Ηλ Sk Oa ime creme E des ene NSS sats era oe κα 1 
AN6289-5D ap NU: SS UE V guru d te MY bum va pe Fa] co ce ee Gah Car LR LI Sle Rae: Sa 1 
AN6291-5 vr BEING πω reo rerum le e US ce μα σῷ ce eL S CR Sy Ta Πα S: AQ 1 
AN6290-5 C. GASKET.- ow cL. ville c E ce ceu a a ο v" "ο 
-14 ANBOl -5D s PEB U eter yh οι κ ος ον ie». oce» δι ww δὲ ον ας ο eves vow wow — od 
AN6289-5 ec S.L 3.09.8094 Le um ο a De ο ae nes a ue Oe CBee e) au Se 1 
AN6291-5 s RING. Ue eser Bio ον ο nl Um oy es olm. et Ver le wr eee Me Mi Lane. «1 
AN6290-5 s GASKET, 4)06 ocho isis oi cos Ta. sua PR uec κος, ST Bh ver es “wh dee ar ue εἰν ` GM 
-15 MOD1530 . SWITCH PRESSURE ACTUATED (STB). ...... + + + eee eee 1 
-16 175-58051 . ACCUMULATOR ASSEMBLY HYDRAULIC 60 CUBIC INCH. ........ 1 
(see figure 282 for detail breakdown) 
325-.625-3.8758 £ CODAMP (MAR): iodo asse dd eee, Ὁ 
-17 AN893-8D «| BUSHING s e. ὦ id ο ο ta E vat αρ ο 
AN6290-5 . GASKET. s dae e fece NA Te UE Shah εφ ipte ae i ο ma Mente ei: Pad: 
~18 AN833-5D s ELBOW s is e ο ώς ὃς ια a aaa Des a 1 
AN6289-5D s NOD ο ο ο ο Se mw e cles ee Tec ue Gar feiss ο wake cee ("L 
AN6291-5 a: RINGS D € τες Go as moe e wo sae a ce fa a Seer ds uiu all 
AN6290-5 e (GASKETS: v 5, «6, ο a a Ee re, cw se S C τοὶ DeL Us 1 
-19 AN832-4D zc UNION: € o9 era aa ο ο ce ra ae ne a, OS. wl dy ceo ob A 
AN6289-4D NU egre. Ὃν ite sex ο T Ve? ο aaa me Teh Bree mE ο ο E 
AN6291-1 E UBING $4663 Bin Aiea cael ο αν tay eee ee cb 
AN6290-4 of GASKET ο a -ᾱ. oy e usa S: WA E a ae Lee Si viale te του. Ὁ 
-20 AN927-4D ΑΜ πο ceo SS αἱ ok Gar fee αφ) ειδα 1 
-21 AN804 -4D ο ο ο Wes Ca? Ὁ ο. es — PEE 
AN6289-4D va NUT. Lu ος a SU ὃν ον er hee cal tins Deuce levis e os οτε... SL 
AN6291-4 ο λε 41 Ίβο Say Sau te ἴδει ο cw ST ο oa ecu ense -ᾱ 
AN6290-4 ASKED uu. ο das See Settee Bastar el “ee Waka Ce case ds T T deo re 1 
-22 AN919-3D s “REDUCER? a ca Gean wc ος ie ὃ oe SS, Ib] o τὸ p ο E» u^ CB 
AN6290-5 e GASKET Lose sss reae Rog. e ai cri dose Eos al nae Vel ot Ble ian dete CD 
-23 AN926-5D ~~ KOCTEE.. v0 a δα sa? τὰς w: ow Sep eue «Ὁ ache TRI iei wg he Ge “es, τς ὃν ας oes Lb 
-24 AN919-7D + REDUCER. ........ ο SW" ta Ro DELLI, tee, de deh gh el 1 
AN6290-5D 4 IGASKET > un las “Ὁ t Le nse! Dai Tota see etel go Sever μα) eee Ne dr cas o 
-25 AN832-5D & UNION v 45. iei. a fists eg ο e Gs “ora? πα. 
AN6289-5D V NUD Ve. SQ ot ar at ner slat bee uL RS aures ο ο Ges mss e aa mE Ie ha at, Ἰ 
AN6291-5 s RINGS LO Si ὑφ Har ec) ust RSS. ο RO a Mey any Wares oe Ges e sinus. - DU 
AN6290-5 z- OASKET. ie: ioe we τς o 0 w CO aw lata e deos omo; ov. 8 
-26 AN815-5D  , « "UNION ὃς ce le di eset TUS ases ue oet alles ees ae v: Ure a 1 
AN6290-5 e GASKET: ¿u a ο ο) ἃν ὁ ὁ ow uvm iR m oce ES Ie ἅμα 1 
-27 AN804 -5D v. πο ο ku ΘΟ e ο Ee Lge ο Ge ee ae al Le ee ee E 
AN6289-5D m NUL Sa o> G5 par Yo? es deny eth rere ves cet Ges a im e e ir ee ας 
AN6291-5 s> RING S06 E an Tay Mi ο foe Tecum ce seo sod Me e aT Ten eo wl cw d. S 
AN6290-5 s GASKETS. ο. Εν Ma m sal je s s esc er les SS ae Xo ντ 3 
-28 146-58473-3 . RESTRICTOR, Hydraulic two-way fixed . . . . . . . . , , +, νο 3 
-29 AN919-7D = REDUCER s 4 5 o$* a ee de wo ee r es OW a s Q voe h 
AN6290-6 i a (GASKET nanne a sa t ο ane es coh int al Mag a Se πο di UES ο e an ote A 
-30 169-58422 . PUMP ASSEMBLY, Hydraulic emergency. . . . . . . . . PEE H 
(see figure 283 for detail breakdown) 
-31 AN894D8-5 s εμας ο) τῳ A a εν ah ae OUR Se. edis 1 
AN6290-5 s GASKET cu τος T Geta eid wo ο ar ta d v siesta” wal es haa enrol ie! a Ld 
-32 AN833 -8D ο ELBOW ica: woe SN pies tomes Se eet ta ο 
AN6289-8D ο μπα dl eye fe E se ca ο ο batt Ae ead STO. 
AN6291-8 = RING: 2 Se ay Rmus we τὸ SS ete dee Ὅν 3 Xu mec vod c qu usw “Ὁ 
AN6290-8 s MGASKET ὍΝ uo ceo ἮΙ VIRI alos) din ed WIE IG e Xe 
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H-175-58-29B 


FIGURE 278 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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278-33 AN919-3D REDUCER . 
















































AN6290-4 oc GASKET I. Te ος a Nee G ὍΝ tet ow desea woe Gey te? So E 
AN6290-5 ο ο uo Sullu wow ο ers ue Ner e. ο ce e) o ode Ὁ να, ee eee Ἡ 
-34 AN815-4D__ — . UNION  . . . . Sexe we. qus dul vel “erie š ο οπως 1 
AN629031 s GASKET: vot iire ne ace bene. Ble te ta otal we te A Q bute cu Mec Bee 2 
-35 MS28741-8-124 . HOSE ASSEMBLY (supersedes AN6271-5-12-1/2 for . . . . . , + . 1 


future procurement ) 


AN6271-5-12-1/2 . HOSE ASSEMBLY (superseded by MS28741-8-124) . . . . .᾽. . . . 1 
-36 ANS27-5D 2s “CROSS s “> a ο ta ο ο. ο ον ο.) A 
-37 175-58130 . SUPPORT ASSEMBLY, Hydraulic emergency control panel ..... 1 
-38 AN815-8D 2 UNION V ¿zw de «ον ο m DW. ee πὰ. e ja cec ο eh tee Cay ο. 1 
-39 MS28741-8-140 s JHOSE ASSEMBLY , 1.5.2345 ες ὃς ee Se en eee εκ). ed δα ώς BD ee 1 
-40 AA11324A . VALVE, Hydraulic relief (VI). . . . . +, + + + + + 44 s ewe 1 
-41 AN833-4D 2 -ELBOW aaa veces mu ο ο ο Déc Q. ἃς Si A ο EA 3 
AN6289-4D, So NUTS ce Sony ο elder So! ο ROE eer GS a OO Se 3 
AN6291-4 a! RINGS. 4725: e kc oe ο teh ο Vol e e 3 ade eoo s S Dru Pei ee τς 3 
AN6290-4 ^ GASKET; ioc a re rn OE IIN ue ο ie Ce T Gye ea ow D 3 
-42 AN837-4D 2. “ELBOW ERES MM PO νν ν᾿ νην, --- 1 
AN6289-4D . NT.. bo τῷ. M. Αν ye Ss «φορ «ἀν μονῶν αἱ αν μιας Ae ve Ya", Te N^ E certis 1 
AN6291-4 * «RING. as Rica es de yd eal a Cuore νο ah RUP Dev αν ie ei Slee Ὁ 1 
AN6290-4 , « SOASKET.I ox Live 195 USU kuu ml us Apis τος eee, IO rw le vs iv Ὁ ὦ 1 
-43 AN814 -4D ¿ PLUG. AND BLEEDER. < s ¿ ¿ e x ow Q a Ὁ αν QD ϱ 1 
AN6290-4 e GASKET. Ca i e se Qel es es we he πο ο ο ae quy Fay se 1 
-44 AN6287-1 a VALVE AS od. oda pus te Iu er Sy e te o Koan ies e pay Sak 1 
-45 161-58117 . FITTING, Hydraulic accumulator air valve mount. . . . . . + . 1 
-46 AN927-5D __ e ELBOW. teks fecha Gos ces a Gor A a a A a Ma Sak e eve ἃ 3 
-47 AN919-11D 2a "REDUCER: Ze. z; o a DUC mee o πο ARD Ὁ io 3 
AN6290-5 s. GASKET: ο eos iic oq. S E IR I w: tee A Em. CSS RÀ ue -ᾱ οι Us 3 
AN6290-8 s (GASKETS. 5:50 ox 9 m a on] c Oe. E Tn Lom ο Ὅν. ὁ. α 5 
-48 “AN815-4D 2 CUNION 2 Ὁ. os τν te Ὁ οι εδ e ae S ο ο πρ πο 
AN6290-4 s JGASKET. ue ave eg Con tor Meo τῳ. οὐ qx crave! μεν ms le, ο a) WS 
-49 AN919-6D s REDUCER sty fa: fo ar aaa ος αν eS wo t e a GE e RU ewe UE e 1 
AN6290-5 a GASKET: «e cm mom mcm e ς ον. Seed Pte uei s ο ve 1 
AN6290-6 v “GASKET. 4o. wow GE σι ο ος ο es HE ον S Pret en ay a SG 1 
-50 AN919-7D + REDUCER ¿ ¿+ 5 v 4 s 6 < a e ον οφ iod me oen otl Sen va 1 
AN6290-6 e. GASKETS w Q 4 < ν one ε koe Ὁ s DM qp IE 1 
-51 20176 +. VALVE ASSEMBLY, Hydraulic (WTR) . . . . +... +. + +, + + + eee 1 
-52 25316 - VALVE πο. Manually operated four-way rotary selector. . 1 
STB 
-53. 1AT2 . SWITCH ASSEMBLY (MCS) . . . . . . + S +< se + s s s . we 1 
-54 AN5771-7A s @GAGE 314-3» ea SQ το Se SOR “eh a Uu Ὁ Be Ee Meee ee. ἣν να 1 


` 
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B-175-58-25B 


FIGURE 279 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section I] 


Group Assembly Parts List 


A —— — 
που A PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-58015 PANEL ASSEMBLY, Hydraulic emergency control. . . . + . ete wes REF 
` (see fig 274 for next assy) (see figure 278 for 
additional breakdown) 

175-58800-9 . LINE ASSEMBLY, Emergency pressure from tee in flap valve. . . 1 
to tee in female tee 

175-58800-3 . LINE ASSEMBLY, Suction from elbow in filter to reducer in. . 1 
filler valve . 

175-58800-43 . LINE ASSEMBLY, Emergency flaps down from elbow in flap. "um 1 
valve to union station 224-5/8 LH 

175-58800-23 . LINE ASSEMBLY, Emergency pressure from tee to tee ln eoe ox 1 
pressure switch 

175-58817-87 . LINE ASSEMBLY, Emergency pressure tee to tee emergency panel. 1 

175-58800-59 . LINE ASSEMBLY, Emergency jet door close from elbow in . . . + 1 
landing gear and jet door valve to union 
station 224-5/8 LH 

175-58800-25 . LINE ASSEMBLY, Emergency pressure from elbow in accumulator . 1 
to union in pressure switch 

175-58800-75 . LINE ASSEMBLY, Emergency bomb doors open from reducer in. . . 1 
restrictor to union station 224-5/8 

175-58800-57 . LINE ASSEMBLY, Emergency bomb doors open from reducer in. ‘ En 
restrictor to union station 224-5/8 LH 

175-58800-55 LINE ASSEMBLY, Emergency bomb doors close from reducer in. . 1 
restrictor to union station 224-5/8 LH 

175-58800-39 . LINE ASSEMBLY, Emergency return from reducer in female. . . . + 

: tee to tee 

175-58800-7 . LINE ASSEMBLY, Suction from reducer to reducer in filler. .. 1 
valve i 

175-58800-53 LINE ASSEMBLY, Accumulator air pressure from tee in . . . +. + 1 
accumulator to union in air pressure gage 

175-58800-33 . LINE ASSEMBLY, Emergency return from check valve in landing . 1 
gear valve to tee in female tee 

175-58800-31 . LINE ASSEMBLY, Emergency return from check valve in flap... . 1 
valve to union in female tee 

175-58800-47 LINE ASSEMBLY, Emergency bomb doors open from elbow in... . 1 
bomb door valve to reducer in restrictor 

175-58800-15 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in filler valve 

175-58800-49 . LINE ASSEMBLY, Emergency bomb doors close from elbow in.. . . 1 
bomb door valve to reducer in restrictor 

175-58800-35 . LINE ASSEMBLY, Emergency return from check valve in bomb. . . 1 
door valve to tee in female tee 

175-58800-27 . LINE ASSEMBLY, Emergency pressure from tee to reducer in. . . 1 
two-way restrictor 

175-58800-21 . LINE ASSEMBLY, Emergency pressure from reducer in check . . . 1 
valve to tee 

175-58800-13 . LINE ASSEMBLY, Emergency pressure from union in female. . . . 1 
tee to elbow in bomb door valve 

175-58800-11 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in landing gear valve 

175-58800-51 LINE ASSEMBLY, Accumulator air pressure from elbow in air . . 1 
filler valve to tee in accumulator 

175-58800-17 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in female tee 

175-58800-5 LINE ASSEMBLY, Suction from reducer in filler valve to. ... 1 
elbow in pump 

175-58800-19 . LINE ASSEMBLY, Emergency pressure from reducer in female. . . 1 
tee to elbow in relief valve 

175-58800-29 . LINE ASSEMBLY, Emergency pressure from union in dump valve. . 1 
to elbow in rellef valve 

175-58800-37 . LINE ASSEMBLY, Emergency return from elbow in relief valve. . 1 
to reducer in female tee 

175-58180 LINE ASSEMBLY, Hydraulic system filling . . . . + + + + . «ο 1 
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6 
H-175-58-21 
FIGURE 280 - HYDRAULIC EMERGENCY RESERVOIR ASSEMBLY 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
E 280 175-58010 RESERVOIR ASSEMBLY, Hydraulic emergency. . . ta ior Dol Ref AD 
(see figure 276 and 277 for next assembly) ` 
m 175-58010-13 RESERVOIR ASSEMBLY, Hydraulic emergency. . AED TEE Ref cc 
(see figures 276 and 277 for next assembly) 
-ι 175-58120 . PLATE ASSEMBLY, Hydraulic emergency reservoir gage. . . . . 1 
-2 175-58121 . GASKET, Hydraulic emergency reservoir gage. . . . o o... 3 
-3 175-58119 . WINDOW, Hydraulic emergency reservoir gage. .. s κα ο x 1 
-4 175-58122 . PLATE, Hydraulic emergency reservoir gage window. SA ds 1 
-5 200AC10 ; LOCK-0-SEAL (WOF). . . š; w Ai, οὔ αμ 10 
-6 NAS221-16 . SCREW, Brazier head Phillips recess 5 we Soh ee us ο. 10 
-T AN3-5A i^ BOUT age Sed te ee es ae oh ee 3 
-8 AN960D10 . WASHER. . do OP Ser ten Ὃν eL SEP "e ο ο μμ toa iei he fe m - 2 3 
-9 AN814 -4D . PLUG AND BLEEDER . Wier, Gide; A RA La . ας oe a 1 
-10 AN6290-4 . GASKET. . . . è $ š ο rs ΟΥ oo 1 
-11 175-58153 . ANGLE, Hydraulic emergency reservoir lower support. D$ 1 
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FIGURE & 
INDEX 

281 
-1 
-2 
-3 
-4 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 


PART 
NUMBER 


175-58178 
175-58174 
156-58107 
AN6227-24 
175-58172 
AN515-8R6 
AN935-8 
AN6290-8 
175-58176 
AN6227-12 
175-58175 
175-58177 
ANQ60D416 
AN310-4 


FIGURE 281 - HYDRAULIC SYSTEM FILLING SCREEN ASSEMBLY 


UNITS 
t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 


SCREEN ASSEMBLY, Hyd sys filling (see fig. 278 for next assy). . Ref 


. WELL ASSEMBLY, Hydraulic system filling screen. ...... + 1 
. STRAINER ASSEMBLY, Hydraulic system filling screen. x. 1 
. PACKING . . . 2 0 «o... ὁ eo 4. ὁ ὁ 9 in AS ae Je afar SS 1 
. COVER, Hydraulic system filling screen. 2 Dee τῶν Š 1 
« SCREW . . 4 4 «4 SL 9 9 she e. w om ὁ ὁ om on š «vk fe, ees 4 
. WASHER. . . . . 4 4 4 e... e. ο. « ὃ ELE 4 
s GASKET. 5; ὦ ο ο 199 cce ey eae Nes wi E da ος - š 1 
. BOLT, Hydraulic system filling swivel . E 7 nil ss 1 
S -PACKING -i a e S 46.3. 3.9 E oe, SR se e A A ee m 2 
. SWIVEL, Hydraulic system filling screen... . - + Sete qatar 1 
. RETAINER, Hydraulic system filling screen swivel. . — 1 
. WASHER, . . 2 + +s + + + +< +< + + + € + s + + € 9 * ° ° "n 1 
et NUT ou 02 Ὁ ο e m oce ex SUR Og ES (e ος. SE C s mm », ο τὰ 1 





H-175-58-28 


USEABLE ON 
CODE 
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H-175-58-27 


FIGURE 282 - HYDRAULIC 60 CUBIC INCH ACCUMULATOR ASSEMBLY @ 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
282 . 175-58051 ACCUMULATOR ASSEMBLY, Hyd 60 cu in. (see fig. 278 for next assy) Ref 

-1 165-58372-3 . CYLINDER END, Hydraulic 60 cu in. accumulator. ...... š 1 

-2 AN6230-14 25: GASKET eos u Me aeu iat. > eee) PUE ae ud oe? ee le aia e Ne» em ad 5 2 

-3 AN6244-14 i RING: -ῳ N< uet e at var XU qoe Me Te EZ ec Mn φάῃ L S Mi oe ide eat To UE 2 

-4 165-58122 . PISTON, Hydraulic 60 cu in. accumulator. . . . . Ael RURSUS. UR NS 1 

-5 AN6227-37 = 2PAGKING: 2 O° Aj olx ra i VR cas rim rer ur Vus QU, US M ber Ue peek SE eve m. EW 2 

-6 5R16-37 . RING, Spiral back-up (NA) . . .. . ... ... e E 2 

-T 165-58121 . CYLINDER, Hydraulic 60 cu in. accumulator, . . . . . . . + x 1 

-8 165-58372-5 . CYLINDER, End hydraulic 60 cu in. accumulator. ....... 1 
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Section 11 


AN OI-GOAABA M Group Assembly Parts List 
FUSELAGE (Cont) 





H-175-58-26 


FIGURE 283 - HYDRAULIC EMERGENCY PUMP ASSEMBLY 


PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 








283 169-58422 PUMP ASSEMBLY, Hydraulic emergency. . . . Ref 
3 (see figure 278 for next,assembly) 
-1 AN365-1032 v ¿NU ouo s es EI m.s cm im ας uL se Ce o cO De S: as ea U d ee 1 
-2 AN960D10L . WASHER . 5 V 200 oe 78-9 0 07 Ὁ. Φ ee oce ὃς Ca! cm c ves ὁ τῷ 2 
-3 AN520-10R16 LS ιο ο ο cC EM 1 
-4 169-58500 . SHIELD ASSEMBLY, Hydraulic emergency pump motor splash . . . 1 
-5 AN365-524 z UNUTI Z eh el e sw od. o no GR IM ο ae a Ὁ hue uoc erm E 4 
-6 AN960C516 ce WASHER A. Lou ο ο cr νὰ ey ofer IS ο ek We eue y De! E 6 
-T. AN5-12A A PBOUT esi Ya ο ο Ë, Sy a sete eave ο ο E ο. ᾱ- 4 
-8 PF24 -3906-252H2 . PUMP ASSEMBLY, Nine cylinder fixed stroke (VI). . . . . .. 1 
-9 75437 . GASKET, Mounting (VI)... .. + + + + + + + + + + . . . ° 1 
-10 D820 . MOTOR, Hydraulic pump (HOQ) .......- + + + + + + ee 1 
a LLIIlIlIIIIIIóLLLLLLIlIIÓIIƏ@GKQIQDÓàI$XSSI— 
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AN 01-60AABA-4 


FUSELAGE (Cont) " 


FIGURE 284 - CREW ENTRY COMPARTMENT HYDRAULIC EQUIPMENT INSTALLATION 


H-115-58-19A 











FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2 175-58027 HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment. . . . Ref 
, see figure 274 for next assembly 
-1 AN5771-7A ae GAUGE. x v a E csse le Ve s age be 1 
ATTACHING PARTS 
-2 146-58501 . BRACKET ASSEMBLY, Hydraulic utility system pressure gauge. 1 
-3 AN515-6R12 SCREW: κι v Room wo] e s xo o le ae dao eee ο ὦ 4 
-4 AN520-10R8 SCREW e-s: «ο “as S SQ toy Sr «ο. Og w te 4 
-5 ΑΝΘΘΟΡΙΟΙ, WASHER: oe L5 Gb ο ο vr το. av Mire 4 
an 
-6 146-58502 NAMEPLATE, Hydraulic utility system pressure gauge . 1 
-7 AN832-4D UNION. o 46623 We vm mx A ete. fes) ὦ οφ. 1 
-8 ANQ24-4D NUT. 1L. Ας eure tees yet, cis Dore 1 
-9 2W1V29-22-62 WASHER, Plain (NA). . . . . . 1 
-10 AN6290-4 GASKET e dota Se oe. ae cm. nca m at M Brel bs So ase ge Sw EL ley S 1 
-11 175-58802-27 LINE ASSEMBLY, Parking brake pressure valve from bulkhead, 1 
elbow station 224-5/8 to bulkhead elbow parking brake 
valve station 224-5/8 
-12 AN6290-5 GASKET: 4 . 4 $09 ç 893-7. 2 
-13 AN893-7D BUSHING. . . . ooo... a 2 
-14 AN833-5D ELBOW. "a e er da de eet vts 2 
-15 AN6289D5 NUT. — € s 9 9o vo9 ms 2 
-16 AN6290-6 GASKET . . . ooo... z . 3 
-17 AN6291-5 RING. S.L ze 6s 9. 3 Role woe ο loe 42 RET dn aT o Yee ee οφ) οὶ 2 
-18 175-58802-43 LINE ASSEMBLY, Emergency pressure from parking brake valve . 1 
elbow station 224-5/8 to tee station 224-5/8 
-19 AN6291-6 RING . 2L. 46,9 093 o € 93S x 09 dod. a a oe 1 
-20 AN6289D6 ΝΤΟ; Ze Tu" 1 
-21 AN837 -6D ELBOW; . O E της 1 
-22 175-58802-35 LINE ASSEMBLY, From parking brake valve elbow station. 1 
224-5/8 to tee station 218 
-23 4570 . VALVE (ΠΛΗ............... 1 
ATTACHING PARTS 
-24 AN365-1032 NUT. ut E COP ewes, "2 5 4 
-25 AN960D10L WASHER ον πει um um ceris A ος 8 
-26 AN3-5A BOLT . . E la 4 
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Section II 


. A ΑΝ 01-60AABA -4 
Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE 285 - MAIN SYSTEM AND AILERON BOOST HYDRAULIC RESERVOIR ASSEMBLIES 


512B Revised 15 September 1955 








ΑΝ O1-60AABA-! 


FUSELAGE (Cont) 





Section II 


Group Assembly Parts List 


mae -o ono aa a AAA AAA Y FT 
FIGURE & PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
285 # 184-5800 RESERVOIR ASSEMBLY, Hydraulic aileron boost Ref AB 
(see figure 299A for next assembly) , 
# 184-58006 -3 RESERVOIR ASSEMBLY, Hydraulic aileron boost Ref BW 
(see figure 299A for next assembly) 
# 184-58005 RESERVOIR ASSEMBLY, Hydraulic main system Ref AB 
(see figure 299A for next assembly) 
# 184-58005-3 RESERVOIR ASSEMBLY, Hydraulic main system Ref BW 
(see figure 299A for next cpu d) 
-1 AN814-4D e. “PLUG: . e 2 o . 5 1 
-2 AN6290-4 . GASKET. . dues. en BD Se ee GE Se T 
-3 2W18-10M . WASHER, Flat (NA). . š 2 
-h AN393-23 . PIN.. 2 
-5 184-58521 . COVER, Hydraulic reservoir filter “housing. : 1 
-6 AN6227 -66 a PACKINGQ... . 4. v x b i 1 
-T AN365 -428 . NUT. er ces q: BE! der κος E Tat pde ος Yee at ees 1 
-8 2W18-416M ` WASHER, Flat İNA). See 1 
-9 184-58524 . SUPPORT ASSEMBLY, Hydraulic "reservoir. filter 3 1 
-10 AN6227 -44 . PACKING. . . EPRE A A "a A " 2 
-11 AN6236 -2 . FILTER ELEMENT iie. ics . 1 
-12 185-58003 STUD, Hydraulic réservoir coarse thread. ; 1 
-13 184 -58520 HOUSING, Hydraulic reservoir filter vent . A 1 
-14 AN6230-41 . GASKET... N. Β s E $ * 1 
-15 NAS50-143 . RING, Internal retaining š ç E 2 
184-58522 ; VALVE ASSEMBLY, Hydraulic reservoir “relief ` ; 2 
-16 NAS50-100 . . RING, Internal retaining. . . . . $ š 1 
-17 2W1ALP!6-31-32 . . WASHER, Plain (NA). . 5 1 
-18 146-58521 . . SPRING, Hydraulic reservoir relief “valve. š 1 
-19 H676 -1000 ` l1 POPPET, Hydraulic check valve (HYP) . . . 1 
-20 184-58523 . . CARTRIDGE, Hydrauie reservoir relief valve 1 
-21 AN6227 -19 . PACKING. . Ss ὃς s Sas 2 
-22 663-7920S . CLAMP ASSEMBLY (MAR) . s i š 1 
-23 184-58111 . TANK ASSEMBLY, Hydraulic aileron boost reservoir 1 AB 
184-58111-3 . TANK ASSEMBLY, Hydraulic aileron boost reservoir . 1 BW 
-24 184-58115 TANK ASSEMBLY, Hydraulic main system reservoir 1 AB 
184-58115-3 . TANK ASSEMBLY, Hydraulic main system reservoir . . z 1 BW 
-25 184-58252 . GASKET, Hydraulic reservoir meno -low level switch assembly . l 
-26 F7001 š SWTICH, Float ος a a Vaf ar κος 1 
-27 AN3-6A . BOLT ο Serta ward tV Apte Ae ir Ὅν ὦ 8 
-28 2W18-10 . WASHER, "Flat (NA). : 7 8 
-29 146 -58572 . PLUG, Hydraulic reservoir sight gage transparent re 2 
-30 AN6227 -20 š PACKING. SI ET The Sg ASSUM, ΝΗ SEs de O ο... M g 
NOTE: # Denotes the incorporation of Service Change No. 413 E 
.-------.-- — REN τ τε ιτ τι x x= nF 
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H-175-58-34B 
FIGURE 286 - FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART i - UNITS USEABLE ON ^ 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
286 175-58030 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 224-5/8. . . Ref 
bulkhead (see figure 274 for next assembly 
No Number . FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS . . . . Ref 


(see figure 287 for detail breakdown) 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 





& PART EABLE 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. " cope" 
286-1 175-58815-27 . LINE ASSEMBLY, Reservoir air pressure from elbow bulkhead. . T 

station 224-5/8 to union at station 239 I 

-2 175-58807 -61 . LINE ASSEMBLY, Gage pressure pressure snubber tee at manifold 1 
to hose elbow at bulkhead fuselage station 224-5/8 

-3 175-58803-57 . LINE ASSEMBLY, Nose gear down tee at fuselage station 226. . 1 
to bulkhead at station 224 

-4 175-58803-55 . LINE ASSEMBLY, Cabin compartment motor return bulkhead elbow 1 
at station 224 to tee at station 226 

-5 175-58803-61 . LINE ASSEMBLY, Nose gear up tee at fuselage station 227T to . 1 
bulkhead elbow at station 224 

-6 175-58803-59 . LINE ASSEMBLY, Cabin compartment motor pressure surge valve. 1 
to female elbow at bulkhead 224 

-T 175-58803-37 . LINE ASSEMBLY, Return tee in bottom of manifold to elbow . . 1 
in bottom of adjacent manifold 

-8 175-58803-29 . LINE ASSEMBLY, Return tee to elbow at fuselage station 227 . 1 

-9 175-58803-77 . LINE ASSEMBLY, Nose gear up manifold to tee at fus sta 226 . 1 

-10 175-58803-35 . LINE ASSY, Return tee in bottom of man. to tee at fus sta 227 1 

-11 175-58803-81 . LINE ASSEMBLY, System pressure tee on manifold to fitting. . 1 
on top of adjacent manifold 

-12 175-58803-21 . LINE ASSEMBLY, Gage pressure pressure snubber at manifold. . 1 
to bulkhead union at station 224-5/8 

-13 175-58802-29 . LINE ASSEMBLY, Parking brake press.union in bhd sta 224-5/8, 1 

-14 175-58815-83 ` . LINE ASSEMBLY, Brake pressure elbow bulkhead station 224-5/8 1 
to union at fuselage station 226 

-15 175-58815-81 . LINE ASSEMBLY, Brake return elbow bulkhead station 224-5/8 . 1 
to union at fuselage station 226 

-16 175-58816-31 . LINE ASSEMBLY, RH brake pressure elbow bulkhead station. . . 1 
224-5/8 to union at fuselage station 226 

-17 175-58803-15 . LINE ASSEMBLY, Brake supply union at fuselage station 230. . 1 
to elbow at fuselage station 244 

-18 175-58803-63 . LINE ASSEMBLY, Fairing door close flow regulator to union. . 1 
at fuselage station 230 

-19 175-58809-7 . LINE ASSY, Fairing door open union sta 239 to elbow in man.. 1 

-20 175-58803-23 . LINE ASSEMBLY, Main landing gear down elbow in tee at. . . . 1 
manifold to tee at bulkhead 239.75 

-21 175-58803-25 . LINE ASSEMBLY, Main landing gear up tee at fuselage station. 1 
224-5/8 to tee at fuselage station 239.75 

-22 175-58803-27 . LINE ASSY, Main sys return tee at sta 228 to tee at sta 239. 1 

-23 175-58803-33 . LINE ASSY, Return tee on bottom of man. to tee at fus sta 228 1 

-24 175-58803-41 . LINE ASSEMBLY, Wing flaps down elbow in manifold to. . . . . 1 
reducer fuselage station 243 

-25 175-58803 -43 . LINE ASSEMBLY, Wing flaps up elbow in manifold to reducer. . 1 
fuselage station 213 

-26 175-58803-31 . LINE ASSEMBLY, Return tee on manifold to tee at station 226. 1 

-27 175-58803-45 . LINE ASSEMBLY, Cabin compress motor pressure elbow in. . . . 1 
manifold to surge valve station 233 

-28 175-58803-47 . LINE ASSEMBLY, Landing gear down union in manifold to. . . . 1 
tee at fuselage station 227 

-29 175-58803 -53 . LINE ASSEMBLY,’ System pressure elbow on priority valve ... 1 
to tee on manifold 

-30 175-58803-11 . LINE ASSEMBLY, Jet door close elbow on manifold to union . . 1 
at fuselage station 244 š 

-31 175-58803-13 . LINE ASSEMBLY, Jet door open union on manifold to union .. l 
at fuselage station 244 z 

-32 175-58803-51 . LINE ASSEMBLY, Bomb doors close elbow on manifold to union . 1 
at fuselage station 230 RH 

-33 175-58803-49 . LINE ASSEMBLY, Bomb doors open elbow on manifold to tee. . . 1 
at fuselage station 243 ΠΗ 

-34 175-58807 -67 . LINE ASSEMBLY, Brake pressure elbow fuselage station 224-5/8 1 
to union fuselage station 235 

-35 175-58803-67 . LINE ASSEMBLY, Aileron boost reservoir filler bulkhead elbow H 
at station 224 to union at fuselage station 230 

-36 175-58803-73 . LINE ASSEMBLY, Emergency landing gear down bulkhead elbow. . 1 
at station 224 to bulkhead tee at station 224 

-37 175-58817-51 . LINE ASSEMBLY, LH emergency brake pressure union at station. 1 

E 224-5/8 to elbow in bulkhead station 224-5/8 

-38 175-58817-53 . LINE ASSEMBLY, RH emergency brake pressure union at station. 1 x 

224-5/8 to elbow in bulkhead station 224-5/8 
175-58829-93 . LINE ASSEMBLY, Emergency brake pressure union station 242 LH 1 BR 

to bhd 45 in sta 224 approximately buttock line 15 

-39 175-58803-71 . LINE ASSEMBLY, Arresting gear pressure union at fuselage . . 1 X 
station 226 to union at fuselage station 232 

175-58829-73 . LINE ASSEMBLY, Emergency bomb doors close union station 245. 1 BR 

to bulkhead union station 224 _ 

-40 175-58818-29 . LINE ASSEMBLY, Utility system return tee camera door control 1 
panel to tee fuselage station 224-6/8 

-41 175-58803-69 . LINE ASSEMBLY, Arresting gear pressure elbow on manifold to. 1 > 
union at fuselage station 226 

-42 175-58807-11 . LINE ASSEMBLY, Utility system return reducer station 226 . . 1 
to tee at fuselage station 226 

-43 175-58810-83 . LINE ASSEMBLY, Elevator and rudder boost return. . . . . . . 1 BE 

-44 175-58810-85 . LINE ASSEMBLY, Elevator and rudder boost return union. . . . 1 BE Į 


fuselage sta 239 to union fuselage sta 254 
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FIGURE 287 - FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS 
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-32 
-33 
-34 
-36 
-38 


-40 
-41 


-44 


PART 
NUMBER 


No Number 


AN833-4 
AN6289-4 
AN6290-4 
AN6291-4 
AN6271-4-14 
AN833-4D 
AN960D716 
ANQ24-4D 
AN815-10D 
AN833-5D 
ANQ24 -5D 
AN960D816 
AN833-8D 
AN924 -8D 
AN960D1216 
AN833-10D 
ANQ24-10D 
AN960D1416 
AN833-6D 
ANQ24 -6D 
AN960D916 
AN837-5D 
AN924 -5D 
AN960D816 
ΑΝ3- ΟΤΑ 
AN960D106 
175-58104 
175-58117 
175-58125 
E106T8 ' 
AN919-12D 
AN824 -10D 
175-58020 
175-58021 
AN832-4D 
AN924 -4D 
AN960D716 
2W1V29-22-62 
AN832-5D 
AN960D816 
AN924 -5D 
2W1V33 -24-64 
AN815-8D 
AN815-6D 
AN824 -8D 
AN834-10D 
AN6289-8 
AN6290-8 
AN6291-8 
AN6280-12 
AN919-19D 
AN893-16D . 
AN6290-12 
AN815-5D 
ΑΝΘΟΙ -4D 
NAS424 -4D 
ΑΝΘΟΙ -5D 
AN960D816 
AN924 -5D 
2W1V33-24-64 
AN916-15D 
175-58018 


AN919-15D 
AN815-8D 


III 


2 3 4 5 
FUSELAGE STATION E 


6 7 NOMENCLATURE 


(see figure 286 for 


next assembly) 
ELBOW. . . . . + 


NUT. S x ο “ο Yo. . z š Shere Ewy 
GASKET ........ LR TM M n š ΕΤ 
RING: xo Ee E way “οι ο. ὁ è š 4x dw ο 
HOSE ASSEMBLY. . . . . . . . + + + ο ES 
ELBOW. 06 ο ο ο a Ls — a 
WASHER Shepton bel Gua ος p ον ge ov xe ος 
NUT. - doe yo ey 99 09 το’ ὁ; p= ο mos o $U eile 
UNION. E σα ο“ Λὸ eig ws 
ELBOW. ορ ον ξανα, ον vo e Car NE τὸ Ls TENA edm oy 
NUT. . ο gone eI A II gi ὄφε We nie e 
WASHER V voe cR o0 ο ο ο E Sew a τῷ 
ELBOW. 4 ocu x $59 4€ e e al τῷ te "E 
NUT. . "Ege CET Eus len ee ceo is. is 
WASHER ç fbi age a ere Se ds eee Ue cR Mende. fe. ου 
ELBOW. -——— REPRE" 
NUT. δὶ Ας πώς 5 ¿SS A tae, δ) νι δω ος. ας Mahar ae 
WASHER S. Saa erue Soe, Tellus. Ww wa ADI ee to, ο o ee. Rete 
ELBOW. sri coe Ser ο a SPY i des e DE τα ο ὁ "Ac 
NUT. leet ROL Sette Cep t EXT ο ο ο qs τς -ᾱ, οὶ ¿š 
WASHER . : < w ««.: « «: ὁ 9ο CUM NE 
ELBOW. Q ug vog e de res er Ὅτῳ Be SU Z ES 
NUTT else “as δε δν Sh ws ον. sia. ote. m VA iE eh ee Ὁ 
WASHER 4 x: Ce ver Sei de ee ee ee Se Ὁ O a S 
BOLT 46i ete Men ο bles te τ. a ος Mee b. suis. de Seis. Bene Rui 
WASHER i: 5o cio o ο ο ο a lon iat a) EA 
SUPPORT ASSEMBLY, Hydraulic lines. . . E wol. rue de eie 
SUPPORT ASSEMBLY, Hydraulic lines. . . $ 4 deis š 
SUPPORT ASSEMBLY, Hydraulic lines. . . s πα 
VALVE, Surge damping with check (DN). . «αι 
REDUCER. y¿ x0 903 9s ο δν, ὃν Ces ος το e $ s 
TEE. 150 ou Waya Baga ο SY et Loh m Sox c9 Ὁ SU VE os 
MANIFOLD ASSEMBLY (see figure 290 for detail breakdown 
MANIFOLD ASSEMBLY (see figure 292 for detail breakdown 
UNION. 446m fe Mas 919.9. ο AT DUE Perle ce ον de ο 
NUTL-1L as ed Be mom u^ Be ο ο ας . 
WASHER. 400i ra wP. τρ a Ca Re a δ 
WASHER, Plain (ΝΑ)... . a < ee ee ee . . ο ο es 
UNION: ο ας ο ο Card Se” Sa at «δι ος ο ο 
WASHER - o ie ο eg» 5e dw deo IUE ο e ο 
NUT. ug. A eise S seme? (WO Se rm UND sb et Sa ο a WL, 
WASHER, Plain (ΝΑ)... . . + + + + + + ç + 4 s + 0. . 
UNION; ¿ Q JU < τούτος Ίο) tel ο -ᾱ- guar Fe Οι ϱ- Δ - -ᾱ ᾱ; ὁ sa ὃς ἃ 
UNION. $059.08 ode Ue, Ye Wer ater caer Dar 9e €; NE er Ta ο ο 
TEE. 0000 ec Su δ A aa a SDM (e ES 
TEE. . Ὁ Ἀφ, sab Sit es ap Tyr Jap ο ο ο TAI SU we) he 
NUT.. o e om e a a 
GASKET 4. à Von 2649 ο € x9 e Ὃν oe . 
RING . De E a A E ii ova ae ns ; 
VALVE. . . < . s “< NAT deua? a “sa Wiss Ro a m. LCS 
REDUCER. . . asese e oo i $e ; PEE "m 
BUSHING. . . . sc Ü . eee ee $ -ᾧ 5. ew τὸ, ιο ὁ) 
GASKET . .. «  « . . we ew ewe € ow s . 
UNION. OI Uer ος to e) Ke? ὑφ e [€ Ie er TT EIL » fey oW š 
TEE. o 163. A as ο CS Ὃν š S ej. . 
COUPLING, Fitting internal screw thread. . ...s 
WASHER . 42 0 ὁ 9. ὃς ο. "P" . ES 2 
NUDE RRA mcus ¿pr a.k.a .. . 
WASHER, Plain (NA) . . . . . . . ο»... 
REDUCER. . . . à š s Ms 

m 


VALVE INSTALLATION, Hydraulic utility syste 

(see figure 289 for detail breakdown) 
REDUCER.-. 4 5 sos e e G 
UNION. 4 < o4 6247€. 0» [ees γιών ᾱ. ὃν ορ E dee 


BULKHEAD HYDRAULIC FITTINGS. . 


selector 


` * < e ° t s s s ο s * + ο ο oon 


ee ee 9 n 


. 


. 
. 


5 5 . 0 0 ο + «<<... 


5 <q ^ 0 ο s 0 s 9 9 + ο 5 9 s s e 5 9 + 9 9 ο f! ο 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


e 


m) ο ο EE I HE ILU UO. OVI IH A. I P P E 4 rO ΤῸ I i P TO. 000. IB. 5 "1 45 45 EN D fO UT UT UT D O IO NA AA TO CO Ὁ HS 


= 
Ώ 


ΒΕ 
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H-175-58-39B 


: . FIGURE 288 - HYDRAULIC CAMERA DOOR EQUIPMENT PANEL ASSEMBLY 
518. 








AN 01-60AABA-4 
FUSELAGE (Cont) 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
288 175-58052 PANEL ASSEMBLY, Hydraulic camera door equipment. . . e... Ref 
(see figure 293 for next peat r) : 
-1 175-58803-3 . LINE ASSEMBLY, Hyd utility sys press. reducer to elbow on. . 1 
selector valve 
-2 175-58803-5 . LINE ASSEMBLY, Hydraulic utility sys return elbow on press. 1 
reducer to tee on panel 
, -3 175-58811-17 . LINE ASSEMBLY, Emer brake press. union at sta 262 to union. 1 
at sta 242 
-4 AN824-8D ; OTEE 2.02 GS eh tard. 7 Ἕως E ΟΡ ο... E A 
-5 AN834-8D « TEE Q , wis es Yor Egi day Gg . è s eae πα w SE, ες 1 
-6 AN6289-8D ss NUTS tes a 789 ee ος sti nefas i a “8 Doa sow eo κ +S 
-7 AN6291-8 x NG 4x QU Ὁ e Yo è z > «el ay ew S T 
-8 AN6290-8 E GASKET; Qe. uw Gee ανα. Ww ὃν R ο Va alc fe Λὲς τῳ s 15 
-9 2L22035H . PRESSURE REDUCER (WTR)... . ... + + sç + + . s . ee ee l . 
-10 AN3-25A « BOLT... Ὃν na 5 kUSI τν νο S o> ewe 2 eerte PES 4» «φ ns 2 
-11 AN960D10 x WASHER. i3 360 ole ee SP Gor Peu ο τῷ ο go $e ow ae ss 0. 
-12 AN3-21A . BOLT. . 6: J A ee Ὁ š fs crue, E See ie 2 
-13 AN3-14A v» BROT: (2 aka ga ο cad Ce Yor Seed sex ἃ š š ο ο ο 2 
-14 AN833-8D ic ELBOW ο < 7$ 9069s κ š ç oa . saree cd 
-15 7790 . SELECTOR VALVE (WAH) š: 5. OU E εν < š S. S T 1 
-16 AN832 -8D z “UNION + S e Y^ eo e . ER Cate š -— Qe 2 
-17 AN926-8D ç EE. NN ο δι ας ν΄. edu) Verdi. Cel, ες et ees eMart Ss TES 2 
-18 AN815-8D .UNIONCL ο ο 3t i Ñ. a es ee ee, ew we cem o “lp 
-19 AN919-10D . REDUCER ë es “Ek ences nos A ο Sense EE. avez i 2 
-20 AN6280-8 FPES ihu ML x Y E 1 
-21 175-58811-19 . LINE ASSEMBLY, Utility return from union in check valve to. . 1 
elbow in pressure reducer 
-22 2L22020H . PRESSURE REDUCER (WTR) . . . . . . +. +. + š ο ο” 1 
-23 AN833-4D a ELBOW cscs ree wo dox D DET s uw ç š "EE: 2 
-24 AN6289-4D Z SNOUT ¿S ee da ee er ae x . š ων N wt eee Fe 3 
-25 AN6291-4 SCORING. aca deg aren ee s UE κ DE TIT 
-26 AN6290-4 x GASKET; ο ce etw uq e * ww eso celo er σος 3 
-27 AN834-4D 2^ TEE. sos e YS νον tan, SV es le doctum ο πο ος tes κο ο.» 1 
-28 175-58140 . PANEL ASSEMBLY, Hydraulic camera door equipment . . aque 22 1 
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H-175-58-37A 
FIGURE 289 - HYDRAULIC UTILITY SYSTEM AND SELECTOR VALVE INSTALLATION 
FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, m 
289 175-58018 VALVE INSTALLATION, Hydraulic utility system and selector. . . Ref 
(see figure 287 for next assembly 
-1 175-58146 . GASKET, Hydraulic selector and control valve. . . . . . . . 1 
-2 AN3H4 s BOLT ΝΙΝ. neh Meare eg By ue, VU Ee fet ak 36 
-3 AN365-1032 e ANUTA Eat eee Ην. ην, αμ” 36 
-4 AN960D10L + WASHER, . ........... E be eae nuo eo for ἃν τν -72 
-5 7310-3 J . SELECTOR VALVE WAH) ...... 2 
-6 7310 . SELECTOR VALVE (WAH) . . . . . . . . . 2 
-T 7310-5 . SELECTOR VALVE WAH) . . : V... ο ο 1 
-8 9990 . SELECTOR VALVE WAH) ο . . s b l 
-9 7290 . SELECTOR VALVE WAH) Q SUQ «φῶ; το, osos 1 
-10 NAS144DH28 . BOLT, Internal wrenching steel 1/4-28 . 24 
-11 ANQ60D416L «WASHER. ¿ ç 2 09 2 x an ορ ZS 28 
-12 NAS144DH44 . BOLT, Internal wrenching steel 1/4-28 . 4 
-13 NAS43DD4-16 . SPACER, Screw and οο1ς..................... 4 
-14 168-58122 . HANDLE ASSEMBLY, Cabin compressor hydraulic valve complete. 1 
(see figure 291 for detail breakdown) 
-15 1175-58147 . GASKET, Hydraulic selector ναῖνο.,............. 1 
-16 169-58102 . KNOB, Hydraulic control valve large . . . . . . , , . , e 2 
AA A A Z Ill il A e Mee uen te ιο E a λε 
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FUSELAGE (Cont) 
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H-175-58-36 


FIGURE 290 - HYDRAULIC SELECTOR AND CONTROL VALVE MANIFOLD ASSEMBLY 


PART 
NUMBER 


175-58020 


175-58133 
AN834-8D 
AN6289-8D 
AN6291-8 
AN6290-8 
AN833-8D 
AN837-8D 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
AN833-10D 
AN6289-10D 
AN6291 -10 
AN6290-10 
146-58134-3 
AN6290-12 
AN6227 -14 
146-58135 
140-52425 
160-58134 
11D2 
AN832-4D 
AN927 -4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN926-10D 
AN919-20D 
AN832-10D 
AN815-10D 
AN814-6D 





MANIFOLD ASSEMBLY, 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 287 for next assembly) 


MANIFOLD, Hydraulic selector and control valve . 


ΤΕΕ... . - © < + ° ew +... 


RING Lo Lo: xoi 


oe * e ο ù 


. ` ο 9 o9 9 5 
9 9 + + + 9 t ο 


z 
8 


GASKET .. 
ELBOW. . . . . . 
NUT .. .. «ο 
RING . ..... co € ν e 4 ὁ 
GASKET . . . . « « e nr we 
SEAT, Hydraulic check valve 
GASKET . .. «« + + + < n s 
PACKING . . « 2. « « - < « ο ο 
POPPET, Hydraulic check valve 
SPRING, Compression .. 


RETAINER, Hydraulic check valve spring . . 


SNUBBER (OPS) .... 
UNION... . . +. + ee 
ELBOW. . . . . 4 e « 
NUT ;... ; ç 
RING . š 
GASKET š 
TEE ¿Z ges 
REDUCER... 
UNION... . . . . . . 
UNION . . . : . +. + + 
PLUG AND BLEEDER . . 


. 
. 





UNITS USEABLE ON 
PER ASSY. CODE 


Hydraulic selector and control valve . . . Ref 


οπλο} P HIS EERE H H iS $ OXD O) O O I O F nT nun D) H 
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H-175-58-38A 
FIGURE 291 - CABIN COMPRESSOR HYDRAULIC VALVE HANDLE AND EMERGENCY 
HYDRAULIC PRESSURE BRAKE SELECTOR VALVE 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
291 CABIN COMPRESSOR HYDRAULIC VALVE HANDLE AND EMERGENCY 
HYDRAULIC PRESSURE BRAKE SELECTOR VALVE : . 
169-58122 + HANDLE ASSEMBLY, Cabin compressor hydraulic valve complete . Ref 
(see figure 287 for next assembly) 

-1 AN315-3R * ὦ Row κο ο A ὁ Ἡ WC S SL Q le x Q. QQ e ῳ Q lol EURO 2 
-2 160-58151 + + HOUSING, Hydraulic emergency tail surface boost control. 1 
-3 AN316-10R i i νον SN ad ah ieee Gi e Lt ὃς 1 
-4 -156-42028 + . SPRING, Compression . . , es « , +, + s +s + + ee o wee 1 
-5 160-58152 e + PLUNGER, Hydraulic emergency tail surface boost control. 1 
-6 169-58126 + + GUIDE, Cabin compartment hydraulic valve handle spring. . 1 
-7 151-54350 + . SPRING, Electrical gun port door open indicator switch. . 1 
-8 169-58128 - + STOP, Cabin compartment hydraulic valve handle spring . . 1 
-9 169-58123 + + HANDLE ASSEMBLY, Cabin compartment hydraulic valve. . , . 1 
-10 AN509-10R38 fin e SCREW S ὦ δω, e et colds Ὅτῳ. Gu w eerie, ec ο w V. οτος ua. Rk ar cer cie 1 
-11 AN960D10L s. "WASHER. 6 dea Ww ow ον. ofc care. eri ey Cer Ya 4 
-12 4B21-53-101 + . BUSHING, Spacer (NA). . . . . . . , νο ον ese ο . ο ο 1 
-13 AN365-1032 a NUT a aa ον ts a a e τῷ 2 
-14 4B21-53-017 e + BUSHING, Spacer (NA). ο ai ve ee Steere .. l 
-15 169-58127 + + ECCENTRIC, Cabin compartment hydraulic valve handle . . . 1 
-16 169-58125 + + LEVER, Cabin compartment hydraulic valve handle . . . . . 1 
-17 169-58124 + + BASE, Cabin compartment hydraulic valve handle. . . . . . 1 
-18 ANQ60D416L she (e WASHERS Vra tas ο $ a ee ie as aa de 1 

175-58019 + VALVE INSTALLATION, Hydraulic pressure emergency brake . . . Ref 

selector (see fig. 176 for next assembly) 

-19 AN507-632R8 $c» SCREW ç s. ea ne we Mo we, ce o S ο a Re le Ὅν vel Ug 4 
-20 175-58138 + . COVER, Hydraulic emergency brake. . . . . . . s . + + + x 1 
-21 AN3H12A ss ap BOLD ο m ues Lot D aa I iw De Sa cab Rese le 4 e Qa ge Ge oy 1: 
-22 2W1AL13-18-64 + + WASHER, Plain (ΝΑ). . . . « . . +s s sç s ç ο ç ç s ç k s. 1 
-23 175-58006 + . HANDLE, Hydraulic emergency brake . . . . . . e . . . . . 1 
-24 175-58007 + + SHAFT, Hydraulic emergency brake fuselage station 108 . . 1 
-25 AN6227-7 s os PACKING  L¿ Q es gh ο Fat ve ως ο ane ο --ῳ ὁ ὦ 1 
-26 AN3H7A 4 se BOLT 26i He. <b. vete ο ο ο ue reve Bh. Sohn ei N CR tes ee Teter te da 3 
-27 AN960D10L «x (WASHERS: 20€ x eo ete Car $e eee ou wl ᾱ ο Nu dw lel xU cR le. ia e ὦ 3 
-28 NAS43DD3-36 + . SPACER, Screw and Ὀο1ς.................. 3 
-29 21912 + + VALVE ASSEMBLY, 3 way 2 position special selector valve . 1 
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350 psi 1/4 tube size (SVL) 
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H-175-58-35 
FIGURE 292 - HYDRAULIC SELECTOR VALVE MANIFOLD ASSEMBLY 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

292 175-58021 MANIFOLD ASSEMBLY, Hydraulic selector valve. . . . . . . . + + + Ref 

(see figure 287 for next assembly) 

-1 175-5813 . MANIFOLD, MRNA selector valve. 1 
-2 AN804 - 10D . TEE eke S . . EE E a 2 
-3 AN6290-10 ` GASEET. vo cose Go oe 4 
-à AN6291 -10 . RING. κ i 4 
-5 AN6289-10D . NUT.. s dies h 
-6 AN833-10D . ELBOW . RES 2 
-T AN833-6D s ELBOW Le ele? cw Wave We: το Ὁ dI e es -ᾱ) Se 1 
-8 AN6290-6 s> “GASKET: i Low ue uote “at Jan a ὦ ο Ea ο ος 1 
-9 AN6291-6 b RINGS ερ va be ete αν GR ae ἂν τῶ; wee cle! “elas 1 
-10 AN6289-6D eC ANUT docs SQ e ox ow dece usc DE AAA ¿s S 1 
-11 AN833-5D Ὃν DEBO Sy ολ ο woe ar e w^ Sol Oe ἃ ter e αὶ Ὁ oi wie 1 
212 AN6290-5 s. GASKET ὃς ο A age S eue ur te doe Τον --ᾱ 2 
-13 AN6291-5 e RING. 25 1 
-14 AN6289-5D e NUT S le ux us 1 
-15 AN815-5D x -UNION Aon ο 1 
-16 AN6227-12 . PACKING . . ^ is i 
-17 175-58185 . FITTING, Hydraulic “special “universal. 2 * 1 
-18 AN6227-11 . PACKING... op as fae A 1 
-19 130-58449 . BOLT, Hydraulic special universal fitting "re 1 
-20 146-58134-3 . SEAT, ΠΊΕ check valve . . . M. Ὁ P 2 
-21 AN6227-14 " PACKING š . EC ὃς, ος a το Ye 2 
-22 AN6290-12 . GASKET. . n. at A 2 
-23 146-58135 . POPPET, Hydraulic check valve Z Ἔ; eat U 2 Vase de 2 
-24 140-5242 . SPRING, Compression... š 2 
-25 160-5813 RETAINER, Hydraulic check valve spring. ? 
-26 175-58803-39 . LINE ASSEMBLY, Return tee in bottom of manifold to tee. 1 


in bottom of manifold 
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H-175-58-31A 


FIGURE 293 - FUSELAGE FRONT SECTION CAMERA DOOR HYDRAULIC EQUIPMENT INSTALLATION 
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PART 
NUMBER 


175-58026 


155-4-4 
AN520-10R10 
AN960D10L 
AN365-1032 
155-4-6 
175-58807-77 


AN832-4D 
AH924 ED 
AN96007.16 
175-58807 -27 


175-58807 -69 
AN832-6D 
AN960D916 


AN6290-6 
175-58807 -35 
AN832-4D 
AN960D716 
AN924D4 
AN815-4D 
175-58807 -25 
175-58807 -33 


AN815-4D 
175-58807 -71 


175-58807-13 
175-58807-45 
AN832-4D 
AN960D716 
AN92l pA 
AN833-4D 
AN960D716 
ANQ24-4D 
175-58807-83 
175-58807-23 
175-58807-31 
175-58807-21 
175-58807 -29 
175-58807-13 
175-58807-39 
175-58829-95 
175-58807-37 
AN833-5D 
AN960D816 
ΑΝΟΟΙ -5D 
175-58803-9 
175-58811-15 
175-58807-9 
AN815-4D 
AN926-4D 
AN6290-4 


AN919-13D 
175-58052 





1 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front section. . . . Ref 
camera door aay figure 27h 1 for next assembly) 
. COUPLING HALF (AQ). . . . . Qe. «Ὁ tes vain Ge ber Y š ice 2 
wi) SCREWS S S —— E . vus 9 
TE dedos ruso RI $ ¿ 8 
. NUT... e a ae RC arta $t is "e 9 
| COUPLING HALF (AQ). . . . : 1 
. LINE ASSEMBLY, Hyd emer camera door open from union “through. 1 
bhd fus sta 79.5 to coupling through bhd fus sta 51 
ay UNIONS QU ey οὐ sg! λος m ο WS Yep SU MOVE a, Ἔνι ον εν ον Yar νο 29 1 
. WASHER . . oi: are sees Yel BL artes er Q d coh pee ο ο LM GaSe es e tee ws 1 
. LINE ASSEMBLY, Hyd camera door closed from union through bhd 1 
fus sta 79.5 to coupling through bhd fus sta 51 
LINE ASSEMBLY, Hyd emer camera door open from union fus sta. 1 
108 RH to union through bhd fus sta 79.5 
. WASHER . . . . . + oa ^ et en's BF igle fais vat Par eo τα. Sou 9 1 
oy BUSHING; 4 το ce v x wo o9 os v. ele E ΠΡ 1 
. GASKET... iie oe: Vy X, -ᾱ i-is UNUM ES LU x go We UE 1 
. LINE ASSEMBLY, Hyd camera door open from union through bhd . 1 
fus sta 79.5 to coupling through fus sta 51 
po WASHER: aite er id x Iu Mr 1 
. LINE ASSEMBLY, Hyd camera door closed from union fus sta . . 1 
108 LH to bushing on union through bhd fus sta 79.5 I 
. LINE ASSEMBLY, Hyd camera door open from union fus sta 108 . 1 
to union through bulkhead fus sta 79.5 
. UNION. . . . . 5 "ANT E ME 3 
. LINE ASSEMBLY, Hyd emer “camera door open from union through. 1 
bhd fus sta 158 to union sta 108 RH 
. LINE ASSEMBLY, Hyd camera door closed from elbow through bhd 1 
fus sta 158 to union fus sta 108 LH 
. LINE ASSEMBLY, Hyd camera door open from elbow through bhd . 1 
fus sta 15 o union fus sta 105 LH 
. WASHER ....... ACA. το ο NO ο AP m Eu SR ve ELE; τος Τὰ 1 
e (WASHER: 0203 20608 ος, ο uo ο o < ᾱ -ᾱ- je ow $ cw Xe cepi» uy. εὖ 3 
. NUT. > A Lem RO à Eri 3 
. LINE ASSEMBLY, Hyd emer camera door open from elbow throu h. 1 
‘phd fus sta 224-5/8 to union through bhd fus sta 15 
. LINE ASSEMBLY, ae camera door closed from elbow through bhd 1 
fus sta 224-5/8 to elbow through bhd fus sta 158 
. LINE ASSEMBLY, Hyd camera door open from elbow through bhd . 1 
fus sta 224-5/8 to elbow through bhd fus sta 158 
. LINE ASSY, Camera door open from tee in camera door selector 1 
valve to elbow through bhd fus sta 224- 5/8 
. LINE ASSEMBLY, Camera door closed from tee in camera door. . 1 
selector valve to elbow through bhd fus sta 224-5/8 
LINE ASSEMBLY, Emer camera door open from tee in press.. . . 1 
reducing valve to elbow through bhd fus sta 224-5/8 
. LINE ASSEMBLY, Emer camera door open from tee in press... . 1 X n 
reducing valve to union fus sta 230 LH side 
LINE ASSEMBLY, Emer camera door open union station 231 to. 1 BS a 
bhd tee sta 224 
. LINE ASSY, Emer camera door open from union through bhd fus. 1 
sta 224-5/8 to elbow in press. reducer 
. NUT. š iy eur Gal Gok τᾷ; ος 1 
. LINE ASSY, Utility sys return “elbow on press. “reducer to tee 1 
on female tee on selector valve 
. LINE ASSY, Utility return from reducer in tee to bhd tee in. 1 = 
press. reducer ‘valve 
. LINE ASSY, Utility system press. from tee in manifold to . . 1 
elbow in press. reducing valve fus sta 224-5/8 
E- GASKET Οτο κ. cae Sut Biles ΣΦ Wek σῷ SSR pi (i ce GS τῷ, She 3 
. REDUCER. . . . . " Bote ete Ze Sel RD i is 1 
. PANEL ASSY, Hydraulic camera door “equipment. IE 1 
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BTA 224-5/8 


o 
> 

— 

E 


lj 


"dA 





N Σ 
< sS — 
n 26 


— STA 158 


H-115-58-17C 


FIGURE 29! - FUSELAGE LOWER FORWARD SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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— _ aa r r aaaea 


PART 
NUMBER 


No Number 

No Number 
AN832-4D 
ANQ24-4D 
ΑΝΟ6ΟΡΤΙ6 
AN832-6D 
ANQ24D6 
ANQ60D716 
AN832- 
ANQ24D8 
AN960D1216 
AN821-10D 
175-58819-85 
175-58819-81 
175-58819-79 
175-58819-77 
175-58819-95 
175-58819-93 
175-58819-91 
175-58819-89 
175-58819-87 
175-58819-75 
175-58819-73 


AN833-10D 
AN6289D10 


: AN6290-10 


AN6291-10 
AN833-10D 
AN960D1416 
AN924D10 
175-58801-5 
175-58819-63 


AN919-15D 
175-58819-43 


175-58819-47 
175-58819-55 
175-58819-49 
175-58819-51 
175-58819-39 
175-58819-41 
175-58819-59 
AN815-6D 
AN824-8D 
175-58819-53 
175-58819-45 
1963-10-8.5 
AN919-15D 
AN6290-10 
175-58819-57 
175-58819-61 
175-58801-49 
175-58801-51 


3H2UÀ -15 
AN737-22 


oe ee ο ο we 


2 3 4 5 6 7 NOMENCLATURE 
uselage lower forward. 
section (see figure 274 for next assembly) 
NOSE WHEEL WELL HYDRAULIC LINES. . . . A EUM 
see figure 295 for detail breakdown) 
NOSE WHEEL WELL HYDRAULIC FITTINGS EQUIPMENT . . . . . + 
(see figure 296 for detail breakdown) 
UNION; ^ oiu eoe ae as o9 uxo le les EIS i See 
NUT. 5 See po» ew ee OX Mi. Jord ο ο 
WASHER o4 v sus -9—À o a KO, εν. a Wh 
UNION, . 2... 2. eee s eure Us a wu guts 
NUT... x37 δὲ τῳ ὃς -ᾱ- «νι Dev we tees, Tw, VE E "m 
WASHER e < e cov Se 09 a Ὁ 5) Ue e US. ats oe Ma oe 
UNION, euo oom A AA XD IESU "TET ME NES 
BUT. V < αν SL κ. us OR Se "———— rc 
WASHER . . . + . + ees PP. n EE ris dei S Ns 
ELBOW. z i H . . "—— £ Pale κο Ὁ 
LINE ASSEMBLY; LH brake pressure bulkhead union. . . ο 


station 158 to bulkhead elbow 224-5/8 
ASSEMBLY, RH brake pressure bulkhead union. . E 
station 158 to bulkhead elbow station 224- 5/8 
LINE ASSEMBLY, Cabin compartment motor to bulkhead... 
‘elbow station 224- 5/8 
LINE ASSEMBLY, Cabin compartment pressure bulkhead . . 


LINE 


union station 158 to bulkhead elbow station 224- 5/8^ 


LINE ASSEMBLY, Brake pressure bulkhead union station 158 . 

to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake return bulkhead union station 158 i 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake supply bulkhead union station 158 . 
to bulkhead elbow station 224- 5/8 

LINE ASSEMBLY, Nose gear up bulkhead union station 158 . 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Nose gear down bulkhead union station 158 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Air pressure bulkhead union station 158 . 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Cabin compartment reservoir to elbow. . . 
fuselage station 157 

ELBOWZI ὁ; Ὁ 2393s waa e 

NUT. ... E 

GASKET . 


. . 


RING . 
ELBOW. 
WASHER . 
NUT. . NS ss 
LINE ASSEMBLY, Cabin Supercharger motor "return elbow 
fuselage station 155 to elbow emergency reservoir 
LINE ASSEMBLY, Cabin compartment motor return reducer, 


. 
. 
. 
. 
. . 
. 


. 
. 
. 
. 
. 
. 


ee ee «ο 
* * * >= 9. 
eee ewe 


eee ee 
ee 9 .. 

. 5 ο ο 5 

oe t n we 
oe + 9 t! n 
ee ee we 
9 0 ee t n 


. 
. 
. 
. 
. 


. o... 


. 
. 

. 
. 
. 
. 
. 


eee eee 
eee * ὁ ο ο 
. ` of m ο n . 


ee ee ewe 
. . 5... ο 


eee ee . we 


e$ eee 9 ο. 


fuselage station 130 to bulkhead elbow wheel well wall 


REDUCER. . . . . 
LINE ASSEMBLY, Utility system pressure bulkhead “elbow. . 
on wheel well wall to bulkhead union station 158 
ASSEMBLY, Return tee on wheel well wall to fuselage 

station 158 bulkhead union 
LINE ASSEMBLY, Brake supply bulkhead union station 158 . 
to bulkhead elbow wheel well wall 


LINE 


LINE 
union to bulkhead elbow wheel well wall 

ASSEMBLY, Nose gear down bulkhead union station 158 
to bulkhead elbow wheel well wall 


LINE 


ASSEMBLY, Nose gear up fuselage station 158 bulkhead. 


LINE ASSEMBLY, LH brake pressure bulkhead elbow wheel well 


wall to bulkhead union station 158 

LINE ASSEMBLY, RH brake pressure bulkhead elbow wheel. 
well wall to bulkhead union station 158 

LINE ASSEMBLY, Cabin compartment motor pressure bulkhead 
union station 158 to flow regulator station 12? 

UNION. ¿ 2 2-28 29 € xU EO mew KE uA. τς r Qe ᾱ- 

TEE. . 

LINE ASSEMBLY, Brake supply bulkhead elbow wheel well. 
wall to bulkhead union station 158 

LINE ASSEMBLY, Utility system return bulkhead elbow on . 
wheel well wall to bulkhead tee on wheel well wall 

REGULATOR, Flow (WAEC). ... s . . + + + + + + + + + n s 

REDUCER. 4 ο 2.64 e 9 ee de oj hal 9 wU om oe αὶ QW a ὁ 

GASKET 4 ο: os co Ὁ je oue "ο OX I ο. Se 4) οι ψ De e Le 

LINE ASSEMBLY, 
motor to flow regulator station 130 

LINE ASSEMBLY, Cabin compressor motor return to reducer. 
station 130 to 45° elbow compressor motor 

LINE ASSEMBLY, Cabin compressor motor drain tee brake. 
return to compressor motor 

LINE ASSEMBLY, Air pressure cabin supercharger to union. 
station 158 

HOSE- (NA) ZL ec» S 2mecGom Ecce ο οφ, els 

CLAMP, . «ο ο « 6 « ο à v ow» * à reo m ο m o. o «4 





Cabin compressor motor pressure compressor. 


UNITS 
PER ASSY. 


B F Be HB BRP H n 


USEABLE ON 
CODE 


HF ια αλ CU LU nO fO ro 


= 


P= oH 
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PART UNITS USEABLE ON 


URE δ. 

NDE NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

294-39 AN919-10D = REDUCERS o a εν le ww co ue. ar er Sex cat Cain. d 1 

-40 AN837-8D κο ELBOWS Τον ὦ, E S USGS S: Αλ δι cat, E Eur eet on ασ A aas ος ον Z Ñ 1 

-41 - AN6289D8 A RA E RN RR 

-42 AN6291-8 s ARING 75-5090 ο c ον φορ ο, ὦ W UKU Š DS 5 H 

-43 AN6290-8 . GASKET , worst us re ο ο ὑφ, ος ο BE ost vel te sr d de 9 

-44 AN926-8D s! CTEBS ee cg μμ G n δι. a ο v ae οκ. Slee! er ες 1 

-45 AN832-8D we ὍΝΤΟΝ;. oue 52 Zo. Gel, te. sar! au ode Ae totes cac Sha Nee Gee Has A He an Noe 2 

-46 AN815-8D . UNION. ....... oed eT eee A ee ae EDS 1 

-47 AN6280-8 . VALVE, 3000 psi hydraulic check internal ports ....... 1 

-48 AN833-8D on ELBOW ΡΝ ἘΝ i dis rep Ld. ο Q beeen e a ph sd ge. ty E exiis 1 1 

-49 AN927 -8D Ολη κ ο rg sino ο ο μα QE e aa, μμ A μμ Ea 1 

-50 AN804 -8D . TEE. š 9 LATE A E ES A A ο E 1 

| -51, AN6290-18 . GASKET . .. ; š d$ ον a Ne. wifes ere, o SL 

-52 175-58801-43 . LINE ASSEMBLY; Cabin supercharger motor return tee on. ç : 1 


return side of motor to check valve on pressure side 
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AN 01-60AABA-4 


FUSELAGE (Cont) 
I 


FIGURE 295 - NOSE WHEEL WELL HYDRAULIC LINES 


Section [| 


Group Assembly Parts List 





& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
295 No Number NOSE WHEEL WELL HYDRAULIC LINES (see fig. 29! for next assembly).Ref 
-1 175-58819-11 . LINE ASSEMBLY, Brake supply bulkhead tee buttock line 4-1/2, . 1 
: to bulkhead elbow at station 79-1/2 
-2 175-58819-31 . LINE ASSEMBLY, Utility system return tee in RH brake valve . . 
to bulkhead elbow in wheel well wall 
-3 175-58819-33 LINE ASSEMBLY, Utility system pressure tee in RH brake valve . 1 
to bulkhead elbow in wheel well wall 
-4 175-58819-35 . LINE ASSEMBLY, Brake pressure LH brake valve elbow to. . . . . 1 
bulkhead elbow in wheel well wall 
-5 175-58819-37 LINE ASSEMBLY, Brake pressure RH brake valve elbow to. . . . . 1 
bulkhead elbow in wheel well wall 
-6 175-58819-29 . LINE ASSEMBLY, Utility system pressure tee on LH brake to. . 1 
bulkhead elbow on RH brake valve 
-7 175-58819-27 LINE ASSEMBLY, Return tee on LH brake valve to bulkhead elbow. 1 
on RH brake valve 
-8 175-58819-15 LINE ASSEMBLY, LH normal brake control elbow in selector valve 1 
to elbow station 79-1/2 
-9 .156-58807 -19 . LINE ASSEMBLY, LH brake supply LH master cylinder to left. . . 1 
buttock line 4-1/2 tee 
-10 175-58819-21 . LINE ASSEMBLY, RH normal brake elbow RH brake valve to elbow . 1 
in brake selector valve 
-11 175-58819-19 LINE ASSEMBLY, LH normal brake control LH brake valve to elbow 1 
in brake selector valve i 
-12 175-58818-33 . LINE ASSEMBLY, Nose gear down at flexible hose to nose gear. . 1 
downlock cylinder 
-13 156-58807 -59 . LINE ASSEMBLY, Nose gear up elbow at flexible hose to nose . . 1 
gear downlock cylinder 
-14 175-58818-35 . LINE ASSEMBLY, Nose gear up bulkhead elbow wheel well wall. 1 
to gear down lock release 
-15 175-58819-17 . LINE ASSEMBLY, Return brake selector valve to tee in LH. . . . 1 
brake valve 
-16 156-58807-21 . LINE ASSEMBLY, RH brake pressure RH master cylinder to left. 1 
buttock line 4-1/2 bulkhead elbow 
-17 175-58819-15 . LINE ASSEMBLY, LH normal brake control elbow in selector . . . 1 
valve to elbow station 79-1/2 
-18 156-58807-23 . LINE ASSEMBLY, RH brake supply RH master cylinder to left. . . 1 
buttock line 4-1/2 tee 
-19 156-58807-17 . LINE ASSEMBLY, LH brake pressure LH master cylinder to left. . 1 
buttock line 4-1/2 bulkhead elbow 
-20 MS28741-5-21-1/2 e “HOSE. ASSEMBLY: ¿ o2 201.956 Ὁ 4 i. ee a 09 ος da e le -1 
-21 MS28741-5-19 κ HOSE. ASSEMBLY: 23. 0 0l d 09 ges eh eee d. ee Drm sleet ος a 
-22 184 -58806-89 . LINE ASSEMBLY, Landing gear down from flow regulator to tee. . 1 
-23 175-58826-85 . LINE ASSEMBLY, Landing gear down bulkhead elbow in wheel well. 1 
wall to flow regulator 
529 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 296 - NOSE WHEEL WELL HYDRAULIC FITTINGS 














Section l|! 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


296 No Number NOSE WHEEL WELL HYDRAULIC FITTINGS. εν ν paa ROL: 
(see figure 294 for next assembly) 
-1 AN833-8D . ELBOW. ... 


AN960D1216 2 WASHER: o s 40v S cei: foe ος SN τν ώς ovrt ο Mec Leet u E Pa Ses sg 
AN924-8D so NUT Ge ed E cee VE a d ao g a ote War ο.” 
-2 AN833-6D E ue I, coe see he, SC ο) S ο. ce ἃν δε δν NANO say eee αι cell Pe ee 
AN960D916 . WASHER oe o . x 39 £63 ο ον e Eee e 
AN924 -6D πρ. h See ο ου E a a aE a er ΙΡ vg ο gh a EE we 
-3 AN6290-4 AC GASKET cs Σας, fee Ges G Im v ο EA UT eL C ον dee Ah) -ᾱ- Ὁ. Rx SS, ye 
-4 AN6290-6 . GASKET . Z κα S, we: E qe PS RADO hes E ο Ga ad Oe 
-5 AN833-4D 2. ELBOW; o «ἡ. $m wv sc. ιό RU S ne oe, A e Lien s 
AN6289D4 NU 32 x aede Bie as m e Us Ὃν... s sU A SENI Pe 
AN6291-4 s a RING Q 2 S ο Sin ee ces ses ο PIC AE ης 
ANG290-4 . ASKED ο ο “SL Ue w. HEUTE ee 
-6 4580 : ` VALVE ASSEMBLY, Power brake (WAH) s. .. + + + + * * * es 


ATTACHING PARTS 
-7 AN3 -20A . 2C SBOLTO. 01-5 06 oko νι δν ἃν δν «ἃ : . "NT 
-8 ANQ60D10L s WASHER . . . ¿ < + ç ç 9 w 9 o9 ος ὃς ο rne A 


. 
. 
. 
΄ 
. 
. 
. 
. 
` 
` 
. 


-9 AN833-8D ELBOW. . . 


AN6289-8D MES oU ecs νι SER Wiis Ger eh a an ns es by tobe μον 
AN6291-8 . RING... ο Nb jeg e e E à A ye ας νι Po EAUX des di 
AN6290-8 . GASKET ο we Gen ce tay) Ga Tae mie S Selsey oe pol νε Ὅς WIN re Ne: ος 
-10 AN834 -8D a TER. 4 4 € aa AR ᾱ aL. wA ο pearl Le 
AN6289-8D s INUT. el ος ο τος e wes y we N fey aa. s e SAY Ze sod i e ιερόν ed 
AN6291-8 I RING So 26060 0.096. se ar as ο ο ο 
AN6290-8 SOGASKETOL Lov o. He 3D Re w aden ao a Ὁ rr 
-11 AN804 -8D . TEE. . . SUME ue x ns fe cR ven Vd CRUS LE Mar -- ος ο A δν αν Ὁ 
AN6289-8D τ.» νον A Cie Lep p ue qe. ὃν ου 
AN6291-8 - “RING . < 60€ € 4 «eade ee ο ὦ fa DR, e a erue ete es 
AN6290-8 . GASKET rv denies en Jen eo d ves a er ce" du MOP cba S τοὶ ce. Nae ee ees 
-12 AN924 -5D i ΝΟ ο a ss a Le Ces 9o dm. {πὶ ie e's 
-13 AN960D816 . WASHER « . s Q o οἱ ο ο oe a 5 ο 5) εν ᾱ- e. ᾱ N ee 
-14 AN832-5D - UNION. 2 0. 22.9 da ee aaa AA 
-15 AN6290-5 ~ GASKET: secre or ey ο ο a Pe ADM m 
-16 AN926-5D s MBBS uec ences By We νυν Sp m ο De RV Oe ο il ere Ea 
-17 AN919-7D . REDUCER. . . + . +< s s e e s e s ο. s s + m s t] t] n! t9 ° t t 
-18 AN927-5D S ELBOW. aros a a O ο, OS RP ulla oe er BS se ὑφ 
-19 AN837-4D . ELBOW. . . + + +< s ὁ ὁ e e e . e q s s e s t] |] || 5 ] 9] |] 1 tg: 
AN960D716 . WASHER: . . κ 4. woe ey ο ο a νο ee 
AN921-1D s NUT, 2 2. 012. ο E ας Φ 6. (δι Κ.δ; mg 
-20 311398 . CYLINDER (GPC). .. . « . 4 4 4 +... +... . ° t] ° 
ATTACHING PARTS 
-21 AN3 -24 BOUT? i Sak ο ὥς» re ο PLE DEP πώς, tp 
-22 AN960D10L . WASHER . . . « o ee ὁ ο on n p φον ο μον dio a 
-23 AN310-3 O RA ee wis ὦ qM by AS Rai aw a 
-24 AN6290-4 : . GASKET ¿ . . . . ww ο ὁ ὁ ὁ on ο AE Dau qe Jas Se Rams ον E ας 
-25 AN6291-# -> e RINGO... o... ee tw (b on nt ot ng BN: ο ὃν «ον λεει 
-26 AN6289-4D NEU yg Z el a a ol i S Be gt Soh e ee hr we eh Ge Sa: ie 
-27 AN833-4D . ELBOW. . . « < ecoa a m te nm ot m . t ng acter an atte) er tape 
-e8 AN815-4D . UNIONS 2212 tans x X Goes wee s ες, Or δη C an sis: A s 
-29 - AN365-1032 < NOD ae ak SEE 00€ w W. 09.07€ 09 des SCR Dh ue e s ο. ¿T o 
-30 AN960D10L . WASHER . t 2 So i Habe va) SC T Fart tN) Sy ο ο ο 
-31 NAS43DD3-104 . SPACER, Screw and ΠΕΡ να ν ew Oe AV Tr d be E 
-32 AN520-10R48 . SCREW. ... . . . ee a ο ο er ae kal ae de ve le: Bee Jer S SŠ 
-33 AN520-10R30 . SCREW. . . R s bt πῶ τς : 
-34 175-58426 . SUPPORT ASSEMBLY, “Hydraulic auxiliary landing gear actuating 


cylinder shuttle valve 
+35 146-58085-3 . VALVE ASSEMBLY, Hydraulic shuttle (see fig. 51 for detail. 
breakdown) 
-36 AN815-4D UNION. ..... 


-3 AN6290-4 e GASKET . . . . o... x. RE a TE ο ο IE 
-3 AN815-5D - . UNION. Gee š š < G wo ARA o9 ce ον νι LU ἡ 
-39 AN6290-5 . GASKET . sg uie dies πιο ^ ete soie. Ze val ας A 
-40 146-58330 . FITTING, Hydraulic nose gear shuttle . Be ae Sa DOE ο: ὦ 
-AM AN6289-5D . NUT. EN MEME HD ID EU EE 
-42 AN6291-5 . RING . « . « . s < +< e ὁ 0 ee om ο om om om m e < s t] t] t t] 9 tg 
-43 AN6290-5 . GASKET κ. heh ὦ jme ay Plate! aes: dat: «ἃ a e ο 
-44 AN924 -6D SCONUT. e a ee 62e aTa E ae Mare he a 7 19 047€. NE ea ay e 
-45 AN960D916 . WASHER . . . . « + s ὁ s . s a e e ο. nt] ° ded. iste, ἵν 4. “4 
-46 AN832-6D . UNION. . . . . ww +s + + s s + 4 . . . on m t! t] ° A a 
-47 AN926 -6D e TEE. k X ο . 4 0 9 Ὁ e κ 46 ο ο ο e ο w * a 
-48 AN919-6D . REDUCER. . . . . . + O € ote. Yeh et tel ο 4: da ν 
-A49. AN833-6D . ELBOW. . . . . . + « o i ae aUa eti an ES ο 
-50 AN6289-6 wo NUD. 21.4 99 ὁ wis oe: ο. Ser ο. AS νὰ V. ο τῷ 
-51 AN6291-6 « RING . . « « . . . . +. eis ry es m Wad Bite, er Me τοὶ yar τὰν, αὶ SM xe 
-52 AN894D6-4 . BUSHING. A x * * M "DS 
-53 1V5-20-30: VALVE ASSEMBLY, Hydraulic two-way “restrictor (ΝΑῚ . . . . . 
-54 184 -58135 . SUPPORT ASSEMBLY, Hydraulic auxiliary landing gear actuatin| ng 


cylinder refule valve 
AN3-21A . BOLT.. iUm vox oder yes, uY qo fal ec» Sap the m Ce eh DUE iS nete 
2W18-10L . WASHER, Plato (NA) Q Ημ ο ο ο Ue 
AN365-1032 NEL E ὁ Ὁ eh a Ὁ ο Ὁ, ae ο ie ee, ccc 5 


ΜΕΓΑΛΟ ΓΕ ΓΙ F PEANNOWNNNNE YEN ΒΛ) ΩΙ ΠΗΤΕΡ EF FREE EUNNWWWEEL 


AAA s x = n ny 
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AJ-2P—4-58-3 
FIGURE 297 - FUSELAGE STATION 239.75 BULKHEAD HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
297 175-58029 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 239.75 bulkhead Ref 
(see figure 276 for next assembly) 
No Number . FUSELAGE BULKHEAD STATION 239 HYDRAULIC VALVES AND EQUIPMENT Ref 
(see figure 299 for detail breakdown ) i 
No Number . LH SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT. . . . . Ref 
(see figure 298 for detail breakdown) 
` Revised 15 September 1955 
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ΑΝ: 01-60AABA-4 


Section I! 


Group Assembly Parts List 


FUSELAGE (Cont) 
AA A A A A A AAA AA AAA — —FP -—— e NUIT T2 Tm 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
297-1 175-58816-79 . LINE ASSEMBLY, Vent ail. boost reservoir to main reservoir. 1 
-2 175-58816-81 ` LINE ASSEMBLY, Utility pressure union RH side fuselage to. 1 
tee in top of manifold wing station O 
-3 175-58826-31 LINE ASSEMBLY, Pressure tee on check valve on manifold to . 1 
RH purge valve 
-4 175-58816-89 . LINE ASSEMBLY, Utility system pressure union wing . . 1 
station 35 RH to tee in manifold check valve 
-5 175-58816-87 LINE ASSEMBLY, Vent from main system reservoir to elbow . 1 
on Airex pressure valve 
-6 175-58810-23 LINE ASSEMBLY, Air vent elbow fuselage station 245 to . . 1 
: reducer fuselage station 248 
-7 156-58124 SUPPORT ASSEMBLY, Hydraulic lines fuselage sta 239.75 RH. 1 
156-58122-7 . SUPPORT ASSEMBLY, Hydraulic lines fuselage sta 249.75 upper 1 
-8 175-58816-73 LINE ASSEMBLY, Fairing door open union wing station 6 RH. . 1 
to wing station 38 RH 
-9 175-58816-67 LINE ASSEMBLY, Fairing door close union wing sta 7 RH to. 1 
union wing station 38 RH i 
-10 175-58816-91 LINE ASSEMBLY, RH aileron down union wing station 38 RH. 1 
to manifold wing station O 
-11 AN815-8D 4 ANION «000€» à 0$ X € 19 0-9 LIS Us ος dran pei eL a qtio 5 
-12 175-58816-93 . LINE ASSEMBLY, Brake pressure RH shuttle valve to union . 1 
wing station 37 
-13 AN815-10D UNTON . νυν, UR É ta G U qe SPS, ie EE Dee Ue o ae 4 
-14 AN815-16D UNION . 4 aca » € ὁ... ο ο ο ὁ ο ὁ: ὃν ο im m ὁ. 4. 4: og 2 
-15 175-58826-5 LINE ASSEMBLY, Aileron boost pump suction boost reservoir 1 
to union right side fuselage 
-16 175-58816-83 . LINE ASSEMBLY, Aileron boost pressure manifold wing . . . 1 
station O to union wing station 25 RH 
-17 175-58826-33 . LINE ASSEMBLY, Air pressure elbow on valve. to union sta 239 1 
-18 AN815-4D . ONION ç ç. a «οι ἅλις € δι ια ο m DR Fe a (δι ei wc Re 4. τῷ Se LE os 1 
-19 175-58826-49 ` LINE ASSEMBLY, Air pressure union waterline plus 30 to. coe 1 
; union in top of filter 
-20 AN815-5D UNION 4.5 4 x € να E 1 
-21 175-58807 -65 LINE ASSEMBLY, Bomb door open from elbow to flow regulator. 1 
-22 175-58815-59 LINE ASSEMBLY, Landing gear up tee wing station 20 RH.. 1 
to union wing station 35 RH 
-23 175-58792 . SUPPORT ASSEMBLY, Hydraulic aileron lines station 254 . . . 2 
-24* 175-58816-59 ` LINE ASSEMBLY, Aileron boost pressure union wing station. . 1 
20 RH to union in manifold wing station O 
-25 175-58816-85 . LINE ASSEMBLY, Aileron boost pressure manifold fuselage . . 1 
station 239 to union wing station 25 RH Í 
~26 175-58810-3 . LINE ASSEMBLY, Alleron boost return union wing station 36 . 1 
to elbow at aileron boost reservoir 
-27 175-58815-89 . LINE ASSEMBLY, Utility system pressure union wing . . . + + 1 
station 35 RH to tee in manifold 
-28 175-58816-61 . LINE ASSEMBLY, Landing gear down tee wing station 20 RH.. 1 
to union wing station 35 RH 
-29 175-58815-63 . LINE ASSEMBLY, Utility drain tee at center line to union. . 1 
RH wing station 35 
-30 146-58158 . SUPPORT ASSEMBLY, Fuselage station 239.75 outboard hydraulic 1 
-31 156-58803-15 LINE ASSEMBLY, Utility pump suction reservoir to union right 1 
` side of fuselage 
-32 AN832-8D UNION ó . . . . « ror . +2 +. ; aii eoe c M . 1 
AN960D916 WASHER. . . . . © © © © © © © © © 5 oe EC . z 1 
AN921D8 NUT .. ΠΝ το, ὧν W ο ὦ ϱ δι ^9; ο ο ὁ, κια μα; οφ. ie š 1 
-33 AN832-4D UNION .... Pry . aci er τῳ 1 
AN960D716 . WASHER. "Ere ç . ETE . 1 
ANQ24D4 NUM es bya ο i Be oes Vw. cs τά) ο ο Cal bnc Pi Aqsu iy ^ Q. E 1 
-34 175-58826-59 LINE ASSEMBLY, Air vent reducer at station 248 to union . . 1 
at station 251 
-35 175-58815-67 LINE ASSEMBLY, Flap motor drain reducer fuselage station. 1 
: 246 to bulkhead union fuselage station 254 
-36 AN919-13D a REDUCER . ç . . . = . +. +. i Clear τὰ e Eo). Gar 16 Rr S. IS 1 
-37 AN919-12D . -REDUCER . Ὁ.» 4-6 4 a ae mm es ae a :β 1 
-38 175-58815-69 ` LINE ASSEMBLY, Flap motor drain tee fuselage station 239. . 1 
to reducer fuselage station 246 
-39 175-58816-95 LINE ASSEMBLY, Utility pressure union RH side fuselage sta. 1 
239.75 to union in priority valve 
-40 # MS28741-10-24 HOSE ASSEMBLY . . . . + + + +s + s * * * + g ses t t] 3 2 
-41 175-58802-31 LINE ASSEMBLY, Parking brake pressure tee 239 to elbow. 1 
shuttle valve RH side 
-42 175-58815-65 . LINE ASSEMBLY, RH brake pressure union station 227 to . 1 
shuttle valve RH side 
-43 175-58817-9 . LINE ASSEMBLY, Landing gear up tee in emergency dump. . 1 
valve wing station 32 RH 
-44 175-58817-5 LINE ASSEMBLY, Utility brake return bushing on male tee . 1 
to union fuselage station 230 
-45 175-58810-77 . LINE ASSEMBLY, Union in flexible hose center line plane . 1 
station 239 to union buttock line 15 RH station 239 
-46 # AN627-10-12-1/2 HOSE ASSEMBLY ....-+ + < + Spiga) hee Us Des “ee lek DO eter: Qe 1 
-47 AN815-12D UNION . . i-a ee Ὁ ος Ὁ a See e s ves e om ee 1 
-48 # MS28741-10-15 HOSE ASSEMBLY . . . . . + +s + + * + c + + + tm fn n t t t] ° 1 
NOTE: # Denotes the incorporation of Service Change No. 328 ü 
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FIGURE 298 - LEFT HAND SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT 
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AN 01-60AABA-4 


Section II 


Group Assembly Parts List 





FUSELAGE (Cont) 
NN OE E E _—==>= ETT USE ON 
FIGURE & PART a UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
298 No Number LEFT HAND SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT. . . Ref 
(see figure 297 for next assembly) 
-1 175-58826-11 . LINE ASSEMBLY, Pressure elbow on LH purge valve to tee. . 1 
on check valve on manifold 
-2 175-58810-15 . LINE ASSEMBLY, Utility system pressure manifold fuselage £ T 
station 240 relief valve fuselage station 941 » 
-3 175-58816-65 . LINE ASSEMBLY, Fairing door close tee left side of . . 1 
fuselage to union wing station 7 RH 
-4 175-58816-71 LINE ASSEMBLY, Fairing door open tee left side of. . a > 1 
` fuselage to union wing station 6 RH 
-5 175-58826-7 . LINE ASSEMBLY, Air bleed tee on purge valve to cross . 1 
fuselage station 239.75 : : 
-6 -175-58816-63 LINE ASSEMBLY, Utility punp suction utility reservolr. 1 
to union left side of fuselage . 
-7 175-58815-93 . LINE ASSEMBLY, Utility brake pressure elbow in manifold. . 1 
to union fuselage station 242 : 
-8 175-58815-71 . LINE ASSEMBLY, Return female tee in relief valve to female . y 
cross station 239 
-9 175-58815-85 . LINE ASSEMBLY, Return bulkhead tee in-relief valve to. . . 1 
female tee by utility reservoir 
-10 175-58810-5 LINE ASSEMBLY, Brake supply elbow aileron boost reservoir, 1 
to union fuselage statlon 230 
-11 175-58817-7 . LINE ASSEMBLY, Emergency landing gear down union fuselage. 1 
station 239 to emergency dump valve 
-12 175-58810-9 . LINE ASSEMBLY, Aileron boost reservoir filler union. " 1 
fuselage station 226 to union at alleron boost reservoir 
-13 175-58817-3 . LINE ASSEMBLY, LH brake pressure union station 230 to LH . 1 
shuttle valve 
-14 175-58802 -33 . LINE ASSEMBLY, Parking brake pressure tee station 239 to . 1 
elbow shuttle valve LH side 
-15 175-58816-51. . LINE ASSEMBLY, Brake pressure LH shuttle valve to union. . 1 
wing station 35 
-16 169-58807 -23 . LINE ASSEMBLY, Boost pump suction reservoir to union wing. 1 
center section station 44 LH 
-17 175-58815-77 . LINE ASSEMBLY, Fairing door open union station 227 to. . . . 1 
union in flow regulator station 239 
-18 175-58815-79 . LINE ASSEMBLY, Fairing door close union station 230 to. . 1 
union in flow regulator station 239 . 
-19 175-58816-57 . LINE ASSEMBLY, Landing gear down union wing station 38 . . . 1 
LH to tee wing station 20 RH . ` i 
-20 175-58815-55 . LINE ASSEMBLY, Landing gear up tee at center line to union . 1 
at wing station 35 LH j 
-21 175-58816-55 . LINE ASSEMBLY, LH aileron down union wing station 38 LH. š 1 
to tee wing station 15 RH š 
-22 175-58816-53 . LINE ASSEMBLY, Utility pump drain union LH wing station. . . 1 
38 to tee wing station O 
-23 175-58810-13 . LINE ASSEMBLY, Fairing door close flow regulator station . 1 
239 to tee wing station 39 LH 
-24 175-58810-11 . LINE ASSEMBLY,. Fairing door open flow regulator station. 1 
239 to tee wing station 38 LH 
-25 175-58816-77 . LINE ASSEMBLY, LH aileron up union wing station 28 to... 1 
: manifold wing station O 
-26 175-58816-69 LINE ASSEMBLY, System pressure union LH wing station 37. . 1 
to tee LH side of manifold station O 
-27 175-58816-75 . LINE ASSEMBLY, Aileron boost system pressure union wing. . 1 
station 38 LH to check valve in manifold wing 
à | station O i 
-28 AN815-8D ὁ. UNION 00. Mar ο ο ου y "P er 6 
-29 AN815-10D + UNION. . . . . . oe . ο . . E ee Y 
-30 AN815-5D . UNION. . . . + + +s > +. . ë Ww ο) DES τῷ 2 
-31 AN815-16D . UNION. . ET s ο tan Sel e «νῷ n δον ae fa 2 
-32 AN824-5D ¿ TEE; 4o 9 9o» * o 9 ὦν Δ! -ᾱ- Q: w. o9 ou ee wee s. wi va. κα 1 
-33 146-58158 ` SUPPORT ASSEMBLY, Fuselage station 239.75 outboard hydraulic 1 
AN3-26A e- BODDI ed 44.17 wU ow 4. «δ! «0 er, a ο ο US; caret E oe . ο 3 
ANQ60D10L . WASHER . . . « 4 ὁ ὁ ὁ * ee n ee n "IE 3 
NAS43DD3-76 . SPACER, Bolt . . . + + + + + + + * * . ο.” oc ee 3 
-34 AN824 -8D we MEE ο ο a La ca ο a aa 2 
-35 156-58123 . SUPPORT ASSEMBLY, Hydraulic lines fuselage station 239.75 LH 1 
156-58122-9 . SUPPORT ASSEMBLY, Hydraulic lines fuselage station 239.75 top 1 
AN3-15A x BOLT 4 4 X 4 e. ox dox dece AOS el κ ARA eR oe oe 2 
ANQ60D10L . WASHER . . . « « «νο « 9» « Σ $. χε š A 4 
AN365-1032 < NUR: yo nox ο CC A κο SU se. g: a 2 
-36 175-58065 ` SUPPORT ASSEMBLY, Hydraulic 11165. .. ... . + + + + * * * * 2 
AN3-1HA a BOLT oou cé oe ce 09s Gw. a Roue ὦ τό Ῥω X^ iO ere 4 
AN960D10L . WASHER. ¿ vo. u ο ος ἃ WU w : Š š azar Pati -— 4 
-37 # MS28741-10-18 . HOSE ASSEMBLY. +. . + + + . . š eee e Es PE 1 
-38 # AN837-10D ELBOW. o. a eo w sp νὰ πο sel deum Te ie 1 
# AN6289-10D NUT. . . - «4 e os... 5ο . A δν xs "E "e 1 
# AN6291-10 RING . + . . .:.:::: » N d. d dari ο 1 
# AN6290-10 . GASKET fa fas »χάι n ” g+ GP UV. ο ο ον dy en -ᾱ-- eA KS 1 
NOTE: # Denotes the incorporation of Service Change No. 328 
E —————— 
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FIGURE 299 - FUSELAGE BULKHEAD STATION 239.75 UPPER HYDRAULIC EQUIPMENT 
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Section 1l 


PON ERE Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & Ç PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
299 No Number FUSELAGE BULKHEAD STATION 239.75 UPPER HYDRAULIC EQUIPMENT. . Ref 
(see figure 297 for next perenne) 
-1 196-8-5.0 . REGULATOR, Flow (WAEC) ie ο. Ὁ y 2 
-2 AN815-8D 2 UNION: < 4099x069 ae Re ee ee 4 
-3 AN6290-8 . GASKET . A U an SS - -υ Pel siet qY Se $ ; h 
-4 1116-517126 . VALVE, Overall check cone type (PA). ; y 2 
-5 AN833-6D . Ῥτβοδν o 6 4 $9409 MEE š > 3 
-6 AN6289D6 - UNUT uw) deo mc y Lal See 55 š š 3 
-7 AN6291-6 ^ RING Use ο ο ο eH URS ee WE ἘΝ he PENES d 3 
-8 AN6290-6 "S GASKET. eus moo Es dom ve e. S. EO A a ds = 9 
-9 - ANQ26-6D . TEE. aa Ye so cen se 1 
-10 AN815-6D ç UNION: . PEE de 4 
-11 HB1900-30 . VALVE ASSEMBLY, "Hydraulic "réservoir. pressure (ARX) à 1 
-12 AN833-4D . ELBOW. . . « s ee ee on n A MOK ὃς " 1 
-13 AN6289D4 ME iU MEME TL Toy tee: ος I νο m NEA 1 
-14 AN6291 -4 RING 49 £X; A YW MEE 1 
-15 AN6290-4 . GASKET. . νυν Sy. s. War i e t er an a act tn 1 
-16 146 -58290 MANIFOLD, Fuselage Station 239.75 hydraulic system . 1 
ATTACHING PARTS 
-17 AN3-30A BOLT $21 as se S xe ee 5 3 Meu 3 
AN3-36A e BOLT 2 409 e 8 5 . 1 
-18 AN960D10L . WASHER... + οφ ὁ $ E : 4 
-19 NAS43DD3-72 . SPACER, Bolt . ET š z 4 
: NAS43DD3-32 . SPACER, Bolt . RE H X 1 
-20 AN833-10D . ELBOW. . . . - + + eee : ¿ ὦ 1 
-21 AN6289-10D 2S NUT qoo ae ὃν Ye ; ET 1 
-22 AN6291-10 . RING... 2.2 eee eee . š Ἵν š 3 
-23 AN6290-10 = (GASKET: (eos. ox ver 8 z -- "p Ñ 12 
-24 AN893-19D . BUSHING. . + . +. +. +. ; š . ; 3 
-25 AN6290-12 . GASKET ......- ; š k zw: 8 
-26 AN6280-8 ΛΙΝ cc s ac ec τι ὃν de Ἔα "P ; J 2 
-27 AN6290-8 ` GASKET ¿ ¿ Q . ane ee ee on n n n] š : ‘ 6 
-28 ` AN919-15D ` REDUCER. . . Ç a ο eor e tees : : ES 4 
-29 AN815 -10D oC UNION. 1o. ο ο G eee w QE tiers ; d 6 
-30 AN815-8D . UNION, ç Q e 2 ee ew ee P 5 : z ; x 1 
-31 AN783-10D VATERS ο ο Se Fast. sot de ye ous "P š iS nas 2 
-32 AN6289D10 5^ "NUT ο vw ose ne hs eB ο š+ 3 foe : Ç "E ο» 2 
-33 AN6280-12 . VALVE. . 2... ος ο TE Pus E edu σας 2 
-34 AN919-14D . REDUCER. . . . . + +. + + JE . "D à M 2 
-35 AN919-20D . REDUCER. . . +. + + + olg δε š 2i ee 3 
-36 AN834-12D . TEE. . tae eres ws ç ο. à š ie ολ SG 1 
-37 AN6289D12 NUTS e oi te: sqa e Du ee OE QS «ορ στά 1 
-38 AN6291-12 . RING. d vx OS OR GEO ϱ UK Le V DES α- I ` ¿ua Sow dx ο. 1 
-39 AN814-8D e (PLUG) ¿ £ ee ee “ὁ. Ὁ ὁ š et t seris S. S enis 1 
-40 AN814-10D . PLUG Lid aires ος SR ar ç aan ΠΡΙ 1 
. N 1 


-41 AN814-12D 


ë 
G 
Q 


po Se ee SSS 
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FIGURE 299A - FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAULIC EQUIPMENT 
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Section II 


ορ οκ Group Assembly Parts List 


FUSELAGE (Cont) 





zo A AAA AA AAA A AAA n rr . C 
FIGURE £ PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
299A No Number FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAULIC EQUIPMENT. . . Ref 
(see figure 297 for next assembly) 
zx AN3-4A I ο μονο A ae ae Ae, ο ree E 
-2 AN960D10L . WASHER. . Weeds z Coa: ο. p 12 
-3 # 184-58005 . RESERVOIR ASSEMBLY, "Hydraulic "main system. svo een CEA E 1 AB 
I (see figure 285 for detail breakdown) 
# 184-58005-3 . RESERVOIR ASSEMBLY, Hydraulic main system. ........ 1 BW 
(see figure 285 for detail breakdown) 
-4 # 184-58006 . RESERVOIR ASSEMBLY, Hydraulic aileron boost. 1 AB 
(see figure 285 for detail breakdown) 
# 184-58006-3 . RESERVOIR ASSEMBLY, Hydraulic aileron boost. . 1 BW 
(see figure 285 for detail breakdown) 
-5 AN815-16D v UNION: LO yo seh BE Stem ie Oh οφ, RR ST ΡΝ de eet oS S a eSI CQ š 2 
-6 AN6290-16 < GASKET torre ας το, gl € oes X, ow ser RA ee ας eS > 2 
-T ANB33-6D . ELBOW. QR eter Raa di Ae Tiro Gu MM a epe Boye Bae ἃ ¿ 1 
-8 AN6289D6 5 QUIC ew : > ; n 1 
-9 AN6291 -6 . RING .. oce vare. teh ees "S N š vine 1 
-10 AN6290-6 e GASKET: Z ὁ 2 49 he m š s š> Š 1 
-11 AN893-12D . BUSHING. ..... $5 2 μα” a 1 
-12 AN6290-8 . GASKET . . . . Ue Wo v ong re ducere τ 1 
-13 ANB15-10D 2 UNIONS- uo W.S 5 o Se s . es easel e 1 
-14 AN6290-10 . GASKET . . . . . . . ete š . a s x 1 
-15 AN837 -16D . ELBOW. . . . . . . +. y σος š — ë 2 
-16 AN6289-16D e ὍΟΤ; πι: o ο ws al ç 4 š 2 
-17 AN6291-16 w RING: 45x30. ew» X A . R x 2 
-18 AN6290-16 . GASKET ..... "g: : i š š ο. : 2 
-19 ## AN833-10D s ELBOW), ee ove te 9 € ον ρε Rs PEE Me 2 
-20 ## AN6289-10D s GUT. ro ies Pe . s A 2 
-21 HH AN6291-10 e RING o xoc ον a . T 4 š Ὁ 2 
-22 HH AN6290-10 . GASKET . . . . ο R á A P " 2 
-23 AN815-8D a UNION: 4-6 A 3 A 1 
-24 AN6290-8 . GASKET .... 5 s - " A š 1 
-25 AN815-6D . UNION. . ον ο ; ; 2 
-26 AN6290-6 . GASKET...’ Z E -ᾱ n erus ῇ 2 
-27 HH AN837-10D . ELBOW. . « .. o... O š gehen Se 2o 2 2 
-28 ## AN6289-10D e NUT. < ee S o». Ge w ww. a ος “ὁ do 4 m. -ᾱ x Q i τῳ a 2 
-29 48 AN6291-10 ve GORING. 7s d ee Ga a a e erus 0$ a, ον, δν G: en ας ὁ! og 2 
-30: ## AN6290-10 . IBASKET. S 2606 ἡ ἡ cx (lw. dor S Siu f, nan EI 2 
-31 AN3-15A s BOLT. a a νι ος Ὁ Ὁ VW wn e . ae ee Q Sa aeta", Sa 4 
-32 AN960D10L . WASHER . . A DR le Ὁ) LE Viel eu is Ç: (92 ue see fan Sa A 2 
-33 MSV6-01. . VALVE ASSEMBLY, “Shuttle (BTP). . . . . . . i. κὸν Ge oan e. w 2 
-34 AN833-5D . ELBOW... E E "σου . ᾱ- ὧν antes WO 19 1 
-35 AN6289D5 eT ANUS ο nd ae «Ὁ GP c P s, . hat ον τό 1 
! -36 AN6291-5 A e ο te uw wg Ew Saat Cs : Srl T 
-37 AN6290-5 e (GASKET o 20029 ο τῳ oe DENM E ad tay Hed OL ος αὖ 1 
-38 AN893-7D . BUSHING, "qM PE eus Ὁ, η A do etre dun λὸν- tes ενα a P Q 1 
-39 AN6290-6 . GASKET . πα σολ chet, 8? ω Dan Wu di Rock whee we, YŠ 6 
-40 AN919-12D . REDUCER. ο ο. Gs š š : 3 
-41 AN833-8D . ELBOW. . . . . . +. . a 9 ο . oe e vs * 1 
-42 AN6289-8D w NUS uiv “ᾱ Gane Le . . š Š 1 
-43 .AN6291-8 . RING 2 6€ n . . . oe τῷ ος 1 
-44 AN6290-8 « GASKET ..4 s me ox . . . 5 š š 1 
-45 AN894D8-6 . BUSHING. . 4-9 leds Φ Ὁ Si Ὁ ὦ οι ιν E e “w 1 
-46 AN919-7D . REDUCER. . . A . wo ο Were 5 1 
-47 AN3-17A i JBOLTO «eoo Se us mos κών s deal m s meus SO hs ne Ἐν te eoe dose 4 
-48 ANQ60D10L . WASHER. . ur Chae εφ, Cam W. AT or hg) Sealey Ἕν on w «δ, το. 4 
-49 AA11362A . VALVE ASSEMBLY, “Hydraulic relief (VI). eee 1 
-50 AN804 -10D v TEE ὃ "ΙΙΙ gn rer ο Tan dn] a ie AS P Ue 1 
-51 AN6289D10 . NUT. . w. wl. ἘΣ oe . > το ος ος ο) 8 1 
-52 AN6291-10 . RING. ως Sen ed Αν Cas Soa “ψ' ee VÉ Imm ay tee ve 1 
-53- AN6290-10 . GASKET . . . . . o... . e . . dea seo δι W 1 1 
-54 AN893-19D . BUSHING. ... "PE e ee . HM NEUE UTS 1 
-55 AN6290-12 . GASKET . . . Dd eai rs ore E 2s 4 
-56 AN814-12D `. PLUG AND B; EEDER Toa Ge κ “4 oe MES T" 2 
-57 AN815-12D . UNION. . . . . + + < . +. E E ah ο. dte iuf cu, de 1 
-58 AN925 -8D . CROSS. . . . «.. ὁ © ο 2 c 4» ο lw . € x, TW : 1 
-59 AN832-8D . UNION. e . «ὁ + < . ESTAIS de as . re ae ae ee Se 1 
-60 AN6290-8 . GASKET . . . . . . . οχι E ἃ . OE s 5 
-61 AN815-8D . UNION. . . . . . . a A uie . ὦ on feds : 1 
-62 AN834 -5D vo TEE $2 22: eh a: o I " ee σῷ Ἂν Ρ 1 
-63 AN893-8D « BUSHING. a a . 4. «€ 9 7 . . Pu. 1 
-64 AN6289D5 . NUT. . 4 : . ee ο ὁ sod . w a e w A 1 
-65 AN6291-5 ^ RING zov ç € €x "EE . . oe . "n 1 
-66 AN6290-5 ; GASKET ο. νο ας sur rms Wage ας Se AU S nat Vel ae ad SS 2 
-67 AN919-12D . REDUCER. .... z . . 4i cw μι ὁ S 1 
-68 AN834 -8D e TEE dox δὲ sel κ we s oe * . * ede 1 
-69 AN6289D8 . NT... HEURES ν a e. 4 ο . 1 
-70 AN6291-8 . RING. ος 4m X. CMSs mos ener S κ) a ar ; E 1 
-71 AN894D8-6 . BUSHING, NEMPE ES decl Ub. ο 264 ve. e OR DE de Se 1 
- (2 AN6290-6. . GASKET . . . . . - +. S daha ast ο ο Zt fee uh Sota dance. -ᾱ 1 
-73 AN815-5D . UNION. . . . . Z j. -ᾱ 1 
175-58080 . VALVE ASSEMBLY, Hydraulic emergency “dump . "- Ei def. deis 1 
(see NavAer 03-30CX- -504 for additional information) 
-78 175-58219 . . BODY, Hydraulic emergency dump valve, . . . . . . * * + 1 
-15 175-58218 i . . SPRING, Compression . . . +. + - $0 dist wee ον gy ον 1 
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Section Il 
AN 01-60AABA-4 


Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 


2994-76 17558220 


EA "ERE 1 
-77 AN6227-10 >: + PACKING ....... ντ ον νο νο, Bs. sor PU 1 
-78 175-58220-5 + > + POPPET, Hydraulic emergency dump valve sleeve , . . , 1 
-79 5R16-17 + + RING, Spiral back up (NA). . . . . . . . V vet CE ba LS X 4 
-80 AN6227-17 e + PACKING... .. νο .... ... LLLI E La Be ok 2 
-81 AN6290-16 e GASKET νο aa . : " a eos 1 
-82 AN893-10D - . BUSHING. .. . . . . ,. . . Ll ES $ed 1 
-83 AN926 -10D e TREO ο xe 2. Q e sa 30x ç Be tee AME d Gaius 1 
-84 AN833-10D e ELBOW... .. .. 2... . LL L1 eU Pa par ce b ue, ος 1 
-85 AN6289-10D . NUT, PL MEN - χη 1 
-86 . AN6291-10 . e RING, ος Lo o2. 2 401 2. 1. e: š Sure T μμ 1 
-87 AN6290-10 s “GASKET A Doo... sns s te? moa. ec ος gi erue d e ed 3 
-88 AN815-10D e UNION ο ος 1.2... 1... sete ants ας E 2 


= 
° 

£= 
H 
ο 


NOTE: # Denotes the incorporation of Service Change 
## Denotes the incorporation of Service Change No. .328 
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Section 11 


Group Assembly Parts List 





FURE & AT. : UNITS USEABLE ON 
INDE: NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
300 17558131 RYURAULIG EQUIPMENT INSTALLATION, Fuselage . . . Sy πω š . Ref 
see figure 73 for next assembly) 
1175-58043 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. . ief X 
(see figure 308 for detail breakdown) ‘ 
175-58083 . HYDRAULIC EQUIPMENT INSTALLATION, LH intermediate ^x . . Ref BR 
(see figure 309 for detail " breakdown) 
1175-58042 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage RH intermediate. . Ref 
(see figure 311 for detail " breakdown) 
175-58033 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . Ref BR 
Section bomb bay and camera door 
(see figure 303 for detail breakdown) 
175-58033-3 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref 
section bomb bay and camera door (see figure 303) 
175-58041-3 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref E 
section upper . 
175-58041 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref BA 
section upper 
No Number . . HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL. . . Ref BA 
ASSEMBLY AND FITTINGS (see figure 314) 
No Number +. . HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL. . . . Ref E 
ASSEMBLY (see figure 313 for detail breakdown) 
-1 AN837-6 . . ELBOW (2 used on Snips 194 9) Αν Λο αὐ, a ἃς Xx ¿+ ats 1 
-2 2W18-916 . . WASHER, Flat (NA). š > $F i ss wi Ba ia rn Y 
AN960D916 x Ὁ WASHER s e ο. ο war Sy ο δ, ὁ s - κω ue Me we Ki! ok as 2 σσ 
-3 AN924 -6D < NUT. 7 cena I ο ee ον 0s uius e τῳ, oat cant te Ae: tet ο 2 
-4 AN832-6D 5 UNION. . . . . . o. v. 4 . s.s e ὃς ey m leo as w ὦ 1 Y 
-5 AN6290-6 š GASKET , Q S s a SG a ee δν ὧν OS DE, Dv as 3 Y 
-6 AN894D6-4 A BUSHING. . . . . « . o... o. nal ο ο Sh bbe ale. Sake 3 Y 
-7 AN6290-4 5 GASKET . . . . . . ` TEF a Meh eoe Aisi S: 28 3 Y 
-8 1V7 -20-30 + . RESTRICTOR, Hydraul lic "two-way restrictor (N). . 5 vs 1 Y 
-9 AN6291-6 « op. RING 4o *» ale we ee som š ¿Z le rw μα κεν rA ὃν fa: bia, r$; SS 2 Y 
-10 AN6289D6 do Ὁ PNUD EN M: Qu tart q hese ον Vex E RN VE. Y 
-11 AN837-6D « « ELBOW. . . « o. ο ο ο o. * e NUS X vim I ise απὸ; d NS 2 Y 
-12 AN6290-6 κ. ἃ GASKET V. να κ.α κ. ox sud à cr qeu E ou. ο ο ae S e WS 5 cc 
-13 AN6291-6 ὁ ¿RING $$ 2 9 Ses AI o atu m E Lgs e Vie, ee Re S LX 2 cc 
-14 AN6289-6 so Νοῦν. QU ia By VE eT a a lel ITE ge δν αν EY Y o hs 2 cc 
-15 AN832-6D z ae UNIONS στο προς. Se See PS Sas Ue. e ἂν Ba ee δν ede res Se 2 cc 
-16 AN927-6D τν bsg We facie reper Se wo ο Αν ο Man Uem ee fee ο ο 1 cc 
-17 AN815-6D ο S UNION Nu. X τε, ca Sa dec W. καὶ Q St O Jae eal ae he ee ja a M. ὃς ὃν 1 cc 
-18 1V4-3-30 . . VALVE ASSEMBLY, Hydraulic one-way restrictor (ΝᾺ). . . . 1 cc 
-19 AN837-6D Bd PEDBOW: ο na at Z ο τα ας m dec lag eo ο ο λον τὸν Οκ. or 1 CC 
-20 AN833-6 v os ELBOW: CI. Z SU S. 10$ 09:909 "ΟΝ A ννἫ 2 
-21 AN6289-6 ΝΟ. AW ο. δ ο cv Za 9 Jo DRY S ο ues ος δν w lo ο ml ers -ᾱ- δι! 4) ὁ 4 
-22 AN6291-6 vc ΒΙΝΑ ο S & & X € $4. ψ Ὁ ο WIE νὰ, uw Wu dece SS... So ` 4 
-23 AN6290-6 . . GASKET. . ... . EM eee EE: 
-24 1V7-10-30 . . VALVE ASSEMBLY, Hydraulic "two-way restrictor (N | νη 1 Y 
1VÀ-6-30 + . VALVE ASSEMBLY, Hydraulic one-way restrictor N (D 1 cc 
-25 AN919-6D s. REDUCER; Ç ç ὁ 0. a Gu € dej. is κ W cm à 1 Y 
AN815-6D &— x UNION, 4x x €. € 4X 6*4 AAA EP 1 cc 
-26 AN6277 -6 e e VALVE. . 4 © 9o @ wo an ox SW ie € s š eure) ie e € e. 1 
-27 AN832-6D + . UNION. e. 4. 4 κ O len e » ο ο ο « s 44x ὁ do ee we τν, -ᾱ ος 1 
-28 AN924 -6D as. a ΝΗ oue «ών M. na r we ee Wl a Se O la sap ue, TO Se 1 CC 
-29 AN960D916 . . WASHER . . . . . Som s mr ὁ, Rs Ὁ "a ον «ο ser ell je. “e 1 ce 
-30 AN6290-6 . © GASKET . . . . . "ANE . oe cr ME 2 cc 
-31 1v4-6-30 . . VALVE ASSEMBLY, Hydraul ic one-way restrictor (NA) . . . . 1 ος 
-32 AN893- 7D a κ ‘BUSHING. ην * ο ο et in ae ο xn 1 cc 
-33 AN6290-5 s. ss (GASKET a. τε. oe Ou De dee ὁ ο w eg Mer ET — M: 1 cc 
-34 AN6291-5 by oo AR RN A Ὁ de xad o εὐ, 1 cc 
-35 AN6289-5D a NUT. uuu στ ο ο e cr Ue e Ὁ 16 RE S S v delete PL cc 
-36 AN833-5D «e oe CBLBOW. v le ei € Se, ο vr. t dinar beta M ο ease 1 cc 
-3 146-58089 . . VALVE ASSEMBLY, Hydra aulic b bomb door shuttle (see fig. 310) 1 
-3 AN833-5D a E> SELBOW: fo hod MILI qx 1 
-39 AN6289-5D «owe GNUEe uo Eo a < NICK SE ο κ el a Re o e κ -ᾱ ο. POR Ὁ ὦ 1 
-40 AN6291-5 «s ve, RING ¿2 is να 5, doc Δ Ὁ πει. ὁ, ὁ KE 9 Pe? ae cae A Q. «4. -ᾱ 1 
-41 AN6290-5 » . GASKET . . . . ὁ ὁ ὁ ὁ ὁ ὁ ὁ ὁ ο ὁ 9 eH ὁ ο ὁ ο ο o ο ο ο 1 
-42 AN894-5-4 . . BUSHING. ..... a AA “δ. 74; (ν h ly Se 1 
-43 AN6290-4 è e “GASKET κα κ πα s RA AR ας ew 1 
-44 AN832-6D κ. UNION, a aSa ο aly ἃ Rem ο ο rect ens ὁ) Tal dos 1 
-45 AN893-121 ser BUSHING; 0 ος a SUS he Nu S deum Uer SA a e τας ὡς ee “E 
-46 AN6290-10 a) ῳ GASKET Q ¿ ee a Q αν αι la RS τοι RA κ.α ADA ES 1 
-47 AN833-8D we ce BEBO a ὃς ο A Ὁ γνῷ RA A E AR 1 
-48 AN6289-8D 2. Be PNUD SY SUD is, AUS ees ee ο ο ο ασ oa fu ο 
-49 AN6291-8 De € ps RING 0 m0 ο ç ος οι. a a "y IL. νιον. a Sa N de Pus a 2 
-50 AN6290-8 sw GASKET oL ες ο 5S το deMETM x de ces m dm exe Me er ο UO de, SLA 
-51 AN919-15D ze REDUCER. . Wo dos Δι te S fer δι use ee ως im. MÀ Ve, e Ἰώ. το. o sm ve. ὁ” “Q 4 
-52 AN6280-8D . o VALVE: ¿+ + à o o X ο. ας ε.α A πι le ο AA e 1 
-53 AN926-8D «tg ΕΕ, RO τό Se το Μι. wl SU Ue UND ὃν SU o AOL We -ᾱ ὅτ "T" 2 
-54 AN837-4 $5. 0 τν oS iat Z u A fa Ss as ο ο νο Sy cay ere ae arie AR ο ο 
AN6289-4 . . NUT. m ο EE ο. m - gat ος dA ο 1 
AN6291-4 «ow ARING εἰ bu x ο ee uw aca ld ee sca am ων. ast ὁ M pa! Mar? m ore 1 
AN6290-4 . . GASKET `: "T . e TRE tae τας ko 1 
-55 175-58806-57 . . LINE ASSEMBLY, Aileron boost system gage pressure. . . . . 1 
from snubber fuselage station 376 to elbow 
fuselage station 377 
-56 7230-1 : VALVE ASSEMBLY (WAH). . . . . . . + + + + P š sat db 
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FIGURE 300 - INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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Section Í! 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


-66 AN893-3D BUSHING. . . 


noe 
FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER A 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
300 AN520-10R37 πας SCREW: -a ος ος το το ας oe. ees ees E Ko e us 
AN520-10R43 - SCREW. E NE Mr c PD Mp ER POTES νη 2 x s 
ANQ60D10L : WASHER. ΑΟ MUS NU Q ele ar OTRO ET So te a iss vox ow 
AN365-1032 . NUT. pie ados la cxx ο πο -- a 
-57 AN833-4 . . ELBOW. ολο eie T Te ae es ᾱ ο αν) ας Gl Boe oe o 
-58 AN6271-4-11 `  HOSE ASSEMBLY. . . . ...... ο uU EE BBs 
-59 AN833-10D ç ELBOW... τω Wohl ge e 909 ve ἐς VU RI 
-60 AN6289-10D de d NUT e Rm BS oe aan uA as Sen ae INCUN ο. e is 
-61 AN6291-10 z*.cs TRING: ¿Z sects. ow esac ts ας. Ὁ on ἐς £4 coh sea Ner ραν whe eh Se 
-62 AN6290-10 gu x GASKET 1.2.2 ου I bode Ge Ἐν ος τῷ OX. N 
-63 AN894D10-8 a v BUSHING: ο 0202 S S e e . νετ ΕΟΝ 
-64 11D2 . . SNUBBER (OPS) .. .. .. + +. + E νυν EO Vs ¿S 
-65 AN6290-4 2 GASKET. ; Los voe a νη Ç ere 


PEND HB o HB P BHR BPP ERP PRE E 


-67 184 -58808-83 . LINE ASSEMBLY, Jet door open aft bulkhead union RH Y 
to 45° elbow in flow regulator 
175-58828 -39 . . LINE ASSEMBLY, Jet door open aft bulkhead union RH... cc 
to 45° elbow in aft flexible hose 
-68 156-58809-45 . . LINE ASSEMBLY, Jet air duct door close bulkhead. . . +. + + E 
union to hose 
175-58828-37 . . LINE ASSEMBLY, Jet door close forward bulkhead union . . . BA 
RH to elbow in forward flexible hose 
-69 AN6292-6-19-1/2  . . HOSE ASSEMBLY. . . . . . + + + + * + + * + * * * * n * ° n 
- TO AN6292-6-18-1/2 . . HOSE ASSEMBLY. . . . HE em 
-71 175-58817-73 . . LINE ASSEMBLY, Emergency wing "flap down `bulkhead ο. E 
elbow to shuttle valve 
175-58828-43 . . LINE ASSEMBLY, Emergency flap down bulkhead union. . . . . 1 BA 
RH to reducer in shuttle valve on flap motor ` 
-72 175-58817-75 . . LINE ASSEMBLY, Emergency LG down bulkhead elbow to . . . 1 E 
tee fuselage station 362 
175-58828-25 . . LINE ASSEMBLY, Emergency LG down bulkhead union. . . . . + 1 BA 
shear web LH to male tee 
-73 175-58806-79 . . LINE ASSEMBLY, Emergency brake pressure LH elbow... . 1 E 
fuselage station 368 to fuselage 364 
175-58828-25 . . LINE ASSEMBLY, Emergency LG down bulkhead union. . . . . + 1 BA 
Shear web LH to male tee 
-74 175-58817-79 ¿ . LINE ASSEMBLY, Emergency brake pressure elbow ayb 1 E 
LH buttock line 33 to bulkhead elbow fuselage 
station 371 
AN821-5D . . ELBOW... E mV 1 E 
. 175-58828-23 . . LINE ASSEMBLY, Emergency brake pressure "RH bulkhead. . . . 1 BA 
union at shear web LH to union RH side 
-T5 AN824 -5D e ω RE. U a e ο A 1 
-76 AN821-5D e s GEBBOW. o o6 e a να ᾱ Ὁ ae AE a us ὁ . 1 
-TT AN919-7D . . REDUCER. . . dut Fa aes 1 
-78 184 -58804 -63 . . LINE ASSEMBLY, Emergency jet door close elbow at s % ¿S 1 Y 
station 365 to flex hose at station 370 
175-58806-71 . . LINE ASSEMBLY, Emergency Jet door close union. . . +. +. + + 1 cc 
fuselage station 366 to restrictor fuselage 
station 368 
-79 AN837-10D ac s CEBO o 4 0x04» o ο ὁ ᾱ A a. ὁ . ο ο ο 1 
AN6289-10D eX ο Secon, w ο μου. a di en Uem WS taeda te. C 
AN6291-10 . we ΕΙΝ ¿2 ο 4 £409 $9 ο ο! 8 . oe " ο iie 1 
AN6290-10 e . GASKET . . . . . + . « . — "rr 1 
-80 AN815-10D ερ ᾱ UNIONS Qe a ae e a ie je Gi Ge ες, 6 
AN6290-10 . « GASKET . . « « « « à < ooo e 9 ο ὁ ὁ e a o 0 9 ο νο 2 
-81 AN833-10D . EDBOW, ο a ᾱ ο. ο ὦ So -ᾱ ae aie EP MD" ο Ye. ον μι. ye, ὁ 1 
AN6289-10D . s NUP ç 0o ὁ ο ὁ ea, ὁ Saye s "E REED RET 1 
AN6291-10 e « RING . 2 S « we ὁ « « » ὁ ὁ 9 ὁ ο * ὁ « *» . ..—. ££; 1 
AN6290-10 . . GASKET.. š Rica % ὃς ο. 6, ἡ το δν TN S. eT eee S GQ 1 
-82 156-58811-63 . . LINE ASSEMBLY, Aileron boost pressure shear web. . i yer re 1 
to valve 
-83 175-58806-83 . . LINE ASSEMBLY, Aileron boost return fuselage station . . . 1 E 
366 to check valve fuselage station 366. 
-84 AN824-10D . +. TEE, a: es at Bein aia Fe 1 
-85 175-58817-77 . . LINE ASSEMBLY, Atleron boost return "fuselage station... 1 
375 by-pass valve to tee 
-86 175-58806-81 . . LINE ASSEMBLY, Boost system pressure from tee. . . . . +. + 1 
fuselage station 368 to elbow on valve 
assembly fuselage station 375 
-87 169-58807-21 . . LINE ASSEMBLY, Aileron boost pressure valve to tee . . . . 1 E 
-88 169-58807-3 . . LINE ASSEMBLY, Aileron boost pressure valve to . . . +. +. + 1 E 
: shear web 
-89 175-58806-89 . . LINE ASSEMBLY, Drain flap motor to bulkhead elbow. . . . . 1 
-90 175-58806-85 . . LINE ASSEMBLY, Wing flap down bulkhead elbow to. . . . - + 1 E 
: elbow in shuttle valve 
175-58806-93 . . LINE ASSEMBLY, Wing flap down bulkhead union to. . . . . + 1 BA 
elbow in shuttle valve 
-91 175-58806-87 . . LINE ASSEMBLY, Wing flap up bulkhead elbow to flap . . . 1 E 
motor 
175-58806-95 š LINE ASSEMBLY, Wing flap up bulkhead union to. ...... 1 BA 
elbow in flap motor 
-92 AN832-8D = κ, UNION. ο oc < ο eG A τὰ ο ο eed “ὁ 1 
-93 AN815-8D zou JUNION: € vex 0x ecko ce eke ce en Pa 9 m doe τὰ μια εν, SD 
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FIGURE 301 - LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC EQUIPMENT 
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USEABLE ON 
CODE 


UNITS 
PER ASSY. 


NOMENCLATURE 


LH FUSELAGE STATION 311-7/16 TO STATION 


PART 
NUMBER 
No Number 


FIGURE & 
INDEX NUMBER 


301 


Ref 


OWER HYDRAULIC . 


Host 


EQUIPMENT (see figure 303 for next 


VALVE. 
BOLT 


-1 
-2 


AN6277-4 
AN3H12A 


. 


WASHER 
NUT. 


AN960D10L 


AN365-1032 
AN833 -4D 


. ο 


ELBOW. 
NUT. 


-3 


Aaa 


AN6289-4D 
AN6291-4 


RING . 


. 


GASKET 


ELBOW. 
NUT. 


AN6290-4 


AN837-4D 


-4 


AN6289-4D 
AN6291-4 


RING . 


GASKET 
UNION. 


AN6290-4 


AN815-4D 


-5 
-6 


RING . 


AN6290-4 


ELBOW. 


AN833 -4D 


WASHER 
NUT. 


AN960D716 
AN924 -4D 


ülle two-way restrictor (NA). . . . . . 


e ο 5 . o 


1v7-8-15 


VALVE ASSEMBLY, Hydraulic two-way restric 


UNION. 


AN832-4D 


-7 
-8 


AN960D716 
AN924 -4D 


. 
. 
P 
. 
. 
. 
. 
. 
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. 
. 
. 
. 
. 
. 
. 
. 
. 
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WASHER 


AN834 -4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN837-4D 
AN960D716 
AN924-4D 
AN804 -4D 
AN960D716 
AN92! -4D 


-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 


AN815-!D 


AN6290-4 


AN833 -4D 


RING 
NUT. 


AN6291-4 


AN6289-4 


£N TIR TAL Nat =r bp MM at TNC: HARA ADODMMMMOANAN A 
γή 


linder.. 


. 


Hydraulic camera cylinder shuttle valve. . . 


CLAMP ASSEMBLY, Hydraulic 


Shuttle valve 


BLOCK, Clamp assembly hydraulic camera cy 


CLAMP ASSEMBLY, 


. 
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P 
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P 
. 
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-17 
-18 
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H-175-58-111A 


FIGURE 302 - LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC LINES 
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Section Íi 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
302 No Number LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC . . Ref 

` LINES (see figure 303 for next assembly) 

-1 175-58808-9 . LINE ASSEMBLY, Camera door open union buttock line 7 RH. . . 1 
sta 399 to union in shuttle valve sta 410 

-2 MS28741-4-11 + HOSE ASSEMBLY. +. +. +. + + . ay ces γεια. oe 1 

-3 175 -58808-15 LINE ASSEMBLY, Camera door open “905 in shuttle valve Sate > 1 
station 406 to 90° station 408 

-4 175-58808-7 . LINE ASSEMBLY, Camera door close union buttock line 6 RH. . 1 
to 45° elbow in restrictor station 399 

-5 MS28741-4-10 . HOSE ASSEMBLY. .... NE A 2 

-6 175-58808-13 . LINE ASSEMBLY, Emergency camera door open "unión. "buttock. line 1 
7 RH sta 399 to 45 in. shuttle valve sta 406 

-7 175-58808-11 . LINE ASSEMBLY, Camera door close union in restrictor . . . . 1 
sta 399 to elbow sta 410 

-8 175-58804-85 . LINE ASSEMBLY, Energency camera door open from 90% ..... 1 

Š : fitting station 385 to hose fitting 
-9 175-58808-25 . LINE ASSEMBLY, Emergency camera door open 90° elbow. . . . + 1 
N sta 390 to union sta 390 LH under floor 

-10 175~-58804 -83 . LINE ASSEMBLY, Emergency camera door open shuttle. . . . . . 1 
valve aft to 90? fitting in floor 

-11 MS28741-4-13 - HOSE ASSEMBLY. .... oom Ree v 1 

-12 175-58804-79 + LINE ASSEMBLY, Camera door open “station “354° bulkhead aft. . 1 
to shuttle valve station 370 LH 

-13 175-58804-81 . LINE ASSEMBLY, Emergency camera door open station 354. . . . 1 
bulkhead aft to shuttle valve station 370 LH 

-14 MS28741-4-10-1/2 . HOSE ASSEMBLY. . . . + as “evan a 2 

-15 175-58804 -27 . LINE ASSEMBLY, Camera door close from. frame fitting. tea? us 1 
station 355 aft to restrictor LH 

-16 175-58804 -47 . LINE ASSEMBLY, Emergency camera door open Belen 345. . . . 1 
tee aft to frame fitting station 35! L 

-17 175-58804 -37 . LINE ASSEMBLY, Camera door open from hose ee station 346, . 1 
aft to frame fitting station 354 LH 

-18 MS28741-4-7-1/2  . HOSE ASSEMBLY. . . . + , . Wig 1 

-19 175-58805-53 . LINE ASSEMBLY, Camera door open “prom union in shuttle. . . . 1 
valve at LH tri-met camera door cyl to elbow in cyl 

-20 175-58804 -25 . LINE ASSEMBLY, Camera door close from underside longeron . . 1 
aft to frame fitting station 355 LH 

-21 175-58805-89 . LINE ASSEMBLY, Camera door open from union in shuttle. . . . 1 
valve at RH tri-met camera door cyl to elbow in cyl 

-22 MS28741-4-6 . HOSE ASSEMBLY. . ὁ 2. « ο < < e . . e ὁ e s e wo e ὁ e ὁ ο 9 ο 1 

-23 175-58804 -23 . LINE ASSEMBLY, Camera door close from tee station 354. . . . 1 
to upper side longeron station 350 LH 

-24 175-58804 -35 . LINE ASSEMBLY, Camera door open from bottom side of. . . . . 1 
longeron to tee hose connection LH 

-25 175-58804 -33 . LINE ASSEMBLY, Camera door open from station 340 down. . . . 1 
to top of longeron LH 

-26 175-58804 -45 . LINE ASSEMBLY, Emergency camera door open station 342. . . . 1 
down to tee hose connection LH 

-27 175-58804 -43 . LINE ASSEMBLY, Emergency camera door open station 336. . A 1 
tee aft and down to longeron fitting sta 342 LH : 

-e8 175-58808-31 . LINE ASSEMBLY, Camera door open bulkhead elbow in shuttle. . 1 
valve to bulkhead elbow in cyl LH τς ae qun door 

-29 MS28741-4-9 +. HOSE ASSEMBLY. ..... + HEC 1 

-30 175-5880 -41 . LINE ASSEMBLY, Emergency camera door open "station 311. αὐ δε oie 1 
aft to tee station 336 LH 

-31 175-58804-31 . LINE ASSEMBLY, Camera door open from tee station 355 . . . . 1 
aft to hose connection LH 

-32 175-58804 -5 . LINE ASSEMBLY, Camera door close sta 311 to sta 354 LH... 1 

-33 175-58804 -39 . LINE ASSEMBLY, Emergency camera door open station 311. . . . 1 
aft to tee station 336 LH 

-34 175-58804 -29 . LINE ASSEMBLY, Camera door open from tee station 311.... 1 
to tee station 350 LH 

-35 175-58804 -3 . LINE ASSEMBLY, Camera door close sta 311 to sta 354 LH... 1 

-36 175-58808-27 . LINE ASSEMBLY, Camera door close union sta 311 to. ..... 1 
tee sta 311 LH side 

-37 175-58808-29 . LINE ASSEMBLY, Camera door open union station 311 to... . 1 
tee station 311 LH side 

-38 175-58804 -55 . LINE ASSEMBLY, Emergency camera door open station 311. . . . 1 
inboard to tee station 311 first section 

-39 175-58804 -49 . LINE ASSEMBLY, Camera door open station 311 tee inboard. .. 1 
to tee station 311 first section 

-40 175-58804 -7 . LINE ASSEMBLY, Camera door close station 311 first section . 1 

-41 175-58808-35 . LINE ASSEMBLY, Camera door open from tee to union. ..... 1 
in clip station 311-7/16 i 

-42 175-58808-37 - LINE ASSEMBLY, Emergency camera door open from tee 45° ... 1 
elbow in clip station 311-7/16 

-43 MS28741-4-13 « ¡LINE ASSEMBLY. κ κι 4 © κα ο oe ee € AAA 1 

-44 MS28741-4-23 «  HOSE- ASSEMBLY. . e o > = o < è AD e oo čo s eeo oeoa 1 

-45 MS28741-4-8 . HOSE ASSEMBLY. .... . ὁ e * * ο ὁ 9 ὁ 4 ὁ 1 

-46 175-58808-33 . LINE ASSEMBLY, Camera door open "from station BHO . . 4 2 25 1 
down to top of longeron LH 
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FIGURE 303 - FUSELAGE INTERMEDIATE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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ο C SSS — —— — SS F  —TT τη 


-10 
-11 
-12 


-14 
-16 
-17 
-18 


-19 


175-58805-13 
175-58805-15 
175-58805-25 
175-58805-3 

175-58818-19 


262 LH to union station 280 LH 


ASSEMBLY, Emergency bomb doors close from union . . . 


station 243 to tee station 262 LH 


ASSEMBLY, Emergency bomb doors close from tee station 


262 LH to elbow in hose station 262 LH 
ASSEMBLY, Emergency camera door open from union 
station 230 LH to union station 250 LH 


ASSEMBLY, Emergency bomb doors open from reducer. . . 
in union station 224-5/8 LH to tee station 250-11/16 
ASSEMBLY, Emergency bomb door close reducer in union. . 


station 224-5/8 to union station 243 LH 


LH 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-58033 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate section Ref BR 
` bomb bay and camera door (see fig. 300 for next assembly) 
175-58033-3 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate section Ref X 
bomb bay and camera door (see fig. 300 for next assembly) 
No Number . RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
EQUIPMENT (see figure 305 for detail breakdown) : 
No Number . RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
LINES (see figure 306 for detail breakdown) 
No Number . LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
EQUIPMENT (see figure 301 for detail breakdown) 
No Number . LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
LINES (see figure 302 for detail breakdown) 
No Number . RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYD. . Ref 
EQUIPMENT (see figure 307 for detail breakdown) 
No Number . LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYD. . Ref BR Ei 
EQUIPMENT (see figure 304 for detail breakdown) 
AN815-6D mo MONT ONG μα an et Se ο ο ie Car vu o S evisos UN A Loe ens 6 X 
AN832 -8D . UNION; + ¿+ < € < sot w é. X ο ϱ AAA ` Teo 2 X 
AN924-8D νυν ο ο ο ο ο ο O ie 2 x 
AN960D1216 ao WASHER: ce, Soa el Aye Biel ere ee WI SE E ña, TS ULIS. D ea 2 X 
AN6292 -6-13-1/2 . HOSE ASSEMBLY. . +. . +. + + + + +. © © © + 0 s s 4 s * n n * ° 1 X 
AN924 -4D s. NUT.. Ὁ , +s +s < Ὁ e e e e 0 o e e o e s e 4 ° ° ° ϱ m ὁ δι 3 X 
AN960D716 νειν... νην e sa S y ο. 3 X 
196-6-2.8H . FLOW REGULATOR ο, ο ο Zo ο BS: τϕ; ο ο ο ο ο 1 x 
196-6-1.2H . FLOW REGULATOR (WAEC). +. +. +. + +. © + © © © © © © © © he s 8 * ° 1 X 
MS28741-4-14 . HOSE ASSEMBLY. . . . 6 + < +< + © © © © ὁ © © © © © © ° * 9 ng 1 X 
AN6289-6D E CONOR 20x. € o9 dos € Us DR; mm. m aloes ansa an Le DES BES 2 X 
AN6291-6 . RING... . «.: s we e ὁ . ὁ ὁ 9 ο 0.0... ὁ 9 5 ὁ 9 ο 9 9 ° * 2 Χ 
AN6290-6 > GASKET o s a o9 aa Q wl ¿w e o, 9o 9 oy oy ὁ’ 12 x 
175-58191 . BRACKET, Hydraulic bomb door cylinder shuttle valve. . . . . 2 X 
ATTACHING PARTS 
AN3-15A MT T Ὅν; ox we w^ koe RUE A IUS. δν S Deor Se μοι ORA κ 4 x 
AN520-10R10 s ¿SCORE W 4o 02 9€ ὁ. ο Ὁ ο ο ee Ie -ἳ “δι 9 Q n eS! eo -ᾱ 4 X 
AN960D10L S OGWASHER-2 2 ο Sob ce mod Romo v ce muxo «moe wm eal eulogy D X 
AN365-1032 . NUT. ; 9300 a, c9 9 oo ο Ue ui; 4: ο mo las ey Y var s 8 X 
---ᾱ--- 
AN6277-6 . “VALVE: ᾱ- ο. ο ο Sl Sela, cd, ee aa U ο ο ο Riu) ϕ τῷ. οφ 4 US 2 X 
AN832-6D cC UNION: s: 40. el S e tar eden ος cat WS ie Sige fe, ie ο ο 2 X 
AN919-6D . REDUCER: 4-2 ow 5 ο cesw sal Q 7e QU Ge 49. Φ' ᾱ- c m wo -ᾱ- ο 2 X 
AN837-4D a A RUBQOW < ο «5 eee Ὁ δις Wt; NP 9 9 ὦ ὦ eS suh, Re νο νι we 1 x 
AN815-4D e OUNION. wo ei Oa ee su w a Se he So m DR Gee ας, αι ο uS eT ` 8 x 
AN832-5D > UNION: . « 2 + o 52 ὁ 4 £ wil. κ ο ὁ 5 ο Ὁ 4 ο Ὁ oom m 2 X 
AN6290-5 ve -GASKET . V. eo € 0909 AS «ὁ τς en m. Wu e cw a 2 X 
AN924 -5D "Eu ο. ος Ὁ ο. ος ο ὦ. WS ο Ce ο Sini l ἐπὶ. ο. We et ger cee οι τος e 2 X 
AN960D816 s WASHER ο, Wee qa al vee) cee ho ROS mh us o Im yo Se 9 2 X 
AN804 -4D ge TEE. o a ered e som cat um Rr Rm a ο) el Ae ο See Ral ents 2 x 
AN824-4D € TEE. . 4 ὁ € €6 ο € οἱ ο A ae 1 x 
175-58828-9 . LINE ASSEMBLY, Emergency bomb doors close union station 306. 1 X E 
LH to bulkhead 45° elbow station 299 RH 
175-58828-7 . LINE ASSEMBLY, Emergency bomb doors open union station 304 , 1 x 
LH to union station 304 RH 
175-58828-5 . LINE ASSEMBLY, Bomb doors close restrictor station 304 . . . 1 x 
LH to union station 301 RH 
175-58828-3 . LINE ASSEMBLY, Bomb doors open restrictor station 287... . 1 x 
LH to union station 306 RH 
175-58828-11 . LINE ASSEMBLY, Camera door open tee station 306 LH to. . . . 1 X 
union station 311-7/16 LH 
175-58828-13 . LINE ASSEMBLY, Camera door close tee station 230 LH to . . . 1 x 
union station 311-7/16 LH 
175-58805-19 . LINE ASSEMBLY, Emergency bomb door close from union. . . +. + 1 x 
station 280 LH to elbow station 306 LH 
175-58805-7 . LINE ASSEMBLY, Emergency bomb doors open from union. . . +. + 1 x 
station 279 to elbow station 308 LH 
175-58805-29 . LINE ASSEMBLY, Emergency camera door open from union... + 1 x 
station 275 LH to union station 311-7/16 LH 
AN6292 -20-1/2 . HOSE ASSEMBLY. . +. . +. » + +. + © © s © © © s © © © © ο ° ng 1 x 
175-58805-27 . LINE ASSEMBLY, Emergency camera door open from union... . 1 X 
station 250 LH to union station 275 LH 
175-58805-5 . LINE ASSEMBLY, Emergency bomb doors open from tee station. . 1 x 
250-11/16 to union station 278 LH 
175-58805-17 LINE ASSEMBLY, Emergency bomb doors close from tee station 1 X 
X 
X 
X 
X 
X 
X 


MS28741-4-13 


ASSEMBLY. . . . + « + + + + = + . * + «κο.» 


. 
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FIGURE 304 - LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYDRAULIC EQUIPMENT 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section ll 


Group Assembly Parts List 


— X  ὐ e M M M M———— — _ _ 2 


PART 
NUMBER 


No Number 


AN894D5-4 
AN6290-5 
AN832-5D 
AN960D816 
AN924 -5D 
AN815-4D 
AN824 -4D 
AN804 -4D 
AN960D716 
AN924 -4D 
AN837-4D 
AN960D716 
AN924 -4D 
175-58191 


ATTACHING 


AN365-1032 
AN960D10L 
AN3-15A 
AN520-10R10 


AN6277-6 
AN815-6D 


AN832-8D 
AN960D1216 
AN924 -8D 
175-58828-9 
175-58828-7 
175-58828-5 
175-58828-3 
196-6-2.8 
196-6-1.2 
175-58829-53 
175-58829-49 
175-58829-51 
AN6292-6-14-1/2 
AN6292-6-19 
MS28741-4-12 
175-58829-55 
175-58811-5 


AN821-4D 
175-58811-3 


MS28741-4-15 
175-58829-57 


175-58828-13 
175-58828-11 
175-58829-77 
175-58829-73 


1 2 3 4 5 6 7 NOMENCLATURE 
LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER . . +. + + 
HYDRAULIC EQUIPMENT (see fig. 303 for detail breakdown ) 
. BUSHING. . . . + +s + ὁ ee e ο s s ο s ο ot m t m 9] | 9 ° 
. GASKET ο ος su 906 09 e se 9I e oce φ. δν e.g 
. UNION. .. . - +< e e e s s e 6 s e e = s s s s m] . ° * t] n9 n 
. WASHER . . . + . s s e s ^ e ὁ s e e s 0 s s s s s 9 ο n ο 5 
s NUT νυ, S X c ο W QE De Ve m ο cy W ας mA wm a ei SOS 
u UNION. Zç ç « X eo ο ο c] m E A Qu Usu s. e 
v. TEE & 00e Ὁ. 2 ὦ 3 s 9 O9 νο ϱ «δρ. ος de ues m Tm ss 
¿ JTEE. ¿ < da c9 ὁ -ᾱ Ὁ ὁ ὁ ὁ δι QUIS WI OREL οκ ὃς ὁ v doy us 
. WASHER e + + ç x < 4 ὁ oe ee ee om te 9 om o9 o9 tm a t 9 
. ΝΟΕ se ος ον E Ὁ ᾱ Φ. ὁ ας pce ie rel “€ 
. ELBOW. . 4 <: «€ ὦ s w e £9 c] 9 ὁ €i iw xw» φ ο 9 δ 6-6 cm om s 
« WASHER . € «Ὁ ε.α ο ο νο ο AA AL. hoo 
. NUTS 4 woe ο -ᾱ- e ο ᾱ- Ὁ, Des oce 
. BRACKET, Hydraulic bomb door cylinder shuttle valve. . . . . 
PARTS 
v. ΝΠ: is ο ee, vm one I eo. ο ο ο Je A e Ves im oe 
. WASHER . +. +. + + +< s s a s ο s s s s ο + 0 s t ο t n . tm ng: 
. BOLT . « .. +< s s «e e s ὁ e » e ὁ e e s o t s t] | s 9 ° . t9 
. SCREW. . . . « . ee ee ee ὁ 9o ο ο ο ο ο tm | t n ος” 
.. MALVES ο. we e A a Φα ἵν 
s UNION. ora Ὁ sra scm ᾱ ie pee as 
. ELBOW. . . + « +s s 0 s . ὁ e ὁ e 9 o ο e s c o e ° | f| | ο 
ve NUT. ο eese ὃν ον E mimi ea SB Fas SUS des -ᾱ- Ea τᾱ ο (δν uw 
. RING... < ee ee ὁ 0... ... 0... ο 0... ο ος ο...» 
. GASKET . . . « + + + + + + + + s e + s s m om om om 5 m t! n t ng. 
. IREDUCER. s ç x S ο ariel 0€ [eo ο tal WU sr a Qe: a 
. UNION. . « « + + s e ὁ 9 e ὁ 0 e e e e s s s ος o ° t1 ° 9 n9 
s UPEE. qe 409 U Q f. 9. ο o! A νο m m wide 
S WASHER (¿0 Vu 1059.34 Ὁ 09; κ vo (sm, 4-6 Rom URL H tari ei new 
. NUD Se: ο. εκ ο ar ο Na QU cx 
«s UNION, 0. + 9 + s + e e e 5 e e e s s 4 s 0 s s + IA 
. WASHER . . + . + + s © s © e s s s s s s ὁ s o. 5 n n t n. 
v NUT. κ aS" Se XL l ο ο ο re eS Ts τῳ ο) ὁ] Fie ele A L$ 
. LINE ASSEMBLY, Emergency bomb doors close union station. . . 
306 LH to bulkhead 45° elbow station 299 RH 
. LINE ASSEMBLY, Emergency bomb doors open union station 304 . 
LH to union station 305 RH 
. LINE ASSEMBLY, Bomb doors close restrictor station 304 LH. . 
to union station 304 RH 
. ‘LINE ASSEMBLY, Bomb doors open restrictor station 287 LH. . 
to union 306 RH 
. ΕΠΟΝ REGULATOR nm "EIE 
. FLOW REGULATOR (WAEC). . +. +. + + + + e s + we eo on ooo on n 
. LINE ASSEMBLY, Emergency camera doors open union station 301 
to union station 264 
. LINE ASSEMBLY, Emergency bomb doors close union station 305. 
to tee station 362 
. LINE ASSEMBLY, Emergency bomb doors open union station 301. 
to station 26% 
. HOSE ASSEMBLY. . . . s + + + + + + + + + s s . . + ° . tm nm n. 
. HOSE ASSEMBLY. +. . . . + + + +< + s s + s . ee ee . t ° ee 
. HOSE ASSEMBLY. +. +. ss « + +< © s + + ο + + s ο + om we ος 
. LINE ASSEMBLY, Emergency bomb doors close tee station 262. . 


ELBOW. . . . 


LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 


to bulkhead elbow station 262 
ASSEMBLY, Camera door open union at station 261 to. . . 
905 elbow at station 246 


DEL oe e . . . o 


ASSEMBLY, Emergency camera door open union at station . 
267 to union at station 234 

ASSEMBLY. . ¿ « . ὁ » ὁ ὁ ὁ ὁ ὁ ο ew ὁ ο ὁ ὁ ο ὁ $5 5 

ASSEMBLY, Emergency bomb doors open union station 264 , 
to bulkhead tee station 282 

ASSEMBLY, Camera door close tee station 230 LH to... 
union station 311-7/16 LH 

ASSEMBLY, Camera door open tee station 230 LH to. . . . 
union station 311-7/16 LH 


ASSEMBLY, Emergency bomb doors open bulkhead tee station 


282 to bulkhead union station 224 
ASSEMBLY, Emergency bomb close union station 245 to. . 
bulkhead union station 22h 


PER ASSY. 


UNITS USEABLE ON 


CODE 


Ref BR m 


BR 
BR 


OV IO τὸ FO IO 
w 
= 


e Dip e P p PDPP PN NNWWHUN FEOS Dp 
w 
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FIGURE 305 - RH FUSELAGE STATION 311-2/16 TO STATION 423 LOWER HYDRAULIC EQUIPMENT 











AN 01-60AABA-4 


FUSELAGE (Cont) 





Section li 


. Group Assembly Parts List 


A MÀ 
UNITS USEABLE ON 


FIGURE A 


INDEX NUMBER 


305 


-21 


PART 
NUMBER 


No Number 


AN837-4D 
AN960D716 
ANQ24-4D 
AN832-4D 
AN960D716 
AN924 -4D 
AN6277-4 
AN833-4D 
AN6289-4D 
AN6291-4 
AN6290-4 
AN3H12A 
AN960D10L 
AN365-1032 
153-58230 


AN365-1032 
AN960D10L 
AN3H1HA 
AN3-HA 
AN742D23 
AN837-4D 
AN6289-4D 
AN6291~4 
AN6290-4 
AN804-4D 
AN960D716 
AN924 -4D 
1V7-8-15 
AN815-4D 
AN6290-4 
AN832-4D 
AN960D716 
AN924 -4D 
AN824 -4D 
AN833 -4D 
AN960D716 
AN924 -4D 
AN804-4D 
AN6289-4D 
AN6291-4 
AN926-4D 
AN919-6D 
AN924 -6D 
AN960D916 
AN832-6D 
AN6290-6 
AN926-6D 
AN815-4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN833-4D 
153-58231 
153-58231-3 
153-58231-5 


AN501-10-6 
AN365-1032 
AN960D10L 
AN3H12A 
AN3-5A 


2 3 4 


cyl 


VALVE ASSEMBL 


UNION. 
GASKET 
UNION. 
WASHER 
NUT. . 
TEE. . 
ELBOW. 
WASHER 
NUT. . 


ELBOW. 


CLAMP ASSEMBLY, Hydraulic camera 


RH FUSELAGE STATION 311-2/16 TO 


oe ee . 9 ° °. + 959 ια 


9. Ó. 9 9 9 9 ὁ s 9 s s o 0 s 9$ ὁ 9 ° c3 0 ο ο 


5 6 7 


303 for 


see figure 


Hydraulic prime vertica 
inder shuttle valv 
Y, aul -W 


a 
o 
ct 
5 6 4 9 9 ο 9 9o ὁ ο 9 ὁ eee 5 ὁ Se eer 9 s o t es ee 0 
S 


Ó. s. 9 e 9 o s e s o o o ° e o e s s e o o s o Fs e e s e e e ο e 9 9 


. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


s. s 9 e e 0 ..........»..»ἰ»»»...».»:5.»» 


+ ` s s s s qq e s s s t s 9 e 9 9 4 q o 9 t] ὁ Ü o 9 + 9 s ç o + ο n9 n9 


w + 9 9 o9 9 ç ç 9 9 s. 0 o ç s s ç 9 0 ο ο. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


9 9 9 9 9 s c9 s s s ο 9 0 $9 9 6 ὁ ο 6 5 ὁ ο ο ο 
`. 9. 0 0 e e 9 s s ' ο 9 s 9? 9 9 f 5$ 9 | ο cá 5$ ο 
e 90 9 2 9 9 s 9 s 0 e o 9 + o 0 ο 9 ο ο ° ο 


e... $9 we we 


9 . e o e e e e s o n e o e s o e sa e o (Doo ο s ç e e o e 9 n n9 


NOMENCLATURE 


STATION H23 LOWER HYDRAULIC 
next assembly) 


sa s Ü o » s e e 0 s e o s s e o 9 s s o 9 s o Co ç | s s | s |] 09 2 9 5 


a = 9 9 s. 9 s 9 0 0 s s 9 > ο s 9 s 9 ὁ ç ο pes 6 =< ο 2 s ο: k ος 


Que ++ © 5 : © © * 0 * » » 2 


° 


5 ° 0 o o e @ o e o +... o e s o e o o o o o o Cho 9 e e e e e e 9 ° 9 51 
+ ` s s e sa e e ° e e o se sa s n 09 e s s s 9 o Po ç s s t 5 + e | 9 9 ο 


Oo + s + + s s s ο 4 ο ο 


” 
p 


Ó. . . . 9 * 0 9 c9 5 0 s 9 s s ὁ 9 s 9 » 9 5 0 v". 9 9 9 + o ο 0 s ο 19 ο 


G e s ee © ».» © © © © 9 » » 


ct 


+s ` s e s e s e s o9 ὁ o t s t sa t s ὁ s oq 9 s >s + + ç s s + 9 n 9 9 9 


“πη” 


p 


9 9 e ə e sa 0 0 0 ὁ 0 o s q 9 9 s 9 e 9 9 a q ὁ 9 9 s ο 9 s ] 2] ο ο 9$ 5 


cylinder shuttle ν 


. CLAMP, Hydraulic camera cylinder shuttle valve. 
. BLOCK, Clamp assembly hydraulic 


cylinder shuttle valve 


9 ο ο . . . e oe 


. . 
. . 
. . 
. . 


ee ee 
oe ο 


.» ο 
. o 
. ο 
oe 


ee ee 
99 ο 


camera. 


ee 9 we 


cre + >= e .. 9 e s e 9 s 9 t$ 


es IE e > s se s s + ὁ +s s 0 s s s s s s s a e s 9 90095 


Jo... ooo.» e o * (t€ 


p. 
0 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


Ó. 9 a c$ so 9 s 9 » o o e ὁ e s ὁ 9 + 9 s s s 9 9 + ο a s ο + ο. f 


e 9 =< 9 9 ` 9 9 + ç ο 0 $5 £5 o 


55 * 9 * n 


9 9 © ο n9 


9 9 ο $5 e s ὁ o o 0 + o 0 * '* 


9 s. e s $9 ə 4 c] c9 t9 9 0 9 9? 9 0 9? s s 5 s 9 9 0 9 o * 4 s s t s ç ο .. 9 9 5$ 9 


eee we 


PER ASSY. 


e... © © © c9 9 . . . . ο ο 


$9 . o9 9 ο o. 9 q 9 4 9 $9 9 c9 9 9 s s s 9 9 9 s v9» 9 * 0 s € * o ὁ 9 ° * + ο. 
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m 5» 
ολοι) Jm ΙΟ ΟΟ 
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H-175-58-110 


FIGURE 306 - RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC LINES 





PART 
NUMBER 


No Number 
175-58808-21 
175-58808-19 
175-58808-3 
175-58808-5 
175-58804-93 
175-58808-17 


MS28741-4-13 
175-58804 -87 


175-58804 -89 
175-58804-21 


MS28741-4-10-1/2 


175-58804 -65 
175-58804-77 
175-58804-19 
175-5880 -63 
175-58804-89 


MS28741-3-7-1/2 


175-58804 -75 
175-58804 -73 
175-58804-61 
175-58804 -17 
175-58804 -16 
175-58804 -91 
175-58804 -59 
175-58804 -53 
175-58804-11 
175-58804 -67 
175-58804 -69 
M528741-h-10 
175-58804-71 


MS28741-4-9 
175-58808-23 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


4 5 6 7 NOMENCLATURE 


RH FUSELAGE STATION 311-7/16°TO STATION 423 LOWER HYDRAULIC . . 
LINES (see figure 303 for next assembly) 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 
LINE 


LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
HOSE 
LINE 


HOSE 
LINE 


ASSEMBLY, Camera door open union station 394. .... 
to union buttock line 7 RH 

ASSEMBLY, Camera door close union station 393 . . . . 
to union buttock line 6 RH 

ASSEMBLY, Camera door open 45° elbow station 394. . . 
to union station 391 RH 

ASSEMBLY, Camera door close 45° elbow station 393 . . 
to union station 393 RH 

ASSEMBLY, Camera door open from bottom of camera. . . 
Shelf station 370 aft to floor fitting 

ASSEMBLY, Camera door close 45° elbow under camera. . 
shelf to 45° elbow station 394 RH 

ASSEMBLY. 4.4 ο Ὁ Sacer Q 90.9 A 
ASSEMBLY, Camera door open from elbow station 354 , . 
aft to shuttle valve RH 

ASSEMBLY, Emergency camera door open from elbow... 
Sta 355 aft to shuttle valve sta 370 RH 

ASSEMBLY, Camera door close station 354 aft to ... 
restrictor station 360 RH 

ASSEMBLY. ¿ ¿ 2 < Uw G oco uum Ee owe ος φᾷ. wd 
ASSEMBLY, Emergency camera door open from tee . . . . 
sta 340 aft to 45° bulkhead fitting sta 350 
ASSEMBLY, Camera door open from tee sta 340 . . . . . 
aft to frame fitting sta 355 RH 

ASSEMBLY, Camera door close from under side . . ... ο 
camera pad longeron aft to frame fitting 

ASSEMBLY, Emergency camera door from bottom of. . . . 
longeron do n to tee station 340 RH 

ASSEMBLY, Emergency camera door open from elbow . . « 
Sta 355 aft to shuttle valve sta 370 RH 

ASSEMBLY. ο, ο. ο τὰς νο ie ὅν ο a: el Bat LIES RID V D he 
ASSEMBLY, Camera door open from longeron fitting. . . 
down to tee station 340 RH 

ASSEMBLY, Camera door open from tee station 345 . . . 
down to longeron fitting RH 

ASSEMBLY, Emergency camera door open from tee . . . « 
Sta 330 down to longeron fitting RH 

ASSEMBLY, Camera door close from upper side . . . . . 
camera pad longeron up to tee RH 

ASSEMBLY, Camera door close station 354 tee . . .. . 
to bulkhead fitting in camera shelf RH 

ASSEMBLY, Camera door open from tee station 370... 
down to top of camera shelf station 374 

ASSEMBLY, Emergency camera door open from tee . . . . 
Sta 311 across and aft to sta 330 RH side 

ASSEMBLY, Camera door open from tee station 311 . . . 
across and aft to station 350 RH side 

ASSEMBLY, Camera door close sta 311 second. . . . . . 
Section to sta 354 

ASSEMBLY, Emergency camera door open from tee . . . . 
sta 340 aft to hose fitting sta 380 RH 

ASSEMBLY, Camera door open from tee sta 345 . . . . . 
aft to tee sta 370 RH 

ASSEMBLY, Camera door close sta 354 to restrictor RH. 
ASSEMBLY. . . . E W. ee ee ee ὁ 
ASSEMBLY, Camera door open from tee sta 370..... 
aft to hose fitting sta 380 RH 

ASSEMBLY, ο ο se e € 46 9, cee eae € RR ὁ ὁ 
ASSEMBLY, Camera door open bulkhead elbow in shuttle. 
valve to bulkhead elbow in cyl RH upper oblique door 


. 


UNITS 
PER ASSY. 


Ref 
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USEABLE ON 
CODE 


1 
1 


B B HM BP P H H PB pmp pp 


eere m 


P ° 
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' FIGURE 307 - RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYDRAULIC EQUIPMENT 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 


ee ο ο 


. 


. 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
No Number RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER... 
HYDRAULIC EQUIPMENT (see fig. for next assembly) 
AN837-4D z. ολ o y sa ede e Sen Sake wo S ve, ο yee Ta ο κας 
AN960D716 sA WASHER 2 5 ὦ--ῳ ον Wa) ες) di decet Bs fee οτι ον” de, Se, el CS 
AN924 -4D NUDO WW (Se: Yel W U (NO AE ae 
AN6277-6 v VALVE -e 216 ule eh eens Ὁ τῳ τὸν ο ο aa ο 
AN815-6D . go ο μ.ο a Ὁ eS Oe 
AN6289-6D 2 NUT e ο py ay em) ο Seg ρον ο q eo args 
AN6291-6 s SERING Gu Se a wae weas sub 05a de te titer Sek qu Ta rey e ο ο. 
AN6290-6 & (GASKET 4 sorre ο 0€ 9 οἱ € ὁ κ w 0€ 09 09^ 4 "wol ο. i, oos 
175-58191 . BRACKET, Hydraulic bomb door cylinder shuttle valve. . 
ATTACHING PARTS 
AN3-15A s BOLT V < w Ku Du ος eek q es ee ARA 
AN520-10R10 z SCREW Z oo ο το 0€ a as Cw Wood Mee -ᾱ 
AN960D10L . WASHER . . . Q ὁ ο ο © © © © © © © ὁ 6 ο ὁ ο ὁ ο ὁ ο ο 
AN365-1032. « CNUT. AR ce PLUR. Un 
pce pom 
AN926-6D š "TEE. ο w 9» 2-09 90€ n9 V WO ο. a ο im ΟΦ De ΟΦ ce ὁ- ὁ e 
196-6-2.8H . FLOW REGULATOR (WAEC). . +. +. +» . + + eee eee ewe 
AN819-14D a REDUCER . » . » ὁ ὁ ὁ » » * 5 «e ὁ e « ss ο 4 ο ὁ e * 
AN837-6D . ELBOW. . . . ο απ ο ο ο ο Sey Ree A 
196-6-1.2H ` FLOW REGULATOR (WAEC) 3 ias oec mum ο 
AN833-6D «s ELBOW 4 ο Ὁ So a ο Ὁ AR δν CS CUL SS ο a ve uar sete 
AN815-4D = UNION. ο ο) 0» a a wow a 09 a e Rs 
MS28741-4-20 . HOSE ASSEMBLY. , . . +. . © +< + + «© © © © © © ο © ° ο ο 
MS28741-4-10 . HOSE ASSEMBLY. . « +. +... - © © +< © © © © © © © e ο 9 n 
AN6292 -6-13 . HOSE ASSEMBLY. . . . +. + + = δν e en sar ^ed Ye ever ὑφ. der sere 
AN6292-6-12 . HOSE ASSEMBLY. . . . +. +. + S" ος e «ον δν τόν ὁ 
175-58803-91 . LINE ASSEMBLY, Bomb doors close from union station 237 
to reducer in tee station 262 RH 
175-58816-45 . LINE ASSEMBLY, Bomb doors open elbow on manifold to tee at 
fuselage station 243 RH 
175-58811-13 . LINE ASSEMBLY, Bomb doors opon. tee at station 243 RH to. . 
union at station 271 RH 
175-58803-85 . LINE ASSEMBLY, Bomb doors open from union station 268 RH . 
to union station 311 RH 
175-58803 -93 . LINE ASSEMBLY, Bomb doors close from union in tee station. 
262 RH to union station 298 RH 
175-58805-11 . LINE ASSEMBLY, Emergency bomb doors open union station 
305 RH to elbow station 271 RH 
AN832-6D ¿ UNION. < 4€ o a wee Q ¿Gel das A AAA Ὁ o IA 
AN6289-6 vec NUTS X Sieh ών nia chow Ca ΙΝ ΗΡΙ 
AN6291-6 c RING seb Su Se b Ge wen cen ve Se Àk. οὐ oro all ek ee RAT Se us 
AN6290-6 x GASKET XL G S «κ.α oe X ea AR e 
AN815-6D e UNIONS: ο ων ο κ e$ RA a A κ 
AN6290-6 5.” iGASKET . Loo S aq uei. e PACK -ὁν IET SS ¿N 
AN919-6D 4 REDUCER: dw < < ç ae de αι κ RA Ἡ é ϱ e 4 
AN6290-6 x GASKET L +. ios e we κ Qha a. Su A AAA 
AN837-4D . ELBOW. a de Para feet Ὃν wih ani ar sey μας, DEM ER 
AN6289-4 ν ο ο ο ο ο ο eis Sr a A aka 
AN6291-4 v RING a 4 ee e ce ᾱ- ᾱ 5. ^ ew Ñ. 09^ € 9/7; ὁ c, ο WR 
AN6290-4 . GASKET ο ος Je: ο ay ο μας 
AN893-2D . BUSHING HONEC A BAe WW Z Spa tabs. be, al Sao elm SUN κά». ο -ᾱ 
AN6290-6 e GASKET .  ὁ +< s< + ο < o... e e 6 ὁ ο ὁ 0 ὁ ο e ο f f 





e. . 2] s e t | 5 s. o... 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


e ° ee . 9 ο ο ο 


p 
PPPPPPPPRNDNrrmn ODFE NOWWANMNNWN 
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PREP RPHYPRPRPNNENNND e orm YP = 
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H-175-58-48P 
FIGURE 308 - LH FUSELAGE INTERMEDIATE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
308 175-58043 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. . . Ref χ 
section (see figure 300 for next assembly) 

-1 AN832-5D ai UNION; OL QV ο ee 4.08509 vas cbf IM D NC να ον 2 x 

-2 2W1V33-24-62 . WASHER, Plain (NA) ον δι yel dew ος ey ο) Se $2744: οι ο. a ee e G 2 x 

-3 AN960D816 s WASHER 5 2442. μοι ἕλικες. mmc imu 9 Te ος E ce NA CLR ss 2 X 

-4 AN924-5D ο μμ ο ο yerna ue ΟΙ Me e a YS ca aZ q 2 X 

-5 AN816-6D wi UNION: oL 4 tal Cae la AS a: ο rcm ZE AE, Le Men do za 8 X 

-6 175-58817-63 + LINE ASSEMBLY, Emergency wing flaps down bulkhead union. . . 1 x 
station 224-5/8 to union station 245 

-7 175-58806-91 . LINE ASSEMBLY, Emergency landing gear down tee station... 1 x 
224-5/8 bulkhead to tee station 245 

-8 175-58806-23 . LINE ASSEMBLY, Emergency jet door close bushi fuselage . . 1 x 
station 224 to union fuselage station 26% 

-9 AN815-5D s^ UNION; 2 x ο i= eh SQ p A SY ας. det ve Y O νη 15 X 

-10 AN815-4D $& UNION .x as tres T Rome ον. φορ Dig. Wi ze 7 X 

-11 175-58806-9 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
station 235 to elbow fuselage station 267-1/2 

-12 175-58806-11 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 X 


Station 235 to elbow fuselage station 267-1/2 
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Section [| 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


——— M————————————————————M—————— 


RGUIE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
308-13 175-58806-5 . LINE ASSEMBLY, Arresting gear up union fuselage station 230. 1 X 
š to union fuselage station 265 
-14 175-58817-61 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 X 
. : station 245 to union fuselage station 275 
-15 AN824-5D i + BES SS A Ql £29 CA ϐ X 
-16 175-58826-39 . LINE ASSEMBLY, Emergency landing gear down tee station 245 . 1 x 
to union station 239-3/4 
-1T 175-58815-23 . LINE ASSEMBLY, Emergency landing gear down tee station 245 . 1 X 
to union station 290, 
-18 175-58815-21 . LINE ASSEMBLY, Emergency wing flaps down union station 245 . 1 x 
to union station 291 
-19 175-58806-25 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 X 
station 264 to union fuselage station 311 
-20 175-58815-25 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 x 
station 278 to union fuselage station 305 
-21 175-58806-7 . LINE ASSEMBLY, Arresting gear up union fuselage station 265. 1 X 
to union fuselage station 304 
-22 AN832-5D 2 UUNIONS Ρα ο re uen a e S. a ο... x 
AN960D816 S WASHER. 04-06 Xo $e x vel GU ον ve e Sel e Y τι E hs ο. E τῷ: «Ὁ X 
ANQ24-5D ΜΑ Saa der b, Ue ὦ ala te eum co ae rey eval pay gel gor ac ur ae ) «8 x 
-23 175-58806-15 . LINE ASSEMBLY, Emergency brake pressure LH elbow fuselage. . 1 X 
station 267-1/2 to union fuselage station 284-9/16 
-24 175-58806-13 . LINE ASSEMBLY, Emergency brake pressure RH elbow fuselage. . 1 x 
station 267-1/2 to union fuselage station 284-9/16 
-25 175-58806-19 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
Station 284-9/16 to union fuselage station 311 
-26 175-58806-17 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 x 
station 284-9/16 to union fuselage station 311 
-27 175 -58806 -3 . LINE ASSEMBLY, Emergency landing gear down union fuselage. . 1 X 
station 342 to elbow fuselage station 368 
-28 175-58815-15 . LINE ASSEMBLY, Emergency wing flaps down union station 291 . 1 X 
to reducer station 365 
-29 175-58815-17 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 x 
station 305 to union fuselage station 365 
-30 175-58815-19 . LINE ASSEMBLY, Arresting gear up union station 306 . . . .. 1 X 
to union station 36 
-31 175 -58806-55 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 X 
station 311 to union fuselage station 342 
-32 175-58806-39 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 χ᾽ 
station 311 to-union fuselage station 342 ` 
-33 175-58806-37 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 x 
station 311 to union fuselage station 342 
-34 175-58806-45 . LINE ASSEMBLY, Emergency jet door close union fuselage 342 . 1 X 
to union fuselage station 368 
-35 175-58806-43 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 x 
station 342 to union fuselage station 368 
-36 AN815-5D ic UNION. s 0. G ον 40e wow bj aco en9 m eov. v us c τῳ. oe 8 X 
-37 175-58806-31 . LINE ASSEMBLY, Emergency wing flaps down reducer fuselage. . 1 x 
station 368 to elbow fuselage station 370 
-38 175-58806-35 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 x 
station 368 to union fuselage station 370 
-39 175-58806-33 . LINE ASSEMBLY, Emergency landing gear down elbow to elbow. . 1 x 
at fuselage station 370 
-40 175-58806-27 . LINE ASSEMBLY, Emergency brake pressure RH union fuselaze. . 1 x 
station 368 to elbow fuselage station 370 a 
-41 175-58806-29 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
Station 368 to elbow fuselage station 370 
-42 175-58806-49 . LINE ASSEMBLY, Arresting gear up union fuselage station 368. 1 x 
to union fuselage station 392 
-43 175-58806-47 . LINE ASSEMBLY, Arresting gear return union fuselage. . . . . 1 x 
station 368 to union fuselage station 392 
-44 175-58806-51 . .LINE ASSEMBLY, Arresting gear up union fuselage. . . . . . . 1 x 
station 392 to union fuselage station 424 
-45 175-58806-53 . LINE ASSEMBLY, Arresting gear return union fuselage. . . . . 1 X 
station 392 to union fuselage station 424 
-46 AN832-4D UNIONS ον C UR ST a ere G τς a X 0E ὃν AA Ls - X 
AN960D716 . WASHER a ο ο ci oe ον á di^ Sou S CO WS Web, S ee Ge X 
ANQ24-6D ns NUTS Ao ww ο San q Fe aise δον (fast aie 06, ei αν BL Se ay OS X 
-47 AN832-6D è UNION, Ὁ 44 wee 9.0 9. Sais a --ᾱ ο iO ας es «Ὁ x 
AN960D916 « WASHER &. 12 0 2 e o.» o w -ᾱ- 3 bo ο Vivis d ος. Nets μον) TA X 
AN92! -6D e ONT T ceo eee c ο Bled ee ee ey U2 X 
-48 175-58815-47 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 X 
station 455 to bulkhead union 424 
-49 175-58815-49 . LINE ASSEMBLY, Arresting hook up bulkhead union station. . . 1 X 
: 424-5/8 to union station 456 
-50 175-58815-51 . LINE ASSEMBLY, Arresting gear retract return union station . 1 x 
485 forward to union station 455 
-51 175-58815-53 . LINE ASSEMBLY, Arresting hook up union station 485 forward . 1 xX 
to union station 455 : ; 
-52 175-58816-35 . LINE ASSEMBLY, Arresting gear retract union station 485. . . 1 x 
to union station 546 
-53 175-58816-37 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 X 


station 547 to union fuselage station 485 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 


STA 424.625 


"oS 3839) sn 
ú 


FIGURE 309 - LH INTERMEDIATE. FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 





STA 424. 625 





H-175-58-102 








FIGURE & 


INDEX NUMBER 


309 


PART 
NUMBER 


175-58083 
AN919-13D 
AN6290-4 
AN926-4D 
AN815-4D 
175-58829-75 
AN832-5D 
2W1V33-24-62 
ANQ60D816 
ANQ24-5D 
AN804-5D 
2W1V33-24-62 
AN960D816 
AN921 -5D 
175-58829-83 
175-58829-81 
175-58829-59 


AN815-6D 
175-58829-63 


AN815-5D 
AN921-5D 
175-58829-61 
175-58826-39 


175-58811-7 
175-58811-9 


AN821-5D 
175-58829-87 


175-58829-85 
175-58829-39 
175-58829-47 
175-58829-45 
175-58829-41 
175-58829-43 
AN832-4D 
AN960D716 
ANQ24-4D 
AN832-6D 
AN960D916 
ANQ24 -4D 
175-58829-35 
175-58829-37 
AN832-5D 
AN960D816 
ANQ24-5D 
175-58829-89 
175-58829-91 
175-58829-21 
175-58829-23 
175-58829-25 
175-58829-31 
175-58829-33 
175-58829-29 
175-58829-27 
175-58829-11 


175-58829-9 


AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. 


(see figure 300 for next assembly 


REDUCER. ce aya ος co Gh ος UE er er a Ve . 
GASKET- ¿ oe y ere ιο ας ER δρα αν «τάς αι, SU μὲ ο e ο s 
TEE. αν οσο ο ο e" or e . . oes 


UNION. .. . . 
LINE ASSEMBLY, 


a. 
ct 
9. 
et 
fee . 
o 
3. . 
m 
Ην] 
Os « + «ο 


Arresting hook return union 


to reducer in female tee station 224 

UNION. 4.4. ΝΕ sacra ug Seated u Bt kp le lay SSE E. zs 
WASHER, Plain (NA). . . . i ds dessus ἘΠ sie 
WASHER , s o 4 ow cele a ο ace WE e? ver RO Tee s να 
NUT. umet a ο Ὢ : T a a "n 
TERI. ου a ume mien EU «ᾱ Ὁ τ. ἃ es 
WASHER, Plain (NA). . . . . š E cere tap enon nE 
WASHER: 2. Ημ te Bi, od W: Ye: G a a a 
NUT. . . ° : 


LINE ASSEMBLY, Emergency landing gear down bulkhead. 
tee station 224 to male tee station 247 

LINE ASSEMBLY, Emergency flaps down bulkhead union. . 
station 224 to union station 245 

LINE ASSEMBLY, Emergency jet door close union station. 
269 to union station 224 

UNION. ὁ" οὐ ο αν“ Luis n far, Pot ο da Caules. forbs ο 

LINE ASSEMBLY, Arresting hook up union station 263 to. 
union station 228 


UNTON « uisi Ἕν εξ κ fel pen Eo e^ Died iet αι a 

TEES ve ue O ces a Yap ey RR 

LINE ASSEMBLY, Arresting hook return union station 268 '. 
to union station 228 

LINE ASSEMBLY, Emergency landing gear down tee station . 
245 to union station 239-3/ 

LINE ASSEMBLY, Emergency brake pressure union at sta 242 

LINE ASSEMBLY, Emergency brake press. union at station . 


264 to 90° elbow at station 247 
ELBOW "TEE 


. 


LINE ASSEMBLY, Emergency landing gear down male tee. š 
station 247 to union station 293 

LINE ASSEMBLY, Emergency flaps down union station. . . . 
245 to union station 292 

LINE ASSEMBLY, Emergency jet door close bulkhead union . 
station 311 to union station 269 

LINE ASSEMBLY, Arresting hook return bulkhead union. . . 
station 284 to union station 268 

LINE ASSEMBLY, Arresting hook up bulkhead union station. 
284 to union station 263 

LINE ASSEMBLY, Emergency brake pressure bulkhead union . 
station 311 to union station 265 LH brake 

LINE ASSEMBLY, Emergency brake pressure bulkhead union . 
station 311 to union station 263 RH brake 

UNION. .... etree let, ο ce AA to! Les οσο la e . 

WASHER $a Row “ὦ eel e Iw ov ee . ee ... . 

NUT. Ὁ ου. Ὁ 49 . e...’ . wow D . 

UNION. Su s νι Se tu sem oe we . . ο a ee ae , ee S 

WASHER: X 409p OX de k. ewe ὁ ia ον ὃν 9 d ^w τῳ} τοὶ ls 

NUT x dp beso Nak. eR A OE RA cR αι Yw kue s α 

LINE ASSEMBLY, Arresting hook up union station 346... 


to bulkhead union station 28A 
LINE ASSEMBLY, Arresting hook return union station . . 
309 to bulkhead union station 281 
UNION. 5 o a ο r^ se «ὅν cet e EOF oy nS eT Na W 
WASHER: «ouo X Resa. eve c borne νο]. ϱ- ve. fe 6, τῷ SS z . 
NUT. ς , 
LINE 


293 to union station 36! 
ASSEMBLY, Emergency flaps down union station 292. 
to union station 365 
ASSEMBLY, Arresting hook return union station . 
366 to union station 309 
ASSEMBLY, Arresting hook up union station 365 
to union station 310 
ASSEMBLY, Emergency jet door close union station. 
364 to bulkhead union station 311 
ASSEMBLY, Emergency brake pressure 
345 to bulkhead union station 311 LH brake 
ASSEMBLY, Emergency brake pressure union station. 
346 to bulkhead union station 311 RH brake 
ASSEMBLY, Emergency brake pressure union station. 
363 to union station 364 RH brake 
ASSEMBLY, Emergency brake pressure 
` 362 to unión station 345 LH brake 
ASSEMBLY, Emergency jet door close 
364 to union station 374 
ASSEMBLY, Emergency flaps down union 365 to. . 
union station 374 


LINE 
LINE 
LINE 
LINE 
LINE union station. 
LINE 
LINE 
LINE union station. 
LINE union station. 


LINE 


ASSEMBLY, Emergency landing gear down union station 
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Ref 
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Group Assembly Parts List 


USEABLE ON - 
CODE 


BR 


BR 
BR 
BR 
BR 
BR 


BR 
BR 
BR 
BR 
BR 
BR 
BR 
BR 
BR 


t 


BR 


BR 
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Section Il 


Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 


SSS se ee 
PART UNITS USEABLE ON 


FIGURE & 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
309-42 175-58829-3 . LINE ASSEMBLY, Emergency brake pressure union station 362. . . 1 BR 


to union station 37! LH brake 


-43 175-58829-7 . LINE ASSEMBLY, Emergency landing gear down union station . . , 1 BR 
364 to union station 374 

-44 175-58829-5 . LINE ASSEMBLY, Emergency brake pressure union station 363. . . 1 BR 
to union station 374 RH brake 

-45 175-58829-19 . LINE ASSEMBLY, Arresting hook up union station 390 to union. 1 BR 
station 365 

-46 175-58829-17 . LINE ASSEMBLY, Arresting hook return union station 391 to. . 1 BR 

. union station 366 

-47 175-58829-15 + LINE ASSEMBLY, Arresting hook up bulkhead unton station 424, , 1 BR 
to union station 390 

-48 175-58829-13 . LINE ASSEMBLY, Arresting hook return bulkhead union station. . 1 BR 

> 424 to union station 391 

-49 175-58815-39 . LINE ASSEMBLY, Arresting hook up bulkhead union station. . . . 1 BR 
424-5/8 to union station 456 

-50 175-58815-47 . LINE ASSEMBLY, Arresting gear retract return union fuselage. . 1 BR 
station 455 to bulkhead union station 424 

-51 175-58815-53 . LINE ASSEMBLY, Arresting hook up union station 485 forward . . 1 BR 
to union station 455 

-52 175-58815-51 . LINE ASSEMBLY, Arresting gear retract return union station . . ] BR 

: 485 forward to union station 455 

-53 175 -58816-37 . LINE ASSEMBLY, Arresting gear retract return union fuselage. . 1 BR 
station 547 to union fuselage station 485 

-54 175-58816-35 . LINE ASSEMBLY, Arresting gear retract union station 485. ... 1 BR 


to union station 546 


-55 175-58235 . SUPPORT ASSEMBLY, Hydraulic lines. . LL ISI S Z 5 BR 
AN3 -22A a? BOND S e SS E a E S ας q YS PE e Qa Qu Bree were a se. LO BR 
AN960D10L s WASHER xoxo eS O ey y qA Boe wee e i owe 20 BR 
AN365-1032 NE μμ E e io MM Iac; BR 

-56 175-58240 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . . . . . +4208 5 BR 
AN3-30A ο Μο ο ων ap Lie pe oS de Cad er, eS Upton a Wise S LO BR 
ΑΝΘΘΟΡΙΟΙ, V AMASHER: S: uo ας ο ie) gin κω De ος De ο, SS abe cork cab te ONLUS" NC San Gah owe BO BR 
AN365-1032 s. NUT ο Sia UZ need ue SC EL OD SD EC We Ua τν ce wt ο Ga NE OE vis lO BR 

-57 175-58209 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . . . , + , , ç ... 7 BR 
AN3-22A š BOBE uos ο oet wa, Bele" wo be fa an a Ie ἵν o. ce ete 14 BR 
AN960D10L «s n WASHER 00 toa niri a c. DE tel al ο. ces en ey lip Ὁ τος a 20 BR 
AN365-1032 S NUTS Lu y y cane, cae e Rr patna ο ο dee Dorv 22, kas, Der (orte i BR 

-58 175-5822 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . . , , . , , ç ç + + 2 BR 
AN3-22A ay BOM 5b te a Ge 4 AAA S a ese fee ὦ. eae ter TA, BR 
AN960D10L (WASHER. ο aS tuy wie ete, ez “Shore eee. al cu tel le! ae ack οἱ «8 BR 
AN365-1032 s SNUTI 24^ “cree eke. 9. τόν ἴων Whe Ai" vel es Boke tira ee QE el Soe ο. ο ae b BR 

-59 175-58234 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . e . +... s ων ον 1 BR 
AN3-17A a ΒΟ, ος, ο a ος ορ ur mew. hod I αν να Imc D φον Ve RUE d OPES UE Cai e Ὁ 1 BR 
AN960D10L s y WASHER: II oe Ser ο e iui ο Gor Alm a^ E ο ο Sou Genet uev e ue dd BR 
AN365-1032 v ANUT ue ο ο sels ο ο ον ο de NUS. HL NS o Say chy. VP, BR 
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H-175-58-81 
FIGURE 310 - HYDRAULIC BOMB DOOR SHUTTLE VALVE ASSEMBLY 
Gur δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
310 146-58089 . VALVE ASSEMBLY, Hydraulic bomb door shuttle. . . . . . . . . Ref 
see figure 300 for next assembly) 
-1 134-58335 + < RETAINER, Hydraulic shuttle valve . . . . . . + + +s +s è « 1 
-2 AN6290-5 o: a GASKET. Qo 2... r ol wo We QU w va ον Bk "ur 1 
-3 141-583384 + . SPRING, Hydraulic shuttle valve . . . . . , + + s s + .. 1 
-4 Commercial . . BALL, 11/32 diameter stainless steel. . . . . . . . ew d 
-5 140-58418 + . FITTING, Hydraulic bomb door shuttle valve. . . . . . . . 1 
-6 146-58249 + . FITTING, Hydraulic bomb door shuttle valve. ....... 1 
4 141-58333 I . . SEAT, Hydraulic shuttle νᾶῖνοα.............. 2 
- 134-58331 * - . VALVE, Hydraulic shuttle. . . . . . ss + . +s + < ee ee 1 
-9 146-58250 * . . BODY, Hydraulic bomb door shuttle valve . . . . . . . . . 1 


* Each valve and body combination are selective fit and are not to 
be stocked or ordered separately. 
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AN 01-60AABA-4 


Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-58-47C 


FIGURE 311 - RH INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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FIGURE & 
INDEX NUMBER 


311 


-1 
~2 


PART 
NUMBER 


175-58042 


A6010 
160-58137 
AN520-10R10 
ANQ60D10L 
AN365-1032 
AN815-12D 
AN6290-12 
AN833-12D 
AN6289-12D 
AN6291-12 
AN815-8D 
175-58810-87 


AN832-8D 
2W1AL-49-32-91 
ANQ24-8D 
175-58810-89 


AN815-8D 
175-58810-91 


175-58810-93 
175-58810-95 
175-58810-57 


AN832-5D 
AN960D816 
ANQ24D5 
175-58815-7 


175-58815-9 


AN815-5D 
175-58810-39 


175-58810-61 
175-58810-13 
175-58810-41 
175-58815-13 
175-58815-11 


196-8-4 .0 
AN919-15D 
AN6290-8 
AN815-10D 
175-58825-57 


175-58825-59 
175-58825-53 
175-58825-55 
175-58810-47 
175-58810-49 
175-58810-45 
175-58810-25 


AN832-8D 
ANQ24D8 
AN960D1216 
AN832-4D 
ANQ24D4 
AN960D716 
196-8-4 .0 
AN6290-8 
AN832-8D 
ANQ24D8 
AN960D1216 
AN815-8D 
196-6-2.0 
ANQ24D8 
AN960D1216 
AN832-8D 


1 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
HYDRAULIC EQUIPMENT INSTALLATION FUSELAGE, Intermediate RH. . . Ref 
(see figure 300 for next assembly) 
RELIEF VALVE, Balance outlet inverted (VNMB). . . . . . . . Il 
SUPPORT ASSEMBLY, Hydraulic pressure priority valve. . . . . 1 
SCREW: 1450.4 Ctl wa το, Si Ne ϱ ο ο CN 4 
WASHER . 4 ον ο ese - ος S Mete xiu 8 
NUT... vow ob s EE P š aeqne Ge hele Hate ᾱ 
UNION. 4. « 4. 699 ο ο ὁ rc rer 1 
GASKET Z τα. ο --- € 9o) A (ὁ, Ue; δν - DE Wy iue 2 
ELBOW... 2.09 ο; 4 omg USC A ο ο ομως 1 
NUT. 4. & ow 999: s ος πος ce: το. ἂμ we te we ῳ ee aw 1 
RING çs 2o 9 09$ se Se v ts . a REESE, 1 
UNION: .ᾱ.....-. ο S. g a a y ἂν εδ ὦ ος Ὁ ο at ο os QU a a 1 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 
station 254 to union fuselage station 311 
UNION. i.m ie € φρο. Ὁ τ, ο ο ο EHE fe e Ox τῳ 1 
WASHER, Plain (NA). . να . « 8 4 ew x ερ a ο m mo α 
NUT. a 25 πο AS Sa a A AS ο E WO Ue E OE ᾱ. ορ κ 1 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 
station 311 to union fuselage station 324.5 
UNION. 1 ο ο ο € S.A ο WO ο ae ace ο δὲ ww Iv ew 5 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 
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station 324-1/2 to union fuselage station 337-1/2 

LINE ASSEMBLY, Elevator and rudder boost return union fus. . 
station 337-1/2 to union fuselage station 375-1/2 

LINE ASSEMBLY, Elevator and rudder boost return union fus. . 
station 375-1/2 to elbow fuselage station 424 

LINE ASSEMBLY, Rudder and elevator boost pressure elbow fus. 
station 404 to elbow fuselage station 424 

UNION. 41-4 2e 3€ 19 0» 9c ο oer 9 ο ο ο ο ο ο] 

WASHER. :.. κ. 40x ο e mos Ve mo cec m Ὁ Φα UE s qm Oe (ο cR $ ee US 

NUT: ¿ ac inside Eres ete Fa VR cH ο oa E o IR eR T a e Io c qiw 

LINE ASSEMBLY, Jet air duct door open union station 367 to . 
bulkhead union station 399 

LINE ASSEMBLY, Jet air duct door close union station 369 to. 
bulkhead union station 399 : 

UNION. 2 suls oie -ᾱ- u Fare X EAM EE EE 

LINE ASSEMBLY, Jet door close union fuselage station 324 to. 
union fuselage station 358 

LINE ASSEMBLY, Jet door open union fuselage station 324 to . 
union fuselage station 358 

LINE ASSEMBLY, Jet door close union fuselage station 294 to. 
union fuselage station 324 

LINE ASSEMBLY, Jet door open union fuselage station 290 to . 
union fuselage station 324 

LINE ASSEMBLY, Jet air duct door close union station 251 to. 
union station 293-1/2 : 

LINE ASSEMBLY, Jet air duct door open union station 249 to . 
union station 289 

REGULATOR (WAEC). . . > . 

REDUCER. ....... . . 

GASKET .......-. . . 

UNION, _ . + + s< < < ° ο ta etre 

LINE ASSEMBLY, Boost system supply unlon 
elbow station 370 

LINE ASSEMBLY, LH aileron up flow regulator station 254 to . 
elbow station 370 I 

LINE ASSEMBLY, RH aileron up flow regulator station 254 to . 
elbow station 370 

LINE ASSEMBLY, Wing flaps up union fus station 324 to. . . . 
regulator fuselage station 344 

LINE ASSEMBLY, Drain union fuselage station 324 to tee . . 
fuselage station 254 

LINE ASSEMBLY, Wing flaps up union fuselage station 256 to . 
union fuselage station 321 

LINE ASSEMBLY, Wing flaps down union fuselage station 250. . 
to union fuselage station 324 

LINE ASSEMBLY, Air vent union fuselage station 354 to union. 
fuselage station 324 

UNION. ....... 

NUT. .. 

WASHER . 

UNION, . 


ee - 
ee ee 


station 254 to. 


Qe se nee 
— 


9. 9 o9 s 0 0 9 s 9 c£;  . s se 


= 


ug δ. 


`. 9 + t t ὁ ο 
e 9 s. ο 9 . 9 n n 


W 


° ` 9 * 9 < 9 s. 9 9 9 c£; s c$£ 19 » 5 


»o$ ` + ° 9 t$ ὁ ὁ * .».» ιν. 
° * 9 * + ° 5 s sa 9 e ° * 9 5 tf 
Ó. ` + s 9 9 c9? 0 9 0 0 9 9 o ο 9 
* ` 9 e s 0 sa c s 9 e ο 9 ο ο 1 
° * e 9 9 s ° s o t $909 9? 9 ια 
& ° ° = 9 s s c s 9 . +ç + o ο. 
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FIGURE & PART : : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


























311- Ὁ GASKET oo Wo οὓς ο ep ον ^I SU ο. τῳ Sou Wo δι SUC (s τῳ, ὃς W 
-45 AN894D8 -6 ir BUSHING; -s ος St oes wig gh ια a κ me ον dm, l ee bp sS ο) DRESS 2 W 
-46 AN6290-6 . GASKET... Md μι ο gd τῳ — e es ss ace 4 W 
-47 AN919-12D es REDUCER Sura ta Oa feet es a N TA T R ο ο ο ot Bei, T ο 2 W 
-48 175-58810-53 . LINE ASSEMBLY, Wing flaps doen union fuselage station 324. . 1 AN 

7 to regulator fuselage station 355 
175-58817-95 . LINE ASSEMBLY, Wing flaps down union fuselage station 324 to 1 W 
regulator fuselage station 355 
-49 175-58810-55 . LINE ASSEMBLY, Wing flaps up union fuselage station 324 to . 1 AN 
regulator fuselage station 344 
175-58817-93 . LINE ASSEMBLY, Wing flaps up union fuselage station 324 to . 1 W 
regulator fuselage st tion 344 
-50 175-58810-37 . LINE ASSEMBLY, Drain elbow fuselage station 375 to union . 1 
fuselage station 321 
-51 175-58810-51 . LINE ASSEMBLY, Air vent union fuselage station 324 to elbow. 1 
fuselage station 360 
-52 175-58817-65 . LINE ASSEMBLY, Wing flaps down breakdown elbow station 370 . 1 
to union station 355 
-53 175-58817-67 . LINE ASSEMBLY, Wing flaps up breakdown elbow station 370 to. 1 
union station 355 
-54 AN833-8D s SLBOW.. Senec αν qe Ue Le dede o EIS s Nae Ἡ 
-55 175-58810-63 . LINE ASSEMBLY, Air vent elbow fuselage station 362 to union. 1 
fuselage station 36 
-56 AN832-4D s UNION; ο 6-5; ber Ya 29 ὁ «o See ον as a cet: “Φ' (αν o3. S ee Sol cs ie 1 
AN924D4 + NUZ YZ AA AS AS ie ο le ua ida Tey πο... 
ΑΝΟΘΟΡΤΙ6 4^ WASHER «4 V X04 0» ox wo ο 4 oU SQ ARE φ κ Ue vw S αφ 1 
-57 AN832-8D v (UNION S A V ως pad a a rita 29. 694 e 29 L9. Ὦ 2 
AN924D8 s> ONUTA la AY S UM Jo a ja ο ie, | 
AN960D1216 gow SWASHER μμ ο ao: Tew RUE. e ορ US Ow Ye, WA eee, Da ave ο 
-58 AN833-10D x ELBOW: Vn Gode de αἱ RE e wh we a ce ww: carries E 4 
AN924D10 RN 
AN960D1416 do CWASHERO. Lo ded ο ο. CH 
-59 AN919-6D +. REBDUCER. i 4d 4.7 ὁ X o κ cS ow Κε. ᾱ he ELO OS 2 
-60 AN6290-6 a GASKET μα ce Mev ee pe. ο seu ο see ev ee SO ey. eim. ο eee Ge 
-61 AN6240-1 s FILTER ao 0x 043 ο Bo We w TS m do E Wecker e ο ο 2 
-62 5-1649-75 . CHECK VALVE (PA)... . +. * ee ee +. ..... n s er 3 
-63 AN814-6D oe A q. ë W sd Cx 
-64 AN926-6D A A fee 9 E LR eo. Ub 
-65 175-58810-59 . LINE ASSEMBLY, Rudder and elevator boost . . . . . . . . . . 1 F 
return elbow fus sta 420 to union fus sta 424 
-66 AN815-8D v- UNION: πᾳ eel. else dE IUS ce DES TET d duce rt ie O (Ro we Ru ife 1 BB 
AN833-8D . ELBOW. . . ο 2 ὁ ο ο ο ὁ e o ὁ ὁ 9 ο o o. 9 9 ὁ ο 9 5 o. ο ὁ n 1 F 
-67 AN833-8D. « ELBOW: o X oos κ ἐν. ;ᾱἱ oe ee Sel cw; ce es he Es Re φρο. e qr US 1 F 
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FIGURE 312 - HYDRAULIC RELIEF AND BY-PASS VALVES PANEL ASSEMBLY 


H-175-58-120A 





USEABLE ON 


a PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
312 175-58073 PANEL ASSEMBLY, Hydraulic relief and by-pass valves. . . . . + + Ref AC B 
(see figure 313 for next assembly 
-1 AA11362A . VALVE, Relief (VI). . . . +. + 8/1/5259; ὦ s * EP 1 AC 
-2 AN3-17A . BOLT. . « + + + .. < oe -—— ὦ a . eo τῷ, ay Sota τ 8 AC 
-3 AN3 -22A . BOLT. . « + + + + + © : s Js η Be, capes ee ο ο Soe a 2 AC 
-4 AN960D10 . WASHER. . . . + + + + eee gia uus re > . so ss... 10 ΑΟ 
-5 NAS43DD3-74 . SPACER, Screw and bolt. . . . «^ Te e eil mina" re» δὲ, Ἴων ὁ 4 AC 
-6 AN919-20 . REDUCER...... 3 Ν ο ο ο qi ο fe. ὁ eke gare . 2 AC 
-7 AN814-12D . PLUG. . . + « +< «νο o $73 a ο S re UQ W E is » H AC 
-8 AN6290-12 GASKET. . « . + + + + ° — die ias Peers A 4 AC 
-9 AN893-19D . BUSHING . . . . - + + +. ls. a à; Be L E E edat cain 1 AC 
-10 AN6290-10 . GASKET.. . 2. + - +... > e . š SAS ` è 1 AC 
-11 AN6291-10 . RING. . ERE RE RE ET s? else é s CES * 1 AC 
-12 AN6289-10D . NUT. . « « o... ὁ ο ο o o ὁ ο ο Q .. . $c Je, cS: ccm . 1 AC 
-13 AN834-10D . TEE (AN833-10D elbow used on 1, 2, 22-S). . < š D š 1 AC 
-14 23621 . VALVE, Hydraulic pressure relief (AP) . . . +. + + > «+ ° z 1 AC 
-15 AN919-15D . REDUCER... . « ο < s e s ὁ e Ὁ 9 e 2. e oe ° ο ° ο ° n ë 2 AC 
-16 AN6290 + GASKET... . «κ « a y a a . sra a % š 5 AC 
-17 AN6291-8 . RING. . ae ee . 9 sed fot iene te: qur tes Teils a. ey seals : 2 AC 
-18 AN6289-8D NUT . Z Tae a ER O E ο ας T . 2 AC 
-19 AN833-8D ELBOW ο ο ο ο E E αρ le W- ος qL ve (fet 81 ὁ x 1 AC 
-20 AN815-8D UNION ¿ + 4 ç + < + ο. 9 ὁ ο 5-55 -5 caia s Ὁ» SS” Δ0 
-21 25036 VALVE, By-pass (AP) . ο 9/76) oe? 28 . ὁ ὃς. M ELS 1 AC 
-22 AN833-6D ELBOW . . « « + + + + + * on on ° "EM "E ¿e (τ 1 AC 
-23 AN6289-6D NUT.. av Q ο), ve itv. eerie $1.2 PECES: Ap 1 AC 
-24 AN6291-6 RING. v UP. E ον αἱ fet nul" is ce . exi ts ç 1 AC 
-25 AN6290-6 . GASKET. . ç . . . ee τ t d š; `e xe. ser i os . 1 AC 
-26 AN919-12D . REDUCER. . ee sts uie 422€ ee A Vx AS 1 AC 
-27 ANS94D8-6 . BUSHING. . . . . . . μυς E z . 1 AC 
-28 AN8O4D8 he SERE SS o O ee ee ἡ. TL AC 
-29 175-58878-15 . LINE ASSEMBLY, Elevator and rudder boost return from by-pass. 1 AC 
valve fus sta 393 to relief valve sta 390 I 
-30 175-58878-13 LINE ASSEMBLY, Boost system return relief valve fus sta 390 . 1 BA δα 
to relief valve fus sta 377 

-31 175-58072 . PANEL ASSEMBLY, Hydraulic relief and by-pass valve. . . . +. + 1 AC lI 
-32 AN929-8 MOJ NM MUEVE sem Oe de ee ο ey αἲ 
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FIGURE 313 - HYDRAULIC BOOST RELIEF VALVES AND FLOW DIVIDER PANEL ASSEMBLY 
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FOURE a PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
313 No Number k: HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY . . Ret E 

AND FITTINGS (see figure 300 for next assembly) 
-1 AN824-10D é TEE si Wii GW us WU UW "οὐ a -ᾱ Ls a ον, a q “ὁ, w 1 BC 
-2 466645 . FLOW DIVIDER | (Bx) eh ee Oe ο ο SJ Mey ae ee ates Gis Bo ἐν <p. ος; ἕο) τὸ Se ] BC 
-3 AN3-6A £ “BOLT: 0-96 9 2*9 aes <? een CY val xš kW uw Tan ee cane Ue aras eu de ο 
ANQ60D10L €. WASHER. «9 v x). cene v oe Hee sU jas. CRUS: verus el Se. 4 hc 
-4 AN919-20D . REDUCER. . . . . . . ep. ο ie I ee us ο νι; uw. οὐ ls 1 BC 
AN6290-6 ών. \GASKET + ο iss wn. Si e dd kel Se δν ας ee Va WU wQ ee at tal τῳ Te 1 BC 
-5 AN815-6D à UNION, wes A ο SS Veo τῷ DR ο του 1 BC 
AN6290-6 s KGASKET zuo. oe Gok ee eR τῳ Yaz ds les m te S gen o m ler BU GR) o e Ue. ie 1 RC 
-6 AN919-15D & (REDUCER . 4 < x3" "e ο κ vA X S UMU CR ELO CARLOS Y Mor CMS ES dese S€ 1 BC 
AN6290-8 so GASKET. [v vw ce m al ca nee aa ee τό. we SOLDE a νε ES es ον 1 nc 
-7 38428 «s PILTER (PUP) do wc ua) δισ v US a SY a ee esa 1 nc 
-8 AN3-22A es BOLT + Ç S: w Se TR As ο VEL S US. τῶ Sa. τ 2 BC 
AN960D10L OC WASHER: 1003 o Y Car Ὁ. e ος asa vel T qe uo ας Mi. os nc 
-9 AN919-20D ^ REDUCER 4 cele: te SS το See. tc oe a ee Se a le, S QS wl YE ¿W w ces 2 BC 
AN6290-12 oe GASKET: w ara a ust (X να ee, δν. έν) Nu. c WE eh Le Sa 2 BC 
-10 AN832 -5D v UNION ¿2 erties te tet ο κκ οἰώσύς, ἐν. ο ἅτ Tal. Hic I ο ap cA rel ear De 2 nc 
-11 AN960D816 a WASHER: ο a e De DS es ο ο ο UN tes eg 2 BC 
-12 AN924D5 vo NUT. da (ie a Rebs δ ὃς ος ip Sa a ο TIR TU. cyan Se 2 BC 
-13 AN833-8D » ELBOW & 4605906 O 9^ O 9 09 RS E RO 1 BC 
-14 AN832-8D e. 'UNION ^... Ca a at A a a 1 BC 
-15 AN960D1216 £^ WASHER S; z a ar νο. τς ies ες. a A ee ἴθι ie as SS 2 BC 
-16 AN924D8 + NUT Vos » . . s vq wore “ὁ ote I1. os cR. 30 
-17 175-58828-17 . LINE ASSEMBLY, Alleron boost return reducer in check. .... 1 BA 
valve to 45” elbow in boost valve 
-18 175-58828-15 . LINE ASSEMBLY, Aileron boost pressure union buttock ... . . . BA 
line to union in boost valve 
-19 175-58828-19 . LINE ASSEMBLY, Aileron boost pressure male tee to . . . . ο ο l BA 
bulkhead elbow in boost valve 
-20 175-58828-21 . LINE ASSEMBLY, Aileron boost pressure union buttock . . . .. 1 BA 
line O to union boost valve 
-21 175-58828-33 . LINE ASSEMBLY, Aileron boost pressure bulkhead 90 . . . . . . BA 
RH outboard to union buttock line O 
-22 175-58878-17 . LINE ASSEMBLY, Boost system pressure elbow fuselage . . . . + 1 E 
station 363 to relief valve fuselage station 377 
-23 175-58878-37 . LINE ASSEMBLY, Boost system return from tee fuselage. . . .. 1 BA 
station 369 to elbow fuselage station 363 
-24 175-58878-35 . LINE ASSEMBLY, Aileron boost pressure bulkhead 90 . . . . +. . 1 ΒΑ 
: RH side to uhion buttock line O 
-25 175-58878-33 . LINE ASSEMBLY, Aileron boost return tee fuselage. . . . . . . 1 BC 
station 369 to tee fuselage station 369 
-26 175-58878-35 . LINE ASSEMBLY, Boost system return relief valve... Se 1 BA 
fuselage station 377 to tee fuselage station 369 
-27 175-58878-23 . LINE ASSEMBLY,. Aileron boost pressure flow divider. . . . .. 1 BA 
fuselage station 393 to relief valve fuselage 
Station 390 
-28 175-58878-27 . LINE ASSEMBLY, Elevator and rudder boost pressure ...... 1 BA 
flow fuselage station 393 to by- pass valve 
fuselage station 393 m 
-29 175-58878-21 . LINE ASSEMBLY, Boost system pressure filter fuselage. .... 1 J 
atation 387 to flow divider fuselage station 393 
-30 175-58878-29 . LINE ASSEMBLY, Elevator and rudder boost pressure . . . . . . 1 BA 
by-pass valve fuselage station 393 to elbow 
fuselage station 400 
-31 175-58878-31 . LINE ASSEMBLY, Elevator and rudder boost return elbow . . . . 1 BA 
i fuselage station 400 to by-pass valve tee 
fuselage station 393 
-32 175-58878-19 . LINE ASSEMBLY, Boost system pressure relief valve . . . s 1 J 
fuselage station 377 to filter fuselage station 387" 
-33 175-58878-25 . LINE ASSEMBLY, Aileron boost pressure relief valve. . . . . . 1 BC 
fuselage station 390 to tee fuselage station 369 
-34 175-58073 . PANEL ASSEMBLY, Hydraulic relief and by-pass valves . . . . . 1 AC 
I (see figure 312 for detail breakdown) 
-35 AN520-10R8 z SCREW ¿g p A α-ῳ ὁ OW Oe φ- KC OUR 5 AC 
AN960D10L +. WASHER. .... or τς won 5 AC 
-36 184 -58804 -51 . LINE ASSEMBLY, Boost system pressure “elbow. fuselage CE 1 nc 
station 363 to union at station 38? 
-37 185-5880 -55 . LINE ASSEMBLY, Boost system pressure tee at station . . . . . 1 BC 
387 to relief valve at station 377 
-38 184 -58804-59 . LINE ASSEMBLY, Boost system pressure union at . . . . . . + x 1 nC 
station 382 to filter at station 397 
-39 184 -58804 -57 . LINE ASSEMBLY, Boost system pressure tee at station. . . . , 1 BC 
387 to flow divider at station 393 
-40 AN815-10D « ΜΟΝ aes a AAA ER CR OR "ux 1 BC 
-41 AN6289D10 kc NUT ah ο ee Ge US ο tae Ue ee C ee ο ο. ? BC 
-42 AN6291-10 s RING... e ο ο ος O ο. δ: 6.5. ὃν, “Ὁ, (BC 
-43 AN6290-10 a URS REE pores ο Ww woo ο el a ee κι ἝΝ A ee UON NA O 2 BC 
-44 AN833-10D e RONBOW A a ὃν v GG UE τον E ος Cx, ie AAA A 1 BC 
-45 AN784 -10D s. TEE va? cd’: BP. BaP isle X sus Latus a τῷ ο ο use uis ^u MEE As 1 nc 
-46 AN893-19D i BUSHING O 2: s a ek ee ee Se ee ee a Re σε; O39 i 1 BC 
-47 AN919-20D »' REDUCER: Z: ce. ο ies e Gee e a hai Noe Gr int. e Λο) a Sb a 1 pc 
AN6290-12 ο. «ΚΚ. do ae Re ge E ο ce: oo eh) ο. 1 BC 
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FIGURE 314 - HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY AND FITTINGS 
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FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
314 No Number HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY AND Ref BZ 
i FITTINGS (see figure 300 for next assembly) 
-1 AN925-10D ον FOROS e a na 4 νο Ee o cm eA e Lo ge ρου ας Te ταὶ δν de Im. E Gel ue 1 BZ 
-2 AN919-15D O ~ REDUCER e w wo c6 WU a aa ce Son Beis δι Te. US DER P LIS 1 BZ 
3 AN815-10D < UNION "cir S: ter cere Se. ç pM ο WE Se ZQ, XP AA EET 1 BZ 
-4 AN833-10D s ELBOW 2 ¿ Q o9 £909 ο XA cM ES 1 BZ 
-5 AN893-151D s. “BUSHING — SF ce SU 5-09 IA οὶ eol ees eo ei er TAS Bh W SEL ο o 1 BZ 
-6 AN833-8D o ELBOW de ο eos e Ses Qe See Sa eh ον SRI ed ee ee 1 ΒΖ 
-T AN6289-8D z NUT Cu eru a? veh soe eye eat di lel ες ο Mats, el ο Pec μα. 1 BZ 
-8 AN6291-8 ai URING ZS neto Ὁ a Sense ος ο a So οφ οφ Ὅς - SS 1 BZ 
-9 AN6290-8 2 QGASKETO ο λεν ar eee Γι os BO Neat ESTE wer ο ο a ay, ere Meh ee Te cee, "e 1 BZ 
-10 AN6289-10D ὁ NUT 2 ede widow Ooi a ree Beene ὃν te et Tame VV at Sees E 1 BZ 
-11 AN6291-10 « RING. « < + 05% i at cad to? Og san pir κ SA? Sah ie a κο Ni 1 BZ 
-12 AN6290-10 + GASKET. . . 5 š & Atv ie) at. Cs μας 4 BZ 
-13 175-58806-59 . LINE ASSEMBLY, Boost system pressure union fuselage station . 1 BZ 
263 to union 
-14 175-58806-61 . LINE ASSEMBLY, Boost system return relief valve fuselage. . . 1 BZ 
station 369 to cross fuselage station 369 
-15 175-58806-63 . LINE ASSEMBLY, Aileron boost return union fuselage station. . BZ 
263 to cross fus sta 270 
-16 175-58806-65 . LINE ASSEMBLY, Aileron boost pressure relief valve fuselage . 1 BZ 
station 396 to union fuselage station 369 I 
-17 175-58806-67 . LINE ASSEMBLY, Boost system return relief valve fuselage. . . 1 BZ 
station 396 to cross fuselage station 369 
-18 175-58806-69 . LINE ASSEMBLY, Aileron boost return cross fuselage station. . 1 BZ 
369 to union fuselage station 369 
-19 175-58806-73 . LINE ASSEMBLY, Aileron boost pressure flow divider fuselage . 1 BZ 
Station 396 to relief valve fus. sta. 396 
-20 175-58806-75 . LINE ASSEMBLY, Rudder and elevator boost return union fus . . BZ 
sta 415 relief valve fus sta 398 
-21 175-58806-77 . LINE ASSEMBLY, Rudder and elevator boost pressure union fus . 1 BZ 
: sta 415 to flow divider fus sta 398 
-22 AN832 -6D . UNION o See ὡς te! A aia ada 97 a ub. wide, VA AT φ; ον 1 BZ 
-23 AN924 -6D 2 ANUT: Ov curse lus Ww ea ο NL DUE SW wy ἃ De ue de, are tere oar «Ὁ V BA 
-24 AN833-6D x “ELBOW ον RR A αν ο AAA RA 1 BZ 
-25 AN960D916 a WASHER. 2 "eov 8] a fal ale ος SU δι SS ορ ο. moe uw os Va la -ᾳ T 1 BZ 
-26 AN833-8D x BLBOW: qo ον 0€ nates om LI Ie te Se CAER a ee Sar ας ee 2 BZ 
-27 AN924 -8D zo NUT... Dev vats, OE, iss ne pes toe Aa Spe Ce ES UIS yap quta vel (we eye SO ο” 
-28 AN960D1216 . WASHER. . +. + e... ο. 9 0 c» » * $ ο 6 6 ? * 4 * ο » 9 ο * ο 2 BZ 
-29 175- 58725 . PANEL ASSEMBLY, Hydraulic boost relief valve and flow divider 1 BZ 
ATTACHING PARTS 
-30 AN520-10R8 SCREW ....... y iere e eae Seat a Mee Se ese wa >, Ὁ, “BZ 
-31 ΑΝΟΘΟΡΙΟΙ, . WASHER. 2 01072909; ο 9 ος ο ROS ο) a Qe RTA πι ο ος 39 BZ 
-32 AN365-1032 ο ΝΟ Sev» το ow ἀν E^ de ca See te "t ο πα er 6 BZ 
dmi sui jM ui dicic 
-33 AA11362A . a (RELIEF VALVE (VI). 2. 6 4 e 9 30 es νο οσα τ BZ 
-34 AN3-17A s Z μμ μμ μμ Qu w Fouts Se dps qea fen aQ) rece ce eaea um. 2 35. «ΒΖ 
-35 AN960D10 + + WASHER... ο e 9 9 ο * eS » * ^» * ὁ e ο ο 3 BZ 
-36 AN919-20D £z. REDUCER 2.4 e Mae te Ww cel Φαν ee cm Ue, Se Te la tal ou 3 BZ 
-37 AN919-19D ae REDUCERS cesa o. c ox De OR E de Xo A PEORES De UE e Ὦ 1 BZ 
-38 AN814-12D . ο PLUG . 2. ὁ ο ww ο ο ὁ e ο ὁ ο c 0 ὁ 9 ὁ c^ ὁ ^ e» c c3 c3 ο ο 1 BZ 
-39 AN6290-12 ες GASKET: οι τὰ. ὁ ὃν Veen eles Ὅς a er wes Boe c ας US €. O d 
-40 38428 s. FILTER (PUP) S e boar a a ai 19 Ὃς ο’ «ὦ 1 BZ 
-41 ANH-27A e vac BOLE ww «E ue, iR. ο» mr Tek VI Ga c] ο w, ο Ren ae wa J te "ο 2 BZ 
-42 AN960DA16L el WASHER (42 - ο ος te ως Sel vel Sa! ον. V9. Mew ὁ τι QL o DEN C N 2 BZ 
-43 NASH3-4-42 b wu ΝΕΑ uae de ca ee een E ea. sen a Nah «κ. κ A Re 2 BZ 
-44 466645 « s “PLOW DIVIDER (BX); 4 4 o. 9c. U we a er RI A 1 BZ 
-45 AN3-7A e  BOET 4 oe 9,2. o Say k Ὁ a Q δις” a ar ο tt A 4 BZ 
-46 AN960D10 ° «WASHER. + Ce ko: δ 7» o9 a ele a ὁ a ὁ 4 BZ 
-47 AN919-12D E . REDUCER. . . 2 4. « » » 2 ο e ὁ e ὁ ο * ὁ » * 2ο ο » « s» 2 BZ 
-48 AN919-15D » a. “REDUCERS i εν. < do ας ανν ᾱ ορ TES e^ ο GS IDOL, Ye 2 BZ 
-49 AN6290-6 + © 49 GASKET: oa ο; δὶ s Sak um UR m ass δινω! (ὁ cae aul eee ο ces Te s ies ο 2 BZ 
-50 AN6290-8 e CGASKET κ. ο τα EE RA A A πώ αν Ἴα a a a “ψ 5 BZ 
-51 23621 . . VALVE, Hydraulic pressure relief (AP). . . . . . . + + +. +. 1 BZ 
-52 AN3-17A Eo. BOE ον date, XO lal Oqe cL CK) o» ed ὃς τό) e iio «φὶ i, te ces Zes. Yay Ser Qa Sy ὁ” “ὦ 3 BZ 
-53 AN960D10 . . WASHER. . . +. * .* ο ο "P LET 3 BZ 
-54 NAS43-3-74 . . SPACER, Screw and bolt . SA Tah, sa) Oe m idu Mot Sp teh vens a Des s. xQ 3 BZ 
-55 AN815-8D . . UNION. .... € e 4 ο 4 ὁ € € e 4 ο ο Ὁ 5 3 BZ 
-56 175-58773 + . PANEL ASSEMBLY, “Hydraulic "boost relief valve and flow. . . 1 BZ 
divider 
-57 175-58878-11 - . LINE ASSEMBLY, Boost system pressure from filter to flow . 1 BZ 
divider 
-58 175-58878-9 + . LINE ASSEMBLY, Boost system pressure from relief valve to. 1 BZ 
filter 
-59 AN6289-10D ee cl NUD MEE xq, 1 BZ 
-60 AN6291-10 oa RING 2 2 sar es at O oh Ve O ee ee ee Ca EBS 
-61 AN6290-10 ws GASKET I. v Z 12173 aie da E eode ο ο eb? ὦ Sed τώ. -- Y BZ 
-62 AN6291-12 €. ree RING neca uh ο’ Ὁ Se Mine SU κ. Ye IE A teja cR fen τῶι ow Tee ner du 1 BZ 
-63 AN893-19D xx “BUSHING. 5 srat o3 laya ο SU a dt So Re A Ue e, a dE de c 1 BZ 
-64 AN833-10D av uw ELBOW., a atea oa 030 ae e Tel. τν AE A 1 BZ 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
———n nn AGE DMA nas s madden boost filler hand. . e oa 9 «Bebo 2 0 
31 175-58703 PUMP ASSEMBLY, Hydraulic rudder boost filler hand. . . . +. . + + Re 
(see figure 317 for next assembly) 
-1 311398 . CYLINDER ASSEMBLY, 3/4 x 2-1/2 master brake and reservoir . . 1 
filler pump (GPC) 
ATTACHING PARTS 
-2 AN310-3 sc GNU ο eo et AS Sep se, NN fen νι es 1 
-3 AN960D10L . WASHER. . voe uQ ee Sean uer cer ο qe et an o Des ο For cot ΙΡ» 
-4 AN3 -6 AP E 2-109 Gem ο cen fel “oh RU Bias ο ο BE: fence ο. 1 
-5 AN520-10R10 . SCREW. « o. «. ο o... . .«. 2. ὁ ο ὁ ο ο ng ws τῷ o eR nae p «5 2 
-6 ΑΝΟΘΟΡΙ.ΟΙ, . WASHER. . E $ vis οσο οὐ das fat K ο ἕν 2 
-7 175-58776 . CLAMP, Hydraulic rudder boost reservoir filler’ pump ..... 1 
-8 1175-58777 . SHIM, Hydraulic rudder boost reservoir filler pump. .... + 1 
-9 AN3-11 a SSE al ete eS Ny ate ea ES 
-10 AN960D10L t UWASHER. L7 vov Z Bele I9 do uo eo Wo RR de BW Se aa. «8 
---ᾱ--- 
-11 AN919-6D . REDUCER . « . . . « «4 © © © © © © © ο ο: ο om ot o t] ng wi we S 1 
-12 AN6290-6 . GASKET. .. shes: ο «ολ te, Ned 297 ra Νο 1 
-13 151-58010-5 . PILTER ASSEMBLY, “Hydraulic uA tube size. ος νι ES 1 
-14 151-58313 . . ADAPTER, Hydraulic filter 1/4 tube size. . . . . . . + * * 1 
-15 AN6290-6 . . GASKET . . .. SACRO ο να 1 
-16 141-58396 . . GUIDE, Hydraulic two-way restrictor valve filter ..... 1 
-17 151-58314 . . BODY, Hydraulic filter 1/4 tube size . . . . + + + + * «+ 1 
-18 38909 Y FILTER ASSEMBLY (PUP): ολ (du^ ra EET Ce Pow eie ΜΡ 1 
-19 AN6290-4 š GASKET. eR rm Ue cuius NES ia dw fel sas tos Sot Vei ioe vaL ταὶ Ted ceca ος 1 
-20 AN815-4D e UNION νο ὃς, ei ο ο Jo, 40.0 a A aaa cai ova e 1 
-21 AN6290-4 s GASKET? a-a ο "€ vem ἃν Na Se ie sa ug: dm SR Wa el τς ce. Πα ντο τὰ 1 
-22 AN393-19 s PEN o . ο «© © © © © © ὁ ο ο ο ο ο ο ο E. ER 1 
-23 AN960D10 s; WASHER. 24 s. 0365.79 ον ᾱ- ῳ ο Dm 6, 2. Ὅς Su ᾱ ον ον a e 3 
-24 146-58535 . HANDLE ASSEMBLY, Hydraulic rudder boost reservoir filler pump 1 
-25 AN310-3 zs UNÜT- LR Ὁ Ὁ ο. ο. ov 7 A Rote mte m e Cel es te 2 
-26 AN3-11 . BOLD; ο aa 40,09 0 ο Awe: ο wy a ο Ser Sie ο Go ho rests 1 
-eT AN96OD1OL . WASHER. . +. +. + 5 be BO RSENS AA 2 
-28 146-58507-3 . LINK, Hydraulic rudder and elevator boost . . νον das 1 
reservoir filler pump ; 
-29 175-58775 . BRACKET ASSEMBLY, Hydraulic rudder boost. . . . . . + + + * ° 1 
reservoir filler pump 
1 
A C A G 2 — — A 7 RC == CVM EU 
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Section I! 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
316 175-58231 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage rear. ... vos et REF 

(see figure 73 for next assembly 
-1 AA11324A RELIEF VALVE (WAEC) (supersedes AA11324 for . . ides tents z 1 
5 future procurement 
AA11324 RELIEF VALVE (WAEC) (superseded by AA11324A). . . . . . . . . 1 
-2 AN6280-4 VALVE . . . . « © © © ooo... et Roe) ae: μα 1 
-3 AN3-20A : BOLTS x. $02 nb T eoe Sa ο νο ο ο τα sia ast e ues A 
-4 NAS43DD3-32 SPACER, Screw and bolt. . . e . . + + + + s ee s s eee ee 4A 
-5 AN814-4D PLUG AND BLEEDER. 4 4. & © € +< x +< o ass e κα ° 2 
-6 AN832-4D UNION sce an Ὁ E x» ο XX A ADA ae eS (w Y 
-7 AN926-4D TEE Vi aha sO NR Se Te L ος 1 
-8 AN815-4D UNION £m E ix cele Cae, Belin Iu Jeo ο Je? ee See ο” 
-9 AN833-4D ELBOW 4.2.5 2 ο ορ Wee quise ID m we «ἂν ce es Yo oy A l 
-10 AN834-4D TEE. Z ar v< Πες tal cat tes vie a. bay φον, od rs DS ee, Raine es SP d x ο 1 
-11 AN6289-4D MUT rose ος. ie we qw ow e eoe Vet Dus eer cub O Kees, dev. E τα 4 
-12 AN6291-4 RING. ο ο ο Me Se λα de ο Sewn eee) Sy wane: cd 
-13 AN6290-4 GASKET. . SS x 5 εἰ «Ὁ ᾱ ew ὁ oc 9 A 4 es 9 
-14 AN815-4 UNION o S 2 -ᾱ- s: Z -ᾱ; A NA AR 1 
-15 AN815-6D UNION" 3e uo vm ο ee Fo RSP ees ee OE ος. a AA Ge vel 1 
-16 AN815-4D UNION ο ος (0 Ὁ Ra a ο Ta ας 1 
-17 AN821-1D ELBOW o Xs. Sosis u SES ee RLS EX Ru CELOS v NE ὃς AIDE IUE Ue 1 
-18 196-6-1.2 FLOW REGULATOR (WAEC) . s + e ¿+ a ee ee a . ee . . . x . on 1 
-19 AN815-6D UNION 2. Ws αν S e ets Q Ser RR ντο ee C 1 
-20 AN893-2D' BUSHING. ç ο erem Ud re wu v e uec Ve ο CES ο 1 
-21 AN804-4D TEE so 047i (e wo» eo Tec 9 -ϕ- Wo Fos ο, a LC». ee de Ue. a ο. 1 
-22 AN6290-6 GASKET: way Xo πι a BR sac. a ves ve pesce ο δι Ce ο ος AR 1 
-23 AN833-6D ELBOW . . . . © © ο ο ὁ « ὁ ὁ 9 » * 4 ὁ ο 2 3 ὁ «^s.» 1 
AN960D916 WASHER. 4 < wo€ € 9 6) aaa Ree iat Cw WU “ᾱ USU AU T ος ot e 1 
AN924-6D NUT. uo. 4 39 a 9 09, 8^ δ 0m c9 Ὁ 4 ὁ AA 1 
-24 AN833-4D ELBOW e ---. τς; ea aa a e dm ns a i. ovs un 1 
dj AN960D716 WASHER... . . ο © © «© © e © e © « ὁ ὁ 9 ὁ c c ο 9 ὁ ὁ $ ο ο ο i. 
AN924-4D NUT Z ο 9 ο € hr wr e ce Ὁ. Soa SD Ὁ SR, san ο sel bal Se 1 
-25 MS28741-4-154 HOSE ASSEMBLY, (supersedes MS28741-4-15-15-1/2 for future . . 1 
procurement) 
MS28741-4-15-1/2 HOSE ASSEMBLY, (supersedes by MS28741-4-154). . . . . . . + . 1 
-26 156-58813-3 LINE ASSEMBLY, Arresting gear snubber tee at restrictor... 1 
to relief valve pressure port 
-2T 156-58808-19 LINE ASSEMBLY, Arresting gear snubber tee to check valve. . . 1 
-28 156-58805-61 LINE ASSEMBLY, Arresting gear retract return station 603. . . 1 
elbow to station 627 elbow ) 
-29 175-58816-39 LINE ASSEMBLY, Arresting gear retract station 628 flow. . . . 1 
regulator to station 603 bulkhead elbow 
-30 175-58816-41 LINE ASSEMBLY, Arresting gear retract bulkhead union. .... 1 
station 546 to bulkhead elbow station 603 
-31 175-58816-43 LINE ASSEMBLY, Arresting gear retract return union. . . . . + 1 
fuselage station 547 to bulkhead elbow station 603 
-32 AN815-4 UNION I, ᾱ C Ae o Le ROGER XS KR ἀνε EQ ROW CC m. Ἡ AAA 1 
AN6290-4 GASKET. . . ὁ « ο © © © © » ὁ 0.0 ο DIL 1 
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a ——OH-M--— m V Ó 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
317 175-58701 HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator boost. . . Ref 
system (see figure 71 for next assembly) 
-1 AN6271-4-9 . HOSE ASSEMBLY . z . + + + s © © © * ee © s m tf t t t] ng EE 1 
AN821-4D . ELBOW... . ὁ 2 e © © . on © ot ο BSE Cer a SSS eed Sek cee VN at be 1 
-2 AN6271-4-8 . HOSE ASSEMBLY . +. +. +... + + + © © +. x * ° ES š oD Ç 1 
AN821-4D ο ¿ 2:2 Sus ae aR ese Wege) ο we ελ. S gi ope oe Ὁ ---. 
-3 AN821-8D ELBOW . . , + +< +s + s s oo e s s 9 s s s s f ° < s ° I| RN. 3 
-4 175-58877-23 LINE ASSEMBLY, Normal rudder and elevator boost return. elas 1 
from union station 638 to elbow station 645 
-5 175-58877-19 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 638 to elbow station 645 
-6 AN815-8D z UNION i. zw o6 BR Wim ues Sys m rus ος msc 6: 4. Φι m SS 10 
-7 175-58877-17 ` LINE ASSEMBLY, Normal rudder and elevator boost return. . . + 1 
from union station 610 to union station 638 
-8 175-58877-15 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 610 to union station 638 
-9 175-58877-11 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
Ë from union station 560 to union station 610 I 
-10 175-58877-13 LINE ASSEMBLY, Normal rudder and elevator boost return. . . . 1 
from union station 560 to union station 610 
-11 AN931-8320 . GROMMET . . . e + + + + + + s + s s s oe s om + on m m! n m] n] n à 
-12 AN815 -6D ANION Co ; ο. ο ο as BS αν ὃς ο ο Ὁ QK q U p.s Pus e. e SE GIS iss 8 8 
-13 175-58876-31 LINE ASSEMBLY, Emergency hydraulic rudder boost return. . er 1 
. from station 610 to union station 654 
-14 175-58876-29 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 1 
from union station 610 to union station 654 
-15 175-58876-27 LINE ASSEMBLY, Emergency hydraulic rudder boost return. . š 1 
from union station 550 to union station 610 
-16 175-58876-25 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 
from union station 550 to union station 610 » 
-17 AN931-8816 . GROMMET ... . 2 e e + + s s + s et t t n ` 6 
-18 175-58877-7 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from elbow station 480 to union station 560 
-19 175-58877-9 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . . 1 
from union station 480 to union station 560 
-20 175-58818-39 . LINE ASSEMBLY, Boost pressure station 498 forward .᾿. . . + + 1 
to station 480 
-21 175-58818-37 . LINE ASSEMBLY, Boost return station 498 forward . . . . . . . 1 
to station 480 j f 
-22 175-58877-3 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from bulkhead elbow~sta 424-5/8 to union sta 465 
-23 175-58877-5 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . + 1 
from bulkhead elbow sta 424-5/8 to union sta 465 ΄ 
-24 175-58876-23 . LINE ASSEMBLY, Emergency hydraulie rudder boost return. . . . 1 ` 
from union station 489 to union station 550 
-25 175-58876-21 . LINE ASSEMBLY, Emergency ο. rudder boost pressure. . . 1 : 
from union station 489 to union station 500 I à . 
-26 175-58876-17 . LINE ASSEMBLY, Emergency hydraulic rudder boost return. . .-. 1,, AE 7 
from pump assembly to union station 489 " I š I 
175-58810-81 . LINE ASSEMBLY, Emergency hydraulic rudder boost return. . . . 1: CE ^ 
from pump assembly to union station 489 E 
-27 175-58876-19 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 1 
from pump assembly to union station 489 ; 
-28 175-58876-9 . LINE ASSEMBLY, Drain rudder reservoir assembly to skin. . . . 1 
~29 175-58876-11 . LINE ASSEMBLY, Filling hand pump to check valve to. . . +. + ° 1 AE 
pump assembly filter - 
175-58819-79 . LINE ASSEMBLY, Filling hand pump to check valve at. .... + 1 CE 
; [ pump assembly filter ` 
-30 3H2-4-13 . HOSE (NA) . . « « + + + + + + + s + s s s s + s ° t t! t] ° * ° 1 i 
-31 175-58702 . PUMP ASSEMBLY, Hydraulic emergency rudder boost . . e s - - ° 1 AE 
(see figure 322 for detail breakdown) 
175-58702-3 . PUMP ASSEMBLY, Hydraulic emergency rudder boost . . . à .. 1 CE 
(see figure 322 for detail breakdown) 
-32 AN365-428 . ΝΠ. κ OS E AE AECA de κ Ὁ τὸ EU 4 
-33 AN960D4.16 . WASHER. . . 2 + + < . e ee ee ee e o m s m ο... . . .« 0. 0. 4 
-34 AN4 -4 A v BOLT 2 04.0 ο a A A a e κ. 8 
-35 175-58703 . PUMP ASSEMBLY, Hydraulic rudder boost filler hand . . . να 
(see figure 315 for detail breakdown) 
AN3-4A . BOLT. . wae e 2 € e $9 ὁ € 5 ὁ ἡ Ὁ ὁ ο « e a ee ae ee 6 
AN960D10 . WASHER. . « g. . o. © Co... .. . Pe ο ο ο 6 
AN365-1032 e NUT . 2 2 . 8 ..... ο ὁ o. ο ο 9 «4 ον 4 4 ο ο ο » 6 
-36 AN6271-4-30 . HOSE ASSEMBLY . +. +. » + + + $7. "e: nies See ha, as eN e et ο, eis 1 
-3ΐ AN806-4D ας PLUG: s 2 0249 3 E RR m ue RAR IA er eim r$ MU oe 1 
-38 No Number . RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT . . . . . Ref 
(see figure 318 for detail breakdown) i 
-39 No Number . RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT . . Ref 
(see figure 319 for detail breakdown) 
-40 No Number . RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES . . . . . . . Ref 
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FIGURE 318 - RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT 
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H-175-58-57A 


INDEX NUMBER 


FIGURE & 


318 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


PART 
NUMBER 1 2 3 4 5 é 7 NOMENCLATURE 
No Number RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT. ... 
(see figure 317 for next assembly) 
AN6271-4-16 z “HOSE ASSEMBLY 4.4 xw ER wa OLOR. Le UP e LOS ον 
AN833-4D sc ELBOW ρα E a ewe ea E Oe CAES a ἃ RA α 
AN960D716 x. “WASHER 2 wna ος ο ose de ue e WEE T, E. Rr κα 
AN924-4D . NUT... 5 5 ὃς, Sais ον, ος UR 
175-58707-55 . VALVE ASSEMBLY, Hydraulic rudder and “elevator boost . . . 


ATTACHING PARTS 


AN4-27A P 
AN960D 161 ; 
AN365 -832 > 
AN815-6D st” . 
AN6290-6 ; 
AN837-6D š 
AN833-6D s 
AN6289-6D ; 
ΑΝ6291 -6 
175-58877-13 
175-58807-73 , 
175-58807-71 
175-58807-69 , 
175-58807-75 . 
175-58877-39 3 
175-58877 -33 " 
AN926-4D " 
AN919-6D I 
AN6290-4 š 
11D2 ; 
AN6280-6 p 
160-58149-3 š 
175-58877-31 š 
AN824 -6D š 
175-58877-29 » 
175-58877-27 x 
175-58722 š 
ATTACHING PARTS 

AN365-1032 . 
AN960D10L š 
NAS43DD3 -36 ; 
NAS43DD3 -32 š 
AN3-21A ; 
169-58712-11 - s 


ATTACHING PARTS 


AN365-1032 : 
AN960D10L d 
AN3-13A ç 
------- 
ΑΝΘΟΗ -6ὓ 
AN834-6D , 
175-58877-55 . 
175-58877-57 n 


(see figure 327 for detail breakdown) 

BOLT. Lus g asia S e ο qua, ο awe deus eee llu NU e 

WASHER; Q vow e mo ο a RE SU ee a Rae ge c rm ow 

NUT Z^ 26609 369 48v ο ο Ves xL oW. eue erue ec S HD ose e 

UNION 41.6 ο ai e aa ὁ, ἳ ος τὰ š ἘΦ ἐς; a ο... 

GASKET U asic S at wA ο Set μ.ο coped Deu E DA ο 

ELBOW! s. 527.2 ei ee ten Snap ace Se ἕν ο ee oa Soe EY e οι SS 

ELBOW κ. ve. wo € uxo 9o VE τοἳ S ο S. ο ο i 

NUT. Aces. S PSS ost Mee "al. wave ot n DUE, Ya ο ο ο μα ο Der ten te 

RING. . $ * ç: e vus 3 

LINE ASSEMBLY, Normal elevator boost pressur re from tee “WL70 
to pressure transmitter WL89-7/8 

LINE ASSEMBLY, Normal elevator boost pressure from tee WL70 . 
to control valve 

LINE ASSEMBLY, Elevator boost up from control valve to. $ 
by-pass valve 

LINE ASSEMBLY, Elevator boost down from control valve to. . 
by-pass valve . 

LINE ASSEMBLY, Normal elevator boost pressure from relief . 
valve WL61-5/16 to control valve 

LINE ASSEMBLY, Normal elevator boost pressure from relief . 
valve WL61- 5/16 to tee WL7O 

LINE ASSEMBLY, Normal elevator boost pressure from tee WL . 
52- 5/8' to by-pass WL72-1/! 

TEE ο ο) Leila soc 09e Ie ο Ui R^ των Yeh UR. ar Ue as cel Wa! tel Tar τῶν eT hs 

REDUCER oec τῳ. δν Senne: PS: dence So? Nel cruda w. εφ tar τών pre e 

GASKET. . . II 

PRESSURE SNUBBER ος μα κ ais oo o NE όνος 

VALVE... ww ο et ve ce ^ fe! er -ῷ ms ee 

VALVE ASSEMBLY, Relief type check " oou AU RO UD νο C 

LINE ASSEMBLY, Normal elevator boost pressure from tee. . . 


WL52- 2 to relief valve WL61- 5/16 

TEE . . š; 

LINE ASSEMBLY, “Normal elevator "boost “return from check. è 
valve WI41-3/8 to relief valve WL61-5/16 

LINE ASSEMBLY, Normal elevator boost pressure from flow . 
divider to tee WL52-5/8 

VALVE ASSEMBLY, Hydraulic elevator boost relief ...... 
(see figure 325 for detail breakdown) 


NUT a oe "lese io varie. Ὃν A) όν 
WASHER. . . . . + +< + +s ooo 
SPACER, Screw and bolt. . . . 


SPACER, Screw and bolt. 
BOLT. . « 2 . © a ww we 


ee . oe . . e o 
. ο e o oe . . . . 
. = e ù ùo « o ο . on 
. . e où . . . . . 
. e © 9 c£: 5 o. o . ο ο 


VALVE ASSEMBLY, Hydraulic 
breakdown) 


by-pass 


NUT . 4. + +< +< +< « 9 « e. 6 ο sa ο ὁ ο ο ὁ ὁ ο ὁ ὁ ὁ ὁ ο ο 
WASHER. . . . . « « + e e ^ c e e a s e o ο ο e 0 ὁ * ὁ ο 


BOLT. © e ceca ue ἃ eo ce d) 9) 4 ΚΦ. δ) ὁ le δ; ο ae o 

TER ios ce) Ao 6 τε ο Ὁ τοὶ Se. Wu se Ne) HI A CSS ee SS 

TEE... 9) ὑφ. seca. Cur, ὧν i 9 9 e 

LINE ASSEMBLY, "Elevator boost up from by-pass valve to. . 
cylinder 

LINE ASSEMBLY, Elevator boost down from by-pass valve to. 
cylinder 





(see fig 324 for detail 
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Section 1I 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
. 1 
. 1 
A 1 
: H 
š 1 m 
η 1 
. 2 
E 2 
2 
ae wl 
: 1 
x 3 
; 6 
: 6 
A 1 
1 
1 
1 
. 1 
. 1 
2 1 
. 1 
. 3 
. 3 
š 1 
E 2 
. 1 
š 1 
. 1 
. 1 
š 1 
E 1 
š 4 
. 8 
1 2 
2 2 
š 4 
š 1 m 
$ 1 
š 2 
. 1 
. 1 
. 1 
. 1 


5TT 





Section || 


Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





H-175-58-59A 





FIGURE 319 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT 
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Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
319 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT. . . : . Ref 

(see figure 317 for next assembly) 
-1 AN365-1032 x^ NUTS cn ie» vez μονος At au de aay mesure edente ur E 
-2 AN960D10L ο WASHER... “ο: woe 5; SOT e an 5. aha ρος» ο ο. ο La 8 
-3 AN3-12A x^ BOLT. us Z ὃν ο 3. 30 X UTR aa ha. s er due. t ος R ο Se Ive ο ο ο 4 
-à 466110A FLOW DIVIDER (BX) i 2 x2 ee lS ecd bee bee eS 0 
-5 AN833-8D s. EhBOW snu. aneta 21 4 ος 9 δι SS Se ο Ὅν δλδ SOS ος S. Ὅδο. «αν «ον. 2d 1 
-6 AN6289-8D w NULE ο ο ueque! veter ο ος rx πα eee “ον as 1 
-7 AN6291-8 $ RENG.. $3 νῶν el V ve ote t Safe NUS E Se Wi es Wel Tak ὧν Q 1 
-8 AN6290-8 + GASKET 13669 wow ο gs ws ο... “κ... 1 
-9 AN821-6D e BEBOW ovS -ᾱ- ο m Bie WU tuer e ὃν Sos «Νες x rp 1 
-10 AN6290-6 @ “GASKET ocios eas ese Q Ρ EN 28 
-11 AN919-6D s "REDUCER s 69) t.c set. «ὃν τν. cw d uw Hee ce δι ¿w "m 2 
-12 AN783-6D 2s TEES s eligo We Aw. Mea Sot Ph ker EI ER reb po en es «πι 1 
-13 AN6289-6D e GNUTCOSC 2x9 x ox E. δ «ῷ ESQ $e fe: pe we Whe derum zb 
-14 AN6291-6 s RING cio€ 93€ PR bia αἲτ δεῖ ὃν ᾱ Ξ ο lee [el ia O: 
-15 AN365-1032 in NUE ος go xu ve DAL ce š ον vee ye . Ves) -ᾱ- ν xe e rah es 1 
-16 ANQ60D10L a. WASHER E: g: de et ea s a St -ᾱ a ος V ο ey a als Gee. xe. 1 
-17 AN3 -14A ᾳ. μμ om. πο ο VS, a ee gt a cet e Gey νο rte r ses aaa 1 
-18 175-58706-3. . VALVE ASSEMBLY, Hydraulic rudder primary boost system pressure 1 
by pass (see figure 324 for detail breakdown) 
-19 AN815-6D s. -UNION 4 G3 er we cows o0 we ea OR Uwe Wl (mU w ο ANCOL E 9 
-20 AN833-4D e ELBOW -. 442-33 aa e πο Wid. Moreen S La ος rd 2 
-21 AN6289-4D S NUT ανν αὐ Ere soe ον. oy Sse seh ο eed SU ος οἱ deris 2 
-22 AN6291-4 + RING... ο pn $us vaL Ie e w U ed ον S EU 2 
-23 AN6290-4 κ. “GASKET 6 <a allay eS SERE TEE τ Ww E i.c sat Sg Ye 3 
-24 AN832-6D e ΒΠΡΟΝΟ oct ie. e ue 297 he cow eh ve e TN MEER 3 
-25 160-58149-3 . VALVE ASSEMBLY, Relief type check . oe wA EUR Ehe Bee ste 1 
-26 AN6280-6 e VALVE: ie W ο ww ss lay Ca $ eO! ὃν ον S by ἂν ο Cua eA. 55 
-27 AN3-15A BOLLS vere ets! Mem eld oie ye A ο ο κ ο ει “Sele ver SV 4 
-28 AN960D10L + WASHER. . . . . . we +... ai? τῷ, Se? TPO es os . νην 4 
-29 NAS43DD3 -8 SPACER 28618 o v eese ο neo τως. e NoD aiu ας Oo 
-30 175-58724 VALVE ASSEMBLY, Hydraulic primarty rudder boost . . . . . +. . 1 
(see figure 330 for detail breakdown) 
-31 AN926-6D TEE . 2 46.452550 4 26 a ow] 09. 73. το. Ὁ Wu teh e. δι Jte a Ὃς. ος ἃ 3 
-32 AN832-4D 5 LUNION Z ve va ai ate feel a oS sb Bid " ο ο NE ἴθ. SA S S 3 
AN960D716 $. WASHER: 2e 4 αι ox X a. « ç ea e GÀ E ο O AR τῷ 3 
AN924 -4D ie NUT V Ue ος ocv. oen a Y ος a A IAS iu. eo τν ei De 3 
-33 11D2 > "SNUBBER (OPS) κ os wok cce m ox S a ee a B ` 
AN6290-4 sS GASKETS 4^ 60$. ὃς et MEE 2 
-34 169-58712-11 . VALVE ASSEMBLY, Hydraulic by-pass . . . +. +. e + + + + e s + ο 2 
(see figure 324 for detail breakdown) 
ATTACHING PARTS 
-35 AN520-10R8 . SCREW (used on normal rudder boost hydraulic by-pass valve) . 2 
~36 AN960D10L . WASHER (used on normal rudder boost hydraulic by-pass valve). 2 
-37 ANTA2D21C . CLAMP (used on normal rudder boost bydraulic by-pass valve). 2 
-38 AN3-15A . BOLT (used on emergency rudder boost hydraulic by-pass valve. 1 
-39 AN960D10L WASHER (used on emergency rudder boost hydraulic by-pass valve) 1 
cime i M 5Η 
-40 AN834 -6D TEE σας toe ον wd Ce cR E a : EP E s "πη 
-41 AN6280-4 «0, VALVE ΤΟ oos om ta aa "XA "E p uu. UL 
-42 ΑΝΒΟΝ -6D & TEB aa 320» a -ᾱ SEP SSE e vet OS tia, S 1 
-43 146-58473-3 TWO-WAY RESTRICTOR, Ε1χ6ὰ...................Ὀ1 
-44 AN924 -6D ο ο mele. ya ον s DR. E NA ZQ ° e "LN 1 
-45 AN832-6D de UNTON al mca a Dale A A AA νὰ κ! E, E AR AR 1 
-46 175-58723 - VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . . . 1 
(see figure 328 for detail breakdown) 
ATTACHING PARTS 
-47 AN3-14A e (BOLTS. ο kan per a a a ο ws TEO A E TET pan μας 2 
-48 ΑΝΟΘΟΡΙΟΙ, è WASHER e x a ὃς τρ ο W GS: ere AR Αν κ. 9. RO διὰ a ROO € 4 
-49 AN365-1032 € NUT dm Ve ae cai | Iu κο Ws ee a S οἷ, a ee s. Sa ὃς face 2 
e 
-50 196-6-1.7 . FLOW REGULATOR (WAEC) . . . +... + + + + + + + + + . . . rr 1 
-51 AN833-6D x. ELBOWS μα deu. ae ο ο ο ο ΡΞ 
AN960D916 +. WASHER. as Sa a Issa pe ce. "Ue. UR RU wU Sei tae ca, €: IP, «ὦ κα κ. Ὁ 
ΑΝΟΟΙ -6D a NUT St 1$ αν νο cxx mss d eed EDEN WA. ~2 
-52 AN824 -4D . ΤΕΕ . . ὡς er τὰς ὃν, ος ο . ὁ ο ο = . . . "m 1 
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FIGURE 320 - HYDRAULIC RUDDER BOOST VALVE ASSEMBLY 
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FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
320 175-50721 VALVE ASSEMBLY, Hydraulic rudder boost . 

(see figure 185 for next assembly) 

-1 AN365-428 a NUT J X ¿ç Bee ee we Boe ok REOS er Se er a ee ee Ὁ 
-2 AN4-55A . BOLT. > % ο w « ὁ . e . . we ww ο οἱ a Ce maie ; δι ος οι er 2 
-3 AN960D416L WASHER A A S δ) ὦ Ὁ, Ὁ 
-4 AN960D416 “WASHER zo τον Q: o ala WARS neo le De a ds 2 
-5 1175-52407 . SUPPORT, Rudder control boost valve . . . . + + + + + ss so 1 
-6 AN365-1032 z ONUD τς Gees Be Abele ve Gee a e Ps ee xs ew O 
-7 AN960D10L ο, “WASHERS. s ¿ w w c» 809 ὁ ee S t Hore asa! ο RA 
-8 ΑΝΟΘΟΡΙΟ ο WASHER. 4 Xo& else a REST Φιν. a le: ee -ᾱ 1 
-9 AN173-10A . BOLT. ... -—— Áo eer κ Sa A AAA 1 
-10 REB3N . ROD END (RAF) . ὅτ eur i A atte cte Ve Sa a a el εἰ ο ^e os 1 
-11 169-58749 . BEAM, Hydraulic rudder boost valve. SI AG tee talk cal lh ton E αὶ 1 
-12 AN173-11A s BOLT. o ο NS a a a ο ven ον 6 Ὃς οφ ϱᾱ se ca T Sw" AA 4 
-13 AN960D10L . WASHER. ... Ge Fale’. “Bt os io! SA Can tarts δ). Ὁ Be CE qoe hee cesa GAR 
-14 169-58748 . RETAINER ASSEMBLY, Hydraulic rudder boost valve bearing . . . 2 
-15 AN200KS3L n OG BEARING 2 ιν Ὁ £ uc uc a ᾱ- a x lw s Mw e ow 1 
-16 AN815-6D - ο μμ μα αμ μμ Ga Tei a eke do ο wk Ex Be ο ο 
17 AN6290-6 . GASKET. . . gr ene fa Pa ; Sw m v cei. d sow Ὁ 

-18 175-58707-60 . VALVE ASSEMBLY, Hydraulic elevator boost. ο ο ver S. Se, URS IE 2 
-19 1N7-4A . . NUT, Check au. — A ὁ ww) rci E Ta Tel w ὅ 2 
-20 184-58740 . . SCREW, Oval point “hydraulic “boost valve. . . iola. 2 
-21 AN320-4 * « NUT. . 4-474. Q, de Wi te Sette del ος οφ ay NR 1 
-22 2W18-416L . . WASHER, “Plat (na). Blige eto, YG sven) AUC ὁ} τ; Mee SN ο Moy Je ο 1 
-23 NAS464-4-22 . . BOLT, Shear close tolerance. io ο woo e wT eo cuire 1 
-24 175-58738 . . LEVER, Hydraulic rudder boost valve assem biy e. ow ss 1 
-25 169-58735 + . PLUNGER, Hydraulic boost control valve . ei τον arji ca at Teide 2 
-26 AN6227-2 . . PACKING. ... EU e RY ΜΜ deas 2 
-27 169-58734 . . RETAINER, Hydraulic “boost control valve. ..... ee ee 2 
-28 AN6227-11 . . PACKING. .... oque om mes US 
175-58742-5 + . SLEEVE ASSEMBLY, Hydraulic boost control valv Ve a. ον 5 ο le 2 

-29 169-58732-5 E SPOOL, Hydraulic boost control valve . . . . + + + 0. . 1 
-30 175-58744 v^ uw: s SLEEVE, Hydraulic boost control valve. . . . + + sà 1 
-31 5R16-11 . . RING, Spiral back-up (NA). "M Batol fet μα can WU ο ος 8 
-32 . 175-58746-5 . . SEAT, Hydraulic boost control valve. ......c.ceeee 2 
-33 1P6 . . PLUG, Hydraulic (NA) . . + . + + + + + + + + 9 om n «9ο 4 
~34 AN6227-3 + <+ PACKING. .... Bo δια” ta Ca 189. jm Yar. Ὅτε May σι WH Νο wer et αἱ “8 4 
-35 144 -58240 . . PLUG, Hydraulic valve. Z AS es Tana ο ο ο a ο 2 
-36 AN6227-5 s^ e PACKING < Z ox κ κακο RA RE αν 2 
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FIGURE 321 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
321 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES. . . . . +. + . Ref 

(see figure 317 for next assembly 
-1 175-58877-59 . LINE ASSEMBLY, Normal rudder boost pressure from flow . . . . 1 
divider to check valve at relief 
-2 175-58877-25 . LINE ASSEMBLY, Normal elevator boost return from tee. . . a 1 
station 665 to check valve wl 41-3/8 
-3 175-58878-5 . LINE ASSEMBLY, Normal rudder boost return from by-pass. . ; 1 
valve to cross at relief valve 
-4 175-58876-77 . LINE ASSEMBLY, Normal rudder boost return from bulkhead . . . 1 
` s elbow at wl 25 to cross at relief valve 
-5 175-58877-61 . LINE ASSEMBLY, Normal rudder boost pressure from relief . . . 1 
valve tee to by-pass valve 
-6 175-58878-7 . LINE ASSEMBLY, Normal rudder and elevator boost return. ... 1 
from relief valve to tee station 665 
-7 175-58877-21 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 665 to flow divider 
-8 175-58876-69 . LINE ASSEMBLY, Emergency rudder boost pressure from . . . . . 1 
bulkhead union w1 25 to by-pass valve 
-9 175-58876-63 . LINE ASSEMBLY, Emergency rudder boost return from control . . 1 
valve to relief valve flow regulator 
-10 175-58877-63 . LINE ASSEMBLY, Normal rudder boost pressure from relief . . . 1 
valve tee to bulkhead elbow at wl 25 
-11 175-58876-73 . LINE ASSEMBLY, Normal rudder boost pressure from flow... . 1 
divider to bulkhead union at wl 25 
-12 175-58876-75 . LINE ASSEMBLY, Normal rudder boost return from control. a 1 
valve to bulkhead elbow at wl 25 É 
-13 175-58876-47 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 
; union wl 25 to relief valve 
-14 175-58876-65 LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 
elbow at wl 25 to control valve 
-15 175-58876-79 LINE ASSEMBLY, Normal rudder boost pressure from pressure . . 1 
snubber to bulkhead union wl 25 
-16 175-58877-79 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 
: union at wl 25 to by-pass valve 
-17 175-58876-67 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
wl 17-5/8 to bulkhead union wl 25 : 
-18 175-58876-45 . LINE ASSEMBLY, Emergency rudder boost pressure from pressure. 1 
snubber to reducer 
-19 175-58878-49 . LINE ASSEMBLY, Normal rudder boost pressure from pressure . . 1 
snubber to pressure transmitter. 
-20 175-58878-51 . LINE ASSEMBLY, Emergency rudder boost pressure from . ... . . 1 
. pressure snubber to pressure trnasmitter 
-21 175-58877-67 . LINE ASSEMBLY, Normal rudder boost left from control. . . . . 1 
valve to by-pass valve 4 
-22 175-58877-73 . LINE ASSEMBLY, Normal rudder boost right from control . . . . 1 
‘valve to by-pass valve 
-23 175-58878-43 . LINE ASSEMBLY, Emergency rudder boost left from control . . ; 1 
valve to by-pass valve 
24 175-58878-39 . LINE ASSEMBLY, Emergency rudder boost right from control. . . 1 
valve to by-pass valve 
-25 175-58876-33 LINE ASSEMBLY, Emergency hydraulic rudder boost ‘pressure. . . 1 
from union station 654 to tee station 664 
-26 175-58876-35 . LINE ASSEMBLY, Emergency rudder boost return from union... 1 
station 654 to relief valve 
-27 175-58876-41 . LINE ASSEMBLY, Emergency rudder boost return from check . . . 1 
valve to flow regulator at relief valve 
-28 175-58876-65 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . 1 
station 67! to tee w1 17-5/8 
-29 175-58878-45 LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
wl 17-5/8 to by-pass valve 
30 175-58878-41 LINE ASSEMBLY, Emergency rudder boost right from by-pass. . . 1 
y valve to union 
-31 175-58876-49 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . 1 
station 67! to control valve 
-32 175-58877-69 + LINE ASSEMBLY, Normal boost left from by-pass . . . . . . . + 1 
valve to union 
-33 175-58876-39 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
station 674 to relief valve 
-34 175-58877-75 . LINE ASSEMBLY, Normal rudder boost right from by-pass . . . . 1 
valve to cylinder 
-35 175-58878-47 . LINE ASSEMBLY, Emergency rudder boost left from by-pass . . . 1 
valve to cylinder 
-36 175-58877-71 . LINE ASSEMBLY, Normal rudder boost left from union. . . . . . 1 
to cylinder 
-37 175-58876-55 . LINE ASSEMBLY, Emergency rudder boost right from union. . . . 1 
to cylinder 
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FIGURE 322 - HYDRAULIC EMERGENCY RUDDER BOOST PUMP ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 

gee 175-58702 PUMP ASSEMBLY, Hyd emer rudder boost pe fig 317 for next ELE Ref AE 
175-58702-3 PUMP ASSEMBLY, Hyd emer rudder boost (see fig 317 for next assy) Ref CE 

-1 + AN919-6D e REDUCER. ooo ο wo len ates das Gee ο S ow! BS water ae base cee vid cy 1 

-2 -AN814-4D a PLUG; s ο το QE ete a SES Ioue m Serie Ro ent Bega idl toh cot ces ῥα... s: ca se! πρὶ Z 1 

-3 AN926-4D oe, SIGE yet piq aie ear Ya cw O Su ge Bee OTL al e ea vetu ae ade S ae 1 

-4 AN832-4 er UNTON. odon Sot tesla wu mL a ας ος ὃν ec ei ks ah ae Agr i * 1 

-5 AN901-HA ele GASKETS ο pa ore euer edd e S ee i ver Ἦν νων 1 

` 26 AN924 -4D s NUT z le E Sa ie Des m VE eese ee Mee Se 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
322-7 AN503-416-1 . SCREW 7 . 7 

-8 AN503~-416-18 . SCREW.. aS Serge ον "aw 2 
-9 169-58421 . PUMP ASSEMBLY, "Hydraulic “surface “control "booster. My ge igs tarta im 1 
-10 AN310-5 $^ log μα κο Gea Goes Άν. ο Gd aise uto ea QUI eee es, dE 
-11 AN960C516 + . WASHER... S de ο ces WS REUS ww kaq woe ens l E 
-12 D820 . . MOTOR, Hydraulic ump (HOQ). μπα ρα να DIES 1 
-13 88985 . . RING, Sealing E ; QE egt IAS Wt Gh "o wey re G τῶν Tasos 1 
-14 75437 m GASKET, Mounting. (VI). C Z sus a om^ RR US Ta 1 
-15 AN310-4 we cw NUD See ο ὁ- το δύω Pe tice! lu. -ϱ $c ὧν δε αν Ta Ua ο ve iet G e 4 
-16 AN960C4 16 . . WASHER . . . . MM MR ERE M EET 
-17 AA19021A + . PUMP ASSEMBLY, Hydraulic (for a list of detail parts... 1 
refer to ANO3-30CH29) (VI) 
-18 87082 s GASKET, Housing (VI) . ..& e e wes Se eg 1 
-19 93139 : GASKET (VI). . . . EET 
-20 175-58876-7 ; LINE ASSEMBLY, Emergency “hydraulic "pudder boost pressure. . 1 
š from pump assembly to elbow station 489 
-21 AN919-3 » REDUCER . . 5 € a Sewer e cee ο 18 UR WV BANS 1 
-22 AN6290-5 e GASKET; ui. o. re Ὁ, Ὁ. id có cce NL ar aive Us a «δ τόν 9 1 
-23 AN814-4D o PUG voeem ES ee ο GOS, S ο Sk. Bal Ne rer Dec det ee “et W 1 
-24 AN6290-4 . GASKET. . . . . . 5 οὐ wA φαγιὰ ος. ws de 1 
-25 120-58243: . VALVE ASSEMBLY, Hydraulic surface control booster relief. 1 
-26 AN919-6D -- $ Gc IRBDUCER. v3 foe's, Heb isd ce the! om Ὁ UR Sele tas eyes ee Sa eee , Ἡ 
-27 AN902-6 . . GASKET. . . 3 +: ¿sz $ deris ier Pa s Š πο. 1 
-28 1175-58711 . ^. SPRING, Hydraulic "booster reservoir relief valve i ier "eur Er de l 
` (supersedes 144-58269 for future procurement ) 
-29 AN960D10L so WASHER: o 4e 4 (oue ο € ο Q aQ οὔ τῳ CE, τς ὃς Sy oes wow SU e ho AR 
-30 HL902 . POPPET (HFP) . ie nsi OE re ROS 1 
-31 120-58244 BODY, Hydraulic "surface control booster "relief valvé ab 1 
-32 AN894 -6-4 BUSHING . . . . ὦ s es 1 
-33 165-58300 . GAGE ASSEMBLY, “Hydraulic power “control air purge "sight. Ue 1 
-34 165-58321 . . FITTING, Hydraulic power control air purge sight . et Ἔν χα 9 
.-35 AN6227-3 . PACKING. . +. +. O 2 
165-58322 + . TUBE ASSEMBLY, Hydraulic power control air purging sight 2 1 
-36 AN818-10D Ve rs NUT. αν 0 2€ a a Dv TR AU Ja ewes SY Pene deem o. ` O 
-37 AN819-10 Wed 10S SLEEVE . . . ler de 2 
-38 165-58322-3 b dial rs TUBE, Hydraulic ‘power control air purging sight. s Sema 1 
-39 175-58325 š TUBE, Hydraulic flight control air purging sight . . . . . 1 
-ho AN927 -6D a EBON OR D leh X BIO Noe a ak aC eec akan ey Pi 
-41 AN6291-6 e "RING 00 9 A A κ κ . QÇ ο κας δις ADM ee née En s= -ᾱ Ne 1 
-42 AN6289-6 x ANUBIS uode won ROE Ne e ο ae DX Ge UND UD ο... 1 
-43 AN832 -6D ¿ ΌΝΤΟΝ O S05 20: a vay ————— T 
-44 AN815-6D s UNTON 20m Se ET serge te eu ο (ori od, νῷ she ο oo “SVR τῳ. "ἃ 
-45 AN926-6D A A NC 
-46 AN6280-4 sm VALVE κ. < 0; Ὁ. 5 a EOE ah ο ο φι.ᾱ qu. V. WU SY we JA m OS 1 
-47 AN815-4D i. GUNTON iia Sy tesco, S e ere rb woe e Bee das a a lao. DE 
-48 AN832-6D . UNION Z ¿ Z 2... Z: fates at ώς «Ὁ face αἱ WS Qe QU w αἷς S: ἃ. ο (ale 1 
- -49 AN6289-6 S NUT SO a SU ο ο w Se cep Ua veo Gy we οκ Otay Ya 1 
-50 AN6291-6 .. RING: acc uos X* AE A dt i a Es a a AA AA 1 
-51 AN894D6-4 « BUSHING ; 4. ¿ š «ὁ x €. ο. Ρ ο cece’ di, Con ty cs a ve 1 
-52 AN6291-6 . RING. Mose tor Wate erga Se te) YOR ο κ S eter O POE 
-53 AN6289-6 g Y ο wu. Rs eM eL πὶ fa W ος απο re el Ίο, ὦ π.μ 
-54 AN833-6D . ELBOW . . . . . . wol» 4^ Ὁ, 9 Ὁ 1. 8. ο "o ΟΦ. let w m iw) D LIS φι ole: ie 1 
-55 175-58876-3 . LINE ASSEMBLY, Emer rudder boost return filter to reservoir . 1 AE lI 
175-58822-37 . LINE ASSEMBLY, Emer hydraulic rudder boost return from. . . . 1 CE 
; filter to housing 
-56 AN833-6D x -ELBOW 206 V a a aja «δ, de ae a a 1 
-57 AN6289-6 i NUT arie st eee wap ce eis wet eo oats S fiat bc u's Jor Lab ο M δε gee Ἐς Se 1. 
-58 AN6291-6 s e RING: 153 ow db sote 9 16. 9)... eov ws Mer ies ven δ! dep WE. Kaw Ὁ σον 1 
-59 AN365-428 NUT ο esi ea ο ὃς 7. ο ey "Xm 2 
-60 AN960D/ 16L . WASHER. . . < ë . . . . . ο E fe wow 9 δ: οὐ. ᾱ, A 4 
-61 AN4-25A . BOLT. eid ooh Ue sects eng TES OW a ο ar, AE RA A Ὁ RO 2 
-62 NAS43DD4 -4D . SPACER, Screw and bolt. ο ον αν i ᾱ- ὥς sw. ye W Ge i δὶ δν [ns e. mp αν ᾱ 2 
-63 175-5877? . BRACKET, Hydraulic emergency ‘rudder boost filter. . . . . . + 1 
-64 AN6234 oo PILIER: 4 o 02: a Say ο eg € 90904; ρα κ ὦ, € 9. (o es Rye ue ὁ 1 
-65 AN6290-6 6 QGASKET. . Ὁ. ο wow e uw ee e's ο Wan Jes (hp ST ο ο da ia 51, «Ὁ 
-66 AN6290-4 + GASKET. . . . . +. . . ο o o S E Er CE 8 
-67 175-58766 . HOUSING ASSEMBLY, Hydraulic emergency rudder boost reservoir. 1 
-68 AN365-428 LL AA — ee ee s ον Spee ca ο. 
-69 NAS50-187 . . RING, Internal retainer. -— š ^ eres lus oe Ἢ 1 
-TO 120-58239 . . RETAINER, Hydraulic surface control booster reservoir spring 1 
-71 120-58238 . . SPRING, Hyd surface control booster reservoir compensator. 1 
-72 AN6227-27 - . PACKING. . . + ¿ "E 1 
-73 175-58767 . . ROD ASSEMBLY, Hydraulic” emer rudder boost compensator. ae 1 
-74 175-58769 2 “> 33 ROD, Hydraulic emergency rudder boost compensator. . . 1 
-75 AN316-5R eat Bes Messa v. BPSD Wah (ιόν GA DEI ο wee vente to ea y eae ο... 
-76 175-58768 d. ere ας PISTON, Hyd emer rudder boost reservoir compensator. . 1 
-TT 175-58771 + . PLUG, Hydraulic emergency rudder boost reservoir . . . .. 1 
-78 AN6290-20 Ὅς «ὦ GASKET E uiis ὁ, yeu 5 1 
-79 120-58237 + + HOUSING, Hydraulic Surface control booster reservoir mtg --...α 
-80 AN365-428 MO Ug μα τε οσο say SSP ae a em Na RN ο le ET 
-81 AN960D416 . WASHER. RET Z qv καν sa? ο ÓN 4 
-82 175-58774 . BRACKET, “Emergency "hydraulic "rudder boost pump. ae ceed! ο.” 1 
-83 175-58782 . BRACKET ASSEMBLY, Hydraulic emergency rudder boost. . . . . . 1 
-84 120-58241-3 . GASKET, Hydraulic surface control booster reservoir mounting. 2 
-85 1175-58765 . SPACER, Hydraulic emergency rudder reservoir: . . . . ooo. 1 
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FIGURE 323 - HYDRAULIC AILERON BOOST VALVE ASSEMBLY 
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Section lI 


AN 01-60AABA-4 Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
EX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
323 175-58709 VALVE ASSEMBLY, Hydraulic aileron boost Z RINE, Car te gid ο E AW 
(see figure 182 for next assembly) 
175-58709-10 VALVE ASSEMBLY, Hydraulic aileron boost . . . . . . + e . + x x x Ref C 
(see figure 182 for next assembly) 
169-58739 . SHAFT ASSEMBLY, Hydraulic aileron boost valve. . . . . + + + +. 
ATTACHING PARTS 
-1 AN310-3 e NUT ο wm dw E were. e mo ὃς, EC NES 
-2 AN960D10L . WASHER. . NEM COR APT EE 
-3 14 B21M-S3-122 . BUSHING, Spacer ` (NA) ee AE Te qa E PES E^ 
-4 AN3-20 e BOLTS ο a ee ug «ο 4 Toth ο! we Help WE ae SU δὲ ο) ος αφ Ter cm S> p. Ue . 


προς db Z Sre 
-5 AN364-1032 
-6 AN975-3 
-7 AN386-1-8A 
-8 AN386-1-7A 
-9 169-58740-3 
-lo 169-58740-5 
-11 146-58450 
-12 2146-58449, 
-13 AN6227-7 PACKING. 
-14 = AN4H25A BOLT . 


. NT.... 
-15  AN960Dh16 ` WASHER 


` WASHER. . . . + 
` TAPER PIN . . . 


. 
. 


5 ο . . 
. . o . . 

. ο . > . ` 
. 


TAPER PIN. 1... 


LEVER, Hydraulic aileron boost valve operating. 
. LEVER, Hydraulic aileron boost valve operating. 
. LEVER, Hydraulic aileron boost valve internal . 
SHAFT, Hydraulic aileron boost valve operating. 


ο... ` . o . ο . > . o. o n 


` ° 9 * + * t ° ο. 


-16  ANBH25A BOLT . . Ts 
-17  AN960D516 WASHER . 


. 
e 9 0 * t] s 9 t] 0 9 + ο |Í5 5 


-18 AN811-6D PLUG . 
-19 AN6290-6 
-20  AN6227-6 
-21 169-58737 
175-58763 
-22 AN316-4R 
-23 156-58156 


-24  AN316-6R 
-25 NAS43DD4-28 
-26 175-58762 
-27  175-58761 
-28 = 156-58155 
-29 9169-58742 
-30 156-58133 


. . 
. . 
. . 
. . 
. ` 
. . 


eee ο ο 


. 
. 
` 
. 
. 


roo... 
ee eee 


GASKET 


oe . 0 ο ο ο 


PACKING. . 


PISTON, Hydraulic aileron boost feel cylinder. š s 
SPRING ASSEMBLY, Hydraulic aileron boost valve centering 
zo NUT- 490,970 O RC 0 ο ce ne, ice, ei ee ers 
. NUT, Hydraulic aileron boost valve centering. . . . . 
spring adjustment 
é NUT A oe. ο ο ο ο ο cei. ie 
s SPACER, Screw and bolt. . . . . a 
š RETAINER, Hydraulic aileron boost valve centering spring 
. SPRING, Compression... 
è ROD, Hydraulic aileron boost “valve “centering “adjustment 
š CYLINDER, Hydraulic aileron boost feel. . . 
> ROD END, Hydraulic boost valve stop. 
-31 AN520-10-5 + SCREW. ο ὁ ο ο ο e ὁ ὁ o e» ο ο ο n 
-32 AN935-10 . WASHER . . 2. + + + < ə ὁ © s we ww ο 
-33 AN620h -1 . VALVE. . . ` 


" 9 9 9 9? q ° s 9 + 9 + 9? 9 9$ s ο ο ο 


3 ` t ο 


. 


-34 156-58138 PLUG, Hydraulic “aileron "boost “valve. 
-35 AN6227-23 PACKING. . `. ο ο ος de w Ve 
-36 2W1K52-34-62 WASHER, Plain `(NA) ` PI . 
-37  156-58136 ORIFICE, Hydraulic aileron boost valve 
-38 AN6227-7 PACKING. . . 
-39 156-5813 SCREEN ASSEMBLY, Hydraulic orifice filter. 
-40 | NAS50-À3 RING, Internal retainer. . . veces vo. 
156-58129 SLEEVE ASSEMBLY, Hydraulic aileron boost valve 
-41 156-58139 . SLEEVE, Hydraulic aileron boost valve . . 
(selective fitted use with 156- 58140) 


oe ee ee 


— 9 + + ο α 
. De . we we ο 
e 9 c9 9 ο ο ο ο 9 ο ο 
e * s + + |] 2 | + o e c£]; » ο 
9 * 9 1 ° + ° ° 9! i£; 
5 0 . . . ὁ . 9 ο ο ° ° ο . 
$$ e e s e 9 e s 0 e e 9 ο 9 9 *! ο € 


-42 | 156-58140 . . PISTON, Hydraulic aileron boost control valve . . . . . + . 
(selective fitted use with 156-58139) 

-43 1P6 ` PLUG, Hydraulic (NA) . after ο μα 

-44 ANG227-3 PACKING. .. +. . ero 


-45 156-58126 
-46 146-5848 
-47 NAS50-106 


PLUG, Hydraulic aileron "boost “valve “end. ee 
PLUG, Hydraulic aileron boost valve assembly hole 
RING, Internal retainer. . . . e + + +< + < «ae 


PPP UND O Or H PER NDHP Oi RP PRP RPP NPD HJIrHIOIDIOI0DHIH P ENE HHHIOHULU HANA πι 


-48 AN6227-16 . PACKING... . e το, "wi us oe eee 
-49 169-58738 . CONNECTOR, Hydraulic aileron boost valve Bi Sen AE EE τῶν e. Sete. Ses 
-50  AN6227-6 + PACKING. . . . ο Na: τονὲ ο Oy ο τα Ue 
-51 169-5871H1 . FITTING, Hydraulic atieron boost ValVe ov ew Sec ium s 
-52 AN6290-4 . GASKET , . 5. «ὁ; -ᾱ- na me RO Sete we es ὁ 
-53 156-58145 . PLUG, Hydraulic “boost “valve "pressure port. oe ὁ ο “4 0 ὁ ο 9 e 
-54 ΑΝΘΟΟΤ-Τ . PACKING. . +. . Sr e de O SL Wu es 
-55 156-58144-3 . PISTON, Hydraulic “boost valve "load feel. tgs ο E ο 
-56 156-58144-5 . PISTON, Hydraulic aileron boost valve load feel. . . . . . +. + 
-5T AN814-2D - e. PLUG . . + « < < ww :«α ὁ e * ο ὁ e * 6 . ὁ 4 ο 4 e ο ο : . 
-58 AN6227-5 + PACKING. +. +. . « « à « © © « © « © « ο Ql s om ce 9 ο ος t] t] 9, n9 
-59 AN814-4D s PROA Ὁ... eoe cgo a deum du vele Se os, ᾱ ο Ὁ ο ο N a 
-60 AN6227-7 + PACKING. . .. + > Ze be de ο ο. ο ws 
-61 = 146-58444 . PLUG, Hydraulic aileron boost “valve return port.-4-4 πο. 
-62 AN6227-10 « PACKING. . +. + au. w utu a EcL C Οἱ w yo he Ls or 
-63  156-581?7 . BODY, Hydraulic “aileron "boost “valve. ia ασ 
-64 184 -58719 . SLEEVE, Hydraulic aileron boost valve. .. . « + + + + + eee 
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H-175-58-54A 


FIGURE 324 - HYDRAULIC RUDDER PRIMARY BOOST SYSTEM PRESSURE BY-PASS 
AND HYDRAULIC BY-PASS VALVE ASSEMBLIES 








^ FIGURE & PART _ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 169-58712-11 VALVE ASSEMBLY, Hydraulic by-pass . . .-. e e + e e ç e e e e. Ref 
(see flgure 318 and 319 for next assembly) 
a 175-58706-3 VALVE ASSEMBLY, Hydraulic rudder primary boost system pressure. . Ref 
by-pass (see figure 319 for next assembly) 
-1 141 -58158 . FITTING, Hydraulic by-pass and shut-off valve. . . . . . s ο ο 1 
-2 AN6229-10 a GASKET sgi 2.9 YU S die hoe ο se Be Je? K. w Ca e ves os eS ae LE 
-3 AN6227-10 . PACKING (used on 169-58712-11) l. s.s es oss. Φ' es 2 
-4 141-58155 . PISTON, Hydraulic by-pass and shut-off valve . . . . . ONO 1 
(used on 169-58712-11) 
-5 AN6227-10 . PACKING (used on 1T5-58106-3). V. X cec Roe SIR των ος 3 
-6 175-58778 . PISTON, Hydraulic by-pass and shut-off valve . . . . . s . + x 1 
(used on 175-58706-3) 
-7 141-58157 . RETAINER, Hydraulic by-pass and shut-off valve . . . . . . . . 1 
a -8 184-58783 . SPRING, Compression αρ on 169-58712-11) . s. s.s es se e. 1 
184-587411 . SPRING, Compression (used on 175-58706-3). . . . . « . . e e 1 
Β -9 175-58779-5 +. BODY, Hydraulic system pressure by-pass valve. . . . ο , + + À 1 
(used on 169-58712-11) 
175-58779-3 . BODY, Hydraulic system pressure by-pass valve. . . . ο , + ο x 1 


(used on 175-58706-3) 
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H-175-68-56A 


FIGURE 325 - COMPLETE HYDRAULIC ELEVATOR BOOST RELIEF VALVE ASSEMBLY 








PAGUE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
325 1175-58722 VALVE ASSEMBLY, Hydraulic elevator boost relief complete. . . . . Re 
(see figure 318 for next assembly) 

-1 AN894D6-4 . BUSHING. ...... TTE 1 

-2 AN6290-4 s. (GASKET: d ei de 9 0» το ein e τῷ os ο E Hone . 10 

-3 AN919-6D + REDUCER. . e >o è ee < < garter ha δίῳ. De: Ta e PE a 3 

-4 AN926-4D 2e TEE. ο 92e S ο ¿ter wg. ο μας 2 

-5 AN814-4D . PLUG AND BLEEDER...... E ὁ νὰ σοι EU wed. τῳ -ᾱ 2 

-6 AN6289-4 s ΝΟ 2 < 5. rgo jou W eE Bt cles ο. Sie eis eine! πάν er τῶν ZS: UQ 2 

-τ AN6291-4 e RING oce € α 9 Ὁ $0 e es Ss m š 2 

-8 AN832-4D . UNION. ......-. I ο ανν UNT: s sis us z 2 

-9 AA11324A . RELIEF VALVE, Hydraulic (VI SEP t iw š A 1 
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FIGURE 326 - HYDRAULIC ELEVATOR BOOST ACTUATING CYLINDER INSTALLATION 
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H-175-58-129A 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
326 175-58710 CYLINDER INSTALLATION, Hydraulic elevator boost actuating . . . . Ref AN 
(see figure 73 for next assembly) 
175-58710-3 CYLINDER INSTALLATION, Hydraulic elevator boost actuating . . . Ref W 
{see figure 73 for next assembly) 
-1 AN365-524 . NUT (magnetic inspected) . ο τῳ ο ο ο Wo EU TRI κ, ον PST ie 3 
-2 AN960D516 e WASHER . . . . Se xs" 167. Se? Sev, ql ο qe. ee σὸν κ ken. D 2 6 
-3 AN175-10A . BOLT Μες iisneabed), E R E E E 2 
-4 AN175-36A . BOLT (magnetic inspected is eue ee oec is xul XC xe aei M SES uel a? SO Me 1 
-5 NAS43DD5-160 + SPACER, Screw and bolt... era ο ἐφ Ce Gs ae qi Berta? er S nt 
-6 175-58760 . LOCK, Hydraulic elevator boost fitting . š " RES! q, Re? eh is 2 
-7 175-58708 .. CYLINDER ASSEMBLY, Hydraulic elevator boost actuating. e*t, c Ὁ 1 AN 
184-58708 . CYLINDER ASSEMBLY, Hydraulic elevator boost actuating. . . . . 1 W 
-8 175-58751 + . CLEVIS, Hydraulic elevator boost cylinder rod . . . . . . . 1 
-9 2W11A8 s e. WASHERS: Tab ‘Lock (NA): c 4e m ow X Ue ow aos ie ee Sew te^ Ss 1 
-10 AN316-8R x we NU. ee γώ ο Ow Ye I eter ("em Mie ver ig] us Gacy dat le 1 
=11 TR2-11D + . RETAINER, Gland (WA). Ὁ š ο ο ο τ, en Ros OUS, EA ἃ 1 
-12 2W1ALP37-31-64 - . WASHER, Plain (NA). IT ο S ΗΕ 1 
-13 AN6232C2 € o. GELT. ν α n aa Wo S'S een i-i. w 29. S IS IS 2 
-14 7R3-11D . » RETAINER, Rod "o" ring (NA) . k a “ce ECCO OD Seed Qa ir τῷ 1 
-15  184-58748 + . SLEEVE, Hydraulic boost actuating cylinder > tar “Spas ai ee ο 1 
1175-58748 + . CYLINDER END, Hydraulic elevator boost. . . . . , + + + e 1 AN 
-16 5R16-24 . . RING, Spiral back-up (NA) "E CELERE 2 W 
-17 AN6227 -24 + . PACKING . . +. A ος SY Le: o Ve rue, τὰς εντ Ὅν sa 1 W 
-18 5R16-27 . . RING, Spiral back-up `(NA) Sets "cT 
AN6216-27 oo ge RING: ACE a! Se Ge ala RRE a = BO? EA ορ mE 2 AN 
-19 AN6227 -27 e . PACKING .... š ws Sas er le’ ea. Sg Ae: Tern tere 1 
-20 184-58782 . . PISTON, Hydraulic Sisvates boost “cylinder s: ae erue. Ge ta a τῷ 1 W 
175-58750 + . PISTON, Hydraulic elevator boost cylinder . . . . . . . + . 1 AN 
-21 184-58726 ¿ . RING, Spiral back-up. . e e-e ee eee eee eee eee 2 W 
-22 AN6227-14 v» de RING. dbi sere’ a - — OE ERE 1 W 
151-58344-11 - . RING, Hydraulic low friction "piston wig NecspO ce Mende os ρα. AOS - SAN 
-23 175-58756 ws GLAND, Hydraulic elevator boost cylinder retainer . . . . . 1 
-24  175-58757 . . RETAINER, Hydraulic elevator boost cylinder packing . . +. . 1 
-25  5R16-11 + . RING, Spiral back-up (NA)... . 2 eee ee eee .... 2 W 
AN6246-11 + . RING. «Ms? Ia! A ος cv ete oe Me xe S ο e nel ἐφ]. ερ Sek er fe ON DAN 
-26 AN6227-11 š" `Q PACKING Ste. "ὁ " ad 2 
175-52217-1 . « PLATE ASSEMBLY, Elevator "boost "cylinder hinge LH. oh os UN 1 
175-52217-2 + . PLATE ASSEMBLY, Elevator boost cylinder hinge RH. . . . . . 1 
-27 175-52217-3 +. . PLATE, Elevator boost cylinder hinge LH. . . . . + + ο . 1 
-28 175-52217-4 . . . PLATE, Elevator boost cylinder hinge RH. . . . . . . + . 1 
-29 AN201KP16A e + < BEARING. . « 9. 9,4. wa. a a ia 2 
-30 175-58758 . . FITTING, Hydraulic “elevator boost cylinder straight . . . . 2 
-31  5R16-T + . RING, Spiral back-up (NA) ο Sa «ρε ον oe a os se uu TA OW 
AN6216-7 * ow RING Wwe ^W αι X AA AA laa ο. «8 4 AN 
-32 AN6227-7 . . PACKING ... ιβ. -, ERE A AR ER EO E OX VÉ 4 
-3 AN814-2D + . PLUG AND BLEEDER. w 7€ το Ἂν ee 09 218509 ὁ O9 ος a as “Ne ote 1 
-3 AN6227-5 + . PACKING... Seeders qs E Ur eme οι m ie verhis γᾶν ον ες qe EA b 
-35  1P6 Do. PLUG, Hydraulic (E). 2 S Sulu ue ur M a ELE doma οἱ 
-36 AN6227-3 . . PACKING . . E το se. “at Fain El de E ue. e (le, τς Ὁ 1 
-37  175-58780-5 , CYLINDER, Hydraulic elevator boost. . . IA CERES 1 
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H-175-54-110€ 
FIGURE 327 - HYDRAULIC ELEVATOR BOOST VALVE ASSEMBLY 
RE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER J 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 175-58707-55 VALVE ASSEMBLY, Hydraulic elevator boost. ο ο a Net vé: el se. a 4 we REÍ. 
(see figure 318 for next assembly) 

-1 AN320-4 F Beers αν sey yoy ο ii Rr le ce ^ Soh er ts Mel EA wt Ta ως Bey ᾱ 
-2 2w18-416L 4; WASHER, Flat (NA). Quy ¿ oe mm ei δὲ Se mcm m ene Siete κ. «Ὁ 
-3 NAS464-4-22 . BOLT, Shear close tolerance. . . . . . « « < +s s pe we eres 1. 
| -4 1NT-HA ; NUT, Check (NA). . . . M ο ο ο EE 
-5 184-58740 . SCREW, Oval point hydraulic "boost VAlV6. ç rc ιός uu yu ὦ re a 2 
-6 169-58736 . LEVER, Hydraulic boost control valve . . . . . , +, +s s + s s x 2 
-7 169-58735 . PLUNDER, Hydraulic boost control valve . . « . . , , +s + + + x 2 
-8 AN6227-2 . PACKING. ... ο al js ο el tel ie sre e. e 2 
-9 169-58734 ` RETAINER, Hydraulic boost control valve. . . . . 2 0 2 2. 2 
-10 AN6227-11 « PACKING. . . € ο ade "acie ο o9. vel He le ὦ, «φως 8 
pa -11  5R16-11 ` > RING, Spiral back-up (NA). a Serie: a 9 
175-58742-9 . SLEEVE ASSEMBLY, Hydraulic boost control valve . . . . . . . . 2 
-12 169-58732-9 . . SPOOL, Hydraulic boost control valve. . . . . . ο . ¿ + + + Il 
-13 175-58744-9 + . SLEEVE, Hydraulic boost control valve . . . . e. s + + s ο 1 
-14 175-58746-9 . SEAT, Hydraulic boost control valve. . . , a . . «ο +s + + x + 2 
-15 1P6 . PLUG, Hydraulic (NA) s . . « « o... eee eee ee ee n nC 4 
-16 AN6227-3 . PACKING. .... Tide aS terret ceu ur ls ο SA tole ¿l 
-17 144-58240 . PLUG, Hydraulic “valve. E 38 Pr CN a BR E 2 
-18 AN6227 -3 s PACKING. c oe s. 0 7 el fer ας ώς, wie! ιο) SE cR cx ος S 2 
-19  1454-58152-T ` BODY, Hydraulic boost control Valve x xj 6.8. Se wx x e ο 
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20 H-175-58-52 


FIGURE 328 - HYDRAULIC RUDDER EMERGENCY BOOST RELIEF VALVE ASSEMBLY 











FIGURE a PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
32 175-907123 VAL ASSEMBLY, Hydraulic rudder emergency boost reliei . . . .. e 
(see figure 319 for next assembly) 

-1 AA11324A . VALVE, Hydraulic relief (VI) . . . . + + + +s +< rr onn 1 
-2 AN814-4D . PLUG AND BLEEDER....... So dete ο e Dan taste es μας ate e 

E AN6290-4 + GASKET . « ο ο o... ο . eooo ον ος 6m ites de e Se sr "e Pear 2 ΄ 
- AN919-6D + REDUCER. ο . . + + < < + e» € ο ο ο ο ο ο ο ο e i0 ὁ 2 
-5 AN6290-4 « GASKET . . « ο + +s < + 9 ο ο UU. SEC wore ἐδ -ᾱ- EN e + ο e ο ° 2 
-6 AN926-4D . TEE. 2 ὁ ο ὁ ὁ ὁ « ew 2 ose »? ο ο ὁ 9 ο ο 5 < ο κ ο ο ὁ 1 
-T AN6290-4 » GASKET . . S ss oo ὁ 9 ὁ ὁ e e « e a 9 4 e ο ὁ < ο 9 ee 9 1 
-8 AN6291-4 « RING . ¿ <€ we < < ὁ ὁ ο ο 4 ν ὁ ο ο ο ο 6 ° ELLE 1 
-9 AN6289-4 e" NUTS . 2 60 9o d ee im ewe 9, 6 Sa rM Tw "ace IRE 1 
-10 AN832-4D . UNION. . < S « « < « < e e oo oo ο ο cd) Role ο τα eer ὁ e. . 1 
-11 AN6290-1 » GASKET . o ¿ ὁ ο ὁ ο < ο e ς . 7€ t4 αμ” ° ο 9 Ὁ 4 6 1 
-12 AN815-4D . UNION. . « « 2 + < +< < e wo n V ἐφ ο TITO 4 ο ο Um (WE. Se? o τῷ 1 
-13 AN6290-1H . GASKET . . . . + + < ° So τος, “οφ ο) Id ὃς Id cm T. IS 4:0 ds ws cmt e FEET 1 
-14 AN927 -4D . ELBOW; © > ο + € < ο ὁ ο 1 ο 5 esa ο ο ο EE 1 
-15  AN6290-h e GASKET . . . + o... eooo SAA A ns e 1 
-16 AN6291-4 « RING... oo. ooo ire um woe tyi ο ο ο a a ta taa 1 
-17 AN6289-1 « "NUT. ο x9 da Ales wie «ο qe: cw uem N -ᾱ Φ cia ee Φν Sa) Se 1 
-18 AN832-4D + UNION. . 2. . « S +s + s we we -— E . 1 
-19 AN6290-1N + GASKET ......-. ash ο ο ο RES: wA 
-20 | AN919-6D . REDUCER. . . +. +. DL ο 1 79 (ς᾽ RC By wry tel. de ο 1 
-21 AN6290-4 . GASKET wie ig ou uis oe ve fex S Geko! ο. Bis Esc E Winey Del O othe) fel E 1 
ΠΣ -92  &KN926-lD ο LEB are: coo ee οσο πο τρ € Sei) δι sy © ὁ τω φν Ze Glue. e Erie wale T 
-23 AN6290-4 s GASKET ... 2.2 0. e ec 0799€, ο ο ο Se ee 1 
-24 AN6291-4 . RING ο ο a ο ο a E eae ae ae ae 1 
-25 AN6289-4 * ΝΟ ¿Z sS: 5 ο. $9 € ο aa ὁ ὁ $0. ο ee ee ο Ne Pa . 1 
-26  AN832-4D . UNION. ¿ 6o e ον οτος Min de! dan κ ο Marielle Mi IP" Ze 1 
-?7 AN6290-4 5. GASKET. ¿ 2 1 4. ο ο-.«. ο Ὁ o ος ο δ! ας -ᾱ- ο οἱ IEEE 1 
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Group Assembly Parts List eet 


FUSELAGE (Cont ) 





H-175-58-135A 


PIGURE 329 - HYDRAULIC RUDDER BOOST CYLINDER INSTALLATION 











PART 
NUMBER 


175-58705 


AN365-720 
AN960D716 
2W1LB30-48-62 
AN177-17A 
AN365-428 , 
AN960D416 
AN960D! 161, 
AN174-33A 
AN3204 
AN960D4 16 
NAS464 -4-14 
AN316-4R 
RE4M6 
AN365-1032 
AN960D10L 
AN3-11 
175-58735 
175-58704 


7R2-13D 
2W1ALP45-35-64 
AN6232C2 -9/16 
175-58727 
AN6246-13 
AN6227-13 
175-58726 
151-58344-13 
175-58728 
AN6246-27 
AN6227 -27 
175-58729 
AN316-9R 
2W11A9 
175-58732 


LSS7 
AN944 -103 
1P6 


AN6227-3 
175-58730 
AN6227-7 
AN6246-7 ° 
146 -24458 
K12A = 
175-58731-3 


AN O1-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 
CYLINDER INSTALLATION, Hydraulic rudder boost ..... 

(see figure 73 for next assembly) 

NUT aoe che ioc 0 a Me tee ie s fg οιφι. ud 

WASHER . . + ος Je eere 

WASHER, Plain” (NA) . " 

BOLT (magnetic inspected). 

NUT. < 0 e ος veis 

WASHER 4 o è e s so ès 


9. 9 0 0 0 > 9 0 9 ο ο $9 


ee 9 * s ο 9 ο ο ο 


WAS 


BOLT (magnetic inspected) 


NUT 
WAS 
BOL’ 
NUT 
END 


NUT. . , - + ç s - ὁ ὁ e ο e ο ο ο 


WAS 
BOL 
LOC 
CYL 


9 9 ὁ ο ο 


a 9 9 9 . 9 ο ο ο ο 


HER . . . +. . 


(RH only). . . . . . 
HER (RH only) . 
T, Shear close tolerance (RH onl 
(RH only). 
ASSEMBLY, Rod "(ng only) (FAF). 


n 


) 


ο... 


+ 9 ο e «9 s s s e e νο ο 


HER . . 6 © ὁ ὁ w era a ο ο n 


9 9 * e 0 9 9 e 9 9 s c9? o 9 : ο 
* >= < = 0 ο ο > 9 + £2 + +ç ° ο ο 
* 9 9 9 s 9 s 0 0 ο s 75 s 7; ο ο 


GLAND, Hydraulic “rudder boost actuating cylinder 
RING; < a ο a we a oe ἃ en S. Q 

PACKING... .. 

PISTON, Hydraulic rudder "boost “actuating Sime 

RING, Hydraulic low friction piston . . , 

GLAND, Hydraulic rudder boost actuating cylinder. 

RING. 4. 4 eo9 X. a dm. im. Lco ce δ. ο ὁ rue 

PACKING... 

RETAINER, liydraulic rudder “boost. actuating cylinde 
NUT... e Ww. veru. a 

WASHER, Tab lock. (NA) . 


END ASSEMBLY, Hydraulic rudder "boost "actuating. cylin e 


rod 


. BEARING (HEC). MORTON OEC REESE EE 
. FITTING. . . $ 2€ 789 ἡ, Saree Salt Wine eu ἃ is 
PLUG, Hydraulic (wa). Z abe ο CN rr 
PACKING . . . hoe. m Vu κ iE UE rely ie 
FITTING,' Hydraulic “rudder boost actuating cylinder 
PACKING: . ο 5-6 a a Sc a wp ὃς” ο) ο fee 
RING. .... š š Fie week quie SE" 
FITTING ASSEMBLY, Rudder boost strut attaching. . 
. BEARING:(FAF). . š os . V. ον ο v 
CYLINDER, Hydraulic, rudder boost actuator SM wn 


. 
n 


. 

. 
r 

. 


9 9 9 s ο ο ο ο we 


T uus x . te 
K, Hydraulic "rudder boost actuating cylinder fitti g 
INDER ASSEMBLY, Hydraulic rudder boost actuating. 
I (LH and RH) 

NOTE: Quantities listed per one wir Rd ΘΠ 
RETAINER, Gland (Na). Ὁ e ey ah ELO ο ὡς 
WASHER, Plain (NA). we te. uw oer ze" malo eta Ὁ 
FELT. . . . . 


d 


e... we we s ο ο we 


$ * 9 e s à s s * 9 9? $ s ο sa * ο ο 


. . 9 e e e 0 9 s s ο’ 0 e $ ο ο ο 


4 > c ο ο s ο. ο ο 


Section I! 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
2: 
4 
AR 
2 
8 
8 
8 
8 
1 
2 
1 
1 
1 
4 
8 
4 
4 
2 


PUN FFNWWHEEH mPHmPPHPIDIPOPIOIDCHIOHPIHA 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





H-175-58-55 


FIGURE 330 - COMPLETE HYDRAULIC PRIMARY RUDDER BOOST RELIEF VALVE ASSEMBLY 
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Section 1l 


Group Assembly Parts List 


AN 01-60AABA-4 


FUSELAGE (Cont) 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 


NOMENCLATURE 


VALVE ASSEMBLY, Hydraulic primary rudder boost relief complete. 


PART 
NUMBER 


175-58724 


FIGURE & 
INDEX NUMBER 


Ref 


(see figure 319 for next assembly) 


330 


Lao eB ec coe ee ee ee ee ee ee Ann 


IE E SE E e E E S E E E E E E E E E a E O E a e E a * 0 * € 6 ο * ο ὁ * 9 * ο * 9» ο * * à * * «s à» ο * ο . 
$6 f 9 9 9 9 c9 í 9? 0 9 9$ à 0 * $9 * * 0 c* 0 » » * 0 5 c* ὁ 9 € * ο * * à» « $ * * ο * * 9 * *» à» * » ο ο ^» ^» ο 


9. 0 oc 9 oc] 9 s 9 0 w 9 9 9 5 0 9 9 0 9 * o9 5 ὁ 9 c9 ὁ 9 c ὁ 6 w . < 9 ο ο 9 9 6 ο ὁ * ὁ » * ο ὁ ο » ^» 6 ο ss. 


e e ο ο ο ο 
. ... * ο 
` . ο 9 ο ο 
* = 9 we o o 
* * e è ο où 
` . ο ο e o 
* * e ° © > 
95 . © ο ο ο 
. * ο ο ο ο 
+ . © © © n 
9 9 ° ο ο ο 
eo > * - ο . 
* > = 9 ο ο 
` . © © 5$ ο 
. . e e o o 
* . . so n 
ee ο è ο ο 
* = > ὁ . 
e ο * ο ο o 
` 0 © © ο ο 
9 0 e s ο o 
* = . ο ο o 
ee ο ο ο n 
. 9 . o ο ο 
. 6 ὁ © ο où 
co * * ° ο ο 
e . c 5 ο ο 
. e = 5 ο o 
e ο ο ο ο o 
` 9 ο ο 
9 0 o e ο o 
. ` © © ο o 
9 . o... 
. © ο ο ο o 
. 05 © © ο ù 
. 9 © ο ο ο 
9. = © o è o 
ee © s o ο 
9 9 © © ο n 
. © © © ο ο 
e e ο è ο o 
9 * © © ο o 
+ 6 ° s ο s 
9 8 © © © o 
. © © ο 9 ο 
9 * * ο o o 
. . © © . 
9 9 ο © ο œ 
` 8 ο © ο n 
>.. ° s ο. 
` 9 © < ο ο 
5 8 © ο o o 
* e è s ο o 
` . > ο : 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
9 
. 
. 
. 
. 
. 
. 
. 


RELIEF VALVE, Hydraulic (VI) . ................ 


` 
. 
` 
` 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
9 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 


PLUG AND BLEEDER 


GASKET 


=+ 

Qs Q+ esca AFAJ Q + + Q =r ATIFA R =+ = + Q —+ =+ + + n—+ n—+ !—+ n+ =+ =+ ARASHI ñ= n =t < 
WhO I — Ισ AO (—+ | d! dopo bc ΤΙΣ ΙΦ 1 |; dO ir 1 d 1Ξ 1Ο 1ο 134 E P Rk | 4 dcr ισ ιτ 
LOSOVOADIOINONOADIO lLOADIOIDHOIDIODOAHAHNIDIOQAOIOHHIDOIOHHNIOION 
AN ANNE OVD Y Ov Ον ONE OY ONO G LAD AG QJ AMD RADAR οἱ GY O) Or ALAND ο) ONA Ον σνοῦ A Ον-- AH 
— Q c QJ C1 Q Q QJ 00 QJ rj Q CJ Q; Q Q (Q Q O4 QJ CIO (0 QQ CQ QJ Q Q ELO G QJ QQ Q QQ a Q ONG QJ GI Q Q GU Q QI QJ Q OQ τη QI τα 
DO DO ADO WOO MO AW ONONO MO COLO NOW WO DW COMO MO XO AO OMD NO O DO OWO CO XO OWO O WO COXO OWO XD XO COXO CO XO rA 
= = = = = = =, = = Z= = Z Z = = = Z Z = = Z, = = = = = = = = Z= = = Z= Z = = Z= Z Z Z Z 1 Z Z Z 1 Z Z Z 1 A Z Z Z < 
< < < < < < < < < < <t <ú < <t < < το < < < A < <ú < < το το < <Ú <ú <t «Ὁ < < < < < < < < < < < < < < < < < < < 

DOAN et LCAO HD OY O e QJ Ot NOLO DO e Q CO LOO E-00 OY O e Y (Ot UNO t—CO MO — Q (Or uN 
TTS TTT ος EO d ee PITT LETT UO 
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Group Assembly Parts List 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 




















FIGURE 331 - PHOTO FLASH BOMB EQUIPMENT INSTALLATION 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
331 175-63001 BOMB EQUIPMENT INSTALLATION, Photoflash . . . . . + +. + LOW uw x Heft Τ᾽ 
-1 175-63020 STRUT ASSEMBLY, Photoflash bomb rack inboard . . . . . . .. 
-2 AN6-20A BOLT μμ USU IS ove. Suc ο EL ol, Wie ο Ted e res ο ο 
AN960D616 WASHER s 'oiwarce.varces a reek τοι EVE “Whale ee εν πον 
4B21S6-23 . BUSHING, Spacer (NA) .. 9 +. « + +s + + + + νο + eee 
AN365-624 we ONUT. Ὅς οὔτω So ee s. ᾱ- p. SCR ᾱ- φον οἱ RT ον νην, ey e ce o ee Sw 
-3 175-63018 . BEAM, Photoflash bomb rack inboard . . ar le SBA de ινε ΙΡ 
ATTACHING PARTS 
AN6-11A RS BODT "I-A ο g tata es A NE 
AN6-7A .., BOLT. ο 2 se: E ον ειν ης Si αν SY ᾳ P ver ο ter coh et, 
AN960D616 WASHER Q so: ¿S wv ας S Set ac sel BL RU τὰς So ee co “ors on GA a ÉE τος ERS 
AN365-624 μμ μμ πο UE οἱ eae, APIS m ie el Met ο š ere 
---*--- 
-4 175-63019 . STRUT ASSEMBLY, Photoflash bomb rack outboard. . . . . . + + 
-5 - 175-63017 . LINK, Photoflash bomb rack outboard, . . . . . es + + + s . 
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Section [I 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 














FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
331 ATTACHING PARTS 
AN5-16A . s BOLT ο; oak a ο a Yat ὕψι A a es alee) a 2 
AN5-13A se BOLT, Susu ys qu agde rie S. set cad Lee "ο ο cial set tsp peo) ah VE. NETS! 9 “ery sera te 2 
AN960D516 s WASHER: 4 eue e ode ο Cel Soo Teo ο φλιβε Ube ὧι οὐ Te VIEN o 8 
AN365-524 e. NUT VI S. Ὁ Ὁ SUC S Ua Cae fa 082 we: ο ος ο ο Meh ο Let a ἄν, ο 4 
ae ee 
-6 175-63014 . BEAM ASSEMBLY, Photoflash bomb rack lateral hoist. . . . Ξ 1 
-7 175-63016 HOOK, Photoflash bomb rack hoisting . . . . . . . .. ; 9 
ATTACHING PARTS 
ANH -11A v ο SBOLT S δν ak ode ας τς. όν ee Ὁ Be oS. OMS -οἱ ϱ ner ὁ essi .ᾱ 2 
AN960D416 . . WASHER .. % ο ο ο. A ο» 4 
NAS43C4-34 + . SPACER, Screw and bolt. So Κι Mes OQ ο ie, ο lee bg UP ete tar Ye 2 
AN365-428 Be ue NUDO. ox μμ E Deb μμ Saw cee wa a Bene d ` 2 
darin: Me i p 
-8 175-63029 . BEAM ASSEMBLY, Photoflash bomb rack longeron hoist . . . .. 1 
-9 175-63016 + . HOOK, Photoflash bomb rack hoisting . . . . . . + + + ο x 1 
-10 AN4-11A ο: V. LBOLT e Ὁ ὁ ο ὁ a es Yes το. 9 Ui e ER E O 1 
AN960D416 e + WASHER . ... APER ME 2 
NAS43C4 -34 + . SPACER, Screw and bolt. wan ud. UL Ιον PUER OE 1 
AN365-428 . . NUT E Nis ne nee 242. MB QU 1 
-11 175-63005-1 « RACK ASSEMBLY, Photoflash "bomb outboard τ * $ X rp. ἐς 1 
(each rack must be selectively tested and shimmed ) 
-12 175-63005-2 . RACK ASSEMBLY, Photoflash bomb rack outboard RH. . . dues 1 
(each rack must be selectively tested and shimmed ) 
-13 175-63007-1 + . RAIL ASSEMBLY, Photoflash bomb rack outboard rear LH. . . 1 
175-63007-2 + . RAIL ASSEMBLY, Photoflash bomb rack outboard rear RH. . . 1 
-14 175-63008-1 + . RAIL ASSEMBLY, Photoflash bomb rack outboard front LH. . 1 
175-63008-2 + . RAIL ASSEMBLY, Photoflash bomb rack outboard front RH. . 1 
175-63046-1 + . SHIM, Photoflash bomb rack assembly outboard. ...... 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046 -3 . . SHIM, Photoflash bomb rack assembly outboard. ...... 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046-5 - . SHIM, Photoflash bomb rack assembly outboard. ...... 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046-7 - . SHIM, Photoflash bomb rack assembly outboard. ...... 6 - 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
2w18-616 + . WASHER, Flat (NA) (install washers as required for ... 3 
clearance of MK8 shackle between rails) 
-15 AN365-624 S. say NUT s μον a s eae αμ οκ Ον ο LII μα de ο 6 
-16 AN960D616 φ s WASHER. * 4 πᾷ, Wo Za sl US SUC m. et CIS ES ce 12 
-17 2WlAL-25-20-032  . . WASHER, Plain (NA). ahs ahs ας. 6 
(use to provide clearance for MK8 shackles) 
-18 NAS224 -36 + . SCREW, Brazier head Phillips recess alloy steel 3/8-24. . 6 
-19 AN365-428 ee NUL a ao» cw ca ee ὡς yg a ο CE JW wl AA C ue a apaa Sa. 28 6 
-20 AN960D/ 16L . . WASHER. . . s 12 
-21 NAS222-34 . . SCREW, Brazier head Phillips recess alloy steel 1/4-28: a 6 
-22 146-63365-7 ` SPACER ASSEMBLY, Bomb bay adapter rail LH . . . . . v.e 3 
146-63365-8 + . SPACER ASSEMBLY, Bomb bay adapter rail RH . . . . . +. + + 3 
-23 146-63366-3 - . . FITTING, Bomb bay adapter rail spacer LH forward . . . 1 
146-63366-4 + . . FITTING, Bomb bay adapter rail spacer RH aft ..... 1 
-24 146-63366-5 - + . FITTING, Bomb bay adapter rail spacer LH aft . . . . . 1 
146-63366-6 + + . FITTING, Bomb bay adapter rail spacer RH forward . . . 1 
-25 2182-17 + . RECEPTACLE (CED). +. . +. . . . + + < . oe eee ee ο ο 3 
-26 AN365-440 s; LV NUT ak uq os cr cue ο le d aa qan a ο ο ἕν erent ὤνιδ 12 
-27 ΑΝΟΘΟΡΗ s^. WASHER. 4 4 4 2 4 ο o ο ο o ο ο ὁ ο Ὁ ο € 4 £0 24 
-28 AN515-4R6 € iw SOREM w ^ 1. o ce a τῷ un so + s e “q a e e “e e + “é e 12 
~29 175-63013 + . FITTING, Photoflash bomb rack hoist support . . . . . . + 2 
-30 AN365 -832 s ver INUIT La ο κ, e A008 Se C SS al s GY reo das σας oT q^ αν ο ο 4 
-31 2W18-18 a vet WASHER, Plat (NA) 2 0.030 9 umo m e cue eel ere eo ο ὃ τς 4 
-32 AN509-8R15 . « SCREW. e 6 e 9 4 9 4 9 *9 9 4 4 ὁ 6 5 à * ο °... 4 
-33 4359887 . . CONTROL ASSEMBLY, Bomb arming type AN-A2 (GPP). . . . . . 3 
AN3057 -3 . . ADAPTER ὁ ο 4 ο ὃν S W. ον a 09.9. 4) 9,09. OI ο) αἱ W 3 
458 + . SPACER, A2 fusing unit mounting (ΝΑ)... . . . +. + + + x 3 
-34 AN365-624 a Ὁ NUT: y ν. τω ie ο ROCA LA OI Re AC dac BOE E ORIS κος, MT U, 8 6 
-35 AN960D616 & i WASHERS κ AECA A A AA E 12 
-36 146-63354-5 + . SPACER, Bomb bay adapter bomb shackle support hook. . . . 3 
-37 AN6-17A 5. « BOLT. . 40. 9. 9.9. a * ὦ E ὁ CR SS 3 
-38 146-63351-3 + . HOOK, Bomb shackle “support. E Σπ es vat d 6 
-39 146-63353 x." SPRING, Bomb bay adapter bomb shackle support hook. .-- 6 
-40 146-63352 + . LATCH, Bomb bay adapter bomb shackle support hook... . 6 
-ῃ1 146-63350 AS SPACER, Bomb bay adapter bomb shackle hook latch. . . . . 6 
-42 AN6-16A a BOLT e ce: αν OSs. ος, Sar. Bo ae, US, S A τὸ TEL δι Νὶ 3 
-43 175-63006-1 . RACK ASSEMBLY, Photof lash bomb inboard LH. . . . + + + +s +. +. 1 N 
(see figure 332 for detail breakdown) 
175-63006-101 . RACK ASSEMBLY, Photoflash bomb inboard LH. . . . e + + . è è 1 AK 
(see figure 332 for detail breakdown) τ 
=hh— 175-63006-2 + RACK ASSEMBLY, Photoflash bomb inboard RH, Si ας fe) τς. τα ὃν τι 1 N 
(see figure 332 for detail breakdown) 
175-63006-102 . RACK ASSEMBLY, Photoflash bomb inboard RH. . . . +. +. +. +< +. + 1 AK 


(see figure 332 for deta1l breakdown) 
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Group Assembly Parts List AN O1-6OAABA-l 


‘FUSELAGE (Cont) 





37 39 38 


Ne jue 





H-175-63-2B 


FIGURE 332 - LH AND RH PHOTOFLASH BOMB RACK ASSEMBLY 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 


ROURE & 
INDEX NUMBER 












NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
332 175-63006-1 RACK ASSEMBLY, Photoflash bomb inboard LH , . + + < < + * * + +. Ref N 
(see figure 331 for next assembly) 
175-63006-101 RACK ASSEMBLY, Photoflash bomb inboard LH . . . . . e o e e e +. o Ref AK 
(see figure 331 for next assembly) 
175-63006-2 RACK ASSEMBLY, Photoflash bomb inboard RH . . e e + + s * * * * * Ref N 
(see figure 331 for next assembly) 
175-63006-102 RACK ASSEMBLY, Photoflash bomb inboard RH . . « + < +s s s» * * on Ref AK 
(see figure 331 for next assembly) 
-1 AN365-832 . NUT (30 required on RH). : se es + + s s s t t + s t ° ° lg ° 40 
-2 AN960D8 . WASHER (35 required on BH) < ç o9 w w ee Sep ο... 39 
-3 AN509-BR19 T GSCREMi ¿ ¿C Q 0.2 vus cn os Moe imo ie E VOUS cea ο AE a e 8 
-h NAS220-17 . SCREW, Brazier head Phillips recess alloy steel 8-32 . . +. » + 8 
-5 AN3057-3A ` ADAPTER. s ¿+ 2 < $a δυο ο S e ο”... 4 
-6 1 389887 ` CONTROL ASSEMBLY, Bomb arming type AN-A2 (GFP)... n 4 
d 4s8 ` SPACER, A? fusing unit mounting (NA) ... +... e ee ee +... ° 4 
- AN365-624 MEC DNE WRIT MEUM ο O E 15 
-9 AN960D616 . WASHER... . + + ee COM ax ce bce! T E VED 
-10 AN515-8R10 e REN. QA nee k ee earn DS E oe 
-11 AN509-616R42 5 JSCREWI 1-023 Aee eres w ane td p de wala a αὶ sy -ᾱ 
-12 AN6-23A S BOPP cs hb leave Ge Roan qe dish S, erase Gees Re E 
-1 AN6-16A "C BOLT voe Q ας a ay oe ο m uec LIS AN eat 3 
-1 AN6-17A αν "νο" 
-15 146-63354-3 ` “SPACER, Bomb bay adapter bomb shackle supporting hook. . . +... 4 
-16 2W1AL25-20-032 ` WASHER, Plain (NA)(use to provide clearance for MK8 shackles). 12 
-17  156-63351-3 ` HOOK, Bomb shackle support . . e . + + + e e rn ee * * ° ° nt. 8 
-18 14546-63353 ` SPRING, Bomb bay adapter bomb shackle support hook . . . + + ° 8 
-19 146-63352 ` LATCH, Bomb bay adapter bomb shackle support hook. . . +. + +. + 8 
-20 146-63350 ` SPACER, Bomb bay adapter bomb shackle hook latch . . + + + + +. 8 
-21 AN365-428 το αμ πώ ον GX Bi ο ar ο ΡΝ ΙΕ ΤΗΕ 25 
-22 ANQ60D416 $ ο SQ IU D US RS eS UA ana pe x MEE 
-23 ANQ60D416L ` WASHER S «od a ce αυ) sss a ia a uscire O e da 
-24 NAS224-36 ` SCREW, Brazier head Phillips recess alloy steel 3/8-2H . . . . 8 
-25 NAS222-24 ` SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . . .. T 
-26 NAS222-37 . SCREW, Brazier head Phillips recess alloy steel 1/4-28.... H 
-27 146-63365- ` SPACER ASSEMBLY, Bomb bay adapter rail LH. . . e + + + * +. * * 4 
146-63365- ` SPACER ASSEMBLY, Bomb bay adapter rail RH. . + + e . * * * ° ° E 
-28  146-63366-3 Í . FITTING, Bomb bay adapter rail spacer LH forward. ....- 1 
146 -63366-4 ` 1 PITTING, Bomb bay adapter rail spacer RH aft. . . . . « « + 1 
-29 146-63366-5 ` ` FITTING, Bomb bay adapter rail spacer LH aft. . e + + + * ° 1 
146-63366-6 ` ` FITTING, Bomb bay adapter rail spacer RH forward. . . . + 9 1 
-30 AN365-1032 L.CNÜTV ο ο 420m ΝΙΝ E ΓΝ, ΟΡ O A 2 
-31 AN960D1O κ WASHER: < < 2 oe W ea οι MEM M E 4 
-32 | NAS220-10 ` SCREW, Brazier head Phillips recess alloy steel 3/8-24 . . . . 2 
-33 AN365-524 D MUT, Q nie wm w. w ᾽ν... Sr oe e a ees 2 
-34 AN960D516 * MASHER . . e e eom om oom o m m m ee ete tt t t] | e. ftr 4 
-35 AN5-TA E AS ete: ο oc Rr alana d be apap Mf NE 
-36 NAS220-12 ` SCREW, Brazier head Phillips recess alloy steel 8-32 ..... 3 
(LH only) 
-37 146-63322 . LATCH, Bomb bay adapter hoist team (LH only) . . +... .. . 2 
-38 146-63337 . SPACER, Front bomb adapter hoist beam latch (LH only). c. + + 2 
-39  156-633?3 ` SPRING, Bomb bay adapter hoist beam latch (LH only). . e... 2 
-ho . AN365-832 © μικρο. 4 
-41  2W18-8 ` WASHER, Flat (NA). » . s + eee + o 4 
-42 . AN509-8R15 ME MEETS LEE 9 ss te 4 
-43  175-63013 ` PITTING, Photoflash bomb rack hoist support. . . + + + + * + * 2 
-44 ΑΝΙ-6Α I BOLL ce ¿ ω Lho$:oe ose Be ο ο - 0 WU τα om FIEL w. e 2 
-45 AN4-15A a PRODR. es μα ο A Nd andis oi d NAR τ 
-h6 =aAN4-44A cet BOLD es a Bay eee MEMO MEE ο λα αν. 1 
-47 175-63033-1 . INTERCOSTAL ASSEMBLY, Photoflash bomb rack inboard . . « + e > 1 
upper LH 
175-63033-2 . INTERCOSTAL ASSEMBLY, Photoflash bomb rack inboard . . +. » + + 1 
upper RH 
-48 2182-17 . RECEPTACLE (CED) . . e. s + + + s + + s t ee reer 4 
-49  AN365-440 > SN Sa ee na A SD fepe ces BE ο ο ο a ο e a ee? om 16 
-50 ANQ60D4 2 MASHER . . . ee ee eee eom eee 9 $t eee eet 32 
-51 AN515-4D6 P μ.ο d LA US RIA S S ee a ο ον e TO 
-52 ANH-12A ο αν S Lcd ο ee le ee MUR Le ce c tee 
-53 NAS43DD4-36 ` SPACER, Screw and bolt . . . + + + + see ee * * * ° ° ° t ° 1 
-54 AN509-8R9 ο SCREW, aoe o ma eee a ae IL TTA. 
-55 175-63010-1 . RAIL ASSEMBLY, Photoflash bomb rack inboard front LH . . . « > 1 
175-63010-2 . RAIL ASSEMBLY, Photoflash bomb rack inboard front RH . . o. . 1 
-56 175-63009-1 ` RAIL ASSEMBLY, Photoflash bomb rack inboard rear LH..... + «+ + 1 N 
175-63009-101 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear LH. . +. + + ° 1 AK 
175-63009-2 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear RH. . . +. + + 1 N 
175-63009-102 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear RH. . +. + + + 1 AK 
-57 146-63354-5 . SPACER, Bomb bay adapter bomb shackle supporting hook. +. +. +. + 4 
` 175-54009-5 . HARNESS ASSEMBLY, Photoflash bomb:inboard LH . . +. + +. » +» + + 1 
175-54008-7 . HARNESS ASSEMBLY, Photoflash bomb inboard RH . +. e + + © + e.e 1 
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FIGURE 333 - FUSELAGE STATION O TO STATION 224,625 RADIO EQUIPMENT INSTALLATION 
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Section II 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 











M — ————— Us USBMEON 
FIGURE & PART UNITS ISEABLE ON 
INDEX NUMBER ` NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
333 175-71006 RADIO EQUIPMENT INSTALLATION, Fuselage station O to station . Ref AD 
224.695 (see figure 73 for next assembly) 
183-71006 RADIO EQUIPMENT INSTALLATION, Fuselage station O to station . . Ref CC 
. 224.625 (see figure 73 for next assembly) 
No Number > 5 . STATION 79.5 TO STATION 224,625 RADIO EQUIPMENT. . . . . +. + Ref AD 
(see figure 336 for detail breakdown) 
No Number . STATION 51 TO STATION 199.5 LH RADIO EQUIPMENT , . . . . . + Ref cc 
(see figure 335 for detail breakdown) 
No Number . STATION 199.5 TO 225. 625 RADIO EQUIPMENT , . . . . + +. + +. +. Ref cc 
(see figure 334 for detail breakdown) 
-1 160-71061 . ANTENNA ASSEMBLY, AN/ARN5 radio fixed canopy . . +. . . + + + 1 AD 
-2 AN3314-1 . RELAY. . . 4 τν νη 1 AD 
-3 175-71074 ` COVER ASSEMBLY, Radio junction panel . . . . 2... . . . +. 1 AD 
NAS45-6-18 ` PANEL ASSEMBLY, Electrical connector ..... + + + * + * +. 4 AD 
NASA -6-2 . BUS BAR, Electrical. . . . . . τηνε EE oe 6 AD 
-4 AMHO/A1C . AMPLIFIER (GFP). EA οποιον Ὁ AS as ede S ο κο τῶν Ve eee 1 AD 
-5 MT51/U . MOUNTING BASE (GFP). de hugs VR Bey ον S best ree gees ἃ 2 1 AD 
AN3106B16S1S . PLUG.. μον ο οσο : cde š 1 AD 
-6 R4A/ARR2A . RECEIVER ig) ANIME Ped : ire zw. “All AD 
-7 R231 /ARC5 . RECEIVER (GFP)... sas + + + eee ; a . 1 AD 
DY2A/ARR2 . DYNAMOTOR (GE Slog Rede dos! ας š 2 : 1 AD 
DY2B/ARR2 . DYNAMOTOR (GFP š o ο wide . 1 AD 
MX21/ARC5 . ADAPTER, Remote control (GFP), ο; :;:-.. j 2 1 AD 
MX22 /ARC5 . ADAPTER, Bent angle PAR) A tat Mee OS Κα š 1 AD 
CW2 /ARC5 ` CAP (GFP)... . oS πας : : š 2 AD 
ARC9125 . PLUG (ARC) . ous oe πεν š : 3 AD 
ARC9123 ¿ PLUG (ABO) X ow wo xke 3o κ κα κ mo ko oce RUE EO wU. e L AD 
B33069-2 . PLUG (GPP) . . + + + + * ” á " . è s 1 AD 
PL259A . PLUG (AMP) . fiar rf. Te Toh κάν SR ο ο ο Sum RE a š 1 AD 
M359A . ADAPTER (AMP). A ire s ας “6, ιδ τώ a ἃ 1 AD 
-8 169-71039 . SHAFT ASSEMBLY, “ARCS radio tuning. os "2 S ἀν 1 AD 
-9 MT63/ARC5 . MOUNTING RACK το] /Απο5 may be used as substitute) (GFP) . 1 AD 
MT62 /ARC5 . MOUNTING BASE (GFP). . . . Wu ο... 1 ΑΡ 
-10 C37 /ARR2A . ADAPTER, Electrical ee control (GFP) . ler dae ae irae š 1 AD 
-11 C626 /ARC27 . CONTROL BOX (GFP). .. Mee ος fm xe cha eee ας νὰ Q 1 AD 
MT821 /ARC27 . MOUNT, Control box (are) ee φορ wi ce eiue Ue mi eros os o an Gore) “Se 1 AD 
AN3106B24-7S SCPLUG ο κ S SS; wo» al ον 3k ES SSE δ D ον δω sU GE a q eS 1 AD 
AN3106B24 -20P ye ο Z cc e, c hue Del armen Sig Sele) el RL weds S. ο... A 1 AD 
AN3106B24 -5P ¿ PADUA: e < - MEM REC UNA 1 AD 
-12 RT178/ARC27 7 ps Transmitter `(RT187ARC1 may be used as substitute). ï AD 
GFP 
AN3108B24-5S . PLUG (AN3106B20-1P to be used with RT18/ARC1). Bis Sh Roper Gal Se 1 AD 
AN3108B24 -7S . PLUG (AN3106B20-16P to be used with RT18/ARC1) . us ωρα 1 ΑΡ 
UG21C/U . PLUG (IPC) (RL249A) (AMP) to be used with mnuBágmi).... 1 AD 
UG27B . ADAPTER (IPC). . ah MSE War dier αν 1 AD 
CR1B/AR . CRYSTALS ie be used on ᾿Ἠτιϑ/άπόι only). Amante. eae Cao. E: 10 AD 
-13 MT822/ARC27 . MOUNTING (GFP) . ia NS E AU: ο 1 AD 
-14 1N81 . INSULATOR (GCM). . . MEE ES 4 AD 
-15 146 -71028-10 . GUARD, Radio wiring fuselage station 158 "νην. 1 ΑΡ 
-16 AN3314-1 RELAY. ¿ . . . . . . ee š Σεβ QA ae ee es T cc 
s ATTACHING PARTS 
-17 AN515-8R6 OSOREN ο etal E cmo RET a eue $8: AST m. et 2 cc 
ANQ60D8L . WASHER . 606 be € 9 ο ὃ ὁ 99 ο ο 9 9 ᾱ- κ « Φα ο 4. ο ᾱ, :- 2 cc 
AN365-832 ps NUT? κα... he ee CR E E E OE, € 2 CC 
-18 AN365-440 e AA A SS Na ώς Gs, cal a7 nw a 2 CC 
-19 ANQ60D4L .. WASHER ..2 4 4 + +s + + + ee A RA A e" js, 2 cc 
-20 AN515-1HR8 . SCREW. . . t awoke far MET Tap, ds ia š 2 cc 
-21 NAS45-6-7 . PANEL ASSEMBLY, "Electrical connector $e 4 ὁ » 1 cc 
-22 175-54195-87 . COVER ASSEMBLY, Electrical terminal connector. -— š 1 ce 
-23 NAS4S4-6-2 . BUS BAR Electrical. oai Wo vef vus cd uim w. ve. UA AI e Ter N às L CC 
-24 ` AN3hO-6 c NUT. ¿ ce ow x Αα RA RIA A κ κα a T cc 
-25 AN936A6 . WASHER ....... s< s + + s s s s s s n m t] À] t] t9 n ¿a 7 CC 
-26 AN960-6 . WASHER. . . rigs: a a τα T. cc 
-27 175-71040 . PLATE ASSEMBLY, “Radio “console "closeout Ea ο eee 1 
175-71064 . CONTROL, AN/ARN- 6 radio compass. . . . . + + Ea s 1 
-28 AN3502-2A . . LIGHT ASSEMBLY. . . . V. vea les Ug. d eJ im» Seat ^. 4: “x 4 
GE327 . . BULB (GE). š ΠΝ so 4 
-29 163-71158 . . KNOB ASSEMBLY, Radio “control plastic “Lighter. FM NEN ^s 2 
1220-02 . . LOCKWASHER (SH) . . . . ; PE "T 2 
-30 AN3121-313R " . LAMP. . . . «o iw eec WF 2 
-31 175-71063 + . DIAL, Radio compass bank “switch control Qa a a ier t X τῷ 1 
AN507 -440R3 . . SCREW. . š ae δν ae ee 2 
-32 163-71176 . . KNOB ASSEMBLY, “Radio “volume control . . . ... + + + eo 1 
-33 MS25010-2 . . -LIGHT ASSEMBLY. . . . . +. + SUE eS) E ο) E. 1 
GE327 . . BULB (GE). ὦ : š TET i 
-34 175-71062 . . PLATE, Radio. compass "control “panel “Lighting zog x e ον Sou 1 
-35 c149( ) /ARN6 ; CONTROL BOX ASSEMBLY, Radio compass (GFP) .......- 1 
MT275/ARN6 ` MOUNT (GFP), . 2 Q. e e e ern rrr 1 
5373X . ADAPTER! (wD) . S ο αμ. Ah W^ ens 1 
-36 o74Y ` FLEXIBLE SHAFT E o UE τῷ š τ tein Sol Fae Benth πο 1 
-37 CT33/ARR15 . CONTROL, PANEL (GFP s Ὃν ἕο » E š poa o 1 
AN3106B22 -14S « PLUG . . . o 5 . a τὰν τῳ s cs 1 
-38 C7HO/ART13 l CONTROL. PANEL (GFP). N : Στον ὦ ΝΕ 1 
U6/U . PLUG (CED)... . . + í + + s 24 du ew res 1 
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Section [| 


Group Assembly Parts List 


FIGURE & 


INDEX NUMBER 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
333-39 175-71061 PANEL ASSEMBLY, Radio interphone lighted control ED 


604 


-40 
-41 


-42 
-43 


-44 


-63 
-64 
-65 
-66 
-67 
-68 
-69 
-70 
-71 


-72 
-73 
-74 


-75 
-76 


PART 


AN3108B24 -28S 
'AN3100A1/s2S 
NAS45 -6-12 
NAS 44 -6-2 
169-71035 
A5495x 
160-71046 
R1O1A/ARN6 
CG405 /ARN6 
MC136 
5373X 
4974Y 
4574Y 
MT274A/ARNG 
$0239 
AS 313B/ARN6 
160-71028-55 
AN3160-50 

# C1272 /APA89 
C629/APX6 
AN3108B20-27S 
C628/ARC27 
AN3108B22-14S 
C744 /ARCS 
ARC9125 
AN3027 -1 
AN3021-2 
175-71061 
AN3108B24 -28S 
C738/ARR2A 
AN3108B20-27SY 
237EAU 
RW31G281 
YHS 10086 
130-51066 
RT82/APX6 
MT362/A 
MT362A /A 
UG59A 
UG212A/U 
AN3108B14S5S 
AN3108B8S1P 
AN3108B18-1P 
AN3101A1ls2S 
AN3106B1/S28 
AN3106B18-208 
AN3106-18-208 
AN931-5812 
AN931-10814 
ΑΝΘ31 -6516 

# KY81/APA89 

# MT1063/APA89 

# AN515-8R8 

# 2W18-8L 

# 175-71078 

# AN3106B20-27S 

# AN3106B20-27P 

# AN3100C20-27P 

# 175-71077 

# AN3108B20-27P 

# AN3106B18-18 


NOTE: 





ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


(Allied Aircraft Co. or Robert Moline Co. ) 

» PLUG... τ Ου CEA Ru] S dip al e ves e vu ND d 

š RECEPTACLE m a al aga "με 

. PANEL ASSEMBLY, Electrical connector Wk acris eie sg 

. BUS BAR, Electrical. . . 
BOX ASSEMBLY , Navigators radio microphone ` foot Switch. 
FITTING, Bulkhead pressurized (WD) . . š 
GASKET, AN/ARN6 radio remote control pressure “fitting. 

` RECEIVER (GFP)... 
CORD (FCI) . . 

. COUPLING, 90° (GFP)! 
ADAPTER (wo) : 
FLEXIBLE SHAFT (wD). 


FLEXIBLE SHAFT (WD P 
. MOUNT (GFP). A a 
. RECEPTACLE (AMP) . 6 
LOOP ANTENNA (Geb) ΜΕ 2 
COVER ASSEMBLY, AS313/ARN6 loop antenna. 
CIRCUIT BREAKER, , $3 ν avs 


: UNIT, (GFP and government “installed) 23.2 
> CONTROL PANEL (GFP). a ie. Dua. Der. isles a 


. ...... 
`. + + + 5 5 b 5 


` 
. 
`. 5 * > q 9 9! s ο s se + 


PLUG 
CONTROL PANEL ` (GFP) "(6865 /ARci 
PLUG (AN3108B20-27S to be used 
CONTROL PANEL (GFP). os : 
. PLUG (ARC) . , SD M DP 


may be used às substitute). 
with C865/ARC1) .-.:, . . . 


SWITCH... as eae woe ox : je Aer wee, ο 


GASKET, Pressurized thermocouple éloseout. τς 


SWITCH . . Ἢ φιλι SE. OL aR se ; z 
PANEL ASSEMBLY, "Radio interlock lighted control. ae ὁ a 
PLUG . Cee UC κ μμ ών» $^ en Bess 
CONTROL PANEL ` (GPP) rac πο ο ge dy gle ar z 
PLUG . . ο ο ορ 
`. RELAY, Single "pole single” throw ` (LR) Ar decret. ρου... 
RESISTER COHM) zc X A wi gee ge duos ὃν zo% 
PANEL (BE) . . . ; š é 





. RECEIVER, Transmitter (GFP and government installed) š i 
. MOUNTING (α5)................. ofa de ius ln 
+ + MOUNTING (GEP) ..... LLL LLLI —— 
s PLUG (IPC)! LV Qul uno. ow Deeg AD us ολο. e as Ferme 
+. ADAPTER (TPO) eco a auro στα ον ὃς u VQ in te AUN i 
s ERED ο ο le pue ο". eo fe š didis. ἃν “ὦ 
s; GBBUG X evens, i a sence ue ash Ae ορ har κ Yer w νης 
. PLUG.. c Mp MI ο ο TEE ME 
. RECEPTACLE | | |. |. | s. hn Gai an ὁ due fs Bite. ἐφ va η 
PLUG ese ο ο ο an aie vi. do πι ci a 

&. “PLUG S. M S See) τον τον Gera ioe og "A i sus 
. PLUG -——— Áo C: A NES ο Moe ds 
s: GROMMET lox oor coal dece wo aes ae ie tela beard eh a 
. GROMMET, d DD Beet eh ο ase BO Re ye Επ 
e ὨΒΟΜΜΕΤ..... e ee a RR y Y png Va ΜΉΝ 
UNIT (GRP)" a κο... ο. ος ; es š 

. MOUNT (GFP). . . . Fler SR w. < ως QU w δι ο i$ ve s E 
. SCREW. . . 2 SX nC bo th d saan E de. δν STT YQ 
E WASHER, Plain (NA) y š ἐν Sew si. fe “λος n 
WIRING DIAGRAM AND HARNESS ASSEMBLY, APA89 M MEN 

e PLUG. . . . . a A ; ¿a a «ik ¿ 
PLUG, ...., Ὃν Seo RUM Zen Sho δὴν νι οὰ, 
RECEPTACLE, . . das Ὁ ci oe, < s 
CABLE ASSEMBLY, 817 RES fto" RPG /APXG. ο κ οκ: N 
eo PLUG. ¿ ¿ + To 2. . i uou Mir Be ο ε.α, Ue um d 
Ἐν c c c ο... 


i 
# Denotes the incorporation+of Service Change No. 


4 


` ` 9 ὁ ο ὁ n 


` * 9 9 + + ὁ 9 n n 


UNITS 


Re : 
μπα ya EE EE EEE pu pp Da aa h akak kapa pp 


= 


USEABLE ON 


AD 
AD 
AD 
cc 


cc 


AD 
cc 
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FIGURE 334 - STATION 199-1/2 TO STATION 224-5/8 RADIO EQUIPMENT INSTALLATION 


PART 
NUMBER 


No Number 


_NAS45-6-1 


T47 ( )/ART13 
ARNS 
U7/U 


u8/U 
CU24/ART13 
R105( )/ARR15 
MT461/ARR15 
SA3/A 

118/U F 
MX941/A ` 
MX942/A 
UG22C/U 
UG22C/U 
UG22C/U 
F65/A 
UG21C/U 
UG27B/U , 
AN3106-19-20S 
UG30/U 
2W1AL40-28-32 
UG31C/U 
UG27B/U 
160-71035-10 
AN365-632 
ANQ60D6L 
AN515-6R6 
160-71036 
149-71287 
169-71027 
PL259A 

M359A 
AN931-14-20 








1 2 3 4 


PANEL ASSEMBLY, Electrical connector 
TRANSMITTER (Navy No. *52886) (GFP). 


3 6 


AN 01-60AABA-4 


FUSELAGE (Cont 


) 


7 NOMENCLATURE 


STATION 199.5 TO STATION 224-5/8 RADIO EQUIPMENT INSTALLATION 
(see figure 333 for next assembly) 


MOUNTING BASE (GFP)... . . . 


; PLUG (CED 
. PLUG (CED 


CAPACITOR (Navy No. 
RECEIVER (GFP) . ... Ç 
MOUNTING BASE (em a 
. INVERTA SWITCH (WK 
. INSULATOR (GFP). . . 


. ADAPTER (GPP). . . «τε... 


. SLEEVE (GPP) . . . . 
. PANEL JACK 
. PANEL JACK 
PANEL JACK 
FILTER (BDE 
PLUG (IPC)... . 
ADAPTER (IPC). . . 
PLUG (Position 3). 


. BULKHEAD CONNECTOR (I 
. WASHER, Plain (NA). 
. PLUG (IPC) . . . . . 
. ADAPTER (IPC). . . . 


ANTENNA ASSEMBLY, AT134/ARN 


COVER, AT134/ARN radio 
GASKET, AT134/ARN antenna flange. . 
ANTENNA, AT134/ARN marker beacon. 


| SCREW 


. 
. 


Wavy No. *ñ8i628) (oir) ' ` `` 
t DEUS E 
ο b ος ο 

ο PS Cw" ^ s . . . . . . 

Broadband) (tee) Ὅσα : : i : : 

Ried πο. "PES 

APN1 IPC). s< s s < s e e ὁ 

xir. m a Q ον . 4 ο 4 c ο ὦ 

PB). Sat w S oe s 
3 R "radio marker be 


` PLUG (AMP) . . 2. 4 . .. e . 


ADAPTER (AMP). . . 


GROMMET 


marker beacon 


“ant 


ec s sa (De e e Po s s s s s o e e e e o o o 9 o ὁ 5 e ° o ° ο 


n 
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FUSELAGE (Cont) 





FIGURE 335 - LH FUSELAGE STATION 51 TO STATION 199-1/2 RADIO EQUIPMENT 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
B 335 No Number LH FUSELAGE STATION 51 TO STATION 199-1/2 RADIO EQUIPMENT . . . Ref cc 
ao f (see figure 33 for next assembly) 

-1 1N81 + INSULATOR (om a ο ο Φ 4 ὁ ν ο Ὁ € ee ὁ ECCE PME En 2 cc 

-2 1255-00 . INSULATOR (GCM). . +. +. +. + e. ο. Ῥω, a ve. ο ο Se lr ie 1 cc 

-3 175-71044 . CONTROL, C174/ATCH radio . . . . . + + + + + + + s + + ° + ° 1 cc 
MT80/ARC5 . MOUNTING PLATE... +... + < + s s +s s + s s < s + ew ew n 1 cc 
AN3106B22-148 ΛΙ Sek A Ie ca! ο oe -ᾱν ο 1 cc 

-4 183-71028 . ANTENNA ASSEMBLY, AN/ARC5 radio fixed canopy . . . . . + + . 1 cc 

-5 1117-00 + STAND-OFP.INSULATOR (GCM). . . « e + +< +< < «© + © s< © ὁ ο <“ on 5 CC 

-6 1032-00 . STAND-OFF INSULATOR (GCM). +. +. « + + © +< © «© + e e «. 2 cc 

-7 NAS45-6-6 . PANEL ASSEMBLY, Electrical connector . . . . . + s , + s s + 1 co 
AN931-4-7 < GROMMET. , . ὁ ο ο ^ © © © © © 5» ο ο ο ο 5 c ο 9 9 ο ὁ ο ο Ge 1 σσ 

-8 175-71041 . BOX ASSEMBLY, AN/AIC4 portable microphone switch and... . 1 cc 

headrest jack (see figure 338 for detail breakdown) 

-9 337 . TRANSMITTING KEY (BNL) . . . . « + +s + + + +. +. a aE ος 1 cc 
AN931-3-5 ; JGROMMET ; ata £o w 9 0» Se es πα. "n 1 cc 

-10 169-71035 . BOX ASSEMBLY, Navigation radio microphone foot switch. . . . 1 cc 

-11 R122/ARN12 . RECEIVER (GFP)... . +... +. ee ee ee ewe dy Sater gk We dU 1 cc 
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AN O1-60AABA -4 


FUSELAGE (Cont) 


Section l! 


Group Assembly Parts List 









-20 
-21 


-44 
-46 


-49 


-52 


589 
AN3108B18-9S 
PL259A 
M359A 
CX1301/AR 
11500 
FPTHHSA 
AN3108B16818 
M387 
R23/ARC5 
R4A/ARR2A 
DY2A /ARR2 
DY2B/ARR2 
MX21/ARC5 
MX22/ARC5 
CW2/ARC5 
ARC9125 
ARC9123 
B33069-2 
PL259A 
M359A 


:169-71039-10 


C626/ARC27 
MT821 /ARC27 
AN3106B24-78 
AN3106B24-20P 
AN3106B24-5P 
AM4O/AIC 
MT740/AIC4 
AN3108B16S1S 
RT178/ARC27 


AN3108B24-58 
AN3108B24-7S 
UG21C/U 
UG27B 
CR1B/AR 
MT822/ARC27 
183-71041 
183-71039 
NAS45-6-12 
NAS44-6-2 
160-71040-3 
160-71040-5 
NAS45-6-2 

No Number 
160-71041-3 


160-71041-5 


UG21C/U 
UG27B/U 


*BC788C 


MT14/ARN1 
AN3106B1681P 
AN3106B12S 3S 
PL259A 

M359A 

221EAU 
RT7/APN1 
MT14/ARN1 
169-71026 
AN3054-16 
169-71026-3 
9774-16 
AN3106-24-19P 
RC21BF473J 
AN3106-18-20P 
AN3106-18-20P 
AN3106B18-20P 
ΑΝ31Ο6Β18-55 
PL259A 
NAS45-6-10 
175-54195-93 
UG21C/U 
UG22C/U 
DY12()/ART13 
ολ ART13 
U9 

U10/U 

CA275X 

AT141A /ARC 
UG21C 


€ ° ° e 9 o e o s 9 o 5 » o 9 o » 0 0 o ὁ 9 9 ὁ ο o o 9 o ο ο ο 





NOMENCLATURE 





PLUG . . e 
PLUG (amp) | 2s 


ADAPTER (AMP). š 
EXTENSION CORD ASSEMB 
INDICATOR (GFP). 
MOUNTING (GFP) 
PLUG . . "M 
VISOR (GFP). s i 
RECEIVER (are) 2 


FP) 


Po... 
d 
~ 


. 
. 
. 
. 


RECEIVER (GFP 
DYNAMOTOR aa es 
DYNAMOTOR (GFP). . 
ADAPTER, Remote con 
ADAPTER, might angl 


` . 9 9 9 9 9 .» 5 5 


` 9 ° 9 9 9 | 59 9 :«»». 
e * 9 9 + ο we 9 ο 


CAP (GFP). 
PLUG (ARC) . . 
PLUG (ARC) . . 


9 9 9 e c o9 e 9 9 * V o + t] 6 e ο. ο 


PLUG (GFP 

PLUG (AMP) . 
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BUS BAR, Electrical. . . . 
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Group Assembly Parts List ΑΝ 01-60AABA-h 


FUSELAGE (Cont) 


H-175 -71-19A 





FIGURE 336 - STATION 79-1/2 TO STATION 224-5/8 RADIO EQUIPMENT 





PART UNITS USEABLE ON 


FIGURE & 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

m 336 No Number STATION 79.5 TO STATION 224-5/8 RADIO EQUIPMENT . . . . . . . + Ref AD 

(see figure 335 for next assembly) 

-1 DY12()/ART13 + DYNAMOTOR (GFP) . . - - + + +< s + ee e we ew s s we 1 AD 

MT164/ART13 . MOUNTING BASE (GPP) . .. +. +... + + + s eee eee 1 AD 

U9/U . PLUG: (CED). . . ----.. 6009 o ον : 1 AD 

ULO/U oy PLUG (CED)? . ¿SKU ος [escono va eee ay δε Wiss SRE oe. x 1 AD 

-2 NAS45-6-8 . PANEL ASSEMBLY, Electrical connector . . . . . . . 1 AD 

-3 UG21C/U w PLUG. (IPC). ο x xà] εὐ Mere, ο Sa S ος ; 1 AD 

-4 UGe2c/U . PANEL JACK (IPC) . . . . . +. + Mos nci E AD 

-5 RT7/APN1 . RECEIVER TRANSMITTER (GFP) . . 1 AD 

MT14/ARN1 os MOUNT: (GREP) ara e ea ciar al Wee oes, a A AD 

-6 169-71026 . PLUG ASSEMBLY, RT7/APN1 radio receiver transmitter resistor. 1 AD 

AN3054-16 αυ NUT oS ey ο Wc. cm Der ὁ G a ee ees dt e loe Dem ει, AD 





608 








M — E USEABEE ON 
FIGURE & PART UNITS USEABLE OM 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
330 169-71026-3 e e DISC, RT? /APNL radio receiver transmitter resistor. . . . . I AD 
9774-16 t I GASKET, Rubber (GFP)... . . +... ss s s s . ee ee 1l AD 
-T AN3106-18-20P . PLUG [Eo Eon d Wide d Mee Te greet auch ects um. ο on ie ies δρ τος urge et de, (AD 
-8 AN3106-18-20P ` PLUG (position 3). . . . c.s s + s s s s n sceso n n . . . l AD 
-9 AN3106-18-20P -. PLUG X «0€ € 9 o * e εν ο ος m moo m A Boe. δ) τα ὁ 1 AD 
-10 AN3106-18-5S D^ PLUG C. e2eles Martie leh oh i Gel Ve UR Dm e$ ο ee lees, ου... 1 AD 
-11 PL259A = PLUG (AMP). ¿ X monos yo e XE oec ee woo. moe ecce es “AD 
-19  CA2T5X ` CAPACITOR (MAL). . . . . ee s . rf s n f n gn . . . .« .« « 1 AD 
-13 160-71040-3 ` RELAY ASSEMBLY, SCR718APN1 radio altimeter co-axial. . . . . . 1 AD 
-1à  160-71040-5 ` RELAY ASSEMBLY, SCR718APN1 radio altimeter co-axial. . . . . . 1 AD 
-15 NAS45-6-2 . . PANEL ASSEMBLY, Electrical connector. . ο V woo. el ee ὃς ja 1 AD 
-16 No Number ` | RELAY, IFF radio co-axial type 8200 (ADE) . . . . . . . . . 1 AD 
-17 160-71041-3 Ç DECALCOMANIA, SCR718APN1 radio altimeter co-axial relay . . 1 ΑΡ 
(used on 160-71040-3) e 
160-71041-5 ‘ DECALCOMANIA, SCR718APN1 radio altimeter co-axial relay . . 1 AD gn 
(used on 160-71040-5) 
-18  Uc?1C/U . PLUG (IPC) . « . + + s ç s.s s # s a s e e ç a s s m m n m t! ng 6 AD 
UG27B/U . ADAPTER (IPC). . . . . + + + = + + s + s + +e s . +... +... 4 AD 
-19 BCT88 ` RECEIVER TRANSMITTER (GFP)... a.l ss oe s ee ee .. +... l AD 
MT 14 /ARN1 ` MOUNT (GFP). . . ee s s a s s s ss n gn . . . n n n . LO ΑΡ 
-20 AN3106B16S1P 2. PLUG xo^ ο wr aC ο awe es eee ob AD 
-21 221EAU ` AC POWER RELAY (LR). . . . eee s s +. . s sz s s n n ee 6n. I AD 
-22 AT141A/ARC . ANTENNA (TEP). . . . +. + dr cm jpn o rA Pot Ca ea poke et NEL Pe ο er ο AD 
-23  UG21C t PLUG (IPC) . . ç ç s ae a aré o... ο S nm n n sns s s s ss. 1 ΑΡ 
-24 | 1546-T1038 ` TREADLE ASSEMBLY, Microphone switch complete . . . . + + + * ° 1 AD 
-25 146-71039 > BRACKET ASSEMBLY, Microphone switch supporting. . . . +. +» + 1 AD 
-26 130-71127 $ PEDAL ASSEMBLY, SA47/AIC microphone switch. . . . . . . . . 1 AD 
-27 116-71038-3 i ACTUATOR, Microphone switch (made from AN3166-1). .'. . + + 1 AD 
-28 AN3216-1 ` oD SWITCH., . . . .. s s s se sz e ss n ss n ss ee ee ew ee l AD 
-29  J3T "TRANSMITTER KEY. . . . . . eee sz s s n n n n n n n n n n n s. 1 AD 
AN931-3-10 ` GROMMET. o . .. sz s s sz s s sz e s s s q sns n «+. 1 AD 
-30 175-71041 . BOX ASSEMBLY, AN/AIC4 portable mike switch and head Bet... . 1 AD 
jack (see figure 328 for detail breakdown) 

-31 NAS45-6-4 . PANEL ASSEMBLY, Electrical connector . . . . . + + + e+ * * ° 1 AD 
-32 TUT( )/ART13 ` TRANSMITTER (Navy No. *52886)(GFP) . . . ss es sesers. 1 AD 
MT284/ART13 . MOUNTING BASE (GFP). . . . + + + + + oi age? ο ο dan ewes Ge ἃ ¿AD 
-33 στα ` PLUG (CED) . e e e ee s sç sz e s e s sç e s a e n s n n n n s we 1 AD 
-34  vu8/U ην ean a e E 
-35  CU2h/ART13 ` CAPACITOR (Navy.No. *4B1628)(GFP). . . e s s s eee. 1 AD 
-36 NAS45-6-3 . PANEL ASSEMBLY, Electrical connector . . . . + + + + * * * * ° 1 AD 
-37  I152C ` TNDICATOR (GFP)... ee eee s sz s s n n n n gn ng n n . s. 1 AD 
FTHHSA ` MOUNTING (GFP) . . . 0 e eee sz sz sz n n SB gn n n n n n n s . dl AD 
-38 AN3108B16S1S σα ο ο ος mov w^ Sie οὐ € sce iiem e ors tee el eus. ᾱ, ΑΟ 
-39 M387 ` VISOR (GFP). o.. s e s s s s sz s sz s s n B n gn n n n s n ns. 1 AD 
-ho  NAS45-6-9 . PANEL ASSEMBLY, Electrical connector . . . . . + + e+ * * * ° 1 AD 
NAS44-6-2 . BUS BAR, Electrical. . . . cte ect ve lum eoi susp ser dw Je, — de AD 
-41 1032-00 ` STAND-OFF INSULATOR (GCM)... s ses eee ee n n n n ee 3 ΑΡ 
-42  1L8/U ` INSULATOR (GFP). . . . e e eee eee e n n n n n n n n n s . 1 AD 
-h3  MX9l1/A ` ADAPTER (GPP). . . 2. ee ee s s s s s s s s gn n n n n ew 6. dl AD 
-4 Mx942/A ` SLEEVE (GFP) . . e s. e e e s . s s s ss nf n gn n sense] 1 AD 
-45  175-T10hh ` CONTROL BOX ASSEMBLY, C1ITU/AICH. . e . . ee + s c s ee e + 1l AD 
MT80/ARC5 ` MOUNTING PLATE (GFP)... e s e ee s sz s s s n n ee ee n n l AD 
-h6 | AN3106B22-1lS "SUPLÜO-. απ xoc le a ο ο e RE ross Ll AD 
-47 SA3/A ` INERTIA SWITCH (WK). . . +... eee sz sz s sz s . n . .. n n n n 1 AD 
-48 UG22C/U ` PANEL JACK (broad band). . . . s se + + s s s s .. n n n n. l AD 
-49  UG22C/U . PANEL JACK ΕΙ suce te SS Sel. ὧν SS w se ο ads ο tetra der, End ΔΒ 
-50 ο ο . PANEL JACK (SPNI)(IPC) . « + 2 + + +s + + + s s s + 0... .... 2 AD 
-51  UG1C ` PLUG (IPC)... ew s s s s s s s s s n e n n o... . 3 AD 
UG2TB/U ` ADAPTER (IPC). . . o 4 e eee sz s sz n f n n . n n n n8 n n s.s. 1l AD 
-52  F65/A ` FILTER (BDE) . . . e e s e se s s s +... . . . n n n n n ee dl AD 
-53 CX1301/AR t EXTENSION CORD ASSEMBLY (GFP)... . s'es ee ee eee ee ©) 1 AD 
-54 AN3106-18-20S ` PLUG (position 3). . . . s « s + soe .. s s s n n n n ee ee 1 AD 
-55 AMHO/AIC ` AMPLIFIER (GFP). . . 6 2. 2 < s s s s sz s s s s n n n n n n s. l AD 
MT51/U ` MOUNTING BASE (GFP). s . ......«.--.-.... 1 AD 
-56 AN3108B16S1S | PLUG eoe νην Tel ey ae Wo. Se we Bae ee a ch oom AD 
-57 R122/ARN12 ` RECEIVER (GFP) . .. ee ee + s s ez s ss +... ee . . n nn. 1l AD 
MT589/ARN12 ` MOUNT (GFP)... eee e s s s s . s s n n n gn n ng n8 n ns P 1 ΑΡ 
-58  AN3108B18-9S S UPRUG CIL stie Xo x. Se. w Ye x Tenet ie qe mu e eom ox ew o eoe cate” 1 AD 
-59 PL259A TO PLUG (AMP) . . . - 4e ; sç sz sz sz sz s fn n n n n gn Sn . . «o. . 8ssR.4Ñ AD 
-60  UG30/U ` BULKHEAD CONNECTOR (IPC)... . +...» ee + s . . n n n .. +. l AD 
2W1ALHO-28-32 ` WASHER, Plain (NA) . . +... + eee s s +... n n ee n9 n n s. 1 AD 
-61  UG21C/U ` PLUG (1Ρ0}.. .. S< s se sz sa sz s s s e n . s n n ss ng n . o... 2 ΑΡ 
UG27B/U * ADAPTER (IPC)... es ee eee s s s s s s n n n n n n n «. l AD 
-62 160-71035-10 ` ANTENNA ASSEMBLY, AT134 radio marker Deacon. . +. . . e.s.. 1 AD 
-63  AN365-632 Lo NUT Qc. 20.3 e$ Woo e wo woe νο QE rons: cecus eue! 20. CAD 
-64 ΑΝΘΘΟΡΘΙ, š WASHER. + . ¿+ s es e s s ç n š = s š n n n we n s. 20 AD 
-65 AN515-6R6 T^. SCREW 5 lo m cR es cese Ros momo αι mos Ἐν ἃ το ο AD 
-66 160-71036 . . COVER, AT134/ARN radio marker beacon antenna. . . > < < + < 1 AD 
-67 149-71287 . . GASKET, AT134/ARN antenna flange. . . . + + + + + ese es 1 AD 
-68  169-71027 ` _ ANTENNA, AT134/ARN marker beacon. . . . + . e+ + eee +e 2 AD 
-69 PL259A . PLUG (AMP) . . .. + + + +s +s + + s s s rrr ftt t t] t] ° n8 1 AD 
M359A . ADAPTER (AMP). : . . +. + Sob et ο W: Uem weit yal! Se GS fares uii! CAD 
-70 | AN931-11-20 2 GROMMET. . . . +... ... .. B zs gn BÀ s . . . . n n s. s. d ¿AD 
-721  R3105( )/ARR15 ` RECEIVER (4:5). .. eee ss . n n n +... n n «. 1l AD 
MT461/ARR15 . MOUNTING BASE (GPP)... .. » + s s eee ee ee ee ee .«. l AD 
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H-175-71-12B 


FIGURE 337 - FUSELAGE STATION 224-5/8 TO STATION 697 RADIO EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
337 175-71004 RADIO EQUIPMENT INSTALLATION, Fuselage station 224-5/8. ..... Ref 

o 697 (see figure 66 for next assembly) 

-1 UG21C/U ç «© PLUG (IPC) ¿l Q ......»..... wt ος ee 4 
-2 UG2TB/U v ADAPTER (IPC). ος 2 s s s. e. e. κὐωώ, DD 2 Š 1 
-3 NAS45 -6-4 + PANEL ASSEMBLY, Electrical connector . . . . , Ave °. . 1 
-4 AN365-440 e NUDa ος ον a Le E eee Ges fae, ἃ s Te aU a oe 2 
-5 AN960DÀL s WASHER 4 . 60h09 €. 3 e vas wo s “do. Q Q bow m n 2 
-6 AN515-4R8 νος ο woo ue ets He νο eee ee ee ee ee ο, Fe 
-T AN340-6 » NT..... Ea ΑΝ se ce Me aa ο ο ora ο 
-8 AN936A6 + WASHER . Q « ο «ο we ee νο νο ο ος ar er Aina, ο” 4 
-9 AN960D6 » WASHER . . . . . s" ie ie ier. Sg a d I a š SUO Es Fe uq ve s c4 
-10 AN931-3-5 . GROMMET. ..... . ... o... νο ay A note: yas war w as H 
-11  AN931-10-14 » GROMMET, . » « ooo. oooo ooo. ooo... .. oa dw 5 
-12  AN931-8-20 + GROMMET, ux pL XQ Serie wr 7 
-13  AN931-4-T > GROMMET. . . . . . . . SL ee qure DENS Val A > Ὦ A: E 
. -14  UG22C/U +: RECEPTACLE (IPC) . ............ Be: Saat Jed oP e Se. A 1 

UG21C/U 4. PLUG (IPC) 2... 4 aaa ew a o oe S ο ου. 
-15 CX1301/AR + EXTENSION CORD ASSEMBLY (GFP)... ...........2.2.2. 1 
-16 169-71029 + ANTENNA, Radio IFF (altered from AT234/APX). . . . . . . ον ὁ 10 
-17 | UG59A/U νο .. μμ wow ee αν uv Y rii tq 1 
-18  Uua212/U - ADAPTER (150)... o... ..o.. o... LL Q Q . ο ο 30 o. 1 
-19 AN509-10R9 s SCREW, , + wie s s se wh ese ο w al w qe S o ce op ede ο. ue DIO 
-20 NAS45-6-6 + PANEL ASSEMBLY, Electrical connector ............. 1 
-21 175-71041 + BOX ASSEMBLY, AN/A1C4 portable microphone switch and , . . ` . 1 

headset jack (see figure 338 for detail breakdown) 

-22 ΑΝΘ31-6-16 e GROMMET s: .-; 25. so e el το c o) ros ὦ Miser ai iD -ν cx wi, Ln 3 
-23 146-54237-57 + CONDUIT, Semi-rigid electrical . . . . . . . . , . (uw owes ο VE 
-24 | UG22C /U + RECEPTACLE (IPC). . . . . .. «ων , , . 2... Shei de as. CE 

UG27B/U e ¡ADAPTER (IPC). 20e ica 6e e WS ae ba) wt ee ee UY 

UG21C/U s db rus EMEN τν Vi lal uo eer Aa μι Stes oan πμ 1 
-25  UG21C/U s; ;PRUG κα ice? iov ο qox ro lw ew: Na ο ο iren Ida "C 
-26  TU100 + TENSION UNIT (GFP)(MX781/A together with 169-71061 may . . . ; 1 

be used as alternate) 

-27 169-71061 + LINK, Radio external antenna MX781/A tension unit adapter. . 1 
-28 MX781/A + TENSION UNIT (GFP)(alternate for TU100)............ 1 
-29 127/U + INSULATOR (GFP). s p sl sts eoe w eee ee 2 2. 2 0 GY 
-30  WS5C/U . ANTENNA WIRE (AMP)(approximate length 44 feet) ; . . . . . . . AR 
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Tn PART om 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
338 175-71041 BOX ASSEMBLY, AN/AIC4 portable microphone switch and headset. . Ref 

jack (see figures 335, 336, and 337 for next assembly ) 


USEABLE ON 
CODE 





-1 175-71041-5 . COVER, AN/AIC4 portable microphone switch and headset jack . 1 
-2 AN515-6RT S SCREW. s € QQ Ge ui Saw o eus EID 78 A AAA 3 
-3 AN960D6L . WASHER . « « 4 e + + s + s s + s 0 s 9 s ο ο ος c t 4 ° 5 3 
-4 175-71041-9 . BOX SUB ASSEMBLY, AN/AICh portable microphone switch... + 1 
and headset jack 
-5 U56/AR . JACK, Grounding (Pickard Télephonies Corporation). . . . + + 1 
-6 AN507-440R12 e SCREW. . . « + + e's ο 4. Φ. 4 6. Φ' oue ὁ * 9 oe. oe ... 3 
-7 A8006 . SWITCH ASSEMBLY (RHS). . + + +. + + + + + + ee + + eee ° ° 1 
-8 1224-02 . WASHER (SH). . +. + + + +s s + + + s + s s + s ο. ttt t ° 1 
-9 AN365-832 . NUT. ... + s s s ὁ s ὁ s s se s s e s - s ο ° ° ° ° ὁ ° ° 2 
-10 AN96GD8L . WASHER . . è ¿ < < = e a ὁ . . a e a e a . m . ον... H 
-11 AT760-3-2-6 . CLAMP (AP) . . . . + + +s + + e s 0 s s eom s . t oeo oo 1 
-12 175-71041-7 . SPACER, AN/AIC4 portable microphone switch and headset jack. 1 
box 

-13 AN515-8R18 ¿ SCREW. . . . « + s = ο ο ° e e e s ° ees t s t ° ° ° ° t9 ° z 

4020 . CABLE, Koiled kord (Jewell-Summer Co.) . . e.s + + ee eee 1 
-14 AN931-4-7 . GROMMET. . . . + a ο < s ὁ s ο s ο s + s + s . ° ° + + ° ° n9 1 
-15 160-71049-10 . CLIP ASSEMBLY, U56/AR SPC radio jack supporting. . . . + + + 1 
-16 160-71049-5 . . ARM, U56/AR SPC radio jack supporting . . . +. + + + * * ° 1 
-17 160-71049-9 . « ARM, U5 /AR SPC radio jack supporting . . +. . + + + +. * ° 1 
-18 AN393-61 4 "uc PIN e y A ολλ ο gr Ie ος 1 
-19 146-54411 . . SPRING, Navigators chart light retractable. . . . . + . . 1 
-20 AN960D10L s. < WASHER. . . . +, s © ὁ = © © e e © ο 9 s o o o o . o o o’ 1 
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FIGURE 339 - AN/APS31 RADAR EQUIPMENT INSTALLATION 
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RE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-74001 RADAR EQUIPMENT INSTALLATION AN/APS31 . . . sss oo . s oo ο ο 
(see figure 73 for next assembly) 
183-74001 RADAR EQUIPMENT INSTALLATION AN/APS 31 Ar a ce cer REL cc 
(see figure 73 for next assembly) f 
No Number . STATION 51 TO STATION 158 AN/APS31 RADAR EQUIPMENT OE ROL 
(see figure 340 for detail breakdown) 
No Number . STATION 158 TO STATION 189 AN/APS31 RADAR EQUIPMENT. . . . . +. Ref 
(see f1 341 for detail breakdown) 
No Number . STATION 114 TO STATION 199- -1/2 AN/APS33 RADAR EQUIPMENT. . . . Ref 
(see figure 342 for detail breakdown) 
-1 AS287C/APS 31 . ANTENNA ASSEMBLY (GFP) . < e° a e ο c» c» ο ὁ e e » ο s ο e ο ο 1 
-2 CU105/APS31 . DIRECTIONAL COUPLER (GFP). 9. 9 ὁ ο ο e ὁ e$ ο » ὁ ὁ ο ο ο ο 1 
3 AN3-3A z BOLT a ο ο ieee cid: Solel τς ee Bee LR US oe ο cer. ο ο.” 
-4 AN960D10L . WASHER . . ME Mr D EE DO 
-5 175-74119 > MOUNT, AS287/APS31 radar antenna rigid . , . . . . 2. 2. 6 
-6 2322-4 . CAP, Dust (add to receptacle marked roll)(CED) . . . . . . . . 1 
-7 AN3106B20-27P . PLUG (GFP) . . . . « ο ο ο ο x, n mue, -ᾱ 
AN 3051-12 + ADAPTER, Electrical accessory “to cable (GFP); νο 4 ῳ woes 1 
-8 AN3106B32-7S "e ¿PLUG (GFP) aie gases W a Usar ο 09 x a we eee ae α 
AN3057-20 . ADAPTER (GFP). nos crie Ὃν ο a Yon Nat ets ed cat. ÑV CIS E 269 8 aia Su 1 
-9 AN3106B14S6P . PLUG (GFP) . e e ο) 9 9 eÓ c o e e » ὁ ο ο o 9» o 6 ο ὁ e e ° c 1 
AN3057-6 « ADAPTER (GFP). e ο 9 * * * * » 0 w * 9 ο 9 » €à tale * * ^ ο ος ο 1 
-10 AN3106B11S7S . PLUG (GFP) . C Dc ERE 1 
AN3057 -6 +. ADAPTER (GFP). ο clase (eee PET M 
-11 156-74033-10 . RECEIVER TRANSMITTER ASSEMBLY, RT101/APS31 radar . . . ο . ο 1 
RT193/APS31A + . TRANSMITTER, Receiver (GPP) . . . . « + + +s + + ὁ + e s on ο 1 
-12 AN911-1D ee. uxo NIPPLES 2.40. * deo X) € us IS ee dh S Co πια, ἃ AO 1. 
-13 AN918-1D ο. CROSS n 2 Vek, ο S ecu iE yu ὑφ a SS Lev (ego Gs Te qo Tus ον ὦ ο. 1 
-14 AN840~4D . . ADAPTER .. Wider isle Dis es a; ene ο Del deter conte. alta νην 
-15 HD15A/U . BLOWER UNIT (GFP). < 9. < ᾱ- €. οἱ 18. 4. ὁ- ὁ ο 0 4. ee ch ce! 5 1 
-16 AN365-1032 « NUT. . ὁ ο o o o 9 we ο ὁ oo... eww ο ὁ ὁ 5 e ὁ ο ο ο 5 W 4 
-17 AN960D10L bo WASHER g- 2. Va ve) WAYS vei ek fe wali ο cee lx ceo ea Be mue T ιν 74 
-18 AN520-10R7: . SCREW... ius. Ta" ο Wu we eie Uis Wate Q p Tahoe erii NM 
-19 No Number . BOX, Junation “(type A`- class Al)(Navy stock No. 18K194-268) . 1 οσο 
: GFP 
183-74025 . CABLE ASSEMBLY, Radar cable A to Al connect A2 . . . . < < . . 1 CG 
-20 AN520~10R8 V SOREWI V ve μμ ον SN Saee ο ο W. wi ἃ, eee s v cdd 
-21 AN960D10L « WASHER . ¿+ . ο » es ee eo 9 ὁ ὁ 9 9 ὁ 9 ο ο 9 o ο ewer ο ο ο n 4 
-22 AN3106B32-7P « PLUG . 4. ὁ «4 ee e o ὁ 9 ὁ ὁ 9 9 o... 9 0 ο 9 ο 9 ὁ ο ὁ n9 ο 1 
AN3057-20 ο GADAPTER d ya. u js ος Ὃς, sg Se; αυ, e jar (€; 9. OS. ja S9. 1 
-23 AN3106B36-7PW > PLUG: se 4.2. ο ο δι, E tl a. Sw. a nee NO 1 
AN3057-24 . ADAPTER. . . ο < ὁ s ο ὁ e e * e s e e e o ὁ o e ο ç + ο ° ο n 1 
-24 AN3106B36-7SW «| PLUG. 4-4 a ane ο ο a ο ο ὦ ο ο ο au Qel TW; n) ὁ ὁ 1 
AN3057-21 . ADAPTER. . ο « < s e » e e e o e e 0. o e so s 9 ο o ° | | ο ο « 1 
-25 AN3106B32-7S z PLUG. 03 S ce ie ο ese: We? ce. ο ο ο ο ο ᾱ, ene ο 1 
AN3057 -20 + ADAPTER. . , . » s e e e 9 e e e e o * 9 o e e e e o 0 € woe 1 
-26 AN3106B20-27P s PLUG u^. Sea) A ο γώ, «ὦ σον B1 6; ea 1 
AN3057-12 « ADAPTER. o... < e » ὁ e e e e e e e e e ο ç e e e e www we 1 
-2 AN3057-24 4, ¡ADAPTER «decia «- οἴω ὁ ce. Vernm mde ο ο ο ue ο΄ eum eee: “Ἡ 
-2 AN3100C 36 -7PX . RECEPTACLE e 9 c c c» OW ο 0 ο W o... ο ὁ ο c9 ο ὁ ο 9e. ο ο 1 
-29 156-74026-9 . GASKET, Fuselage station 51 pressure bulkhead radar. ..... 2 
disconnect plug 
-30 AN3106B36 -7SX & PLUG a owe Gk e αι ασ CA OX CINCO ᾱ UO Ὁ μα κ AAA 1 
-31 AN365-832 s. NUR. wies ul yim ls! We el cele: ο; 09 Me A De Te WU q E Κοέν ο. Ὁ 
-32 AN960D8L . WASHER . . esoo 9 + o e e e o e e e e o o o o ο 5 ο s e ο ο 8 
-33 AN515-8R8 + SCREW. . « S « « s s ο e e e e ο ὁ ὁ e e se e s ὁ e s « ο ° e 0 8 
-34 AN3100C 36 -7 PW . RECEPTACLE . , ο α ο < . ὁ e ὁ e ὁ e e ὁ ὁ 0 eo * o e ο * e ° ο 1 
-35 ΑΝ 3106B36-7SW e PLUG . . « S < ο e e « e 0... ο. e e 9 e ὁ o 5 e e ° ° ° e.o 1 
-36 AN3057-6 so ADAPTER: ew 13 2-59 9» “δ, €. 1, 09:09 6 9 ras Va OR) E en ο es ewe 2 
-3T AN3100C14S6P . RECEPTACLE . e e ο 9 * à ee à 5 9 5.4 9 ὁ ὁ e * ο ο € ο ο 1 
-38 156-74026-3 . GASKET, Fuselage station 51 pressure bulkhead radar. . . . . . 1 
disconnect plug 
-39 AN3108B1456S O AAA τ. Boe) “Sve: Sahil ey Te IN) ο ne Tr ὑφ, AD Serer ay eve A 
-40 AN365-440 PE SEMEL 
-41 ANS60D4L s WASHER ¿ ¿ c0. νο va > ο δι οὐ ος oue. sm MWe. Gol Sees vi nce s. 28 
-42 AN515-4R8 + SCREW. . wah S ο ws Can Tan Gar E Saf Seite E se pe ety B 
-43 2W LAL29-43-40 > WASHER, Plain (NA) . ous ο ο atte: LO 
-44 97 -3106-24-835SA (101S). PLUG, Electrical connector solid shell (AMP) . ee ο E de 1 
-45 156-74026-5 . GASKET, Fuselage station 51 pressure bulkhead radar. Bed ¿Sy ua 1 
disconnect plug . 
-46 156-74029 . RECEPTACLE, AN/APS31 radar station 51 pressure bulkhead. . . . 1 
7 (make from AMP 97- Sy connector (190) 
-47 uG260/U . PLUG, BNC radio frequency connector (IPC). . . . . + + + +s + . 1 
-48 AN960D816 . WASHER... . 9 ο. 9. 9 ο ο ὁ ὁ 9 9 ° ο ο ο 1 
-49 ο. . RECEPTACLE, Co-axial cable [τροὶ eae ene ὦ, ae τῳ E -ᾱ 1 
-50 MX 367, "HOOD. -(BHH) 4. Su 5 x eho) cathe dh ACE. eve RITE “OO ο Geen a ims od 
-51 AN520-3R3 é SCREW; Vou. -ᾱ ο ος Se ceri el smith Lo -ᾱ 108, SO. ο, ὃς ας οφ Le 4 
-52 AN936A3 è: WASHER s; ος οἱ Sie s 9m wat a uer ων νι DE eb pees o L9. ο) αἱ ee e 4 
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` Section Il 
Group Assembly Parts List AN 01-60AABA-4 
FUSELAGE (Cont) 


FIGURE 340 - STATION 51 TO STATION 158 AN/APS531 RADAR EQUIPMENT 
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H-175-74-SB 





Section 11 


« ΑΝ 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) > 
' 


Ne él PART ` UNITS USEABLE ON 





& 5 
EX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


o 340. No No, Number STATION 51 TO STATION 158 AN/APS31 RADAR EQUIPMENT. . . . . . . . Ref 


(see figure 339 for next assembly) 


156-74032- 10 MODULATOR ASSEMBLY, nie aes radar . 


-1 MD60A/APS31: + MODULATOR (GFP) . . . . . + + + + + ee . 
AN842-4D . ELBOW .. . e š 
-2 175-74120 PLATE, MD6O/APS31 ` radar modulator “rigid mounting 






BOT... . e... 


AN6-5A 


3 2W1-26-32-63 WASHER, Plain `(NA) 
































-5 AN3108B36-7S PLUG o osna 67$ €» ο ᾱ- Ὁ . aries fe wea e 
AN3057-24 ADAPTER. 4. ar e 609 ὁ. - S eU. YS ene 
-6 UG260/U PLUG η s Siar Sak Se! ο ο ο cose 
-1 97 -3108-24 -835PA PLUG (GFP) . . . . . + 5 Ὅν ehe Sete de 
) -8 2W1AL29-43-40 WASHER, Plain (NA) . . ° ο ο 
-9 UG180A/U PLUG (IPC). or è ο... 
-10 CN51/APS31 GYROSCOPE UNIT (GFP) | 0.0. 2 2 000. 
| v - V. dig, AN3108B20-27S PLUG. So sas te del te ντ - Ra Sh Ser Merce. ce 
Ἐν» AN3057-12 ADAPTER. . Ers > —— . 
-12 PHDISA/U BLOWER UNIT (GFP). . ; . . 2. p 
-13 "ÁN520-10R8 SCREW. . ¿ < . eee š Sth Wet ae. Je 
-14 ΑΝΘΘΟΡΙΟΙ, WASHER ¿ ç ce else’ το; ὁ 5 Be S al, lentes 
-15  J164/APS31 JUNCTION BOX (GFP) . . » ΝΕ 
-16 AN365-632 ο μμ rs : er. c “eke ον 
-17 | AN960D6L WASHER... . νο ο . sana e 
-18 AN515-6R8 SCREW. Q Q 3 x9 s sat ο ç AE ia a aT e 
-19 AN31¥6B14S6P PLUG. ovo Sen seks : e EM AD m 
AN31C6B11S6S PLUG Zç, xol s. “etsy Seu š —— τ 
AN3108B146P PLUG y 22 ta š S Me: teeter Goh e cc | 
AN3057 -6 ADAPTER. ....... š νυν cc 
-20 MT445/APS31 MOUNTING PLATE, Indicator control box (GFP) 
4 -91  AN365-832 NUT ee iu orto o cores reden τῳ š . š 
` -22 AN96OD8L WASHER . essees ς ç 
-2 AN3 2628 14S6S PLUG. $2. ow Ao -ῳ š " s 
Ney 6 ADAPTER. . 22 2 ss : signe 
-25  AN3100B28-12S PLUG. a : ¿ š 
AN3057-16 I ADAPTER. . πα $ š E 
-26  9'-3106-24-835$A(1018) PLUG, Electrical connecto lid (AMP) (GFP) 


WASHER, Plain (NA) 
PLUG (IPC) . 
MOUNTING, Plate "(Gr 
CONTROL UNIT (GFP 


-27 2W1AL29-43-40 
-28 UG260 

-9 MT444/APS31 
-30 C729/APS31A 


"deo 


αρ ο QR γην, RUP 


) 


-31 AN520-10R8 SCREW. . . . 










AN960D10L WASHER . . . . . + + 
,AN3106B32-TR PLUG 4 € e 
ADAPTER. ...... 

A PLUG. 03799 tos 

" 9i43057-16 ADAPTER. . . . . + ο 
AN3106B36-7P PLUG . 20 ο Ya es - 

z ADAPTER. . vi. cR 
CAP, Dust (CED). a. rà 

MT446 /APS31. MOUNTING (GFP) . . . 

1D?£ O /APS:.1 INDICATOR (GFP)... 
MX511/APS3: HOOD (GPP) . . . . . 

a 


< 


AUTO TRANSFORMER, abl 


ΔΣ -39  TF106A/U 


-40 ΑΝ365-832 NUT. .... 


EU LU MOS ο ele i RS με ον ae 
r1 TT 


9 9 c9 e e o c «ο » » 9 o » » c» s q o 0 q » » (Qe s b c + s s Os s +< 06 9 ὁ q ç 0 9 9 0 0 o 9 e c] o £3 ο 
° 


9. əƏ 9 0 9 s 0 e c9 0 0 0 * 9 0 s s * 0 » 0 ο ο ο — <s + 9 + ο » 


-23 AN515-8R8 . SCREW. . 


Wo. 4 X* A OU C Rom RRA ο AAA ο UP AREAS AAA ATA 
κα κ οφ φον EIA AA AR A AAA RE A Ae Aw RIE AR EE RES 
E fe^ te ο e ar Ge e 5 a a orca 79: Ὃν ο ο) Ne, WS 9 79179. 940. di. Ta an δν σον Εν E qu bce? cir. ο 
αἱ πώ. cxx 
PRA PA PWI A O k EEE PWR I ED. I r TO. ΠΟ} TO PO I FO. EE EE PC I. n 4 = ελ 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


°. = * 9 c9 o 9 so 0 q e s. e * 0 € * s * à 9 o o o € ο o o 9 0 0 o * * s so * 0 * ο s * 0 9 € » o * ὁ ὁ 0 * s 0 s 9 $9 ο 51 5 


. 

. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 


Do + c 0 ə » s cs α c 9 9 o e c3 » 9 o o e : » e © + s + ο n n 


Mie e . e e e 9 (9 9 ç ə e e e o 0 e 9 t] e n9 o o Poo... 


Q 
ο ο ο ο ο ο wow d ο Ue S ees 
"v 


-41 AN960D8L WASHER . . . . + . 

- 42 AN515-8R12 SCREW. sase. . 

-43 AN3106B20-13S PLUG . 2o ο να . . 

-44 AN3055-22-8 ADAPTER. . . . +. E . 

-45 AN3057 -8 ADAPTER. . . . + . . 

-h6 AN3100022-14P RECEPTACLE = š . . 
156-74026-13 GASKET, Fuselage ation 51 pressure bulkhead radar 





Εξ 


disconnect 


AN3106B22-14S PLUG . « « . + ο 


. Meee » » "Ue o 2 + : © » 


AN3057-12 + ADAPTER. .... Sob ICE Tela ka) ced E Yw e vut Sas taf EU ie" ORE SUIS LE 
-47 AN515-4R8 . SCREW. ..... a Nap το ο ta Ua aU. Meter Ωμ. 
ΑΝΟΘΟΡΗ1, . WASHER . . . . + ey Gs Sia. BGS ο Coe qe Mat far Ro WD λίνῳ) «ο ο αν: 
-48 AN3100C11S7P . RECEPTACLE... enm Ves gi ns rs ee A ο ο 
156-74026-3 « GASKET, Fuselage station 51 pressure bulkhead radar. ..... 
a. AN3106B14S7S s PLUG IS em a ce Se, ao tae la ο de aaa οσα 
AN3057 -6 . ADAPTER. . . Sine’, 10178: Ner tus la? ο e cat OR Ae 
-49 156 -74029 . RECEPTACLE, AN/APS31 radar station 51 ressure bulkhead. . . . 


(make from AMP97-3100-24-835(101)) 

156-74026-5 . GASKET, Fuselage station 51 pressure bulkhead radar. . . 
disconnect plug 

PLUG, Electrical connector solid (AMP) . 


97 -3106-24 -835SA (101S) 


OONDE e Prior = 5 r r = 


-50 UG254A . RECEPTACLE, BNC radio frequency connector `(IPC). S mercure e Se S 
MX367 E lI EIE 
UG260/U + PLUG (IPC) . . . . . +. +. SS ce Ceo atl) ya ο Eu) Jal ο E e if gm ue 

ἡ AN520-4R3 3h SCREWS x) s£ sente uc e ee, 9? ie ν᾿. ο ο Wp US a qar e 
` AN936A3 i WASHER) MM CI AIC 
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Section [1 
Group Assembly Parts List: 


AN 01-60AABA-4 i M». 
FUSELAGE (Cont) 





ROTATED 180* 


FIGURE 341 - STATION 159 TO STATION 189 AN/APS31 RADAR EQUIPMENT i Í 
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Section l|! 


AN O1-6OAABA-h ᾿ Group Assembly Parts List 
FUSELAGE (Cont) 


ns SS IQ CCC———— —F TES RT 


FIGURE & PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
341 No Number SERTION 158 TO STATION 189 AN/APS31 RADAR EQUIPMENT . . . » +. + + Re AD E 
(see figure 339 for next assembly) 
-1 1D162A/APS 31 . INDICATOR (GrP). ees gay ae od. > SAD 
-2 No Number . RECORDING CAMERA (GFP) (Navy stock "No. ο . MEME ET 1 AD 
-3 No Number . PERISCOPE, Type A (GFP) (Navy stock No. 18P2225 ο ee pes, obs AD 
: No Number . KIT, Type A class A-1 (GFP)(Navy stock No. 18K19 -268) Lars ¡A AD 
NOTE: Kit consists of the following parts 

-4 No Number . . ADAPTER, Type A class A (GFP) . ano ae, αν do Sal «ΑΡ. 
-5 No Number . . ADAPTER ASSEMBLY, Range marker "1ámp (o?) s; Kay t en Q. sat Ve 1 AD 
-6 No Number + . YOKE ASSEMBLY, Type A (GFP) . slice tos te, ορ d Q q “er feet τὰ; JAD 
-7 No Number . . JUNCTION BOX, Type A-1 class A- zi (859). ἀπο eel Se eee Ge: Ὁ: SAD 
No Number +. . INTERCONNECTING CABLES (GFP). ὡς πρ ης Set ee awed v oe AL “SAD 
-8 AN3108B20-27S Som PLUG: soea a e A. «ΑΡ 
AN3057-12 . ADAPTER. .... dd kane e e cad e bly or C δ. αἲ ἔτ ιά "oer e ese “aio «AD 
-9 No Number . CONTROL, Camera type C3R-1A (Navy stock No. El8C1862-13S)(GFP) 1 ΑΡ 
AN520-10R8 i SCREW So. S. rou cle moe eoe [oss ιν Le prse ἃ veces Merce LU CAD 
AN960D10L s WASHER s ç 04 4 ο ας αι ὁ ες νερο Woo oe os AD 
AN365-1032 SCONUT. ο xb Z Z ST S C ο ο we eo wU ee ae yas Ae. CAD. 
-10 AN3106B16-11S SUPLUG νι ον, «ον Q. vow ο. εφ ο u$s Oa A oo a AD 
AN3057-8 . ADAPTER. + 2 309 0*9 0 9 ee tiq al 06 oy v eine, See: le AD 
-11  AN3106B20-?T7S an PREMIT E 
AN3057 -12 S ADAPTER; νο X gage Ὁ ο lh οί 2: ce ae was de AD 
-12  AN3106B20-27P ¿ PLUG 2 20: ox a e AD 
AN3057 -12 . “ADAPTER. ο. ο κ 2 ο 979 ὁ ο ο ο 9 oe as a 1, ΑΡ 
-13  MTI5/APS31 . MOUNTING PLATE, Indicator control box (GPP). . . . . . . . . . 1 AD 
AN515-8R8 e ¿SCORE aa la Sonat e a e ο ο ου 
AN960D8L S “WASHER: Q X. Jove. s ος N CNT SUS a δι 9 09 ος eee αι, «Ὁ. OAD 
AN365-832 ec ONÜTS esa "uox X fae ο a a e di ο ο ο ον 2 AD 
-14  AN3106B14S6S PO ia Be ¿ ο ant ο ο 9754 a rise, ¿de? UAD 
AN3057-6 s ADAPTER: ad aj ia ow as a v uev. ` k GAD 
-15 AN3106B28-128 PLA da as ve e seram a aa ra rs. us AD 
AN3057-16 . ADAPTER. 2: ono a m € 09 o9 sa Oe eee we ess oL ΔΡ 
-16  97-3106-24-835SA(101S) . PLUG (GFP) . A a ais ae de) bo. AD 
-17  2W1AL29-43-40 . WASHER, Plain. (NA) πο st cra ges NU C ο ey Se oiu AD 
-18 UG26O . .PLUG, Co-axial ο i 4 s etuer he be Ies VON Yet UNU Su ees cere Qo AD) 
-19  SN36B/APS31 +. SYNCHRONIZER (GFP)... « + + + s s =s + s s ç s n e s nn n n. l AD 
-20 mT447/APS31 . MOUNT (GFP)... « ee ee WW. ὁ «ο ὁ n o o n et eh eh 1 AD 
-21 AN3106B36-7SW S PLUG L2 0$ το eee e hoe deo oe ο οὐ 26 ών Ter te ae τὸ ον ee wo c dos AD 
AN3057-24 s “ADAPTERS, Z. ο cc. ss ache mo se, Mel wt Sete a ea ee ὅλῳ νι eer seta πα, SAD 
-22 AN3106B28-12P S PLUG wol x £o€ ο e ce ver sen Bore Abe vet Sal Be, c LIS CR eee eres es 200 AD 
AN3057-16 . ADAPTERS ο ο ο ο Gales Woece Ve. οι ew otk, wt Liter οἱ We Pee «Ὁ. ΑΡ 
-2 AN3106B20-13P ρα Dicer Shel eos! Sip tie A na weitere oe ο. AD 
-24 . AN3055-22-8 e ADAPTER; 29.2 ος ιδ S usr c9 us e ο 9 les ve oe ὁ 08 os e qum dee v clo ΑΒ 
-25 AN3057-8 s ADAPTER. 2.690€ 0» ἐν δώ De eee ne) om ο Ve Lec e ὃς € v cess] oue ove ce udo ^ AE 
-26 AN3106B117P WE LB a nita, aM x a Tees ας ey ως, “Ci ° AL 
` AN3057-6 Gus ADAPTER. v eus. a a ope ο. es ος ὃς eh ο Ya" hel S: ce ua te, le SR = ¿AL 
-^' AN3106B36-7P me PLUG 2-4 7e e ο ο wks. uy te m S. πὲ Πω ον wire ser ea aa pay sE * AD 
AN3057 -24 ^ CADAPTER  ¿ Y ος eye ᾱἱ je ese De 9) Ve Νι ὁ we “qu ο δν ee ara pw e. Ode CAD 
-28 AN3106B20-15S s: PLUG o a Ta ο ow o4 oo cw ie Seca) aaa 09] re et qen m. ο 
AN3057-12 e: ADAPTER. 25e ece v. 9 0 sow ea ιο ee de Ὁ Ue ewe wow Darse τν ον AD 
-29  UG260/U S PLUG (IPC) es 2-9 ce b's ce moo eras ee. oer ee aom Fa ge i oce rj S Ñi AD 
-30 AN3106B20-17P ο αμ ο ο ve ce ten e cms al Ἕν ᾱ- me ο το. ο ο S. exter, de. “AD 
AN3057-12 s ADAPTERS o e a ox e ο 309 ον Ee, ch ον a ee, "A AD 
-31  AN3106B1681P EJ RN QNM use: UR eben yar Gow aca aaa. ο. ce Lea! ϱ ο a ἃν ΑΟ 
AN3057-8 . ADAPTER. 22.03 Sra a e Qala. er roe Phu ὃν c9 ὃς Ὁ Φος e o ro Idea AD 
-32 No Number . AERO, ΤΑ bomb control box (GFP)... ... + + +s + + + ο ewe 1 AD 
AN3106B16S1S v PLUGS e So S lQ S ος el we ue ee eee ee Le uai oce ὅταν ᾱ- Αρ 
AN3057-8 . ADAPTER. . . +. + ο Bal ee ο c tow. LIS ee ο ee d. AD 
UG260/U . PLUG, BNC radio frequency "connector (XPC). a e ο ce ee ow Ὁ. ΑΡ 
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H-175-74-34 


FIGURE 342 - STATION 114 TO STATION 199-1/2 AN/APS31 RADAR EQUIPMENT 
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Section l| 


AN O1-GOAABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





FIGURE & PART z . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


3 No Number STATION 114 TO STATION 199-1/2 AN/APS31 RADAR EQUIPMENT . . . . . Ref cc 
(see R (ur), 339 for next assembly) ç 


-1 1D162A/APS31 . INDICATOR (GFP vox ο da 20 
-2 No Number . RECORDING CAMERA (GFP) (Navy Stock No. 1803912 291: mew, ο «ες. vile «20 
-3 Νο Number . PERISCOPE, Type A (GFP) (Navy stock Νο. 18P22258). . . . . . . 1 CC 
No Number . KIT, Type A class A-1 (GFP) (Navy stock No. 18Kk19h-268). sa ^ de. 00 
NOTE: Kit consists of the following parts 

-4 No Number + . ADAPTER, Type A class A (GFP) . τ Ce NI ος. W ο u ο) ο) 1 ce 
-5 No Number + . ADAPTER ASSEMBLY, Range marker lamp ο πο ο kk heya 1 σο 
-6 Νο Number + . YOKE ASSEMBLY, Type A (GFP) . νον νιν ds “Ls FCC 
-T No Number + . JUNCTION BOX, Type A-1 class A- -1 ` (GFP). KON ee ο 1 ce 
No Number + .  INTERCONNECTING CABLES (GFP). . . . . ........... 1 CO 

-8 AN3108B20-278 N PLUG. 44. Soo ο ο va oum m BENE Ue bel wie να we ο 
AN3057-12 ` ADAPTER. ooo Iil] E E o 

-9 No Number . CONTROL, Camera type C3R-1A ` (Navy stock No. E18C1862-13S)(GFP) 1 cc 
AN520-10R8 sa SCREW Z cw d. απ 124 dec o Fur da vorum Nice e rue ce cat ei e kee ee i" CAM TEC 
AN960D10L s WASHER? S Y 3.92 53937 "echa ts uetus v Eve s c6 de mula ce Joe Ten can. * C CP GO 
AN365-1032 s. NUT. 4534. 9 c wie! sw eom T eco Ole Ql el de a Ὁ ᾱ τὰς ert ὃς LA ον C 1706 

-10 | AN3106B16-118 a RBUG. ας fer ο ο USD GS Saved le ARN Brie Nu Dowie s "ο, xt wu. dc^ CC 
AN3057-8 e GADAPTER V 3o id Wilts es! eh ec 4) X ec NE Ww le c m by be" 200 

-11 AN3106B20-27S Ρα νο ο ο να Woon Bon Pi wis we, Gee ee ο l eS ενα, ος 
AN3057-12 s ADAPTERS, xou. fo Wile ie ο αρ! Vg Ble EU ee oS Se eS ILL “CC 

-12 AN3106B20-27P s PLUG ο. ἐὸν, saat hiw S, e DI Ie i GE ο ο ο ο uw ues αἱ = CC 
AN3057-12 s. ADAPTER; v Y 09539. w. eos leri Vee ον, Boies ας cov se ος b 00 

-13 0 MT445/aPS31 . MOUNTING PLATE, Indicator control box (GFP). . . . . . . . . . 1 CC 
AN515-8R8 v. GSOREW 54 ye e e, ος uten Ae ll ue So a cm a ky e ee e is de cea nee “CE 
ΑΝΟΘΟΡΕΙ, s; WASHER: s aaa a a ο ο ο ο BLS we e Stee, ae. CC 
AN365-832 ç NUDE eq Sle A A ο ο oe Ne ο νο exar ΠΟΟ 

-14  AN3106B14S6S z E A ho 20€ 
AN3057-6 er ADAPTER, ii oe ri eum eo co lw ow. od: IDE. τν νον ee cate E 00 

-15  AN3106B28-128 v SPLUG Y: ο. λος ο ο teh Wicks! weed Naseer ds aras ον ὁ 06 
AN3057-16 - ADAPTER. qued AR lr E Yer ἱεροῦ. Φως δή Wo os Ka vac te ss cu «C. 

-16 97-3106-24-835SA(101S) . . PLUG (GPP) ` ` — τὰ ks τών Ol ete ve ορ δι ασ weet eau nse Ὁμ “SCC 
-17  2W1AL29-43-40 ` WASHER, Plain (NA) i. ος ὃν a Eee ὥς te Set ee cs de aoo wee, ος FCC 
-18  UG260/U . PLUG, Coaxial (IPO) xL. a e ο e 40693 vo» o ux Ses we Ὁ. + CG 
-19  SN36B/APS31 s. JSSYNOHRONIZER (GFP) s-s ç V 259g ww 9o roe wo em wol x. ds “00 
-20 MT447/APS31 ο, (MOUNT (GRP).. 7 . 6 o9 aa ie mU us ὃν Ro] a Slee. L. OO 
-21  AN3106B36-T7SM e- σι a dede, o merde poet ee Sew ο eo oss aiu. conte. E LOC 
AN3057-24 s ADAPTER = oe e $01.99 a is a et Se ee: sc e (OU. 

-22  AN3106B28-12P + PLUG oh € *o9 wo 0-9 29 ος nde S sa (d os c be cy φρο ho ee «δ. OQ 
: AN3O57-16 S ADAPTER. X G.S. S 3 woke ο US. Sore Ws Vor er HR ο a ea QC 
-23 | AN3106B20-13P y. SPLUG^I Vo veros wwe e eus LN IN Iam. WO VI SUUS Arv e ode set SCC 
-24 . AN3055-22-8 s? ADAPTERS ο νο as a eo osos eoe τά, (e E. O ὢ Eg New A) E up p ou. owe. ds 00 
-25 | AN305T-8 > ¿ADAPTER vv. 5.8 C n Us Ὁ ce ο ale, e S om AS ce d ce a eter Civ. 60 
-26 AN3106B147P ee PIU leve res N BA ata VE RURSUM ο ο ο ug CS Narn Sow το g ere UL” OQ 
AN3057-6 še ¡ADAPTER νο ο WP lem Ooh te ο Wi eno ον We sw Skew Sere eee. A CC 

-27 AN3106B36-7P . PLUG . . ee ee e q... n o n n n n s got s o s s . 1 OC 
AN3057-24 é. ADAPTER. wb a ig ji tame: IU V e ia a ye a tan A vega, “de ος 

-28 | AN3106B20-158 oh APR το ο dw ler m Ue tas Hors Sete Ti wes di^ ο ὃς ce rer Er rele e ce. wa SCC 
AN3057-12 ay ADAPTER, Usi Ας, ὡς τον o3 Ges woh Site), em Peers οὐ”, δεν YE NE ve Ae L SCO 

-29  UG260/U e PLUG! (IPC) x41 X oe U SUS e a alge ὃν wS QUQ. s Ree um ares ἃ 20 
-30 AN3106B20-17P dc saa er a O.  Ὁς 
AN3057-12 ec ADAPTER’... 2-44 SI US e veis eom. We ο Say see: Je a ee eee ee. ἃν KCC 

-31 AN3106B16S1P A vin Dig oy e Weis e. eee o fe be wi, Teel Um es tes eo ov fete, o Ὁ, 00 
AN3057-8 ¿+ ADAPTER... $7 ena es. el later o> Bu Se ak (Qe e oe des See uw cw Si, ο CÓ 

-32 No Number. . AERO, ΤΑ bomb control box (GFP). . . . . e + + s + + s sss 1 CC 
AN3106B1681S s. PLUG s. ο eee b ο ο ο ee eva eer ae o Dum LO 
AN3057-8 . ADAPTER. .... es Z a Tai ie ehe: rax Ue ο ο ve se oo al’ «Ὁ0 
UG260/U . PLUG, BNC radio frequeney connector (προς 8 s κ ώς a ον, 2 00 
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H-175-73-22B 


FIGURE 343 - COMPLETE PHOTO RECONNAISSANCE AIRPLANE CAMERA INSTALLATION 
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Section [| 


Group Assembly Parts List 


USEABLE ON 
CODE 


. CC 


cC 
cc 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
313 175-73101 CAMERA INSTALLATION, Photo reconnaissance airplane complete . . . Ref AD A 
183-73101 CAMERA INSTALLATION, Photo reconnaissance airplane complete . . . Ref 
-1 175-73254 . SIGHT INSTALLATION, Pilots forward oblique (nose) camera . . . Ref 
(see figure 344 for detail breakdown) : 
-2 175-73200 . VIEWFINDER INSTALLATION (see figure 337 for detail breakdown). Ref 
-3 175-13133 . CAMERA INSTALLATION, Target recording. .. ο: Bente we eo fee g x: Ref 
(see figure 344 for detail breakdown) | : 
-h 175-73109 . CAMERA INSTALLATION, Forward oblique . . . A Sree we a Ref 
(see figure 344 for detail breakdown) | 
-5 175-73104 . CAMERA INSTALLATION, Camera station 3, 3A and 4, HA left and . Ref 
right oblique and alternate vertical 
(see figure 345 for detail breakdown) 
-6 175-73103 CAMERA INSTALLATION, Station 2 prime vertical. . . . . . . . . Ref 
: (see figure 347 for detail breakdown) 
-7 183-100 . SIGHT ASSEMBLY, Oblique camera (CAV) ...... BY Saale ver l. 
-8 175-73102 + CAMERA INSTALLATION, Station 1 tri-metrogon. . . . . . . . . . Ref 
-9 153-73119 + . BOLT, Camera mount adjustment guide , . . . s s , + +s + + xà 2 
-10 AN960D10 κ. ο WASHER; ο ος e ió 3908 79,00 8^9 0€ LU Iw Oe. ceu e φις iO 
-11 AN3-6A cce BOLT e ο ος . A “at alta; v's NORTE EROR 8 
-12 NAS43DD3-8 . . SPACER, Screw and bolt. s Bo Se -ἂν οφ Ga E -- 2 
-13 867-1 ` l INSULATOR VIBRATION MOUNT (RAI) . Bde ae G E . 2 
-14 175-73114 + . SCREW ASSEMBLY, Tri-metrogon camera mount pitch adjusting 4 1 
-15 175-73241 . . . KNOB ASSEMBLY, Tri-metrogon camera mount . . . te ιδ 1 
adjusting screw 
-16 AN365-1032 s. SS, s veris ST Yel Sates en ο ο aget: data as cid ns Joc E 1 
-17 AN960D10 weed τῷ WASHERS ο x 9 SUE Ve Mov Q> ο el δι TES De) et elt) VE 1 
-18 AN526-1032R30 eo ter wu OCRE ο ο DER E οι A AA E E 1 
-19 NAS43DD5-63 - + + +» SPACER, Screw and bolt. wore qm ο ο e SOEUR Ὁ RUE. cer le 1 
-20 NAS43DD3-64 - . . + SPACER, Screw and bolt. . . τ. es REP De QQ SQ 1 
-21 153-73116 e e + . KNOB, Camera mount adjustment screw DAE Lal. gu Mans D 1 
-22 175-73242 . < . NUT, Tri-metrogon camera mount adjusting screw locking . 1 
-23 AN960D816 se WASHER + 4 . € 098 . š E PUES 1 
-24 153-73122 + « +. GUIDE, Camera mount adjustment serew upper US a 1 
-25 153-73145-3 - . + PIN, Camera mount adjusting screw collar attachin ng EUNT 2 
-26 153-73123 - < + COLLAR, Camera mount adjustment screw. . . . e . s + + ο 2 
-27 175-73243 +. + GUIDE, Tri-metrogon camera mount adjusting screw lower , 1 
-28 153-73117-9 iis ue SCREW, Camera mount adjustment s . . ........... 1 
-29 AN509-10R12 o E SCREW Soe rats d Deu. es ο ος Gen ee «φῇ ο NE ος Ms LO 
-30 AN3-6A - . BOLT, < < sce ie 16 
-31 175-731172 e . SPACER, Tri-metrogon station. oblique camera vibration wc. 4 
isolation mount 
-32 867-1 . . INSULATOR, Vibration mount (ΒΑΤ).............. 4 
3 175-73255 e . PROTRACTOR, Mes Bape nah camera mount . . . ss + + + +s ee 1 
-3 AN393-47 o e PIN ος e £D 
-35 175-131125 - . SPRING, Camera "station "No. u^ camera mount protractor. . ο. 1 
pointer holddown 
-36 175-73256 + . POINTER, Tri-metrogon camera mount protractor . . . . . . . 1 
-3 AN365-624 δ s INU e ἃ; uie a^ der qe. A Se ace Sey ta κ GP Vi e ESA Meta ua Ὁ 2 
-3 AN960D616 é ge WASHER ii 24, RO ος) τῳ `w 4 
-39 AN6-26A > ow BOLT. . . s dw. a 2 
-40 175-73110 . . MOUNT ASSEMBLY, Tri-metrogon station “oblique camera .... 1 
-41 AN4-26A ee ue uw BOLD e ο ze ο ye somite ge ο ο -ᾱ- Ὁ ὑπο, ἃ οκ Ὁ 2 
-42 ANY-17A a ws « BOLT . i oe we we 2 
-43 147-58595 + . . SPRING, Hydraulic boost valve lever return. . . . . . . 4 
-44 175-73240 - + + BLOCK, Tri-metrogon camera mount locking clamp ..... 4 
-45 175-73138 - + . HANDLE ASSEMBLY, Camera trunnion clamp ......... 4 
175-73110-29 +. + +». SUB ASSEMBLY, Tri-metrogon station oblique mount . . . . 1 
-46 175-73239 - + . . STOP, Tri-metrogon camera mount locking clamp . . . . 4 
-47 175-731111 - . MOUNT ASSEMBLY, Tri-metrogon station vertical camera. . . ο 1 
-48 AN365-624 eM 4) μα πο ο ce T € νο ο Soy es Tas vals tay as dai w 4 
-49 AN960D616 sw d WASHER X ο lc) ow (9 089 Weta ws ἃ 9 τν e (e το aaa Ὁ 
-50 AN6-25A o> 4 ve BOLT ou as Q EM V s οι όσον gat aie! e 4 
-51 175-73113 . . . SLEEVE, Tri-metrogon camera mount "connecting Da w ae ae 2 
-52 AN4-16A » wes BOLT: Su ο ie eh pe ο ος ορ 8L fe Sen CP" Sg dep ten η 1 
-53 ANI -31A ο ter BOLT unge ο EP E 1 
-54 NAS43DD4 -84 . « + SPACER... 7 U^ a Wide. (9; ce ce 1 
-55 147-58595 - . . SPRING, Hydraulic "boost “valve “lever return ην ο terse 2 
-56 175-73240 + < + BLOCK, Tri-metrogon camera mount locking clamp ..... 2 
-57 1175-73138 e + . HANDLE ASSEMBLY, Camera trunnion clamp . . . . . + + + . 2 
175-73111-31 - + + MOUNT SUB ASSEMBLY, Tri-metrogon station . . . . . . - + 1 
vertical camera 
-58 175-73239 e + . +. STOP, Tri-metrogon camera mount locking clamp . . . . 2 
-59 No Number * , . CAMERA, Type CA8. . . QU d ας vds pet wwe iors δι ἨΘΕ 
No Number * , . CAMERA, Type T11 (alternate). Sut ο στο κ ο τι e ο Ref 
Νο Number * , . CAMERA, Type K17C (alternate) wl ^i neh ete ον sce a^ wp ROL 
No Number * . . MAGAZINE, Type ASA. . Wuxs a ο le aa GREE 
No Number * , . MAGAZINE, e ASA (alternate). Pee ο κ αμ edes ues bls Ref 
-60 AN-N6A + GUN CAMERA (agb) ον ο ον ο Εκ Mitesh Sa ο Se 
144-10A . SPACER, 17 MM Lens (CAV) | "ὋΝ te ve er ta δν ces ὃν ctum DI 
NOTE: * Government furnished and government installed 
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B-175-73-26 


FIGURE 344 - FORWARD OBLIQUE TARGET RECORDING AND FORWARD OBLIQUE SIGHT CAMERAS 
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ΑΝ O1-GOAABA-4 Group Assembly Parts List - 


FUSELAGE (Cont) 


2 22 A re —s 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


34% ' FORWARD OBLIQUE TARGET RECORDING AND FORWARD OBLIQUE 
SIGHT CAMERAS 


175-73109 . CAMERA INSTALLATION, Forward oblique . . . . . . s . . e . +. x Ref 
(see figure 343 for next assembly) 
-1 AN960D10 . . WASHER. . . scs. 36 
-2 NAS221-10 . . SCREW, Brazier “head Phillips recess alloy ateel io- 32 $ wu. 16 
3 867-1 ` te INSULATOR, Vibration mount (RAI). . . . "M 4 
- 175-73125 + . SHIM, Forward oblique camera vibration isolation "mount. ο; ve 4 
-5 17175-73124 . . MOUNT ASSEMBLY, Forward oblique camera. . « . . . + +< < = > 1 
-6 AN365-524 w xw € NUR E nds ο ο tez le I LAS WI ^ Gov Yer Gal se ο ο an OSs LK wa wien ta w. cw 4 
-7 AN395-21 Qu k e e DEUS iuo watar Yan Se Mia! Tae saq Da else ae uo del De mer Cer, TA 
-8 AN960D516 soe Dg WASHER 60$ g es. cy ora τος ID sua ο κατ dep NI ISU ak D 
-9 AN165-468 owes BYE. € 2x Pp D DM EM in ον S se ns, Ñ 
-10 4B20812-028 . <+ + BUSHING, Press fit pla ain (NA). ARA ee OR S ὁ 2 
-11 AN365-1032 b « e NUR w^ Deed wo SR ο ο ihe σσ iet v Arn ο ap Su. NA 2 
-12 . AN960D10L V ips TWAGHER vey ο ας esa i WIN Se ον ο d 
-13 AN3-HA sow oe BOLT. 4s SO Se ο ee Beh siqa ο ο D CS. Y ο ade 22 
-14  22905-12-T.937 . + . STRAP (MAR). š νιν ην Ea E 
-15 2137 -73124-31 . + + TRUNNION, Forward oblique caméra mount . . . . o... ο 4 
-16 668-3 MET STRAP (AP) . . . e e ο E CRECEN CN 2 
-17 175-7 3245 S ur s YOKE ASSEMBLY, Forward "oblique camera Scri sve SET l S US IUS 1 
-18 4B20S 12-30 . . . BUSHING, Press fit plain (NA). ο ον wer Ver δν, δ. SO σὲ Ia e 2 
175-73257 . . SUPPORT ASSEMBLY, Forward oblique camera mount forward. .. 1 
-19 AN365-1032 x] n INUIS s NOS ob S: e Sects E DL et e ον cd VES ο a NUS 2 
-20  AN960D10 2. «ων 2 WASHER z SS 5 Son hee fa bist ο οι Ὁ ve) ο ος e ο ο 
-21 AN3-17A a uk BOU a RAR A RS A el E ee 2 
-22 w98292-2-200 . . . STUD (UC). . εναν aks ο ο”. Bren ων. Te 
-2 175-7 3257-5 . . + BLOCK, Forward oblique camera mount forward support. e 2 
-2 175-7 3257-3 * . BRACKET, Forward saga camera mount forward support. . 1 
No Number * | CAMERA TYPE K38. . . . vA US. SL NU sU og e! URL SBE ο coe ce er te Ref 
No Number * . CAMERA TYPE A10 alternate). sca say ον le : ç "m . . Ref 
No Number * . MAGAZINE, Type A ΝΡ ο Stak ο Q ο ο Re L 
175-73133 . CAMERA INSTALLATION, Target "recording. os Tere ne Cw “et w eee a ROI 
(see figure 343 for next assembly) 
-25 AN501A10-6 zu CBOREW- ees ot Ze uy. τώ; ee ὧν e ο LEVER Re e Wor νὸν νο... 
-26 AN3-HA ok ῳ. ABOUT ο A ο ο ο ο ο ο ο ο er Le 
-27 AN960D10L + . WASHER. . dona were, ee we. ο OF 
No Number * , CAMERA, Type N9 "(GFP) (two ^ used aft and one used forward) . . . Ref 
175-73254 . SIGHT INSTALLATION, Pilots forward oblique camera. . . . . . . Ref 
(see figure 313 for next assembly) A 
-28 AN535-2-4 . + SCREW... do 19 ο ο ο e E Pm 2 
-29 175-73246 + . PROTRACTOR, Camera “sight πα erc 1 
175-7 3253 . . SIGHT ASSEMBLY, Camera. .. ^ uS, Biase ke “Oe. iq 1 
1175-73252 $. 5 SUPPORT, Camera sight ring and bead. ο Te Pues es lel E 1 
-30 175-73252-9 - + . +. ROD, Camera sight ring and bead support . . . . . + + 1 
-31 175-73249 e + + + BEAD, Camera sight... a? uel erue wh ale ee 1 
-32 175-7 32112 . «. « . RING, Forward oblique camera "sight. oe Siar Sel sa ie. dep κο 1 | 
175-73252-5 + + . . PIN, Camera sight ring and bead support ....... 1 
-33 175-7 3252-3 . . . +. SUPPORT, Camera sight ring and bead . . . . . . . + . 1 
-34 = 175-73247-3 πο. SCREW, Camera sight locking . . . . - + + + + + eee 1 
-35  175-13216-5 PET SCREW, Camera sight locking. . . . . . s + + ee * eo n 1 
-36 175-73251 + . « MOUNT ASSEMBLY, Camera sight . ... e + + + + e o eeso 1 


NOTE: * Government furnished and government installed 
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FIGURE 345 - CAMERA STATION 3, 3A, 4 AND 4A LEFT AND RIGHT OBLIQUE 
AND ALTERNATE VERTICAL CAMERA INSTALLATION 





.  RGURÉ A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
345 175-73104 CAMERA INSTALLATION, Camera station 3 and 3A, 4 and YA. . . . . Ref 


left and right oblique and alternate vertical 
(see figure 343 for next assembly) 
-1 175-73168-1 . BEAM ASSEMBLY, Camera station 3 and -4 camera mount adapter . 2 
horizontal and oblique positioning (LH fwd and RH aft) 
f » (see figure 346 for detail breakdown) 
“2, `. 175-73168-2 . BEAM ASSEMBLY, Camera station 3 and 4 camera mount adapter . 2 
A horizontal and oblique positioning (RH fwd and LH aft) 


z (see figure 346 for detail breakdown) 
-3 175-73174-1. . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
NE vertical positioning (LH fwd) 
-4 s 175-73174-2 . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
` vertical positioning (RH aft) 
175-73174-3 . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
vertical positioning (RH fwd) ; 
175-73174-4 - BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
, vertical positioning (RH aft) 
-5 175-73187-3 . . RAIL, Left and right oblique camera station mount . . . . 1 
support column retaining. 
-6 175-73187-4 + . RAIL, Left and right oblique camera station mount... . 1 
support column retaining 
-7 175-73188 + . BLOCK, Left and right oblique camera station mount. ... 2 
support beam guide 
-8 7-0608-2 e + PIN (DUME). . . 4. - 4 +< +< +< ee eee 9 s s s on m m t] ng 4 
-9 175-731191 + . RING, Left and right oblique camera mount support . . . . 2 
y adjusting pin 
-10 175-731193 + . GUIDE, Left and right oblique camera mount support. . . . 2 
adjusting pin 
-11 175-731194 + . SPRING, Compression . , . . ο + < + + © < © © oos 0. 0. 2 
-12 175-731192 + . PIN, Left and right oblique camera mount support adjusting 2 
-13 10500 . MOUNT, Camera (AAEE) . . . . + +< +< < + + ee s. -ᾱ- ιο Narn ιβ 2 
No Number * , CAMERA, Type K38 . . . «ο» + . + + + + + ee eve ο) δα Ref 
No Number * . CAMERA, Type K37 . +. +... + + < +s + s s s ο s + n ο s + o o. Ref 
No Number * , CAMERA, Type CAS2. . +. » +... + + s + + ... ο s s n n o o Ref 
No Number * . CAMERA, Type K17C. . . . , + +s +s + ὁ + + s + s s + o o o o Ref 


* 


Í NOTE: Government furnished and government installed 
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H-175-13-27 





FIGURE 346 - CAMERA STATION 3 AND 4 CAMERA MOUNT ADAPTER HORIZONTAL 
__ _ AND OBLIQUE LH AND RH POSITIONING BEAM ASSEMBLY . 






mama ΡΕ š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 175-73168-1 BEAM ASSEMBLY, Camera station 3 and camera mount adapter. . . . Ref ` 


horizontal and oblique positioning LH 
(see figure 345 for next επιμ») 
175-73168-2 BEAM ASSEMBLY, Camera station 3 and 4 camera mount adapter. . . . Ref 
horizontal and oblique positioning RH 
(see figure 345 for next ον) 
-1 AN310-8 NUT. . 


-2 2W1-33-28-125 . WASHER, Plain (NA) . . « + + + + +< < +< s + + s + s . we ee we 
-3 4B21S8-0-11 . BUSHING, Spacer (NA) . . . . + + + + + s s + * s s 5ο on tm ng 
-4 AN8-12 = BOLT o s E E E E E 
-5 175-53195 . KNOB ASSEMBLY, Camera mount positioning handle locking . . . + 
-6 2W13-4 . WASHER, Serrated (ΝΑ). . » . . + + + + + + + + + + 5» 9» 
-T 4B20B10-003 . BUSHING, Spacer (NA) ..... ὁ: Ὁ, eq sehen ver Te “ax ot EL Ὁ WS eh ce 
-8 AN364-428 + NUTS Los 2 0» ee O E 908. 608 WO 9 Oe ie wie ὃν αν Q 
-9 AN960D416 . WASHER sca . zo. a A a es 
-10 ` 4B2154-005 . BUSHING, Spacer (NA) . . +. + + + + + + s s s + s ο + . 9 
-11 241C16-28-90 . WASHER, Plain (ΝΑ)... . + + +. + s + s + s + + on + o ot ο» n 
-12 AN4-7A V BOLD S, ¿O es a 2 ὁ Sey 93 el vo. e ee et ee Se ο cat Sy lm ο RI ο t Φ 
-13 175-73194 . HANDLE ASSEMBLY, Camera mount positioning. . . +. » e + + +. e + 
-14 175-73192 . PLATE ASSEMBLY, Camera mount horizontal position beam rotating 
-15 4B20B10-008 ; BUSHING, Spacer (ΝΑ)... . + + + +s s + ee ee ee < ot on 9 
-16 AN365-1032 . NUT. ¿ . ¿ 2 ὁ € ο 9-9 Ὁ ο o9 o m, m e wp ο 4 ct ὦ «ὁ m 
-1T AN960D10L . WASHER . . . + + « +s + ὁ + s s s ο s s o9 s s s s + om 5 9] 9] ° n 
-18 AN509-10-13 e SCREW. . . ο ο ὁ s « e ὁ e oo ὁ 9 s ὁ e 9 ὁ ὁ o ° ο «ο ο 
-19 867-1 . ISOLATOR, Vibration mount (RAI). . . . . + esec seseo 
-20 134-58164 . SPRING, Hydraulic main landing gear cylinder . . . . . . + + ° 


valve 
-21 175-73193-1 . ADAPTER ASSEMBLY, Camera mount positioning LH. . 
175-73193-2 . ADAPTER ASSEMBLY, Camera mount positioning RH. . 
-22 AN364-1032 . + NUT ο adds fe πο ᾱ- a NSS SE SES a, el a 


-23 AN960D10L . WASHER. . . ὁ « ὁ < < < e e . ο ee e e “° ο è 
-24 AN509-10R11 oe SCREW . ο. 40$ € « 5995. vm choi ⁄ LS: oe" ο, oo 
-25 175-73184 . . RAIL, Camera station mount adapter support retaining. 
-26 175-73273-1 . . TRACK ASSEMBLY, Left and right oblique camera mount . 
horizontal positioning beam adapter LH 
175-73273-2 . . TRACK ASSEMBLY, Left and right oblique camera mount . . . . 
horizontal positioning beam adapter RH = 
-27 175-73185-3 . . PIN, Camera station mount support adjusting . . ο . - 
-28 175-73203 * GUIDE, Camera station mount support adjusting pin. . 
-29 153-73169 . . RING, Camera mount adapter beam pin . . . . +... +. +. 
-30 175-73199 i + . SPRING, Compression . . . . se s lo ooo: a 


NONE Ὁ Ποσο” PND 1 τ π! τ) A = 
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HB-175-73-23B 






: FIGURE 347 - STATION 2 PRIME VERTICAL CAMERA INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 175-73103 CAMERA INSTALLATION, Station No, 2 prime vertical . . . . . . . , Ref 


(see figure 343 for next assembly) 





-1 867-1 . VIBRATION ISOLATION MOUNT (RAI). . . es . + ee sç s ... .. 4 
AN960D10L «WASHER; Q JP U a epa 28 7 9-19, 9^ RITE olm UE a e dar tered we dO 
AN509-10-18 « “SCREW a ο ο ο S w LUE ES Wh ο, al a. meia c Tm αν m ceste vere 16 

-2 175-73150-1 . ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 LH fwd 1 
175-T3150-2 - ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 RH fwd 1 
175-73150-3 . ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 LH aft . 1 
175-73150-4 + ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 RH aft 1 

-3 AN365-1032 sco NUTS S acce uio ues. i i er mo ve ve $ed ie ο pe Se a Y 

-4 AN960C10L o> οι WASHER: 4; ο κος ο ve im aa e τώ, ᾱ- ku U cen sole] re m. vale) wes je 4 

-5 AN509-10R14 s Gab occ ve? ο ο... 4 

-6 1175-73160 + . BLOCK, Prime vertical camera mount adapter. . . . . . . . . 1 

Station No. 2 beam vertical guide 
-7 175-73159-1 + . BRACKET ASSEMBLY, Prime vertical camera mount station . . . 1 
No. 2 adapter LH forward 
175-73159-2 - . BRACKET ASSEMBLY, Prime vertical camera mount station . . . 1 
No. 2 adapter RH forward 
175-73159-3 - . BRACKET ASSEMBLY, Prime vertical camera mount station... 1 
. No. 2 adapter IH aft 
175-73159-4 - . BRACKET ASSEMBLY, Prime vertical camera mount station... 1 
No. 2 adapter RH aft 
-8 175-73214 + . GUIDE ASSEMBLY, Prime vertical camera mount adapter . . . . 2 
beam pin support (one used on 175-73150-3 & -4) 

-9 153-73167 - . PIN, Primary vert camera mount adapter beam vert adjusting. 1 

--10 153-73171 - . PIN, Primary vertical camera mount horizontal locking ... 1 

-11 153-73169 . . RING, Primary vertical camera mount adapter beam pin. . . . 2 

(one used on 175-73150-3 € -4) 

-12 140-68046 + . SPRING, Plunger compression (one used on 175-73150-3 € -4). 2 

-13 10,000 * . CAMERA MOUNT, Prime vertical (Aeroflex Laboratories) ..... 1 
No Number * . STABILIZED CAMERA MOUNT, Type A-28 (alternate) . . . . . . . . Ref 
No Number * CAMERA, Type K38. . . . . .- . "Era τς 
No Number * CAMERA, Type K37 emery e. Q i tonne ὃν μὴ - τω: ee Yer cele ec REL 
No Number * CAMERA, Type T11 (alternate). . . . e e , , + < < < s < o ew s n x Ref 
No Number * CAMERA, Type CAS2 (alternate) . . . . « . , + + +s + s + + + s x x Ref 
No Number * CAMERA, Type K17 (alternate). . . . « . + . + + + s < s s +s ee Ref 
No Number * MAGAZINE, Type A8B ns with K38 € v wasssiu d atone te re Ref 
No Number * MAGAZINE, Type A9A (used with K37 camera) . . . « ο» . . s s . . . Ref 
No Number * MAGAZINE, Type MA10 (used with K17 camera). . . . . . . . . . . . Ref 

NOTE: * Government furnished and government installed 
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H-175-73-28A 


FIGURE 348 - MODEL A16VF AERIAL VIEW FINDER INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-73200 VIEWFINDER INSTALLATION, Model A16VF aerial . . . . . , . + . . . Ref 





(see figure 343 for next assembly) 


-1 AN844-6D bx EDBOW2 vous e CS ήν ον ο keds, neh ως σος Ge Tap de fecha hes dia nan V ck 
-2 3H2L6-30 ` HOSE (NA). Mom VA aku ay as Say ea Sy an dada a ο ο ο”... 
-3 ο ο . LINE ASSEMBLY, Photo viewfinder dehydrator . . . . . s + + + ο 1 
-4 AN822 -6D s- ELBOW `, oi w wm. ο ο ος ο a S a tas E Wir Sol e, aee e pal: ies) O 
-5 175-731173-6 . LINE ASSEMBLY, Photo viewfinder dehydrator . . . . . . + + + x 1 
-6 850-343 . FILTER ASSEMBLY, Photo viewfinder dehydrator (CAV) ...... 1 
+ 175-731173-14 . LINE ASSEMBLY, Photo viewfinder dehydrator . . . . . . + . . è 1 
- 175-731173-12 . LINE ASSEMBLY, Photo viewfinder dehydrator . . « +. +. . . + e ù 1 
-9 AN833-6D "aho PPM πα EE PM ο ο MM e 

AN924-5D e NUT. low ws ss Ὁ ἡ Qy AX aw QL ad Se Wer | ο ο 7562-9 ος ο $: Ὁ ον ὦ 2 

AN960D916 ao WASHER: 0. Ὁ 0 0... 9-9 oo ose [hom ὦ A ο ἴφ WE WU 2 

AN902-6 . GASKET... . ο ο Ye ο ος 2 
-10 175-731173-18 . LINE ASSEMBLY, Photo viewfinder dehydrato | P Sagres! Tara Ἴθι Le ter ve 1 
-11 3H2L6-20 . HOSE (NA). E NR A E O αν ey “τ 

AN365-1032 ο ο a ο a con ND IS «ων ἴδ τὰς ee ας 4 

AN960D10L s WASHER 22.29 ce ai on 9 09,06 E cho mesh A eae om e HS IU e ενω. A 
-18 AN3-12 . BOLT .... š . Š se e ash a, “fera, c ο πο 4 
-13 935-147 . DEHYDRATOR AS SEMBLY, Photo viewfinder (CAV). e ee a ewm le 1 

AN365-1032 . NUT. Loeb eo πῶ; pci qe. LUE τῶν. e ὁ) ο ο een OTe, na Se ce Te os 2 

AN960D10L of WASHER MPG PENSIERO S a Bale PETERET 
-14 AN3-T . BOLT... eà a A e 2 
-15 175-731174 . CLAMP ASSEMBLY, “Photo "viewfinder pressure seal boot. ..... 1 
-16 AN515-8R12 « SCREW. .. Paper R asse Ye, fee taro dO 
-17 175-73156-7 . RETAINER, Photo "viewfinder pressure "seal boot. a A araa 2 
-18 175-73156-3 . RETAINER, Photo viewfinder pressure seal boot. . . . . . . + + 2 
-19 175-73169 . BOOT ASSEMBLY, Photo viewfinder pressgre seal. . . . . . + + . 1 
-20 2W1AL16-32-32 . WASHER, Plain μα ο ide. tes τῳ, Sew ὑφ. λων.) CoD, NS. Oh t^ ο ος, 4 
-21 2W1AL16-32-64 +. WASHER, Plain (NA) . . . » +< < < < < = e e e s e s we ο ° ° on 6 
-22 AN960D416 « WASHER + « « ο ὁ ee we « 9 o ὁ ὁ ὁ ὁ 9 . ὁ ο ὁ 972 ὁ ο ὁ ο ο ο 2 
-23 AN74-11 s. BO e et de a a Pan, a ο ο. 
-24 AN5H13A e BOLT osre cel woe Qs e 0909 9899. ον oie da: oce -ᾱ- Ὡς τα eS γιος. οὐ ue 4 
-25 AN960D516 3. WASHER ο ο ο a u e é a e eras ete eerie Ἡ 
-26 2W13-5 ` WASHER, Serrated (NA). . . ο IIIi diddi... 4 
-27 AN74-6 vo -BOLT ο Fes ο κκ ο sc» p ete Bi eg ce a ο ο ο ο. 
-28 AN960D416 « WASHER .... . Sei a ὁ". τῷ. τῳ Am) celum se We eI ee A 2 
-29 175-73274-7 . SHIM, Photo viewfinder lower inboard shock mount ....... 1 
-30 175-73274-9 . SHIM, Photo viewfinder lower inboard shock mount . . . . . +. + 2 
-31 175-73274-11 . SHIM, Photo viewfinder lower inboard shock mount ara αν eo 1 
-32 175-732104 . FITTING, Photo viewfinder lower inboard shock mount. ao ... 1 
-33 175-732106 . FITTING, Photo viewfinder lower outboard shock mount ..... 1 

175-73275-7 . SHIM, Photo viewfinder lower outboard shock mount. . . . ο «ο 1 

175-73275-9 . SHIM, Photo viewfinder lower outboard shock mount. . . . . . +. 1 
-34 935-100 . VIEWFINDER, Photo model A16VF (CAV). ο ον. cae Gel δη τον ᾧ L ee ον 1 
-35 175-732113 . HOOD ASSEMBLY, Photographic viewfinder LL MEE 1 
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H-175-73-9A 


FIGURE 349 - FUSELAGE STATION O TO STATION -224-5/8 CAMERA VACUUM SYSTEM EQUIPMENT INSTALLATION 





AN 01-60AABA-4 
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Group Assembly Parts List 


——————————————————— ——— — 


PART 
NUMBER 


2 3 4 5 6 7 


NOMENCLATURE 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


349 175-73201 CAMERA VACUUM SYSTEM 15578 (se INSTALLATION, Fuselage station . , Ref 


figure 73 for next assembly) 


-6 
-7 


-8 
-9 


AN924 -16D 
AN960D1216 
AN833-16D 
175-73202 -24 


AN824-16D 
175-73230 
175-53202-26 


AN832-16D 
175-73202-30 


AN784D16 
AN893-14D 
AN815-6D 
175-73204-32 
AN832-6D 
AN924 -6D 
AN911-2D 
AN912-2D 
P1862 
175-73202-62 
AN822-6D 
10041 
175-73202-34 


AN821-16D 
175-73204 
AN816-6-6D 
AN917-3D 
AN911-3D 
691-11A 
AN918-3D 
AN913-3D 
175-73202-46 


AN834-6D 
175-73202-40 


AN833-6D 
AN823-6D 
175-7 3202-44 


175-73202 -38 


AN919-12D 
175-73202-42 


AN804D6 
175-7 3202-36 


AN6240-1 
AN902-6 
1526-2A 
1511-40 
1511-4c 
AN816-4-4D 
175-73202-58 


ANDTT1-5A 
AN826 -4D 
175-73202-60 
AN824-4D 


` 175-73202-56 


AN816-4-4D 
3123-2A10 
175-73202-54 
AN827 -4D 
175-73202-52 
3146-1432 
3156-2426 
175-73202-50 


3146-3A20 
175-73202-48 


P1864 


‘NIPPLE (AA). 


NIPPLE xx 2 e < Q a took 


O to station 224-5/8 (see 
NUT. e Sesia emo ose 
WASHER . « « SU « «ο» » ο» ο» ο 
ELBOW. . . . 

LINE ASSEMBLY, Gamera vacuum 
Station 224-5/8 to tee 

TEE. . . 

SUMP ASSEMBLY, Camera vacuum 

LINE ASSEMBLY, Camera vacuum 
to bulkhead tee station 


UNION. . . 


LINE ASSEMBLY, Camera vacuum 
158 to bulkhead tee sta 
TEE ο ο ο ο 
BUSHING. . . . . o... ee 
UNION. . . 
MANIFOLD ASSEMBLY; Camera vac 
UNION. . . . 
NT. + < < < 
NIPPLE... 
BUSHING. . . 


. . ο o o . 


. . 
* 9 © 9 o ο « 
e = * * ο ο ο 
* > e è o ο o 
` * e è ° 5 ο 


LINE ASSEMBLY, Camera vacuum 
ELBOW. . . . RES 
SOLENOID VALVE (CARM). S s 
LINE ASSEMBLY, Camera vacuum 
manifold 
ELBOW. . . DES ES 
MANIFOLD. ASSEMBLY; Camera vac 
NIPPLE . x . . ο w . ο ο 
ΠΕ" ὅτ ος «Ὁ δν. e wu eU 
SUCTION RELIEF VALVE 
CROSS. . . « . « . 2 es 
PLUG... "m 
LINE ASSEMBLY; Camera vacuum 


bulkhead tee to nipple 
TEE. . . ole m ο αἱ Ῥ 
LINE ASSEMBLY; Camera vacuum 

bulkhead 
ELBOW ον ως eve Ze ο) Ὁ Ὅν 
ELBOW. . . M. ἰδ, cer sel ae 
LINE ASSEMBLY, 

bulkhead tee to tee in 
LINE ASSEMBLY, 

bulkhead 


REDUCER. . . . . ο ο 
LINE ASSEMBLY, 
bulkhead 
TEE. . . Ei ἀφο fe ἐφ, cate 
LINE ASSEMBLY, Vacuum system 
fitting to bulkhead tee 
FILTER ; e 2 ὁ. -ᾱ- vos. e 


GASKET . . Sin ie? ve. se 
CHECK VALVE ` (Bx) ` Ὁ, Be ods τὰ 
AIR PUMP eae AS. wer τς 
AIR PUMP (BX (Reserve). eoa 
ΝΙΡΡΙΕ . . . . 


LINE ASSEMBLY, Camera vacuum 
at main line 

GAGE <= ¿ 2 ο i09 9 xs 

TEE... . 

LINE ASSEMBLY, Camera vacuum 

TEE. . 

LINE ASSEMBLY, Camera vacuum 
signal to tee 

NIPPLE . . . 

VACUUM WARNING SIGNAL αχ) ` 

LINE ASSEMBLY, Camera vacuum 

CROSS. . . . . 

LINE ASSEMBLY, Camera. vacuum 
switch to cross 

DIFFERENTIAL PRESSURE 

DIFFERENTIAL PRESSURE 

LINE ASSEMBLY, Camera 
switch to cross 

DIFFERENTIAL PRESSURE 

LINE ASSEMBLY, Camera 
switch to cross 


SWITCH 
SWITCH 
vacuum 


SWITCH 
vacuum 


` * >» è ο ο 


System from bulkhead elbow. 


station 219 

system one inch 
system from tee 
158 


system "bulkhead 
tion 79-1/2 


. . e ο ο 


. . ee ο 


quipment 


uum 


ë 
ystem from 


c 
5 tee 
system bulkhead 


uum equipment M 


. . 
. ο . 
oe . 
. ο "D 


System from 
end of main 
System from pum 


main line 


. o o ο o 


from pump No. 4 
pump No. 1 


ystem from 
system from tee 


system from war 


cro 
α΄ - . . . 


system from No. 


EOS ta 
BX). . . cas 
system from 


system from 


(BX) PA 
system from 


NIPPLE, Stowage receptacle (AA). ...... 


4 bulkhead. . 


oD drain, . 
station 219 


tee station 


onnecting. . 
to tee at g 
tee to. supp 


onnecting. 


ον 


p No. 6. ` ` 


elbow to bulkhead tee pump No. 3 


° o e è o o 


9 ` o 


Camera vacuum system from pump No. 2. oo. 
Camera vacuum system from pump No. 3. . . 
elbow to bulkhead tee pump No. 3 


Camera vacuum system from pump "No. Lenea 
tee to reducer at manifold 


oe ee 
. . . 
educer 


r du 


to tee at 


ning .... 


ss to tee. . 


3 pressure 


e * » è ο ο 


2 pressure, 


1 pressure. 


a 


1 


ge 
y 


e... 


PR E HEN HD 31 ΠΟ ΟΠ PREP Εγω 


m 


henee PHP Ee rr OO HP 


s 


PBP ee mpm 
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to reducer station 311-7/16 


-29 175-73202-12 LINE ASSEMBLY, Camera vacuum system union station 397. 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
350 175-73205 LINE INSTALLATION, Camera vacuum system fuselage station. . . . . Ref 
224-5/8 to 424-5/8 (see figure 73 for next assembly) 
-1 175-73202-64 . LINE ASSEMBLY, Camera vacuum system from bulkhead fitting. . . 1 
station 311-7/16 to bulkhead fitting station 224-5/ 
-2 AN824 -16D z NUT sw ο ο Wei NU κ κο Ue SU ο WIPUN ST ο ETA e Vi 
-3 AN832-16D . UNION. .....2..-. (e ta a NL Sel ss 1 
-4 AN919-23D ie: REDUCER; ο) 68; 7e. a a et a a 1 
-5 AN815-6D er JUNION o ica a a a ο ο ο e ο ο Sey vores al 
-6 AN893-14D as REDUCERS < ya 9 Soi es v ia Su or eg let σος δ) ο. Ὁ Se lu. ο) ὥς E T 
-7 AN926-16D ΕΕ ος ο a ka $ox^ wo. 9 xo mos eR a qe rues m JE mo taa ἂν 
-8 175-73202-68 - LINE ASSEMBLY,- Camera vacuum system from tee union sta 311-7/16 1 
-ο 153-73210 . SUMP ASSEMBLY, Camera vacuum system 3/8 OD drain. . . . . . ο 4 
+10 AN824-6D ο A RO ERE NN 2 
-11 175-73202-66 . LINE ASSEMBLY, RH oblique tri-met supply to tee sta 311-7/16 . 1 
-12 AN822-6D 2s. SEDBOW isis s ve Secale te ο wa Ta en eam ο ο lle ο A ce 
-13 AN515-8R24 "luus xc cac 2 
-14 AN960D8 v. WASHER vw nien vo e cw o DECISION EC. Ce ο er Dea ο -- 2 
-15 P1862 & ¡PLUG CAR) oes ος νι € Wok 1c woe οφ ο Q NS ὁ oe oet eco os) σέ, “Ὁ 
-16 AN912-2D 2 REDUCER Z li oo! esum qm USE ce ee Yel c m Ὁ vm Devi eae Ts. Ὁ 
=17 AN911-2D s UNIPPLE s ας w uei las a dey! eel vel due UE ο S eoe dele eel ἃς πὲ 6 
-18 10041 « < SOLENOID: (CARM). . ¿ < < 465€ ο -ᾱ- ὁ o9 ὦ ο Ὁ ee wQ we 6 
-19 AN911-2D v NIPPLE x54 Wi, να, α,β del e We uw uS. ος ete lu e v e. Ίος 6 
-20 AN917-2D. ΗΑΕ ο ο RN Ter De s vsus. us. T 4 
-21 AN816-6D 4" NDP ο osent (V coy Ao s eoo eie - rue S. ome QV YS Seuss. ote 4 
-22 P1864 s NIPPLE (AA). sra Ὁ o eo oom νο ad Ὁ ere Se ος Saal ec S U 3 
-23 175-73202-14 . LINE ASSEMBLY, Camera vacuum system vertical tri-met and... 1 
° LH oblique tri-met supply to reducer station 334-15/16 
-24 AN919-18D s REDUCER: 4 3-0 as 7909 9 se Bok a Men 09 δις Φον ο Ὁ 1 
-25 AN919-19D è REDUCER. 4 a 7»; € 7 ia as 1 
-26 AN815-12D UNIONS ο. cei -5, uie. ὁ a ve. SI 95 δι ος. Ja ee San Jos ος ο Ve. aie a Ce μα ο ara, 1 
-2 AN926-12D NS ow) 0e ο ο eae ve ο CM, uU vier RA: 1 
-2 175-7 3202-16 . LINE ASSEMBLY, Camera vacuum system union station 334-15/16. $ 1 
° oe ο 1 
-30 AN815-8D e UNION 0 oce € oe aca ea e a m ἐφ e 1 
-31 AN919-12D «REDUCER +: $ ο Ὁ ο ὁ wU Ue ee a ο eoo 2 
-32 AN926-8D s μπι ee es vor ο νά οφ a oia ου 1 
-33 175-73202-10 . LINE ASSEMBLY, Camera vacuum system LH oblique and prime . . . 1 
vertical supply to reducer station 397 
-34 AN821-6D 2. 2ELBOW: “αὶ τῶ; ο ο EE E 1 
-35 175-73202-8 . LINE ASSEMBLY, Camera vacuum system elbow station 424-5/8. . . 1 
to union station 397 
-36 175-73202-4 . LINE ASSEMBLY, Camera vacuum da y RH oblique camera. . . . . 1 
supply to tee station 424-5/8 
-3 AN815-6D + UNION, 5 tema |e Ges QN pwn 0€] QU UQ a VALL ᾱ- ο τῶν ere on ὃν. Se de 1 
-3 175-73202-70 . LINE ASSEMBLY, Tee to union bulkhead station 424-5/8..... 1 
-39 175-73202-72 . LINE ASSEMBLY, Union bulkhead station 424-5/8 to elbow . . . . 1 


station 424-5/8 
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H-175-73-2B 


FIGUREg351 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 9 PER ASSY. CODE 
351 175-73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Forward fuselage. . . . . + Ref AD 

(see figure 73 for next assembly) ^ 
-1 146-73313 . STRAP, Oxygen system fuselage. . . . . . e +, +s +s + +s s s + + x 2 AD 
| -2 NAS 397 -20 . CLAMP, Rachet one piece. . . . e o o o © s s © © s s ο s ο ο o 2 AD 
-3 D100-572-1 . TUBE ASSEMBLY (DARL) . . . « + + + + + + s e s s e «ων ο ο 2 AD 








ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


REGULATOR, Oxygen (PR) (GFP) . mm 


ATTACHING PARTS 


NOMENCLATURE 


Section [|| 
Group Assembly Parts List 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 





AN515-8R7 ο S dh Mod! Sy ο ο x ae we ο ο ua A ks. Ay AD 
ANQ60D8L S WASHER S ue αν ο dso waste ta bac ce Gee Te eb Oo oe ie Pg bee 4 AD 
ww eens 
175-73309 . MOUNT, Oxygen regulator fuselage station 86. . . . . . . . . + 1 AD 
AN791-3 . ELBOW. .... πμ MC TEE ES ak AD 
175-73308-36 . LINE ASSEMBLY, Oxygen “regulator. erg Up. NER Con ee! enia αμ...» 1 AD 
146-7 3308-68 . LINE ASSEMBLY, Oxygen regulator. . . s ss e + +s +< + ese ee 1 AD 
146-73308-30 +. LINE ASSEMBLY, Oxygen regulator. . . . es + +s +< s < +s s wee 1 AD 
146-73309 . FITTING, Oxygen regulator. . . . s s + s + s s š +s + +< s wwe 1 AD 
146-7 3308-66 + LINE ASSEMBLY, Oxygen system . . . . +. +. , + + + + + + s + ο n 1 AD 
ANT95-3 « TEES. . . uo eruta να a ο 1 ΑΡ 
175-73308-42 . LINE ASSEMBLY; Oxygen “distribution ME PEARCE ὃν Ses ee 1 AD 
175 -73308-44 . LINE ASSEMBLY, Oxygen regulator. ...... + + s + + s eee 1 AD 
1134-73311 BAG ASSEMBLY, Oxygen mask storage. . . . . . . +< s < s © ὁ èo 3 AD 
ATTACHING PARTS 
AN365-632 ° y Sedes modio Nara E OCA ae Ye s xu ws de GAD. 
AN960D6L s WASHER. ὦ Vw own EROS. T n ah te Ce T4 0908 132 (δι Ie o oe Ce amie ο S er ^ “AD 
AN515-6R8 ο SOREW Doe Eoeuecese BP ee ede ahi gf Goer ane E wow ee eee: eed” TAD 
š uices, AS 
146-73308-78 . LINE ASSEMBLY, oxygen regulators 4 ον α΄ 9 ὃν ο Ὁ 9s 1 AD 
AN780-3 . NIPPLE... n ο ME DU ee ee) 3 AD 
169-31718-10 . SUPPORT, Fuselage "station "89 -1/6' LH console oxygen regulator. 1 “AD 
AN515-8R7 s OSCRBPW x S Meee ies wow NS Ye US Ge ee iE Quq. cen ck eel cw G7 eode 4 AD 
AN960D8L + WASHER . . « . . + . ef ns, 1 AD 
169-73306 . PLATE, LH console oxygen regulator fuselage "station '89- 7/6. . 1 AD 
AN365-1032 s: NU Diss ede do de tee Q ale m woe ieu Qa 9.08, ο ο BL QC ο ee τὰς, ¿AD 
AN960D10L . WASHER... ο Lets si des AD 
275-5 . INSULATOR (E. v. Roberts Co. SM PNE "A Rc 4 AD 
7S14CN1032 -22A . SCREW, Round head corrosion resistant "(NA) . ο iss wr So Ce 4 AD 
NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 17/32. . . . . 4 AD 
AN960D10L D WASHER . . $ s «ο αρ dere www w ey wea “δ CAD 
175-73308-38 . LINE ASSEMBLY, Oxygen “distribution P. ο πο” 1 AD 
No Number . CYLINDER, Oxygen (Navy stock No. SK1081- "sià) (GEB). Bote Jere SO oda 4 ΑΡ 
146-73308-52 . LINE ASSEMBLY, Oxygen cylinder valve . . . . . . + + s + eee h AD 
AN6227-3 ο UPACKING. T 6e 4 ec. 9 a w wv cs s PGP afer sey 440 a? Ved Yau ts ated ey 4 AD 
AN6016-2 v^ VALVE. «coe es ΙΙΙ le a ie Y oe S desc. ue] A OAD 
175-73308-10 . LINE ASSEMBLY, Oxygen flllem i «2540648 a οὐ ern Us 2 AD 
175-73308-12 . LINE ASSEMBLY, Oxygen filler . . . . « + + +s + + ee we + 0... 2 AD 
ANT95-3 e TEES < o ο Yag URS? AS. xad --- 5 AD 
175-73308-8 . LINE ASSEMBLY, Oxygen “distribution O UNE ae le 1 AD 
AN6017-1 . VALVE. . . . . E DID" ERN 
175-73308-58 ` LINE ASSEMBLY; Oxygen" distribution . | 2... 2. 2. 2 2... 1 AD 
175-73308-62 . LINE ASSEMBLY, Oxygen distribution . . . .. s +. + + < + + ee 1 AD 
175-73308-24 . LINE ASSEMBLY, Oxygen distribution . . . , , . + + +< < + w = « 1 AD 
175-73308-64 . LINE ASSEMBLY, Oxygen distribution . . . s.s . + + + < + + . x 1 AD 
175-73308-60 . LINE ASSEMBLY, Oxygen distribution ... A Ws a? AR ka ME. s 1 AD 
175-73308-14 . LINE ASSEMBLY, Oxygen distribution... e. ο * ὁ $9755 1 AD 
160-73302 . FITTING, Oxygen system fuselage station 158 bulkhead . . . . . 1 AD 
AN924-3D S NUD es ο ο κα ο ο ο RR tev e o re) Xela! “ὁ 1 AD 
AN960D616 . WASHER . . . E ege in? Gale? ο e ana. A ¿AD 
146-73308-70 . LINE ASSEMBLY, Oxygen “regulator. eras, let St ο ο am) ele ed 1 AD 
. 175-73308-30 . LINE ASSEMBLY, Oxygen distribution . . . . . +. è + + s èe ete ο 1 AD 
175-73308-26 . LINE ASSEMBLY, Oxygen filler . . « . . . + +s + © © ο oso oo 1 AD 
175-73308-6 . LINE ASSEMBLY, Oxygen filler . . . « « +... . + ο ese < + ο ο 1 AD 
175-73308-4 « LINE ASSEMBLY, Oxygen filler ....... REPE 1 AD 
3270 . VALVE, High pressure oxygen check style A (RYY). . . . . . .. I AD 
175-73316 « CAP ASSEMBLY, Oxygen filler valve. . . . « , . +s . . s w + è ο 1 AD 
9C1-3-6 s o “CHAIN; Safety (NA). a «e oS 6 6 ve Sees ac Se as 1 AD 
AN515B4R4 ο CREW: E Iac MMC TX 1 AD 
AN960DHL da VU WASHERS: 2: τῳ S: letal sg i uw ug a IE velie cw wes. roe at ee 1 AD 
AN805-3 ds V ANUT g Sos Jer Te, dos Ze 0912-8 a 20: o a ο ο IS). Ἔν Αἱ ον 1 AD 
175-73315 e . COUPLING, Oxygen filler valve nose. . . . . . . + + < . o ο 1 AD 
175-73308-32 . LINE ASSEMBLY, Oxygen regulator. . . . . ss + + s s s s k eo 1 AD 
175-73308-40 . LINE ASSEMBLY, Oxygen regulator. . , e . , , + + s +s eee we 1 AD 
175-73305 . SUPPORT ASSEMBLY, Oxygen regulator fuselage station 158. . . . 1 AD 
AN515-8R7 s (SCREW. e 0e». ea |. A e a we ce ete εν. ACAD 
AN960D8L . WASHER . 4. `. WO uc 4 AD 
AN3-3A BOLT + 4206 cer ie a Soe: (9 USU εν om m τὸ m ode E ¿AD 
AN960D10L S (WASHERS Co x Ses εν, X.) «m τος a row wis ceo. wow Qu AD 
AN365-1032 . NUT. . A RN το. οι. ον CRI Se? de I oe Se 4 AD 
175-73304 1 SUPPORT ASS EMBLY, Oxygen regulator fuselage station 366-1/8. . 1 AD 
AN515-8R7 . SCREW. . $ sa ο ar τῷ Lee fa {κί πώ ve Sa te: euh e a Ha. “AD 
AN960D8L g WASHER I hee ca rie um oa a e ale as daras o «ΑΠ 
AN3-6A ΦΟΒΟΙ 2 4$ ο ο ο oi QE EL er OG ο ο a ο ο ο”. CAD 
AN3-3A š: ΟΠΕ... 24 "stes a a iow OSU? Wien toe τὰς Seres QI 2 AD 
AN960D10L oe WASHER V v ç š aac. ο ος ee ja ον co ete. OV ὁ 8 AD 
AN365-1032 . NUT. ° ο, οι VW C E ewe e w O USU E ὁ G W eee OS 4 AD 
AN6003-72A . TUBE ASSEMBLY (GPP); ο να. τος ος δι ο a. Sumo wc W al W. woe να 2 AD 
9208 . PORTABLE OXYGEN UNIT (GPP) ...... + +s sç s + s s + + wee 1 AD 
175-73302 . MOUNT ASSEMBLY, Portable oxygen bottle . . . . . e s e + +s x ο 1 AD 
AN365-1032 . < NUT ο uU que ee Ye ay: Deos du ο Ge. ο ο MOL ο Boake tea PESA PAD 
AN520-10R22 ey, (ds SCREW i we E 46-297 ο l. ete $ s ten We “αὶ l de 2 AD 
175-73303 - . SUPPORT ASSEMBLY, Portable oxygen bottle neck . . . . . o. 1 AD 
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FUSELAGE (Cont) 
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H-175-73-31A 


FIGURE 352 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

M352 175-73301-100 OXYGEN SYSTEM, Equipment installation forward fuselage. . . . . . Ref CA 
(see figure 73 for next assembly 
a 175-73301-200 OXYGEN SYSTEM, Equipment installation forward fuselage. ..... Ref CF 
(see figure 73 for next assembly) 
-1 1146-73313 . STRAP, Oxygen system fuselage. . . . . , ο , + + + + + + oo 2 cc 
-2 NAS 397 -20 . CLAMP, Rachet one piece. . . sss sso eee s s s s e eee 4A CC 
-3 D100-572-1 . TUBE ASSEMBLY (DARL) . . . . . +. + + "ar 6... 2 CC 
-4 2867A1 . REGULATOR, Oxygen (PR) (GFP) . . « . .. + . . + x s ee aee Ie. a cc 
ATTACHING PARTS 
jÁ 2 AN515-8R7 é SCREW tbr sot cg enai ο Seve DES ο ἱδρῶ See ae T eel ce ra dE «20 
-6 AN960D8L « "WASHER. 0$ i a e et ene’ Tal Oe EET ED «100 
===. a ae 

-7 175-73309 . MOUNT, Oxygen regulator fuselage station 86. . . « . . +. . . + 1 cc 
-8 AN971-3 s. ELBOW oe) € ee e w Ie RR i w. ο vw wu cue cox cep ar ues ae See c οᾱ GO 
-9 175-13308-36 . LINE ASSEMBLY, Oxygen regulator. . . .. . . +. + + s PP 1 CC 
-10 175-73308-82 . LINE ASSEMBLY, Oxygen distribution . . . s a e e s s + + +... 1 CC 
-11 160-73302 . FITTING, Oxygen system fuselage station 158 bulkhead . . . . + 4 cc 
AN924 -3D s NUT. 2 219 ος eh a Sp. e: λος CE" decr dei a) C $T ios Sete cà € € He 0C 
AN960D616 e WASHER s eoe w ο ο 3s e og Aper RN Ns sateen ae 4 cc 
-12 175-73308-74 . LINE ASSEMBLY, Oxygen distribution . , , . s . + . +. s x x è 1 cc 
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175-73308-10 
175 -73308-12 
AN795-3 

175-73308-8 
AN6017-1 

175-73308-58 
175-73308-62 
175-73308-24 
175-73308-64 


LINE ASSEMBLY, 
LINE ASSEMBLY, 
TEE... ο 
LINE ASSEMBLY, 
VALVE. . . . 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


Oxygen filler ; 
Oxygen filler . 





Oxygen "distribution 


Oxygen distribution 
Oxygen distribution 
Oxygen distribution 
Oxygen distribution 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 

175-73306-72 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
AN795-3 el APER C oe sa z lat Vee acs ote ο ο ο ο ο ety, 
175-73308-86 . LINE ASSEMBLY, Oxygen distribution . . . . . +. . 
175-73308-84 . LINE ASSEMBLY, Oxygen distribution . . . +. +. e- 
146-73308-78 . LINE ASSEMBLY, Oxygen regulator. . . . . . . . . 
175-73308-80 . LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
175-73308-96 + LINE ASSEMBLY, Oxygen distribution ....... 
175-73308-78 . LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
175-73308-94 . LINE ASSEMBLY, Oxygen distribution . . . . . , + 
175-73308-76 . LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
175-73308-92 . LINE ASSEMBLY, Oxygen distribution . . . . . +. +. 
AN780-3 . NIPPLE... ee ee ee ae QQ 
169-31718-10 . SUPPORT, Fuselage “station '89- 7/6 LH console oxyg 
AN515~8R7 s "OOCRBW. vow wow caw ο ο fe? Sad Ye eel Soh et see 
AN960D8L . WASHER .... ee ο ο ο ο n 
169-73306 . PLATE, LH console oxygen regulator fuselage stati 
AN365-1032 s Τε ολ €. 4.1 0 Ὡς. Be ντα OR Re GE EC OU s 
AN960D10L . WASHER... D Uter Vets re" ivl is 
275-5 . INSULATOR (E. vi Roberts Co. JE "I E 
AN520C10R22 « SCREW. . . . ο ν ο s. Φ 
NAS221-8 + SCREW, Brazier head "Phillips recess alloy steel 1 
AN960D10L š WASHER S ueris a a Cas E: 
175-73308-68 + LINE ASSEMBLY, Oxygen “distribution eT RE ar ος 
175-7 3308-66 . LINE ASSEMBLY, Oxygen regulator. . . « . . . s 
175-73308-88 . LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
183-31711 PANEL ASSEMBLY, Third crewmans oxygen. . . . .. 

ATTACHING PARTS 
AN520-10R8 Be ή ο Ὁ πο Set ise INT SUS V. eS r S ENTE IR . . 
AN960D10L . WASHER . E E E NU GE, MSS . . 

a PAP 

310610 . . RECEIVER ASSEMBLY, Ash (GDR). MEI RD 
20641 «s ce RETAINER. (GDR). α΄ ος xo ο. ο κ ον ὃν 
AN515-8R8 ο πα a el ie. tes Sa serch ο US a vel Serle! -- 
AN515-8R7 wo SCREW oo S. LM x teh ek ay Sh eS RO VE sei we we Ὁ 
ΑΝΟΘΟΡδΙ, . WASHER . . 5 . ο S A Sa Ve 
175-73302-11 MOUNT ASSEMBLY, portable oxygen bottle ..... 

ATTACHING PARTS 
AN520-10R8 S OSCREW. ο ος wx τῷ Ὁ, Z - A ο (ντα) a Se 
AN960D10L z MASHER μα > ep ο Saa ο Se cie Tu yas Oe 

------- 

AN365-1032 . NUT ο πο OL). Yanu ur ve ive πα που 
AN520-10R22 . SCREW PES ο ος Me 
175-73303 . SUPPORT ASSEMBLY, Portable oxygen bottle neck 
175-73308-32 LINE ASSEMBLY, Oxygen regulator....... oe . 
175-73308-40 LINE ASSEMBLY, Oxygen regulator. .. > . 
175-73304 SUPPORT ASSEMBLY, Oxygen regulator fuselage “station 
AN515~-8R7 ο eic] να. (eU at ie 
AN960D8L WASHER 4 0 wl oa oe a Ὁ --ῳ Cnet “el eh “ee ee S 
AN3-6A BOLT ^i. yg Ge a a esse) ie) Ses “er Pel ον τα] "ur s Gert 
AN3-3A BOLT. at. ορ φαν om el τῷ». δ. refer e, Nel es Se 
AN960D10L WASHER /2.L0V 4909 U er aa ὦ (w Se: e Z 
AN365 -1032 NUT... . e . e e e 6 ὁ 6 ? e e c.» ο s 
AN6003-72A TUBE ASSEMBLY. . "EP οδοί Seer aloe 
9208 PORTABLE OXYGEN UNIT (GPP) . E 
175-73308-70 LINE ASSEMBLY, Oxygen distribution system. . 
175-73308-90 LINE ASSEMBLY, Oxygen distribution . . . . . 
175-73308-22 LINE ASSEMBLY, Oxygen filler . . . . . . o. 
175 -73308-20 LINE ASSEMBLY, Oxygen filler... . ο. 
Νο Number CYLINDER, Oxygen (Navy stock Νο. SK1084- 516) (GFP) 
146-73308-52 LINE ASSEMBLY, Oxygen cylinder valve E 
AN6227-3 PACKING & 5:4 9c Ὁ “ο v ο om mov αὶ . 
AN6016-2 VALVE. . . . 


175-73308-4 
3270 


175-73316 
9C1-3-6 
AN515B4R4 
ΑΝΦΘΟΡΗΣ, 
AN805-3 
175-73315 
134-73311 


° ° @ 2» :» 5» » »»» .»  » o o 0 Q » o ὁ 9 ο o * ο ° 9 


LINE ASSEMBLY, 


VALVE, High pressure oxygen check style ( 
CAP ASSEMBLY, Oxygen filler valve. - 
. CHAIN, Safety (NA). ...... > 
4 SCREW. sa ze a ea . 
e "WASHER; Ὁ. ter, $-€ ws a δν Sr Te o » 
TES PRSE ne ο E: . 
. COUPLING, Oxygen filler valve nose. . 
BAG ASSEMBLY, Oxygen mask storage. τ 


ATTACHING PARTS 


AN365-632 
AN960D6L 
AN515-6R8 


NT. ..... 
WASHER . . . . 
SCREW. . . . 


Oxygen filler . 
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Group Assembly Parts List AN 01-60AABA-h 


MAIN ALIGHTING GEAR 





H-115.33-8 


FIGURE 353 - MAIN LANDING GEAR INSTALLATION 
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ΑΝ 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont): 





Section I] 
Group Assembly Parts List 


EE re Te Tae 
M UNITS 
PER ASSY. 





-45 
-46 
-47 


-48 
-49 
-50 


-51 
-52 


NUMBER 1 
-33001 -20 

NOTE: 
146-33545 * 
146-33553 





AN365-1032 ; 
AN960-10 š 
NAS221-12 ç 
146 -33554 I 
156-33547 . 


AN320-6 
21-24-24 -40 
146-33543 
B812 
2W1-24-40-62 
146-33542 
156-33545 
156-3351 
146-33340-10 


ATTACHING PARTS 
NUT. 


NOMENCLATURE 


LANDING GEAR INSTALLATION, Main . - 
Quantities listed as per one landing gear except as noted 


. . 


SPRING, Main landing gear wheel door sequencing cam. 
STOP, Maln landing gear wheel door sequencing cam. . 


WASHER . . +. + 


SCREW, Brazier head “Phillips recess “alloy "steel “10- 3e. 


. 


. 


. 


. 


. 


PLATE, Main landing gear door sequencing cam stop. 
SHIM, Main landing gear wheel door sequencing cam stop 


NUT. 


WASHER, "Plain “(naj ` 
CAM ASSEMBLY, Main landing gear “wheel “door sequence. 
. BEARING (TOR) . 
WASHER, Plain (NA) . 

BUSHING, Main landing gear wheel door. sequence cam . 
WASHER, Main landing gear wheel door sequence cam serrated 


SHAFT ASSEMBLY, Main landing gear wheel door sequencing cam 


. 


. 


. 


. ο è ο > 


TUBE ASSEMBLY, Main landing gear wheel door stop . . 
(see figure 363 for detail breakdown) 


ATTACHING PARTS 


. e o 


WASHER . . . 


. 


. 


BUSHING, Spacer "(supersedes `NAS72- “ye -008) (NA) 


BOT... . . 


CYLINDER ASSEMBLY, Hydraulic main landing 
(see figure 361 for detail breakdown 
CYLINDER ASSEMBLY, Hydraulic main landing 


` 


(see figure 361 for detail 


NUT. ..... 
NT. ..... 
WASHER . 


. ο ο 


WASHER . 


BOLT (inboard) 
BOLT . ¿ + + š 


STOP, Main landin 
adjustable 

STOP, Main landin 
adjustable 


RING ... 


BOLT (outboard) 


9 9 ο ου ια 


3 0 ° ο >... 


oe ο 5 ο 5 ο 


5 9 * + ο ο n9 


+ 9 ο t + ο 


e... we ο 9 ο 


. 
. 
. 
. 
. 


. 
. 
. 
` 
. 


. 
. 
. 
. 
. 
. 
. 


breakdown 


. 
. 
. 
` 
. 


ee s 9 eee 


9 0 ο 0 + 5959 
e 9 9 ο o9 ee 


. 
. 
. 
. 


gear wheel door actuating 


outboard ) 


gear wheel door actuating 


inboard) 


gear 


ear 


oe ee ο ο 
ee ο 9 5 ο 9 


. 
. 
. 
. 
. 


eee we 






cylinder. 


cylinder. 


NUT, Main landing gear wheel door “actuating "cylinder 
adjustable stop (outboard) 
NUT, Main landing gear wheel door actuating cylinder 


adjustable stop (inboard) 


DOOR ASSEMBLY, Main landing gear wheel LH. 
(see figure 356 for detail breakdown) 


AN365-428 š 
AN960D416 I 
4B21S4-016 I 
ANA -14 š 

---*--- 
156-58048 é 
156-58048-3 š 

ATTACHING PARTS 

AN310-6 š 
AN320-6 9 
AN960D616 : 
AN960-616 è 
AN6-13 ° 
AN6-15 š 
AN26-26 š 

aout Sos 
146-33552-7 š 
146-33552-8 : 
AN996-22 š 
146 -33551 -5 ; 
146-33551-4 5 
175-33301-1 š 
175-33301-2 z 


DOOR ASSEMBLY, Main landing gear wheel RH. . 
(see figure 356 for detail breakdown) 


ATTACHING PARTS 


NUT. . . + + . 
WASHER . . + ο 


BUSHING, Spacer 
BUSHING, Spacer 


BOLT (aft 


BOLT lee . 


NUT. 2 < < + >° 
WASHER . +. +. + 
BOLT .. 


. 


BUSHING, Spacer `(NA) 


BOT... 


BUSHING, Spacer `(NA) 


BOLT .. 


BUNGEE ASSEMBLY, Main landing gear 


9 9 ° + ο we 


. 


oe 9 ο 9 n 


. 


. 


. ` 5 t ο 


. 


supersedes NAS72-5-102 


supersedes 'nás?2-5-01)(fud 


aft 


(see figure 363 for detail breakdown) 
BUNGEE ASSEMBLY, Main landing gear uplock actuating. 
(see figure 363 for detail breakdown) 
landing 


ROD ASSEMBLY, Main 


WASHER . . . - 
BOLT .. 1: 


. CLEVIS. . . 
. NT.... 
DOOR ASSEMBLY, 


AN310-5 
AN960D516 š 
4B21585-028 5 
4B2185-1.04 . 
AN5-17 k 
AN5-21 ë 

---ᾱ--- 
AN365-428 š 
AN960-416 : 
AN4-16A . 
4B21S4-010 : 
AN4-16A š 
4B21S4-020 : 
AN4-12A ; 
146-33525 9 
146 -33555 . 
146-33354 

ATTACHING PARTS 

AN320-4 I 
AN960-416 < 
AN24-13 Š 

---ᾱ-.-- 
AN486-1 x 
AN316-4R » 
146-33351-20 : 

ATTACHING PARTS 

AN310-4 2 
AN960D416 . 


WASHER |... 


. 


. 


. 


gear strut door 


Main landing gear s 
(see figure 363 for detail 


strut . 
breakdown) 


I 


.. >>. >. 
oe 9 e : 4. Ë 


uplock actuating. 


actuating 


9 c t s t$] ο s’ 


oe * ee 


oe ee * ο 


door actuating. 


door actuating. 


eee ee oe 


. 9 + ὁ ο 


1 
1 
2 
2 
2 
1 
3 
1 
1 
1 
1 
5 
1 
1 
1 
1 


PON mmm. 


PYF e HD HP P DER RE ODN 


E31 H|pmPIOrPUuUUO TO fo lO fO Qo 4— 


PON FREE N p 


EN 


USEABLE ON 
CODE 


cp 
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FIGURE & ` PART wu I UNITS USEABLE ON 
INDEX NUMBER NUMBER P 3 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 














. BUSHING, Spacer (supersedes NAS72-4-011 P " 1 
4B21854-026 . ‘BUSHING, Spacer (supersedes NAS72-4-013 Mote s 1 
-54 2W2SP17 -22-065 . WASHER, Thrust (inboard) . s . s xa s e s ee ee eee eee 2 
-55 AN4 -14 ο οι A coset, eo μα ο e xS DB 
[πρ κ 
-56 156-58046 -40 . CYLINDER ASSEMBLY, Hydraulic main landing gear actuating... 1 
+ I (see figure 360 for detail breakdown š 
ATTACHING PARTS Ν 
-57 AN310-12 a μα Gables r ο ο Sok ws yeh eter des A Ww ve Re a S 1 
-58 AN320-12 μμ αν ο ο Say ay se US FOU Ave Q. Woke eue o xeu A PD 
-59 AN960-1216 of! WASHER $ veo Xu» vuv we vlr DO b uo oce u apu: que UB 
-60 AN12-22 so BOLT A S alc. m rode te coe ο ev Tu a WO Ue | 
-61 146-33534 . PIN ASSEMBLY, Main landing gear retracting cylinder attaching. 1 
-62 NAS2-101 . FITTING, Lubrication... e s s e e < < eee νο ων νο νὰ 
š RE S ë 
-63 AN320-18 s. NUES ὦ. ὦν s 40s se A suris poe’, ος Ἕν Ware) ᾱ- A Oey ο. 
-64 2W2SP73-60~125 . WASHER, Thrust ο buts πα αρ eon ee 2 
-65 2W28P73-68-125 a » WASHER, “Thrust: (NA). x s >: 4 4 9. ic ὃν we ee 2 
-66 146-33540 . SPACER, Main landing gear wheel door retracting cylinder . . . 2 
truss attaching clevis š: 
-67 146 -33538 +. CLEVIS ASSEMBLY, Main landing gear wheel door retracting... 2 
cylinder truss attaching 
-68 NAS2-301 + <+ FITTING, Lubrication. . . . . . « s s s s s e s ο e s we 1 
-69 .146-33539 + . BUSHING, Main landing gear wheel door retracting cylinder . 2 
truss attaching clevis 
-70 160-33537 . PIN, Main alighting gear drag brace truss attaching. ..... 1 
-71 160-33532-5 . HOOK ASSEMBLY, Main landing gear uplock. . . . . . . , + + v x 1 
-72 NAS2-301 . + FITTING, Lubrication, . . . ο . e ο 4 o s < es e s'e oso 1 
-73 ATA e "uU BEARING (TOR) 00 ecs e v 6, moo w ο ar Be we ος le foe wee ae α 
-74 160-33533 + . BUSHING, Main alighting gear uplock hook. . . . . . . , . . 2 
-75 9030 . BRACE ASSEMBLY, Main alighting gear drag (CP) (NA drawing. . . 1 
160-933501) (supersedes CP part No. 9031 NA drawing 
: 156-33501) (see figure 354 for detail breakdown) 
-76 156-33506 . STRUT ASSEMBLY, Main alighting gear drag brace shock ..... 
(see figure 355 for detail breakdown) 
-TT AN501-516-10 SCREW. . . 


-78 156-33524 . PLATE, Main alighting gear drag brace shock strut lock 
-T9 156-33525 . SHIM, Main alighting gear drag brace shock strut lock. 
on -80 NAS2-301 + FITTING, Lubrication... . . . + + +s + + + s νο ον 
ES -81 ` AN364-918 ΜΜ ado tyes SY. av oy Yar Dec UE, ates a ry Ya an et 1S) Meee Eire e 
-82 146-33541 . NUT, Main landing gear retracting cylinder clevis stop 

-8 2W 2S P37 -36-094 . WASHER, Thrust (NA)... . . 


. 
. 
. 
. 
. 
. 
. 
. 


9 Ó. 9 °. ο 9 ο ο 
oe c 9 9 ° ο ο 


-8 146-33530 ` +  BELLCRANK ASSEMBLY, Main landing gear uplock actuating 
ATTACHING PARTS 

-85 AN320-10 oe NUTS a cole? eom ο -ς ο eo ne κο codo gs A --- 

-86 AN960D1016 +. “WASHER. çU 409; a Cao dose Top. le tap te VR ves e ee Gi δι w aaa e Ss 

~87 160-33535 . PIN, Main alighting gear uplock actuating bellcrank attaching. 


---ᾱ-..- 


-88 NAS2-101 + 2, FITTING, Lubrication. , . . . ὁ ο <s . < o s o s e e e e ο 
-89 . 4B20S816-018 . + + BUSHING, Press fit flanged l NASTT -16-56) m 
-90 4B20S 14-028 `` + . BUSHING, Press fit flanged (supersedes 4B17-14-87) + 
-91 ATH + "4 BEARING. (TOR) ο 474: e ὁ ch a. Se; m w aes la ως Be, e ía 
-92 146-33531 . CLEVIS, Main landing gear retracting cylinder. ....... 
-93 146513M1 . WHEEL ASSEMBLY, Main 34x9.9 ag E^ Spec. No. VER . 

: B . Ç 


ΝΟ NNPRPNNP rererere 0ο μι 


No Number TIRE, 34x9.9 EHP type VII GY) NA Spec. No. 146-33201 
I (14 ply rating) ME 
No Number + TUBE, 34x9.9 EHP type VII B (GY) (NA Spec. No. 156-33201). . . 
-9h 146627M-ST . BRAKE ASSEMBLY, 3 rotor 34x9.9 (PDI) (NA Spec. No. 146-33201). 
ATTACHING PARTS ἘΝ s ` 
-95 AN363-624 Og rJ 
-96 AN960D616 e WASHER ¿ Q ae “ey ati τν al a as a, ὍΝ 
-97 AN6-13A s: SBOLI Se a ah a tae io p Sau S Se} nash Gale να ο ο O αμ COL 
<a sn ge 
-98 8801B ` . STRUT ASSEMBLY, Main alighting gear shock (CP) (NA drawing . . NES. 


160-933102) (supersedes CP part No. 8801A and 8801 NA 
drawing 156-33102-10 and 156-33102) 
(see figure 364 for detail breakdown) 


-99 156-33504 . UNIVERSAL ASSEMBLY, Main alighting gear drag brace . . . . ο + 1 
` (interchangeable with (CP) (part No. 8776a-98) 

-100 NAS2-101 A «¿FITTING>, Lubrication. ..4 4 4504 € Poe 46€. 50€ U o “eee ο 2 

160-33011 . TRUSS INSTALLATION, Main alighting gear. . . a . , . . . + . . Ref 


(see figure 358 for detail breakdown) 
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MAIN ALIGHTING GEAR (Cont) 
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H-175-33-10 
FIGURE 354 - MAIN LANDING GEAR BRACE ASSEMBLY 
FIGURE & PART E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
35 9030 BRACE ASSEMBLY, Main landing gear (CP) NA drawing 100- 1. . . Ref 
(supersedes CP part No. 9031)(see fig. 353 for next assy) 
-1 AN320-16 ge MUT S ee oo o9» 9, 909 Te ο te gola ϱ e ών) Ub on P undae Ne 1 
-2 AN960C 1616 . WASHER . . . . +< e +s < s s ο e e s m s s s + < ° ° t] ° ° n1 n] 1 
-3 8776-97 . PIN, Universal upper end (CP). . . . s + + e e e s e ot τις ` ` 1 
-h' 8776498 . UNIVERSAL (CP)(interchangeable with NA part No. 156-33504) . . 1 
-5 NAS101 . FITTING, Lubrication . . . . + + + + + + + * * * nm n ° wee. «5 
-6 AN320-16 fo NUT 2:0. og le, fame al aE te vec aq Ver ΝΟΥ. 45: wl 
.-T 8776-76 . WASHER (CP). . ... + + + ee ee + + + t t mt ° z ο Se: Py Sp: seu oe 1 
-8 8776-96 ` PIN, Upper to lower brace (CP) . . . + + + + ee ee * * + + * 1 
-9 8776A72 . BRACE ASSEMBLY, Upper (CP) . . « - + se eee * * * * " * * ng 1 
-10 AN310-4 LOTNUT ek ak ae for a 9 ος A eu A 
-11  AN960Clh16 . WASHER .. . . +. + μα eta ο a RACER A a go AE LEE 2 
-12  ANh-?T -BOLT ο Ay E ο we ka UU VeL Um qe S ο. 1 
-13 AN565C10-7 2. SCREW. . 2 . - e ; s t m t t t t fcrt ° Fe arun D 1 
-14 9030-92 . HOUSING LOCK PIN (CP)... . + + + +s += + + + < + + eee t t ng 1 
-15 8776-93 . PIN, Inner lock (CP) . . . + + + eee eee ee * * ee ° ° ° 1 
-16 8776-25 . SPRING, Lock pin (CP). . . . +. . + +. + - PM C ke nas ore ay ος 1 
-17 9030-94-1 . PIN, Outer lock (CP) . . sass + +. + ο ο Pay Var am aap uu Net ag 1 
-18 15512 . BEARING (HEC). . . . . + + . . + + + + . ees Pe, dtes ah τῳ παι. τὰ 1 
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Group Assembly Parts List AN O1-GOAABA- 


MAIN ALIGHTING GEAR (Cont) 





FIGURE 355 - MAIN ALIGHTING GEAR DRAG. BRACE SHOCK STRUT ASSEMBLY 
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AN 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


A ee 
FIGURE & PART . UNITS USEABLE ON 


INDEX NUMBER NUMBER + 2 3 4 5 6 7 NOMENCLATURE A PER ASSY. CODE 
355 156-33506 STRUT ASSEMBLY, Main alighting gear drag brace shock . .'. . . Ref 
(es figure 353 for next assembly 
see NavAer 03-30ED-502 for additional information) E 
-1 156-33519 . PLUG, Main alighting gear drag brace shock strut ΕΗ. τοῦ 1 
-2 AN6246-5 s. ORINQ aU τε s. W. a ep Ee Oa Ri eo S URN Acum us 2 
-3 AN6227 -5 « PACKING $ 4 x o 9.93299 e οφ ue A Ue EAS -ᾱ ον 5 d 
-4 AN6246-15 o> TRING Ses ad, Qi Aa Maya: D ce Ge ο ie Nes ο 2 
-5 AN6227-15 +. PACKING. . τς apes oe 1 
-6 160-33514 . NUT, Main alighting gear "arag brace shock strut . . . 5 Ὁ 1 
-T AN6204 -2 e^ VAUME da τ te a SS AT ee ᾱ-. ὁ PE GE" 3 
-8 AN502-10-4 . SCREW... a T EST ES 3 
-9 156-33509 . CYLINDER END, Main alignting gear drag "brace shock strut. . 1 
-10 AN6246-65 €. «ING. 3 39:999 SN UU Fo aN yer. τῳ. MT vas 6 
-11 AN6227-66 . PACKING... ye ase k use Tine) τῶν “S. ua Se Seige eels” S ers 3 
-12 156-33521 . SPRING, Compression "e ss Venue τῶν Oe — 1 
-13 156-33517 . ROD ASSEMBLY, Main alighting gear drag "brace Shock. . s 1 
. strut indicator 
-14 156-33517-3 . . PIN, Main alighting gear drag brace shock rod. . . . . + 1 
-15 156-33516 š . ROD, Main alighting gear drag brace shock strut. . . - 1 
indicator 
-16 156-33515 . . PIN, Main alighting gear drag brace shock strut. . X 1 
-17 160-33559 . PIN, Main alighting gear drag brace shock strut metering. " L 
-18 160-33560 e SHUTTLE, Main alighting gear drag brace shock strut . . . . 1 
-19 AN6246-29 e RINGE Ὁ... (οἵ «Ὁ ος ode £^ Sod SS Wr ἑῷ» τῷ ΡΝ, 6 
-20 AN6227-29 . . PACKING. . ç 3 
-21 156-33510 . PISTON ASSEMBLY, “Main alighting gear “drag brace “Shock strut 1 
-22 . 160-33562 . PLUG, Main alighting gear drag brace shock strut check. . . 1 
valve 
-23 160-33563 . SPACER, Main a gear drag brace shock strut check, A + 
valve 
-24 AN6246 -60 e “RING. s -ᾱ. a a 0x3 $ er "I αἲ τὰ 2 
-25 AN6227 -60 +. PACKING. . a. P $ ZR 5 S. ds e os + 
-26 1P6 . PLUG, Hydraulic (NA. s.s : Mr ES 1 
-27 AN6227-2 PACKING T AS s; , Phar 2. 
-28 156-33508-3 . CYLINDER, Main alighting gear drag "brace shock strut outer. 1 
-29 AN6246-44 en RENO ea! mek td Sh sonis Der as ο a a qa ος 2 
-30 AN6227 -44 ο PACKING 2 ρω da ter, ὅλ ia DIDI -w as κο) δὲ ew SU ὁ 6 1 
-31 AN960-116 . WASHER. . . . si fe 2 
-32 156-33520 . PIN, Main alighting gear “drag brace shock strut piston. PE 1 
follower 
-33 156-33512 . PISTON, Main alighting gear drag brace shock strut floating 1 
-34 A AN6246-46 v RING: 44.046 60708 ο Yaz eh terse E vez, ms ο ο 3 
-35 AN6227 -46 . PACKING . . +. + S. ez ten ce Ca ee we le desig ah ut ca s 2 
-36 # AN6246-44 C ἘΝΩ͂... lk ο ὁ ὦ ο W. ae SNe AA 3 
-37 # AN6227-44 . PACKING... * 1. e t. š oe ters 2 
-38 A 184-33513 . BEARING, Main alighting gear drag brace shock strut ed S sx 1 
-39 AN6232C11-3/8 + FELT... . "Ip 1 
-40 156-33518 . NUT, Main alighting gear “drag brace shock strut . ETIN 1 
bearing retainer 
-41 AN6231A33 . SCRAPER... s: Uk de m Ls 
156-33507 . CYLINDER ASSEMBLY, “Main alighting gear “drag brace... ak 
: shock strut inner 
-42 8776-7A s . BEARING (CP) . . . dira dde 1 
-43 156-33507 -3 . . CYLINDER, Main alighting gear “drag brace shock Ob we e 1 
strut inner 
-44 AN500A6-3 « SCREW. « ο PR "Ende Ὃν, γος weg ταῖ ο VE. 2 ο ο. ο ο JM di 1 
-45 16193 ` GAUGE (UG). . . . Ç ane 1 
-46 160-33529 . GASKET, Main alighting gear drag "brace “shock. strut gauge. E 2 
-47 AN914 -1 e ELBOW l1 e eos a Ta e e a s^ lw. e le RO wol s ο ER 8 cs 1 
-48 AN6287-1 a VALVE . : Soe: 6 9 309 ο ee ὁ- ο m ο v Ἡ we S Φ 4 -ῳ- DW 1 
-49 AN565D416H8 . SCREW... E CREE Eon 1 
:-50 COMM . Ὁ BALL, 3/16. diameter chrome “alloy steel. “I er ο 1 
NOTE: # Denotes the incorporation of Service Change No. 434 . a 
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AN 01-60AABA-4 


MAIN ALIGHTING. GEAR (Cont) 








FIGURE 356 - LH AND RH MAIN LANDING GEAR WHEEL DOOR ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
356 175-33301-1 DOOR ASSEMBLY, Main LG wheel LH. . . . + + + + + + s + + + k * + Ref 
(see figure 353 for next assembly and attaching parts) 
175-33301-2 DOOR ASSEMBLY, Main LG wheel RH. . . + « Ref 


(see figure 353 for next assembly and attaching parts) i 
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AN 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


A A — I d 
ROURE & PART UNITS . USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
356 No Number . MAIN LG WHEEL DOOR AFT LOCKING MECHANISM . . . . e + + + © +. Ref 
(see figure 357 for detail breakdown) 
-1 AN365-524 ΝΟ . κ; 2 40 € o - 5 κ v. ο W Q. ο ο ος νο ο. 5 1 
-2 AN960-516 . WASHER... . ὅρη, fo 1 
-3 146-33326 . WASHER, Main LG wheel door lock roller serrated “adjustable z 2 
-4 146-33323-5 . SPACER, Main LG wheel door lock roller clamp-up. . +. +. » + + 1 
-5 146-33321-9 . ROLLER ASSEMBLY, Main LG wheel door lock . . +. + + + < +s + 1 
-6 898 "au Y IM MUI 2 
-T AN5-23A . BOLT... cw ce. e τ ———— ο Ya «αν. δι, ee 1 
-8 AN365-1032 . NUT, 2. ¿ ο ὁ ὁ e e om ὁ ὁ « m n a t 0] ] |] t! ] t] ] t! He |t! 9 6 
-9 AN960D10 . WASHER . . . + - + w e ο ο <“ Q © © om ο «ο ο. t] ο t] t| t9 t|: 10 
-10 AN3-5A do BOLT vo. o ce. ce Sor κ ο ο δα . ge rats Hides Ru T I6 pat Pee cR -ᾱ 6 
-11 146-33315-1 . BRACKET ASSEMBLY, Main LG wheel door front lock roller LH. . 1 
-12 146 -33315-2 . BRACKET ASSEMBLY, Main LG wheel door front lock roller RH. . 1 
.-13 AN310-4 d o NUT. iw Sa ec c y SS ey OSA ο ο ο poo" τῳ (en EE cm cS! erue 9 2 
-14 _AN960-116 . WASHER... ge fs M. ο Mies Tawa: a coute en Gel ος 2 
-15 2W1-17-22-50 . WASHER, Plain" NA) . ee ae eee NR 4 
-16 NASH2C8-8 . SPACER, Rivet supersedes "usa 8 - NA). ο ο ο ο 2 
-17 NAS43C4-44 . SPACER, Bolt (supersedes 4$3-416- 22NA) Bi ROU OUS. ces el Lei el er € 1 
-18 ANY-15 . BOLT. 2 . . . a SUT S> I ce US 1 
-19 NAS43C4 -22 . SPACER, Bolt i supersedes £s3-416-11' NA). ο lel ere ey 7$. Ὃν RO Q: 1 
-20 NAS43C4-32 ` SPACER, Bolt (supersedes 483-416-16 NA). . . + + + + * ee ° 1 
-21 AN4-17 ¿ BOLT. «ax ο ER RS LE AO X Wo cA Ὁ X Ué So d dE o o 4 1 
-22 AN365-1032 . NUT. . « ο < e» we we oo ο ια: Slay Wek ev ο ο ο m en 2 
-23 AN960D10 . WASHER. . + - < +s ὁ s ə © © e om © e 9 s ot! 9 m 9 9 t1 t] t] ° ° 2 
-24 AN960D10L . WASHER.. . « + + + e e © © e ὁ t ο ehi ο ο pace Vig, Mey Te! UW l 
-25 AN3-22A . BOLT. ... . . η $ a al AS sic 1 
-26 146-33312-5 . SPACER, Main LG wheel door lock stop Dolto^a d. D nu. ILU 1 
que. 33312-7, -13, or -19 may be substitu ted) 
-27 AN509-10-37 . SCREW (supersedes NAS205- -3T) . . E PT u 1 
-28 146 -33312-7 . SPACER, Main LG wheel door lock stop DOLE. a er ote 1 
(146-33312-15 or -17 may be substituted) 
-29 146-33330 . SPRING, Main LG wheel door lock mechanism tension. +. . +. + - 1 
-30 AN310-4 > NUT. . « ο ο ο ο ec» « 0 ὁ 0 c ὁ ο ὁ 9 5 0 05 |] || |] ος. 2 
-31 AN960-416 . WASHER . . « +... ee ee ee 9 ng] gli dy rx Cea He eee 6 
-32 ANY -11 SUBO sce ow eo a wees at Se er 3 jesse al QU. A AR e 1 
-33 AN394-27 co PIN: e 2 ae z e 0607s a DR! dl κ AAA Bee A DRE e τω ὁ 2 
-34 HRB4E . END, Rod (AP). . . .. + + + + + + + + s «ο . . . . 1. ° 1 
-35 146-33320 . END ASSEMBLY, Main LG wheel door front lock rod. . . . +. +» +. 1 
-36 HSBAC . . BEARING (AP). . a + + + + + s ee ee ee ° * ° ° — 1 
-37 AN365-624 . NUT. XU 2 ew ew . . cot om 9 ὁ 1 ο 5 |] o... |! ] 9.5 1 
-38 AN960D616 . WASHER . .. e eee ve ο ο ooo ο om og o m t t9 9 n t n n n9 2 
-39 AN6-24A . BOT... — EM EE E 1 
-40 146-33327 . HOOK ASSEMBLY, Main LG wheel door front. . . . . . . + + eo 1 
-41 BR612X + . BEARING (TOR) nn PE 1 
-42 ANH -13 . BOLT/ ... "C ο ο ο PITE 1 
-43 ΗΒΒΗΙΕ . END, Rod (AP): oo Ge WOOL P tee, Jm e SRST Ee a e, ο 2 
-44 AN316-6R ¿ NUR: ¿ X Z X. a e mu P e ES 2 
-45 146-33319-3 . BARREL, Main LG wheel door lock push rod... . «:«:«::: 1 
-46 AN310-6 . Μπ . 04 ο a 909 € a A A 1 
-47 AN960D616 + WASHER. . np en tates a abe ο ο E EE 1 
-48 2w1-24-28-65 . WASHER, Plain (NA) ο. yg AG 19 LIONE ο 78. ο gp Je Bre ¿q του 1 
-49 ΑΝΟΘΟΡ616Ι, ; WASHER... +. ο e se ee oe eee ο ος. m 9 t m] t] n n9 n8 1 
-50 AN6-20 . BOLT... : Z” e p lor "4; del ue. δι o te y Tho o Le ^ RICE 1 
-51 146-33322 P FITTING -ASSEMBLY , “Main LG wheel door actuating cyl attaching 1 
-52 BR612-1X + . BEARING; (TOR) . 2 dew Z Ehe UE, Yok de c or enfe YE, o Se 1 
-53 AN509-10-12 . SCREW (supersedes NÀS205- -12) ` i HI Can A ἃν ο bee san ο 4 
-54 146-33308 . BLOCK, Main LG wheel door stop block sses eose reb 2 
-55 146-33309 . SHIM, Main LG wheel door stop block . . . + + + e+ * * e+ AR 
-56 AN310-6 . NUT. Pes a AI m νὰ 1 
-57 2W1C25-26-50 : WASHER, “Plain” (NA) . rey οκ ας Gis M tees 1 
-58 146-33314 . TUBE ASSEMBLY, Main LG wheel door torqu DOM Z ος fay cbs Sept Bu res 1 
-59 AN365-1032 « NUT. . . ` < ooo. oo»... s ὁ 0 ὁ o e e o c]: ος. 2 
-60 AN960D10 . WASHER . . gia Al moles ο kue ο. 2 
-61 AN509-10-12 . SCREW (supersedes | NAS205- -12) ; : P te, αρα Bh aai κ 2 
-62 146-33313 . RETAINER, Main LG wheel door front lock bearing. e ὁ ὁ s. c 1 
-63 AN3-6A . BOLT... ο ο Jes a e a RS ο a νδῖ-μὀρ. ὁ 5 
-64 2W1AL12-14-16 . WASHER, Plain '(NA) . Ae S ke ee κά 5 
-65 146-33310 . FITTING ASSY, Main LG wheel "door front lock hook support . . 1 
-66 HSB10COH . . BEARING (AP). š Tieu te ο ο ae ον Sa BD) νο fg n 1 
-67 NAS2-201 . FITTING, LübPiGAtiOHi co ον eles ew? Way A S: on 1 
-68 AN6-22A ee BOLT 2 v a 41e oe cep emm ue Rs 1 
-69 - AN96OD616L . WASHER... + MR Νας 1 
-70 146-33317 . STOP, Main LG wheel “door front hinge bellerank ῳ ἃ. ἃ, ë U 9 rel 1 
(146-33317-3 or -5 may be substituted) 
-71 146-33305 . HINGE ASSEMBLY, Main LG wheel door front left. . . . . . +. ° 1 
-72 146-33307 . . HINGE ASSEMBLY, Main LG wheel door front right . . . » . .. 1 
-73 NAS2-101 . . FITTING, Lubrication. doe esl. WO SS qel Se m rm. DR E Κώ . 1 
146 -33305-5 . . HINGE, Sub assembly . . . . + + + + + + * * * * * * * ° ° 1 
146-33307-5 ὅν 2 HINGE, Sub assembly . . E E EE 1 
-74 4B20-8-010 . + . BUSHING, Press fit flanged (NA) (Supersedes 4B17-8-31) 2 
-75 AN3 -4A . BOLT ... ὁ «e » e © © © © © © wo ὁ e ο c9 9 ο 0 se c] 21 5 6 
-76 ANQ60D10 . WASHER... a^ en Ye st ο ο GU -ᾱ 6 ο ο 6 
-TT 175-33301-245 . COVER, Main LG wheel door. RH Ge ce co E A WP ο τῷ Ὃς 5 1 
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H-175-33-15 


FIGURE 357 - MAIN LANDING GEAR WHEEL DOOR AFT LOCKING MECHANISM 
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AN 01-60AABA-4 Group Assembly Parts List 
MAIN ALIGHTING GEAR (Cont) 


M —————————————————"VWNHS USEABLE ON 
UNITS USEABLE ON 


PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE CODE 


35T : No Number MAIN LANDING GEAR WHEEL DOOR AFT LOCKING MECHANISM. . +. . + + + Ref 
(see figure 356 for next assembly) 


š 
š 


-1 AN365-524 e QUT. soe 4 < O 9 409 o9 m ee ew om ms 4-6 Ἡ 1 
-2 AN960-516 . WASHER . . +. + TREES 2 
-3 146-33326 . WASHER, Main LG "wheel “door lock “roller serrated “adjustable a 2 
-4 146-33323-3 . SPACER, Main LG wheel door lock roller clamp-up. . . + + ο. 1 
-5 146-33321-7 . ROLLER ASSEMBLY, Main landing gear wheel door lock . . . +. + 1 
-6 B98 : BEARING (TOR) 4 . e e e μα ow ss ee eee cd 
-7 AN5-21A ge BOUT. Ὁ < +s ç 9 ox e e e e e e 0 ooo ee ο ο. 1 
-8 AN320-3 se NUD: Woods oe ce mm oc pom Φος a emo Sos “δ. Πρ τς δν 1 
-9 ΑΝΟΘΟΡΙΟ . WASHER . +. 4 + + +< ο © © © e © e e s < 0 ° t] |] . ° ° 1 
-10 AN96OD1OL . WASHER . . + + + "ES "T EIS eco £ Cue us 2 
-11 146-33549-5 . BOLT, Main LG wheel door Sequencing cam roller Oe WES ο: ἃ 1 
-12 146-33550 . ROLLER ASSEMBLY, Main LG wheel door sequencing cam . . . +. . 1 
-13 B34X I BEARING (TOR) . Ἐν να ο as ER 
-14 146-33548 . SUPPORT, Main LG wheel door sequence cam return roller . . . 1 
-15 14046-33329 ` BRACKET ASSEMBLY, Main LG wheel door rear lock roiler. . . . 1 
-16 146-33316 ` BRACKET ASSEMBLY, Main LG wheel door rear lock roller. . . . 1 
-17 AN320-3 . NUT. , . + +s +s s ὁ ο e s ο s s s ο s s ο. m] 9] s ° ° ° 21 ° ° 1 
-18 AN960D10 . WASHER . . < « e ee ee ee E . . . . . t t] |] | 9 9 | 1 
-19 AN960D10L . WASHER +. + +» i eile PENES UE ES 2 
-20 146-33549-3 . BOLT, Main LG “wheel "door Sequencing. cam roller . . . + + + ο 1 
-21 146-33550 . ROLLER ASSEMBLY, Main LG wheel door sequencing cam . . +. + +» 1 
-22 B34X τ BEARING (TOR) e. . + + + + + + + s + + ο...” 2 
-23 AN4-7A « BOLT... « « © © © © © 2. +. ο). 7 “Hes! cae Ὁ eM go a S L eos 70 1 
-24 AN960D416L . WASHER +. . . + + + + + ὁ e ο s om s To moe s om s 9 t! ο... 1 
-25 AN365-428 s. NUT. . + + + s oo... 9 o ὁ ὁ ὁ 9 0 ° o o ° ° < ° ° ° ° ° 1 
-26 AN960-416 . WASHER . . +. ^ + + + © © w e s < 0 s s om s 9 + s * ° t] 9] ° ° 1 
-27 AN509-416-13 . SCREW. . « » e < < e e e 9 e * * ὁ ὁ ὁ ὁ 9 e | 6 ο 0 ο ° ° ° 1 
-28 146-33547 . SUPPORT, Main LG wheel door sequencing cam left roller . . . 1 
-29 AN365-1032 SNUBS a a e a a AN 1 
-30 AN960D10 . WASHER πα... + +s +s e + e e om e om s ooo oo o oo t! ° t t9] 1 
-31 NAS43-3-78 ` SPACER, Screw and bolt (supersedes 4S3-10-39 (NA). . . + + . 1 
-32 AN509-10-31 . SCREW. . . + + +s e e s e ὁ e s s ο ο t 9 s ο...” 1 
-33 AN365-1032 o NUT. . « + +s s < . ὁ e ὁ ὁ ὁ ὁ o e ὁ e ὁ o e e ° ° s ° ° 9 1 
-34 AN960D10 . WASHER . . . + < +s s e © © e e e o o o s oom t! 0 9 | ° ° ° ° 2 
-35 146-33312-3 . SPACER, Main LG wheel door lock stop bOlti 4 ¿ 4-4 A 1 
(146-33312-9,-11 or -27 may be su ubstituted) 
-36 AN3-20A e BOLT o ie TS el τῳ Te DD (ο E ense DIES δι so τώ; cei 8 1 
-37 AN310-4 ¿ NUT o... ο ὁ ο 99 9, € 9 we ὁ 6 9 Gs. e ο 9 3 4 2 
-38 AN960-416 . WASHER . , +. + +s <s © e e © e ὁ e e m e m o e ° ° t] s 9 9 ° | 2 
+39 AN4-11 . BOLT... Set a Ma 3. 709.08 a Φα’ δω lm. Care 8 Ν' ο e. S eq τὸ e 2 
-40 HRBHYE . END, Rod (AP). τ ρα val WS AAA A OE A μοι) ας AA 2 
-41 AN316-6R ; Pa ° . a š E ee VR ae ae 2 
-42 146-33319-5 . BARREL, “Main landing gear wheel door ‘lock push rod seso’ 1 
-43 146-33328 HOOK ASSEMBLY, Main landing gear wheel door rear . . . . + ° 1 
ATTACHING PARTS 
-44 AN365-524 e ONUT. 206 Ὁ aoaea 09 olm e e a Ce. a 1 
-45 AN960D516 . WASHER . +. . 3»... ἐᾷν exl) wm I 1e S U er je. τ 1 
-46 4B21-5-024 . BUSHING, Spacer. (supersedes 'NAS72-5-012 12) (NA). -. ias 1 
-47 AN509-516-35 e SCREW. ¿ . +s + + © © © © © © © o oo νο. ο “Φ, «ἃν de V fe, 4) ὁ 1 
=... * 

-48 p812 . . BEARING (TOR) . . . « + + + s + + s + + om om oh om . t t ng, tg 1 
-49 AN4-6A e BOLT 4 4 4 4 Se o AA c ο OE S o 4 
-50 AN960D416L . WASHER... + ao. eaS i at i, Gay 8 4 
-51 146-33311 . FITTING ASSEMBLY, “Main LG "wheel "door rear lock hook support. 1 
-52 NAS2-101 2 FITTING, Lubrication, . . . + + + © + © > © * * * * * t8, ° 1 
-53 HSB10COH . . BEARING (AP). . . + » (4.9 ot lit ος oe. im Q 1 
-54 146-33306 . HINGE ASSEMBLY, Main landing gear "wheel ΣΟΟΥ Z 2 poss oes 2 
-55 NAS2-101 . . FITTING, Lubrication . . . . . 5. ιόν a ai 1 

146-33306-5 . . HINGE SUB-ASSEMBLY, Main landing. gear wheel door. . . .. 1 
-56 4B19-8-010 ` | BUSHING, Press fit plain (supersedes NAS76-8-010) (NA) 1 
-57 NAS220-8 ` SCREW, Brazier head Phillips recess alloy steel 8-32... . 11 
-58 AN960D8 . WASHER. +. . d ioa! Las fay cel, deta ο ο 11 
-59 AN509-8-8 . SCREW (supersedes “ NAS204- 8). Siue: ο eh ADEL ο ο ο 5 
-60 146-33301-87 . COVER, Main landing gear Weel doors pea Gee oe aTa 1 
-61 169-33368-1 .. RUB STRIP, Main alighting gear wheel door upper. . . . +. + + 1 
-62 169-33368-3 . RUB STRIP, Main alighting gear wheel door upper. . . . + » . 1 
-63 169-33369 . RUB STRIP, Main alighting gear wheel door lower. . . . . +. + 2 
-64 No Number . MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM . . . . . . Ref 


(see figure 359 for detail breakdown) 
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Section || 


Group Assembly Parts List pba 


MAIN ALIGHTING GEAR (Cont) 


H-175-33-9 





FIGURE 358 - MAIN ALIGHTING GEAR TRUSS INSTALLATION 





FIGURE & . PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
358 160-33011 TRUSS INSTL, Main alighting gear (see figure 353 for next assy) . Ref- 

-1 146-33124 : TUBE ASSEMBLY, Main landing gear forward diagonal . . . . . . 2 
. ATTACHING PARTS cus 
-2 AN310-8 "E i ο ο 2 --— T Dc 4 
-ᾱ .. AN960-816 s WASHER: wo Su s ον U 309x035 908.9 91 Vd ae eb E ee πρ 8 
-4 AN178-20 s. ` BOLT coe. xs a er aa nk vela a CoO, SE a NP is Wu es 4 
==... 
-5 146-33127 A . END, Main LG truss fwd diagonal tube adjustable clevis . . 1 
-6 AN316-16R $ & NUT Qo aie Bow ο. BO ha Wg at a, ae ae dO OCT μες, SU νῷ 1 
-7 ` 146-33128 : TUBE ASSEMBLY, Main landing gear truss upper. . . . . . . .. 4 
ATTACHING PARTS 
-8 AN310-8 é NUT z J, Saa - lc a We a BoP cele: πο, aa mete at 22 8 
-9 AN960-816 Σ WASHERS: ara a rl aw Su Set mers ante Be cake we i EE OL ae ἃ 16 
-10 AN178-21 1 BOLT Lus ew sew le oL P RM D qu 8 











ΑΝ O1-60AABA-À 


Section [| 
Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


A A A A A A A SS eo 
ESA PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
358-11 : 146-33131 x END, Main landing gear truss upper tube adjustable clevis. 1ξ 
-12 AN316-14R 2 ἓ NUT. ... wi ai des UM m SS Cep We ο Sia we Vio: Vee i, fore TA οὖν T 
-13 160-33132 è TUBE ASSEMBLY, “Main alighting gear truss lower. . . . . + + >» 4 
ATTACHING PARTS ` 
-14 AN310-12 NUT Ze ox Ro ο USD a RA . 8 
-15 AN960-1216 . WASHER: «o 090 < ο ο ο κ Ὁ L š αν ο ge ες’ “6 
-16 AN182-27 i- BOT. verde et se ee ος το Q Rom im cm momo mw MED EN: 
-17 AN182-37 sc BOE κο ο e eae OS, e S civ pete nei SE 
-18 NAS72-12-100 BUSHING, Clamp up steel chrome plated .... WE Kd ey tern ας 2 
7 — € 
-19 160-33135 x . CLEVIS, Main alighting gear truss lower tube adjustable. . 1 
-20 1N7-20 i . NUT, Lock (NA) . . NIRE 1 
-21 146-33345 2 UNIVERSAL ASSEMBLY, Main landing. gear wheel door. stop 43 ter 2 
-22 4B17-16-38 : . BUSHING, Flanged press fit bronze (NA) . . . . + + + +.» + 2 
-23 NAS2-101 m . FITTING, Lubrication . . . +. + +. š ο) e sse eseo 1 
-24 146-33109-10 s TUBE ASSEMBLY, Main landing gear truss outbd vert LH nacelle. 1 
146-33110-10. : TUBE ASSEMBLY, Main landing gear truss outbd vert RH nacelle. 1 
ATTACHING PARTS 
-25 EB126 e NUT (EN). . 2... 2 ὁ eo he . ο ο d olent T Cet cael ann sec dd 8 
-26 AN960D1216 η WASHER. +. . . . Ñ © © © © © © © © ὁ o9 ο ὁ ο ὁ f . ο ο. ng AR 
-eT AN960-1216L - WASHER. . . . ee Ue Ute WA. be ᾱ- me oso δν ei τα. ᾱ oes ΑΒ 
-28 2W1LB49-42-32 "WASHER, Plain (NA). oues ο aes WO a a ρα. 
-29 AN365-428 ; < NUT. .... : " uL s] BP SUS . 6 
-30 4B12-9 “ . BUSHING, Tapered (NA). x DD MER Ga veal Swe ke 
-31 AN4 -42A % . BOLT (magnetic inspected). a ve a Dur M ο... 6 
-32 156-33118-11 Q . FITTING ASSEMBLY, Main landing gear trunnion LH nacelle. . 1 
156-33118-13 A . FITTING ASSEMBLY, Main landing gear trunnion RH nacélle. . 1 
-33 AN365-428 ç > NUT Μπ ο a> xod κ Q ee ο ο ο. 
-34 AN960-416 . . . WASHER. +. +. + Par : š $c fl 
-35 156-33142 . . BOLT, Main landing gear trunnion "bearing retainer oaa O 
nut keeper 
-36 146-33122 A . . KEEPER ASSEMBLY, Main landing gear trunnion bearing . . 1 
retainer nut 
-37 146-33121 š . . NUT, Main landing gear trunnion bearing retainer... . 1 
-38 146-33123 ç: . . RACE, Main landing gear trunnion. . . s + + ee es * ° 2 
-39 146-33120 . +. . BEARING, Main landing gear trunnion. . wx a eee. α 
-40 4B1988-021 " . . BUSHING, Press fit plain (wa) (LH side only). Bi e ded m as 1 
-41 4B19812-100 . . . BUSHING, Press fit plain (NA) . . . + + + <= * +. +. gee 1 
-42 NAS2-201: . + . FITTING, Lubrication. . . + A | 
-43 160-33145 : . FITTING ASSY, Main alighting gear "LH truss outbd attachin ng 1 
160-33144 τ . FITTING ASSY, Main alighting gear RH-truss outbd attaching 11 
-44 4B1988-024 . +. . BUSHING, Press fit plain m um and RH). O 
4B1958-022 : . . BUSHING, Press fit plain (NA) (RH side only). Wee Ser tg 1 
-45 160-33140 . TUBE, Main alighting gear truss outboard vertical. . . . . 1 
-46 146-33111 ` TUBE ASSY, Main landing gear truss inboard vertical LH nac. . 1 
146-33112 è TUBE ASSY, Main landing gear truss inboard vertical RH nac. . 1 
ATTACHING PARTS 
-47 EBO98 . NUT (EN). Ὁ ο κ. pac αν πο ως. 
-48 AN960D916 > "MASHER. Vibe es S oe al wey m; tay fe Rom hor ws Sores eu 9009 a a ue AR 
-49 AN960-916L S- WASHER: 00 da fe: ον ον τς οφ a Lar tte OR, SY a aiae a a Can Se! Ge, AR 
-50 2W11B37-34-32 ; WASHER, Plain (NA). ον ο Mar ue te vei Si A ο AR 
-51 AN365-428 ° eo Μπ ος. ο è CI: 
-52 4B12-8 è . BUSHING, Tapered (NA). pS Se vad tale dol E ο ο tg Le 
-53 ANY-42A ; . BOLT (magnetic inspected). š αν νο πο. 6 
-54 156-33118-9 š . FITTING ASSEMBLY, Main landing gear trunnion LH nacelle. . 1 
156-33118-7 $ . FITTING ASSEMBLY, Main landing gear trunnion RH nacelle... 1 
-55 160-33117 š . FITTING ASSEMBLY, Main landing gear truss inboard. . . . . 1 
attaching LH nacelle (supersedes 146-33117) 
160-33116 A . FITTING ASSEMBLY, Main landing gear truss inboard. Yoon 1 
attaching RH nacelle (supersedes 146-33116) 
-56 14B1988-023 . . Ὁ BUSHING, Press fit plain m is and RH). MEE 1 
-57 4B19S8-021 ñ . . BUSHING, Press fit plain (NA) (LH side only). ως. 1 
-58 146-33136 ç; TUBE, Main landing 'gedr truss inboard vertical ...... 1 
-59 160-33106-5 * FITTING ASSEMBLY, Main; μα, gear truss aft . . « . . ooo. 2 
ATTACHING PARTS. 
-60 AN320-14 « ΝΤ... Ὅν νῶι καῖ acu ra corem May ο ο Me ad Ba a, τα 
-6ι 2W1-57-56-125 ` — WASHER, Plain (NA). E Leges Y 
-62 160-33536 £ PIN, Main alighting i gear truss “aft "fitting attaching. en Tea 4 
-63 160-33137 . : . BUSHING, Main alighting gear drag. .brace truss attaching. . 4 
-64 4B1958-024 * .  . BUSHING, Press fit plain me BUR um ΜΕ ο ο e a 
-65 4B19812-100 : . BUSHING, Press fit plain (NA A ο ο Y 2 
-66 NAS2-101 š . FITTING, Lubrication... . s + + + s + s s s s e . . e 3 
-67 AN365-1032 x v. NUTIVL 4 D οἱ ον ey ὦ) ὥ τών Ὁ JR. SU Te oc] -ᾳ SD ce A id 2 
-68 AN960D10 x . WASHER . . 44. 4 e £9 ο 6 ο ὁ ο IPC EO 4 
-69 AN3 -264A r ¿ BOLT > € ceo 0*9 cx 4 VR o o S a. ec 78 a ee ο 2 
-TO 146-33138 : . BUSHING, Main landing gear retracting eylin nder clevis. .. 2 
pin anchor 
-Tl 146-33139 n . PIN, Main landing gear retracting cylinder clevis anchor . 2 
-T? 4B20814-013 : . BUSHING, Press fit flanged (NA). . . . ee ca ERES 2 
-73 160-33141 " . BUSHING, Main alighting gear truss aft fitting upper s 4 
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Section II 


Group Assembly Parts List AN 01-GOAABA-4 
MAIN ALIGHTING GEAR (Cont) 








1 
H-175-33-16A 
FIGURE 359 - MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
359 No Number MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM . . . . . . . . Ref 





(see figure 357 for next assembly) 


-1 AN394 -27 κ. PIN $2604 87.9 0496 Ὁ csl oy qve se E^ ie ras ll De a -υ--ι 
-2 AN960-416 + WASHER. ...... e... o ο ο ο E vo. na We eo ο, o L 
-3 AN394 -31 s IPIN u Se) net lx ΤΙ Gw We s TRI I RC URS po, ν'.., e T ur UD 
-4 AN960D416 + WASHER. . . ο 6 89 ος 9e ο oro o. 9 
-5 . HRBHUE . END, Rod (AP) Dx LIU ete Q 0 Lc. 
-6 AN316-6R κ NUDOS δ. ος, e oy s ia we d Dh e ome al pui v ew. ο 
-7 146-33319-9 * + BARREL, Main landing gear wheel door lock push rod. . . . . . 1 

146-33319-7 . BARREL, Main landing gear wheel door lock push rod. ..... 1 
-8 175-33324 * . FITTING ASSEMBLY, Main landing gear wheel door emergency lock 1 

146-33324 . FITTING ASSEMBLY, Main landing gear wheel door emergency lock 1 
-9 B88 ο, E PDERRING (TOR) a: aca ον ο ο ο al a ad 
-10 AN310-5 SOUNUL aj ΝΎΞ, oom Sethe m e a iow di be wl o ci 
-11 AN960D516 š WASHER. 0. m Ὁ ὁ Gee ef ne m R$ vec ae IY κ; t. “er δώ i$ PLUR. "e 2 
-19 4B21-5-102 - BUSHING, Spacer (NA) (supersedes NAS72-5-105) . . . . . . . . 1 
-13 AN5-20 s BOLT. 204 a ης e le Sek g e a ene ο a we OL 
-14 AN960D10L > WASHER; o vw our. wa q. ei nu e UR ο ts . e. . 3 
-15 AN960D10 + “WASHERS. Ὁ ὦ 7 9 a o ων c nw i3 os ow on o. yo. h 
-16 AN393-19 Sede PEN 472—320 ου (o de hom dec uq eee y Two Va a y y Ve “3 
-17 169-33360 . LINK, Main. allghting gear wheel door release mechanism upper. 1 
-18 AN364 -1032 We IRE 
-19 AN23-17A s SBOLT Sg z 2540» se, ter S ο. Q croce ae S τας acu ος τα ον gw ὃν epee τῷ 1 
-20 NAS43DD3-22 + SPACER, Screw and bolt. . .................. 1 
-21 175-33361 . LINK, Main alighting gear wheel door release mechanism lower, 2 

169-33361 + LINK ASSEMBLY, Main alighting gear wheel door release ΓΝ la: s 2 

mechanism lower 
-22 169-33367 . SPRING, Main alighting gear wheel door release mechanism. . . 1 
-23 AN365-1032 $^ NUT ue tet dete uei ο ος ον cd QU ay (ove lr ca ww ove ee reca M iru m vl 
-24 AN3-17A ο A St ues RA 
-25 4B2153-100 - BUSHING, Spacer (NA). . . « « . . . ee ee sç vz. ¿ç a. ¿o l 1 
-26 169-33363 . HANDLE ASSEMBLY, Main alighting gear wheel doors release. . . 1 
mechanism 
-27 169-33362-1 + . BRACKET, Main alighting gear wheel door release. . . . . . i 
mechanism handle LH . 
-28 169-33362-2 + . BRACKET, Main alighting gear wheel door release. ..... 1 
mechanism handle RH 

-29 98265-2-230 - . STUD, Fastener (UC). . s>. 2... + o... v ee ¿+ eee 1 
-30 99836 + . PIN, Fastener (UC)... s so s a ans wa 4... ..... 1 


NOTE: *  -175-3332! together with -175-33361 and -146-33319-9 
supersede -146-33324 together with -169-33361 and 
-146-33319-7 for future procurement 
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Section [| 


AN OL BORE Group Assembly Parts List 
MAIN ALIGHTING GEAR (Cont ) 


——— M Sa sa a ts a a Es fesse ON 





H-175-58-33A 
FIGURE 360 - HYDRAULIC MAIN LANDING GEAR ACTUATING CYLINDER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





360 š 156-58046-40 CYLINDER ASSEMBLY, Hydraulic main landing gear actuating... . Ref 
supersedes 156-58046-20 for future procurement ) 
see figure 353 for next assembly) 
-1 175-58826-75 . LINE ASSEMBLY, Hydraulic main landing gear actuating cylinder 
elbow to anchor port 
UNION . . « . . + oo 


= 


-2 AN815-6 


. ο) μ.ο is "I 1 
-3 AN6290-6 e GASKET. . , . « ο < ^ © ὁ 5 » o c» c ο ὁ 9 5 5 a ο ὁ * ο ο ο ο 3 
-4 146-58300 . ELBOW, Hydraulic main landing gear actuating cylinder . . . . 1 
-5 AN924-6D e A er S Aa tar E AN oris 1 
-6 AN833-6 . SELBOW V 201 ον Ὁ ο: τῶν w να. le. Se au a. Jebel ο 1 
-T AN6289-6 «ΝΤ... © noo. & ο C] ee ee ee w δν Va tae rare να.” 2 
-8 AN6291-6 e RING. s 173250. Lts sa Geli wen fel «5. ο ο 
-9 AN833-6 ^ ELBOW ç 6-26 ο; nm lar te. Ba? ιν a wr nel SG a a Q 1 
-10 146-58543 . END, Hydraulic main landing gear actuating cylinder rod .... 1 
-11 AN316-12R v ¡NU GC. eg 94.9 (o9. ᾱ m A ο 4 A s eis 1 
-12 2W11A12 . WASHER, Tab lock (NA)... . . + + + + + + we ww s ΓΝ ΠΩ 1 
-13 TR2-19D . RETAINER, Gland (NA). . +. . . + + + 4 s + s s s s s s s . .... 1 
-14 AN6231-9 x UMIPENR 1 woe ea e Ὁ Κα Μα) UNAS Ta d θεν Aq 1 
-15 2W1ALP65-45-64 +. WASHER, Plain (NA). «o. 49 eco ο as ὁ eee 1 
-16 AN6232C3-9/16 sa STRIP 2 co 4 ο ο € 4 Ree ο a ὁ, (ο) Ὃς 4. α- a ο a ᾱ- 19 s 1 
-17 7R3-19D . RETAINER, Rod "O" ring (NA) . . . . . + + + + we + + + wwe 1 
-18 5R12-19 . RING, Hydraulic spiral back-up. .... Ὁ tab cake hn ke Cana ear τὸ. Ὁ 2 
-19 AN6227-19 a: “PACKING e- 4.4 909 € ο 9 ο ο a ὁ Ὁ a ὁ -ᾱ- Ὁ e 4 ὦ 1 
-20 146-58291 . END, Hydraulic main landing gear actuating cylinder ..... 1 
-21 ANG244 -13 . RING. & < + < 4 a sno ὁ ὁ £09 ο 9) Ὁ ο 4 4 ὁ ὁ Ὁ ο ὁ 4 ὁ ο 4 ὁ 4 
-22 AN6230-13 ar GASKET; ca a ohm “Ὁ “ὁ ο s de De oem Ὁ ec. Ὁ Sa ep m, Ie GW Cw. ὦ ών m D oa 1 
-23 146-58296 . NUT, Hydraulic main landing gear actuating cylinder jam... 2 
-24 156-58146 . HEAD ASSEMBLY, Hydraulic main landing gear actuating cylinder 1 
-25 LSS16 a La BEARING: (HEC). 0 ο: e a Beal CA ar jets ras vel 
-26 NAS2-301 . . FITTING, Lubrication . . . > < < < < è < © © we ew n . . 1 
-27 5R12-35 . RING, Hydraulic spiral back-up. . . . . + + s s e © seso 2 
-28 AN6227-35 e PACKING . « . a s < +< = = e . e e 0 s s s . “Q s 0 «9 e <a e ot ο 1 
-29 146-58295 . PISTON ASSEMBLY, Hyd main landing gear actuating cylinder . . 1 
-30 146-58293 . . PLUG, Main landing gear actuating cyl floating piston rod. 1 
-31 AN6246-13 s ce RENG e o0 20$ ο € 06 αν € 9 meri ne a ai W. ew ee I ce 2 
-32 AN6227-13 k see “PACKING. s p 6 Ὁ 2999799. AR oce -ῳ y δι S MS -ᾱ ὦ L 
-33 146-58294 - . PISTON, Hydraulic main landing gear actuating cylinder . . 1 

NE floating piston rod 

-34 146-58295-11 : PISTON WELD ASSEMBLY, Hyd main landing gear actuating cyl. 


= 


-35 146-58292 " CYLINDER, Hydraulic main landing gear actuating . . . . . + + 
A A τας A Y UU l ll ζω αι ιο το αι ατα ii  ——— = = 
619 
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Group Assembly Parts List 









FIGURE & 
INDEX NUMBER 


361 


-1 
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PART 
NUMBER 


156-58048 


156-58048-3 
169-58805-63 
175-58878-65 


AN834-6 
130-58508-3 
147-58383-3 
AN833-6D 
AN6289-6D 
AN6291-6 
AN6290-6 
AN6227-8 
146-58305 
HASB6C 
AN944-10 
AN316-12R 
7R2-14D 
AN6231-5 
2W1ALP49-37-64 
AN6232-2-3/N 
7R3-14D 
5R16-14 
AN6227 -14 
146-58303 
5R16-26 
AN6227 -26 
146-58306 
5R16-18 
AN6227-18 
146-58304 
146-58302 
NAS77-6-21 
NAS2-101 
146-58301 








ΑΝ O1-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
CYLINDER ASSEMBLY, Hydraulic main landing gear door actuating. . Ref 
(see figure 353 for next assembly) : 
CYLINDER ASSEMBLY, Hydraulic main landing gear door actuating. . Ref 
(see figure 353 for next assembly) 
+ LINE ASSEMBLY, Main landing gear door actuating cylinder port 1 
"A" to anchor point (basic only) 
. LINE ASSEMBLY, Main landing gear door actuating cylinder port 
"A" to cylinder anchor point (-3 assembly only) 


= 


a TEB 20.260904 ese w aa E a 1 
. BOLT, Hydraulic special universal fitting.. . . . .. + + . ο 1 
. ELBOW, Hydraulic special universal fitting. . . . . e .. ο ο 1 
», ELBOW: qe ΕΝ ee A ay Far RN 1 
. NT.... "xx 2 
e RING. £466 eoe ck Ue fe nod) 979 im YW WU S er Uo We, Yeu el Q ws e ie 2 
a- GASKET; Ao. x ew 9 ὁ ο ο) m Ὁ ο ee ὁ ὁ UR. ow Ὁ 4 ὁ 3 
« PACKING ,.. 4. 4 . 6 0 5 à ὁ o 9 € ὁ ὁ 09 99 ὁ ὁ ὁ ὁ  ὁ Ὁ 1 
. END ASSEMBLY, Hyd main. landing gear door actuating cylinder . 1 
2 Ὁ BEARING: (AP) SU wU ss aah iS Q. wÉ ινε, al er 87 ν.δ. 9; ἐν ee oe 1 
v Ue ΒΙΤΤΙΝΩ͂Σ Ç egs i a 0790€ 9 7 RN jes uw a 1 
x ONUT ο a ea or rates tare ia take μα ο s: Bad to. ο- i Sena? cauce. Johns 1 
. RETAINER, Gland (NA). . 2... + + + + ee ee ew s s ον nr 1 
e WIPER Q 4 e$ ὁ -ᾱ- ο a cm we ὁ A 1 
«: (WASHER). Plain (NA). Xu s Zo Suq ge ae Sra I ο, a E L.N 1 
oF STRIP ὦ Z RESO. eec τώ» s Sw Sop let ay ces Set, ρολο a asin NE GA fer ey arus 1 
. RETAINER, Rod "0" ring (NA) . .........-.α..«.... 1 
. RING, Spiral back-up (NA) . .... « « + + +s +s s + s s on ο 2 
e PACKING: . X Q x Ὁ τὰ o x cm ο ce er ο c8 See ee ee er nes ο ἃ 1 
. END; Hydraulic main landing gear door actuating cylinder. . . 1 
. RING, Spiral back-up (NA)... . . . + + + + + s s eevee 4 
e PACKING i at Sov Sef 19225524 0.06 ο ο Gp e iio lav tes ο ez sa QS su ο 2 
. NUT, Hydraulic main landing gear door actuating cylinder. . . 2 
. RING, Spiral back-up (NA) . . . ο s s + + + + + s + s s eee 2 
s- PACKING asas fat fete fot te: Ba) Ce ca^. oN Me) w Q for jis a s a. a Da Sexe. oue 1 
. PISTON ASSEMBLY, Hyd main landing gear door actuating cyl . . 1 
. HEAD ASSEMBLY, Hyd main landing gear door actuating cyl... 1 
. . BUSHING, Flanged press fit steel . . . . . + + + < ooo. 2 
s. e.. FITTING, Lubrication c ¿ cao x  ἁ ας G GU η er ᾱ- κ -- 1 
. CYLINDER, Hydraulic main landing gear door actuating. . . . . 1 
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AN 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 
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Section I! 


Group Assembly Parts List 











H-175-33-12 
FIGURE 362 - MAIN LANDING GEAR CYLINDER ASSEMBLY 
FIGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
362 8801-102 CYLINDER ASSEMBLY (CP) (see figure 364 for next assembly): Ref 
-1 AN365-1032 ΝΠ... 50$. ae eS 3$ AU ROS Ces ον ο ο Mes oS Ὅν Ya: Ca Cr 2 
-2 AN960-10 WASHER ere ee ataw κα og, aoe Se NC dh HOM M wa a saq us 2 
-3 AN3-36A BOUTS 4 ο ο ο ο lai fen Ja seg: Aa) oe 2 
-4 8801-77 . NUT, Special cross shaft (CB). ο ο ego e ος 2 
-5 AN365-1018 v ΝΠ; ο 39. aw ο eoe NR ἕν Ὁ. a 3 4 
-6 AN960- 1016 t CMASHEH. I cca A eer er dE A ο tonal SIX NETS 4 
-T 8801878 . BOLT, Cross shaft lock (CP) . . « < e ... . . . or n ο 4 
-8 8801B75 . SHAFT, Cross (CP) . . . 4. + + + s + + * + + + . + et tft ng 1 
-9 AN364-1414 A δν ος δν wot S ew ο “ed Sal See ig on iR Se Tele «δι sb Sr ee ee Se 1 
-10 8801-18 . BRACKET (CP). . » . e < +... ee ee we woe PREE 1 
-11 AN960-1116 5 WASHERS ο moz Goa e Chi iqu 99 T» E V IR S Su pues ES UE 1 
-12 AN6227-21 . PACKING . . . , +. + s ee eoe s s s s s s s t n th n t n n n 1 
-13 8801-126 . TUBE ASSEMBLY, Plunger (CP) . D Lorie, ο ο ee goat ο ο. 1 
-14 8801-19 + . PIN, Plunger tube lock (cP). D CENE Tees ἐᾷ) MEE 1 
-15 AN501AÀ16-6 Z ο “SCREWS sow ο E -ᾱ- ο... 1 
-16 8801-23 . . PLATE, Orifice (CP)... . + + + + = + + + + * ° + * * * n 1 
-17 8801B27 z HEAD, Plunger (CP)... . + + + + + + + + + + + + . . ° n 1 
-18 8801B270 : RING, Plunger head (CP). . . - + + + + + + + + eer ° +. 1 
-19 8801-26 : TUBE, Plunger (CP) . . - - + +< + + eee + + oom o * ° 1 
-20 8801B2 . CYLINDER (do CCP 1 
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MAIN ALIGHTING GEAR (Cont) 





H-175-33-13 


FIGURE 363 - MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
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Section 1I 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


UU ———— € — nÀ— 


SPACER, Main landing gear strut. e : . . : . 
SPRING, Main alighting gear strut door tab torsion 


-43  1h6-33351-19 Ç 
=A} 160-33359 . 
-45 160-33360-5 


oe ο. 


PIN, Main alighting gear strut door tab link attaching 


-46 160-33357 . . LINK ASSEMBLY, Main alighting gear strut door tab aft. š 
-47 AN3-4A BOLT. ο ᾱ. Ὁ Ver ο -ᾱ -ᾱἱ ᾱ- «ὁ a AA . 
-48 AN960D10 WASHER . . . $^ A r 
-49 160-33358 SUPPORT, Main alighting gear strut door aft “Link e -ῳ 


LINK ASSEMBLY, Main alighting gear strut door tab forward. 
TAB ASSEMBLY, Main alighting gear strut door 


-50 160-33356 
-51 160-33355 
-52 160-33355-13 
-53 160-33355-9 
-5h 160-33355-10 
-55 146-33351-15 


oe 


S SEAL, Main alighting gear strut door . . . . 

SEAL, Main alighting gear strut door LH. . . 
n SEAL, Main alighting gear strut door RH. . . 
SEAL, Main landing gear strut. . . . e . + + s 


FIGURE & PART š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
363 MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
146-33340-10 . TUBE ASSEMBLY, Main landing gear wheel door stop. . +. +. . + . Ref 
(see figure 353 for next assembly) . 

-1 HF6 . . ROD END (HEC). vem MC εφ, lar ae See tay we. «ο» CLE a eg a E. Mii RL 1 
-2 AN316-6R e NUT. 1.3 S wr. 
-3 15456-33343 . . END ASSEMBLY, “Main landing gear "wheel ' door stop “tube $i τοι, te 1 
-4 4B17-7-15 Sac uet Ça BUSHING, Flanged press fit bronze (NA) . . . . + + +. + 2 
-5 160-33346 . . PLUNGER, Main alighting gear wheel door stop....... 1 
-6 160-33347 . . FITTING, Main alighting gear wheel door stop universal . . 1 
-7 AN26-19 «Ie BOPP eo s 27 πο cei a We as ο ee edm. ο EP: 
-8 AN960-616 ss X. WASHER... 6 4$ 9 5 sca ies ο -ᾱ ο 9 ο οι wi eee, «ο ψ' ὁ) ο ϐ S: ys 1 
-9 AN320-6 . . NUT. ο ος ος ἕν RA νῷ; dec eas Ye 1 
-10 146-33342-10 tog CYLINDER ASSEMBLY, Main landing’ gear wheel door stop tube. 1 
-11 AN3-10A $ :. ΒΟ «ob ὦ 79949 τῳ ον. RR RE ew We, es OL ee Φ [ose um 2 
-12 "AN960C10L κ ve’ WASHER X $03 0904039 ο δν Jm ws RES. les Lo qe m ia ca nm 2 
-13 AN365-1032 D x NUTS X ZL Ὁ Ὁ αφ. es AC a DL a 8 2 
-14 NAS43DD6 -24 . . SPACER, Screw and “bolt ME" 3 gee oes eee e 1 
146-33525 . BUNGEE ASSEMBLY, Main landing gear “uplock actuating scele. REL 

Ε (see figure 353 for next assembly) 
-15 146-33529 . END, Main landing gear uplock actuating bengee POG) a) 4.4 1 
-16 AN316-4R " x NUT. vy Xe. e quy) du: uu ο 1 
-17 146-33526 . . END, Main landing. gear uplock. actuating bungee Sf al SBN dee da 1 
-18 M15 . . SPRING (Muelhausen Spring Corporation) ......+-+e-s 1 
-19 146-33527 . ROD, Main landing gear uplock actuating bungee ὃν ee ον 1 
-20 146-33528 PA" BEARING, Main landing gear uplock actuating bungee rod . . 1 
-21 146-33525-3 f HOUSING, Main landing gear uplock actuating bungee .... 1 
146-33555 . BUNGEE ASSEMBLY, Main landing gear uplock actuating . .. . . . Ref 

(see' figure 353 for next assembly) 
-22 146-33557 . . END ASSEMBLY, Main landing gear uplock actuating . . . +. + 1 

bungee lower 
-23 4B1986-8 a Ὑπὸ BUSHING, Press fit plain (NA). A ee cS 2 
-24 M29 . . SPRING (Muelhausen Spring Corporation) . Senec dtr ο 
-25 146-33556 . . END ASSEMBLY, Main landing gear uplock actuating ai bolts: keh os 1 
bungee upper 

-26 4B1956-16 A a BUSHING, Press fit plain (NA). . 1 
146-33351-20 ¿ DOOR ASSEMBLY, Main landing gear strut. (see figure "353 "for. . Ref 

next assembiy and attaching parts) 
-27 146-33352 HINGE ASSEMBLY, Main landing gear strut door . . . . e... 3 

ATTACHING PARTS. 
-28 AN3-6A A A sss ot HE ree ae ..6 
-29 AN960D10 + » WASHER. .. 2. 2 + + +< +s s sç s s s s + s s s n s s n n n.n. 12 
pO Oe is dor a Ë 
-30 NAS2-101 . . . ` FITTING, Lubrication... "A" Dx 1 
-31 4B17-7-25 ων. BUSHING, Flanged press fit bronze ` (NA) . πο qY ον 
-32 146-33353 . FITTING ASSEMBLY, Main landing gear strut door — Q Q 2 
ATTACHING PARTS 
-33 AN3-6A z BOLIC Sox. ο aw E deir κι o cid 
-34 AN960D10 s o. WASHER L2: ΓΝ ΝΥ M dmi iue 18 
----ᾱ--- 

-35 NAS75-4-008 PR: BUSHING, Plain press fit steel . . . . + + + + + « $ 1 
-36 AN960D10 a a WASHER vc . 6 
-3T NAS42C6-8 . SPACER, Rivet... Ss. γᾶν ms . 2 
-38 160-33360-3 . PIN, Main alighting gear Strut door tab link attaching Ρ 1 
-39 AN310-4 eee NUL: s ο. ο "elc de ο ος 9, QV C YQ. Q cw. ας WO ο Ge δὲ ον . # 1 
-40 AN960C416L ai cas WASHER Z voce poo a Jay lh al πει Ὅν BE cial jas cmd HS 2 
-41 ΑΝΟ6ΟΡΗ16 e WASHER . . . . « e te ὁ mon ὁ o om on o9 on e 9 ο o» ο n n "E 
-42 AN4-50 Z BOLT .... . . . . .. ο; Mens 27. τῷ 5 1 
ds E 1 
. ë 1 
2 
1 
2 
2 
1 
1 
1 
1 
1 
1 
2 


. ` ό 0 ο ο . ».. 


. 
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AN 01-60AABA-4 


Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 









A-175-33.11 


FIGURE 364 - MAIN LANDING GEAR SHOCK STRUT ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
364 8801B 
-1 AN7502-39 
-2 ANT503-3 
-3 8801-63 
-4 NAS2-201A 
-5 NAS2-101A 


-6 AN365-524 
zT AN960-516 


-8 AN5-30A 
-9 88018409 
-10 8801B46 


-11 AN310-9 
-12 8801B41 
-13 8801B45 
-14 8801B46-1 
-15 8801-53 
-16 8801B51 
-17 AN320-8 
-18 AN960-816 


-19 8801-65 
-20 8801-66 
-21 B912 


-22 AN365-624 
-93 AN960-616 
-24 8801-90 
-25 8801-71 
-26 8801-69 
-27 8801870 
-28 AN6287-1 
-29 AN813-1A 
-30 AN809-1 
-31 AN812-1 
-32 AN901-5C 
-33 143-6 


-34 8801-104 
~35 8801-21 
-36 AN364-1216 
-3 8801-35 

-3 8801-13B 
-39 AN6227-15. 
-40 8801-24 
-41 AN6227-19 


-42 139-16 
-43 8801-3 
-44 8801-5 
-45 8801-10 
` -46 8801-6 


-47 AN6227-58 
-48 AN6246-58 
-49 8801-54 
-50 AN6227-61 
-51 AN6246-61 
-52 8801-9 
-53 AN6232-1 
-54 AN6231A47 


-55 8801-48 
-56 8801-4 
-57 1250 


-58 8801-102 


MAIN ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


STRUT ASSEMBLY, Main landing gear shock (CP) (NA 


160-933102) (supersedes 8801A & 8801) (see 
for next assembly) 
NUT xw x» € * € ᾱ 4 
WASHER. . . 
COLLAR, Axle (CP) . 
FITTING, Lubrication. 
FITTING, Lubrication. 
NUT ooo o 00 ο ο ο 
WASHER. +. . - - - + + 
BOLT... . 
PIN, Torque arm ena (cP). 
ARM ASSEMBLY, Torque (cP) 
. NUT. ... 
. WASHER, Torque arm center (CP 
. BOLT, Torque arm center (CP) 


9 9| ç 9 + ] 2 5$ * 5$ ο 
5 8 + © © 6 e s ο 9 ο 
`. ο. 


Ωω» + ° °  ὁ 9 ο 9 n 


P) 


ARM ASSEMBLY, Torque (CP). . 

E BUSHING, Torque arm center 
- . BUSHING, Torque arm end (CP 
NUT. 1 0.8 2.374. Ce le ο 
WASHER. . +. + + 
BOLT, Special uplock roller (cP) 
ROLLER ASSEMBLY, Uplock (CP). . 
. BEARING, Needle (TOR). . . 
NUT 2 n9 9 eo es 
WASHER. . . . € 
BOLT, Eye (cP). 1R 
NUT, Drag brace (cP). š 
WASHER, Drag brace (CP) 


5. 9 9 9 9 9 s ç 0 y...» 9 c9 9 » 9 « + |; »» » 
a i 
* Ü. * . © |] 9 t! 9 ο 5 


BOLT, Drag brace (CP) 
VALVE ASSEMBLY. 
s GAP. 4 4 wo 
. CORE .... 
|. BODY . e 5 
. GASKET, . . . 
COUPLING ASSEMBLY, Hydraulic sert- 
and elbow universal 90° c 
PISTON ASSEMBLY (CP). . . 
POINT, Jack (CP)... 
NUT. 
RETAINER, "Meterin 
PIN, Metering [5η 
PACKING. .-. 
PLUG, Piston (cP). 
PACKING. ..... 
PIN (CP) . . 
HEAD, Piston (cP). 
VALVE, Recoil (CP) 
FOLLOWER (CP). 
WASHER, Packing (cP 
PACKING. ..... 
RING. . 
ADAPTER, Packing (cP). 
PACKING. . . . . + + +. 
RING... 
BEARING, Packing (CP). 
STRIP. ... . 
WIPER (Supersedes ' AN623 
NUT, Gland (CE): "EE 
PISTON (CP). 
COVER, Elbow oil cup “threaded (aT). 
CYLINDER ASSEMBLY (CP) (see figure 362° for det 


. 

. 

. 
. ee . 
. . . ο 
. . . 
. . 


PD 


e * * Ó 9 9 c9 < c9 $5 s 9 9 0 ὁ * 9 ὁ 9 ὁ i$ e s 9 9 so 9 s 9 s » 5 


oo ee 


te. 


AQ) 


. 


ne 


5 9 9 ο o] + ο ο De 


a 


OR wo Ses wo es 


— 


A sl ο Ea a Ve 


° ur... oo»... ge 


- 9 . 9 s 9? s 59 c3 9 9| ο ὁ ο 
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. 
. 
. 
. 
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Section l! 
AN 01-60AABA-4 Group Assembly Parts List 


UNITS 


PER ASSY. 


drawing NO. . . Ref 
figure 353 
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USEABLE ON 
CODE 


Section II 


Group Assembly Parts List AN 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 


H-175-54-29 





FIGURE 365 - MAIN ALIGHTING GEAR WHEEL DOOR ELECTRICAL SWITCH INSTALLATION 
656 








AN 01-60AABA-4 
MAIN ALIGHTING GEAR (Cont) 


Section [| 


Group Assembly Parts List 


USEABLE ON 





IGURE & PART UNITS ` 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
365 175-54366 : SWITCH INSTALLATION, Electrical main alighting gear wheel. . . Ref 

: doors (see figure 434 for next assembl $ 
-1 2HA1 (RH) . SWITCH ASSEMBLY, Hermetically sealed (MCS) (1s interchangeable 1 
j with and supersedes 175-54331-10 for future procurement) 
175-54331-10 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
double (see figure 390 for additional next assembly) 
-2 1HS1 . . SWITCH, Hermetically sealed single pole double throw (MCS) 2 
-3 175-54334 + . CASE ASSEMBLY, Electrically alighting gear hermetically. . 1 
sealed sequence double switch 
-4 175-54343 FELD PIN, Electrical alighting gear hermetically sealed . . 4 
Sequence index : 
-5 175-54338-1 . . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
j sealed sequence switch mounting 
-6 175-54338-2 . . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
E sealed sequence switch mounting 
-T 175-54344-5 . . PIN, Electrical alighting gear hermetically sealed . . « ο 1 
š sequence mounting 
-8 AN565A10H12 Wu. cw SCREWS a S w οἱ s Sg Pere GB sey tet ος, Fahy Mp. ο ο 9o E 4 
-9 175-54337-5 . . CAM, Electrical alighting gear hermetically sealed . . . . 1 
Sequence switch 
-10 AN507 -632R6 v. SOREWI WO. ee; oe RD. gp Qn d vs Ὁ eee ρθω erm spo TN 
-11 AN936D6 ο) “WASHER Pu 4 
-12 175-54336-1 . . COVER ASSEMBLY, Electrical alighting gear hermetically . . i 
Sealed sequence switch 
-13 175-54336-2 . . COVER ASSEMBLY, Electrical alighting gear hermetically ... 1 
sealed sequence switch ' 
-14 4B20B4 -003 dn be EE BUSHING, Press fit flanged (NA). . . « . + + ee eee 2 
-15 175-54386 . . COVER ASSEMBLY, Alighting gear hermetically sealed .... 1 
sequence switch double 
-16 175-54386-3. ei! We de COVER, Alighting gear hermetically sealed. . . . . š 1 
sequence switch 
-17 175-54387-5 . . . INSULATOR, Alighting gear hermetically sealed. . . . . 1 
sequence switch 
-18 175-54389 . . . BOLT, Alighting gear hermetically sealed sequence. . . 1 
switch cover attached 
-19 2W1F10-11-32 - . . WASHER, Plain (NA) . . e u +. +... ew rrr νο 1 
-20 AN931-6-10 In GROMMET. . « s . . « s s s e s « 0 e 9 ὁ ο o 0 om ο ο on 1 
-21 AN365-428 ge NUT Ges Q: ο Sag E S Emu om ο Geom τῳ Lea ο Ου 
-22 AN960D416L s “WASHER. 06 a 6 «Ὁ ek oor a A oW Lei Ὁ ee 8 1 
-23 175-54367 . ARM, Electrical main alighting gear wheel doors switch. . . . 1 
actuating 
-24 AN960D416 ay WASHERS) G ie a le Jedes aa ο eet li we L 
-25 AN4 -10A e BOLT. $ uel ei 20.60 Hedi ο Sig S. ο US dis NS ο. tel ο, Ὁ 1 
-26 175-54370 . BRACKET ASSEMBLY, Electrical main alighting gear wheel. . . . 1 
doors mounting 
-27 AN365-1032 e NUTS. uv v Cal e A e a wow) ας 18. DE is de 4 
-28 AN960D10L o o MASHER τς ur Bran aes We ade ο χε ο Fos ο ce ie. es ο 
-29 AN960D10 x WASHER: 4 cee ve? ο ο: 6 9 a a a wl Rl a δὲ, "κι San. (κα T 4 
-30 AN3-23A' s iBOLT, 2¿ $ ο ο ας 37 Sak al om yy y ue m e αν ELSE b oe ιδ νο es Us 4 
-31 AN3-7A e “BOLT Z κο £ eee aS a d ow Νο ὦν Des Sey W A cm Ὁ 4 
-32 AN960D10 + WASHER., . . . + « +s © ο +. e » c9 ... 0 ο ο ο ο ὁ ὁ ο ο ο o 4 
-33 175-54372 > SPRING, Tension ¿ e 4 e areco ods o d a Gra e sae a 1 
-34 175-54368 . LINK, Electrical main alighting gear wheel doors switch . . . 2 
operating 
-35 AN393-13 ga ῬΙΝ-------. Ὁ Ree. ο ο ο ο ee BY Gw: we Yel Vil Re ey Q 1 
-36 AN393-17 Ἐν ENA A eB Gino), u ο RN age 1 
-37 AN960D10L e WASHER. opa X a aor cm ips qe je eo a ο Ἕ, Ὁ 
-38 AN393-33 s OPIN ecce 903: E eye DV ive ών τς. γω τς. ος ᾱ Ce τα. eis 1 
` -39 AN960D10L . WASHER. . , +` < +< s < ὁ e 0 e e e ὁ e s ο 9 ὁ c e ὁ ο ο e » 1 
-40 AN393-25 x PIN ¿ 0 ee ος eS κο we WS Gd. crm se. m er ie 1 
-41 AN960D10 v WASHER. 45:60 as ao wo se eo3 m wx ον Bs evt ey v Ve SI SU e e des rep «Ὁ 
-42 NAS43DD3-24 . SPACER, Screw and bolt. . . . see s + + s s < s + s + s we ew 1 
-43 AN960D10L WASHER. C S s eo ο 0-9 ο ο ο ο ο ie «ορ 1 
-44 AN393 -33 e CBIN Z Qe a) ea ο ea Cel aa ο ο E Heres 1 
-45 AN960D416L s- WASHER A O A ο ο an aw Jas at ` k 
-46 175-54369 . LEVER ASSEMBLY, Electrical main alighting gear wheel. .... 1 
door switch operating | 
-47 NAS428-3-11 . BOLT, Adjusting crowned hexagon head. . . . . . + + + + ο x+ 9 1 
-48 AN315-3 š Bi Ade Winks: Qi he rie τς man ia -ῷ v ti ten em St JY cien M ο ο "ο anh ves ο 
-49 AN393-33 w PIN e. S: Q ρε. "δι ο) ος s eiu E 2 
-50 AN960D10 s WASHER. 2093609 τον d. dem ὃς cR wel ya feo ὁ (e cep Se ὡς ο ος ών -ᾱ- $ 2 
-51 AN960D10L z WASHER. ο <l ον ο Be Ὁ ο T A Cel W QR. W Kasna A 2 
-52 AN486-3 as O ODEVIS Ic 1 
-53 AN316-4 "ER NUT S ig? 1ο» e eee ue) Set sal cat anaes. can Wi eee Be eh a ene ο q: ZŠ 1 
-54 146-54353 . LINK, Main landing gear wheel door uplock electrical. . . . . 1 
-55 146-54351 . ARM, Main landing gear wheel door uplock electrical ..... 1 
sequence switch ; 
-56 AN393-19 ο TL 0223 43x n aah eee Sacto ees Be ο κο ο ο ete 1 
-57 AN960D10 i WASHER MEME Cv 2 
-58 AN960D10L «^ WASHER . tes serie) tar aros De Pel ᾱ- el ιν νῷ Se ker D mo es al τὸ, ce a 1 
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MAIN ALIGHTING GEAR (Cont) 





H-175-54-32A `` 





FIGURE 366 - MAIN ALIGHTING GEAR UPLOCK ELECTRICAL SWITCH INSTALLATION 


658 














AN 01-60AABA-4 
MAIN ALIGHTING GEAR (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
366 175-54318 SWITCH INSTALLATION, Electrical main alighting gear uplock . . . Ref 
s (see figure 434 for next assembly) 
-1 AN365-1032 e NUP AA E ο IN his 4 
-2 AN960D10 s WASHER. o Z 4 o 208 35 9 0 9 Ὁ ο A e Y 6 -ᾱ- se 4 
-3 AN960D10L x WASHER. 4 ὁ. ο ο mm voe bs aa ios) ψὲ QS (θὲ Me grau ας, «8ος 4 
-4 AN3-4A z, BOLT ow ο ο ο a E ο ο ο NE Sa UND ο e^ OQ. Q 2 
-5 AN3-5A v BOLT ou vex orem J. e) mom nS LEA RU EIUS VL Yo δ) δὲ το e Le De niet te 2 
-6 146-54428 . BRACKET ASSEMBLY, Main landing gear-uplock electrical . . . . 1 
1 AN365-1032 «v NUT A E Sa IN Da E ela lay ves on Se Se 3 
-8 AN960D10 > "WASHER. 4.6.9 2 wo O ο” ος ὃς e ue Up e Ges ae Ὁ vea ὁ 3 
-9 AN3-6A = ¿BOLT; -o . Ην Er OS, 
-10 175-54321 . CLIP ASSEMBLY, Electrical main alighting gear uplock. . . . . 1 
switch spring attaching 
-11 AN365-1032 A NÖT MEC MEM W ee PO RSE ο a x 1 
-12 AN960D10 . . - WASHER... ae SS Toe ny A etl ee ayaa τοὶ E 2 
-13 NAS43DD3 -24 . . SPACER, Screw “and “bolt a wu a ες e cs e 1 
14 AN3-7A + . BOLT.... 5 "e + Sueded 1 
-15 175-54320 . BRACKET, Electrical main '"alighting gear uplock switch ^w “a is 1 
mounting RH 
-16 175-54319 . BRACKET, Electrical main alighting gear uplock switch . . . . 1 
mounting LH 
-17 ?HAl (LH) SWITCH ASSY, Hermetically sealed (MCS) (is interchangable: a 1 
with and supersedes 175-54331 for future procurement ) 
175-54331 . SWITCH ASSY, Alighting gear hermetically sealed sequence. . . 
double (see figure 381 for additional next assembly) 
-18 1HS1 . . SWITCH, Hermetically sealed single pole double throw (MCS) ο 
-19 175-54334 . . CASE ASSEMBLY, Electric alighting gear hermetically. . . . 1 
Sealed sequence double switch 
-20 175-54343 5 PIN, Electrical alighting gear hermetically sealed "οι 4 
: sequence index 
-21 175-54338-1 è . ARM ASSEMBLY, Electrical alighting gear hermetically... 1 
i sealed sequence switch mounting 
-22 175-54338-2 . . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
; sealed sequence switch mounting 
-23 175-54344-5 . ^. PIN, Electrical alighting gear hermetically sealed . . . . 1 
Sequence mounting 
-24 No Number . . SET SCREW, Hex socket cup point cadmium or zinc plated . . 4 
10-32 x 3/4 (ALN) 
-25 175-54337-5 . . CAM, Electrical alighting gear sequence switch . . . . + + 1 
-2 AN507-632R6 Sow SCREWS x S 0. ὁ 9 69€ ο o9 se a Qh m ee ROS 4 
-27 AN936D6 . . WASHER... z: a 4 
-28 175-54336-1 . . COVER ASSEMBLY, "Electrical alighting. gear “hermetically is 1 
. sealed sequence switch 
-29 175-54336-2 . . COVER ASSEMBLY, Electrical alighting gear hermetically . . 1 
sealed sequence switch 
-30 4B20B4 -003 . . +. BUSHING, Press fit flanged (NA). . ç C EY gay es re 
-31 175-54386 + . COVER ASSEMBLY, Alighting gear hermetically sealed Ste ο). τ 1 
sequence switch double . 
~32 .175-54386-3 ç De τος COVER, Alighting gear hermetically sealed sequence sw. 1 
-33 175-54387-5 "IE NE" INSULATOR, Alighting gear hermetically sealed. . . . + 1 
; ` sequence switch 
-34 175-54389 + + + BOLT, Alighting gear sequence switch cover . . . . . + 1 
-35 2W1F10-11-32 e! ru ες WASHER, Plain (wa) qi weder ret. (Sacs! ταν cir eit 1 ο XS 1 
-36 AN931-6-10 EE" GROMMET. . . . er ιο) ë IT" 1 
-37 AN365-1032 e ΝΟ, aa a e ἰδ» (6. e e DA ie H: 
-38 AN960D10 . WASHER. . . « < ὁ ο ὁ e 9 ὁ e ο ὁ ο 0 ο ο ὁ 9 .Jo 9 ο 5 9 ο n H 
-39 AN960D10L . WASHER: ¿+ < ο ο ο ο © © © © © © © © 2. ὁ ὁ € c» ο ὁ ο 0 4 1 ll 4 
-40 AN3 -24A e BOLT. ... . s © « « oo © oo oo oo ooo ° ° ° ° s o ooo 4 
-41 AN365-428 e μμ I < Ua w e ee ο αὖ ο ο ο we OG et το, 9o s E 1 
-42 AN960D416 . WASHER. . . ο ὁ ὁ ὁ ee 9 ὁ ὁ ο wo e 0 e 9 ὁ 9 ο 9 ο ο 5 ὁ kU ο 1 
-43 AN4-7A « BOLT. . . ο Ὁ 9s 9 ee s ὁ ο 4 ὁ ὁ ο . ο 5 ο 9. ο ο ο 1 
-44 175-54325 . ARM, Electrical main alighting gear uplock switch actuating . 1 
`-15 AN393-15 ae "PIN. i a ο O 28 09 ο ο ο ese Ue, NS, 
-46 AN960D10L . KWASHER 06 ως mou φον ie Re wet αν S. we Be e -ᾱἷ 9. κε ee le Boek 8 
-47 175-54322 . SPRING, Tension "ὋΝ Ὃν Ἢν ο ο 1 
-48 175-54306-11 . CLEVIS, Electrical alighting gear sequence switch . . . . aà 1 
adjustable link 
-49 175-54305-5 . BARREL, Electrical alighting gear sequence switch . . . . . . 1 
adjustable link 
-50 175-54306-5 . CLEVIS, Electrical alighting gear sequence switch . . . . .. 1 
adjustable link 
-51 175-54324 . LEVER ASSEMBLY, Electrical main alighting gear uplock .... 1 
switch actuating 
-52 AN365-428 o μμ ο ee RE ο te ο el d usb an ey wie ο... 
-53 AN960D416 i WASHER. .. sce ox 969 e m o9 a e vue oe c. e “1 
-54 AN960D416L . WASHER. . . PI A Aa ates ee NS (νον 2 
-55 175-54310-5 . SPACER, Auxiliary alighting gear downlock switch lever. ... 1: 
-56 4B21B4 -013 . BUSHING, Spacer (NA). V xol deu eRe s L ώς xl 
-57 AN4-15A z BOLT; 2 e a τα a ὃν ὉΠ ar ον te Ὅν a ὁ meo (δν Ὁ "Ὁ 1 
-58 AN365-1032 E NUT ο Z -4)cecie6 ὧν ay claw ο IE ο res ο) Ye BS Ru e Sel es m: TAL ee W 1 
-59 AN960D10 . "WASHER. s 4 woo 09 x ος ες ο ts κ, Wl w. e eS 1 
-60 NASH3DD3-26 + SPACER, Screw and bolt. . . . +. + + + += © <= » © + * + * wwe 1 
-61 2W1AL13-16 ` WASHER, Plain (NA). S Q ay AEG: ty cius ο μα οσο κο vee ° HE 
-62 4B21B3-014 . - BUSHING, Spacer (NA). πα aaa: ux γάτο pay δι geen) we ay EE 
-63 AN3-15A iin BOLT; 404.2501 οἱ € o9 oa ο Ire W ey ἕνας Q CES Mrs Cw 1 
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H-175-54-30 


FIGURE 367 - MAIN ALIGHTING GEAR WHEEL DOOR OPEN SWITCH INSTALLATION 
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AN O1-60AABA-À 


MAIN ALIGHTING GEAR (Cont) 


Section Íl 


Group Assembly Parts List 


o J... 5 5 5 5 5 5 5 5 5 5 E V >  —— 
UNITS 


PART 
NUMBER 


175-54351-1 
175-54351-2 


AN365-1032 
AN960D10 
NAS43DD3-32 
ΑΝ3-164- 
175-54354-1 
175-54354-2 
AN393-9 
AN960D10L 
175-54306-3 


175-54305-9 


175-54306-9 | 


AN393-9 
AN960D10L 
175-54355 
AN365-428 
AN960D416L 
AN960D416 
ANA -TA 
AN365-1032 
AN960D10L 
AN960D10 
AN3-15A 
1HA1 (LH) 


1HA1 (RH) 
175-54332-10 
175-54332 


1HS1 . 
175-54338-1 
175-54344-5 
175-54335 
175-54343 
No Number 
175-54336-1 
175-54336-2 
4B20B4 -003 
AN507 -632R6 
AN936D6 
175-54385 
175-54389 
2W1F10-11-32 
AN931-6-10 
175-54387-7 


175-54337-7 


2 3 4 5 6 7 


NOMENCLATURE 


PER ASSY. 


SWITCH INSTALLATION, Main alighting gear wheel door open left. . Ref 


SWITCH INSTALLATION, Main alighting gear wheel door open right . 


ο GROMMET. . .... 


side of left and right nacelle (see fig 434 for next assy) 


side of left and right nacelle (see fig 434. for next assy 
NUT ¿Z € ο ο ο um Dev ο ο a . x š a 
WASHER. . . +. « - + + . we we 
SPACER, Screw and bolt. . . . 
BOLT. ie: ue xe lm om s x ew ᾱ i 1.52 
ARM, Main alighting gear wheel door open switch attaching 
ARM, Main alighting gear wheel door. open switch attaching 
PIN. 20 a ο αν πίει EDU δι τς SD ar re ase GP 18! ie Ὅς 
WASHER. . . . + - + + © = © © © sn 
CLEVIS, Electrical alighting gear sequence switch . . . . 

adjustable link 
BARREL, Electrical alighting gear sequence switch . . . . + + 
adjustable link h 

CLEVIS, Elec alighting gear sequence switch adjustable link 
PIN. . , © © ee ὁ ο ooo.» 
WASHER. +. . . +. © + + © © © we wo n 
ARM, Main alighting gear wheel door 
NUT... e e wo ὁ 
WASHER. . 
WASHER. . 
BOLT. . . 
NUT š 


. ο . ot 


open switch actuating 


WASHER. 
WASHER. 


. . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 


9 ο o we ee 
e... we ος 
eo o. 9 oe 
oe ο eo ee 
` 0 ee .. 
oe ee we 
eee ewe 


9 * ο 9 ee 
eee we ο ο 


eee 9 ο. 
` o ο ο 
...» ο 


BOLT. . 5 š Fone γώ, 5 ete . get n δὲ ud rr το 

SWITCH ASSEMBLY, Hermetically sealed (MCS) (is interchangeable 
with and supersedes 175-54332-10 for future procurement) 

SWITCH ASSEMBLY, Hermetically sealed (MCS) (15 interchangeable: 
with and supersedes 175-54332 for future procurement) 

SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 
single LH (see figure 390 for additional next assy) 

SWITCH ASSEMBLY, Alighting gonr hermetically sealed sequence, 
single RH (see fig 389 & 369 for additional next assy) 

SWITCH, Hermetically sealed single pole double throw (MCS). . 

ARM ASSEMBLY, Electrical alighting gear hermetically sealed . 

` gequence switch mounting 

PIN, Electrical alighting gear hermetically sealed sequence . 
mounting 

CASE ASSEMBLY, Electrical alighting gear hermetically sealed. 
sequence single switch . 

"EP" PIN, Electrical alighting gear hermetically sealed . . 

sequence index : 

SET SCREW, Hex socket cup pointed cadmium or zinc plated. . . 
10-32 x 3/4 (ALN) 

COVER ASSEMBLY, Electrical alighting gear hermetically sealed 
sequence switch 

COVER ASSEMBLY, Electrical alighting gear hermetically sealed 

sequence switch 

. BUSHING, Press fit flanged (NA).t. . . . + + + eee 

SCREW. . . . . 4 s > e < s e ὁ e s s e om s . = e ° t n 

WASHER . . . ο + < © © e ὁ ὁ ο ὁ e s e ὁ ὁ ο e ο ο 5 

COVER ASSEMBLY, Alighting gear hermetically sealed . 
sequence switch single ` 

e o BOLT, Alighting gear hermetically sealed sequence. . . 

Switch cover attached 
"c WASHER, Plain (NA) . . . . + + 1 + + + s + ew + + νο. 


. > INSULATOR, Alighting gear hermetically sealed. .... 
sequence switch 
. CAM, Electrical alighting gear hermetically sealed . . . . 
Sequence switch 


Ref 


PEPPER RP PRP EPP PRP P ΓΙΟ 


= 


e e YN PP P κ HB pop 


FB e BEE 


m 


USEABLE ON 
CODE 
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SWITCH. ASSEMBLY, Electrical main allghting gear downlock, 
procurement ) 


WASHER. +. « 6 . «ο + + + ο» 
BOLT. . . « +< s + s « oo... 


FIGURE & ` PART 
INDEX NUMBER NUMBER 1 
368 175-54365 
-1 175-543103 ° 
ATTACHING PARTS 
-2 AN365-1032 ý . 
-3 AN960D10L Ge 
-4 AN3 -6A è 
---Ἐ- 
-5 2W18-10L . 
-6 AN3-6A 4 
-τ AN365-428 . 
-8 2W18-416L . 
-9 AN4 -7A . 
-10 AN320-3 » 
-11 2W18-10 . 
-12 2W1AL13-14-32 x 
-13 AN23-15 > 
-14 4B21S3-004 . 
-15 AN365-524 Ὁ 
-16 2W18-516 . 
-17 AN44 -5A A 
-18 | 175-54361 : 
-19 :175-543101 . 
-20 175-543102 " 
-21 AN364 -1032 * 
-22 AN509-10-37 A 
-23  175-543103-5 : 
-24 2HA1 (LH) : 
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3 4 5 6 7 NOMENCLATURE 


(see figure 434 for next assembly) 
(supersedes 175-5436! for future 


e > © © © 9 © © © 9 ο 9 ο ο . e 9 9 9 o o 


wee 


= > © © o o ο 


WASHER, Flat (NA). 
BOLT S . 209 
WASHER, Flat (ΝΑ). 
BOLT . ...... 
NUT... < ess veh ν 
WASHER, Flat (NA). 
WASHER, Plain (NA) 
BOLT. . . .... 
BUSHING, Spacer (NA) 


` 0 ο $9 ο + » | ο 


NUT. e's + < s le o ο 
WASHER, Flat (NA). . 
BOLT αν Ὁ à * 6 κ.“ 
SPRING, Compression. . . . . ese τῷ 
ACTUATOR, Maln gear downlock switch actuating 
ARM, Main gear downlock switch actuating . 
NUT. Jesé «ο w. eza D τας ue oe A eed 
SCREW. . « a 


°. s 9 9 ὁ 9 9.06 9 ο »» 5 
e... 9 0 0 q e s c9 ο ο ο 
e... 9 s 0 9 4 s 9 $9 ο ο 

$9 9 s s 9 9 9 ° ? ° 9 » ο 

. `. 9 9 c9 $9 9 9 9 * 9 ο 9 
`. ` . + 0 + ». ο s $5 9 ος 

9 ` 9 $5 q 9 c9 o o  ? » ο 0 ο 
9 9 ο ο we 
. ` «+... ο 9 0 * ο o » 
9 * 9 . s » 9 9 $9 9 » » 9 


` 
. 
. 
ni 


SWITCH SUB ASSEMBLY, Elec main alighting gear downloe 


SWITCH ASSEMBLY, Hermetically sealed (MCS 


9 0 c9 c9 9 c9 s 9 9 ^» o o s 9 ο 


k 


SWITCH INSTALLATION, Electrical main alighting gear downlock . 


& w . s e 0 9 9 . 9 9 s 9 c]? 9 0 9 0 ο ο 





UNITS 
PER ASSY.. 


Ref 


PRE EER PRP NEP ο ΟΕ έσω 


H-175-54-33A 





USEABLE ON 
CODE 
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H-175-54-31A 





FIGURE 369 - ELECTRICAL MAIN ALIGHTING GEAR GROUND SAFETY SWITCH INSTALLATION 








USEABLE ON 





FIGURE & PART UNITS 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
369 175-54373 SWITCH INSTALLATION, Electrical main alighting gear ground... Ref 
safety (see figure 434 for next assembly) 
-1 1HA1 (LH) . SWITCH ASSEMBLY, (cs) (interchangeable with and supersedes . 1 
175-54332 for future procurement) : 
175-54332 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
single (see figure 367 for detall breakdown) , 
-2 175-54374 . BRACKET, Electrical main alighting gear ground safety switch. 1 
` mounting . 
-3 AN365-1032 ο "NUT ¿L woe E 3. E moe ὁ «ᾱ- TR να m eom Eom 4 
-4 AN960D10L ; WASHER. . 5 : € ο ο 5 9 ο 9 9 ο AAA 4 
-5 AN960D10 . WASHER. . « v e e ee eee om ο νο om ee SU tt tt a... h 
-6 AN3-15A . BOLT: ιν Ὁ...» sel A m chos om 6 eo oe ot ὁ 4 
-7 AN365-1032 NL o PET IIl IE ΜΉ, 2 
-8 AN960D10L S WASHER’: Q ` 4o e οἱ o9 a cm 6 eode Um m eroe eot. 2 
-9 AN960D10 . WASHER, . . + + e < = s s e © s e s ee + < | | + * c! n! c! t1 tg. 2 
-10 AN3-6A 2 BOLD... Q +U sep ἃ oe o9, e. cm AA ὁ hice» ᾱ, 0 ecce e ce e $ 2 
-11 175-54375 . ARM, Electrical main alighting gear ground safety switch. . . 1 
actuating 
-12 AN365 -428 LO NUD cs ce < 22 & S E Κρ e g 1 
13 AN960D416 . WASHER. . e eho e ee ee om ee eee 9 f er ee ett 1 
-14 ANQ60D416L | WASHER. . e + = s s s s s s s e e s e s s m s th ° m t] ]£ 91 t9 t 1 
-15 AN4 -7A . BOLT. . . « < . < e e «ο... ° ° t1 ° —— "c a ο ον 1 
-16 AN393-11 z^ PIN S. e ο o8 ο cele. ο ο ο... 1 
17 AN960D10L . WASHER, o e + 6 - 2 e os oh «νο . mom m s m e rt s t t] n t 1 
-18 175-55306-9 . CLEVIS, Electrical alighting gear sequence switch . . . - + + ys 
. adjustable link 
-19 175-54305-7 . BARREL, Electrical alighting gear sequence switch . . - . - +. 1 
adjustabel link : 
-20 175-54396 . CLEVIS, Electrical main alighting gear ground safety switch . 1 
adjustabel link 
-21 AN393-7 ge PIN S o9 0€ dq Rd v ce ο ο lees e (eps plu ES 1 
-22 ANS60D10L . WASHER. . . e e . ὁ SIG . © © ὁ ο ο «ο ο m t ot n . 0... . t t 1 
-23 160-54342-10 ` BRACKET, Electrical main alighting gear down safety switch. . 1 


link attaching 
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FIGURE 370 - AUXILIARY ALIGHTING GEAR INSTALLATION 
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Section l! 


όνος Group Assembly Parts List 
AUXILIARY ALIGHTING GEAR (Cont) 





FIGURE € PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
` 370 175-34001 AUXILIARY ALIGHTING GEAR INSTALLATION (see fig. 73 for next assy) Ref 
No Number . AUXILIARY ALIGHTING GEAR DOOR MECHANISM. .......... . Ref 
(see figure 371 for detail breakdown) 
-1 AN320-10 . NUT [mee ΟΙ, ο ἐμῶν ο. ee E a oe BS «5 
-2 AN30-29 ^, BOLT (magnetic inspected Fda Flees ie mG Net ter ER 
-3 AN960D1016 . WASHER. . . TE 
-4 175-58078 . CYLINDER ASSEMBLY, Hydraulic nose "landing gear "A SW RUE ee 
actuating (see figure 378 for.detail breakdown) 
-5 156 -34527 LINK ASSEMBLY, Auxiliary landing gear uplock actuating... . 
ap TACHING PARTS 
-6 τν, . NUT deci ela s ç ç š 2 is 
-7 Qu BOLT (magnetic inspected Š 


-8 An. 16-24-65 
-9 AN960D416 
-10 AN365-428 
-11 . AN! -10A 


WASHER . . . . + + + + + 
NUT (magnetic ped 
BOLT (magnetic inspected). 


WASHER, Plain (NA) . . . . 


` 9 * t ° . 
3 ° + ee 9 n 
ee ο 9 t ο 


. ο 
ee 
P 
oe 
oe 
PED 
... 


oe ee 9 ο 
ee ee . .. 
. 9 ο 6 . we n 
ee ο ο we 
oe ee 

oe ee 52575 5 
ee ee 


-12 AN960D116 WASHER +... . . eee ECC 
pae PSP 
-13 F44-14 e PEND 5 RO: (MIY). 12026 53) ue RUNS Roce c τῷ Ze ES 
-14 AN316-4R ge o NUTS: tan a e lon esa ces SII Ye A Wee en A Je -.δἱ, a 
-15 156-31527 -15 + . LINK SUB ASSEMBLY, Auxiliary landing gear uplock. . . . . . 
actuating 
-16 146-34537 . SPRING, Auxiliary landing gear uplock hook return. ee ç 
-17 AN365-1032 . NUT (magnetic inspected). . . . . . M ele ie o. ; 
-18. AN960D10 . WASHER . . . + eS 


-19 AN42-3A BOLT pene bie izepecteal 





-20 AN310-6 . NUT (magnetic inspected Se me her M eua es νο 
-21 AN960D616 . WASHER... * Tp "RENE $$ 
-22 AN6-21 . BOLT (magnetic inspected). . š . Sed I sp ari ας 
-23 146-34531 . HOOD ASSEMBLY, Auxiliary landing gear uplock ee 1a Moi ES "o 
-24 AT6 . . BEARING (TOR) . : PE DES 
-25 ihe- 34533-10 TUBE ASSEMBLY, Auxiliary landing gear uplock hook support. . š 
ATTACHING PARTS 
~26 AN365-1032 . NUT (magnetic inspected). . . . . . + ax es όν EI EET 
-27 AN3-10A . BOLT (magnetic inspected). . . . MESS wk CaL we e Wo Be Wi ON 
-28 AN3-6A . BOLT (magnetic inspected ἔνε, ἐφ co aot hg. Gate, ar es "qe ra. YR Raat ole CELL T 
-29 AN960D10 s WASHER. ¿ ç Q wo4 0 4. ww ay Be eee ds See as ovp ἆ 
-30 AN960D10L . WASHER... ^ ok WW wo. ow κ 
-31 146 -34535 . CAP, Auxiliary landing gear uplock hook "supporting DA EAE 
pressure 
-32 146-34526 . FITTING, foie landing gear uplock hook support. ..... 
---ᾱ--- 
-3 AN365-428 2 1 NUES a a Ww αν a A We UAI RS το Beas ae a. un 
-3 ΑΝΗ -27Α ft κ vo udo μι A μας οι 
-35  AN960D416 . . WASHER. . . : : cs 
-36 15406-31534 + . SOCKET, Auxiliàry landing gear "uplock hook “support tube ` . 
-37 AN365-128 y ONU A q Bera μμ αμ o ya ya lop cer qus 
-38  AN4-30A bee we ο μμ wer Ruan SOE ο AO 
-39 AN960D!16 . . WASHER. . . . rn 
-40 146-34532-10 . . BRACKET ASSEMBLY, Auxiliary landing gear “uplock hook... . 
support 


-41 NAS75-6-008 
-42 146-34533-3 


- . BUSHING, Plain press fit steel... 
. TUBE, Auxiliary landing gear uplock hook “support. 


Piti) PAENNDRAENN P nmIDIIIO PNPRRPRRPRRER HNN Πάνα w Hee 


-43 AN365-1032 . NUT (magnetic inspected). < sca Vos e aia tee OD ete Ies 
-44 AN960D10 . WASHER . . . + eee we 
-45 NAS221-25 . SCREW, Brazier head Phillips recess “alloy steel “10- 32. "UP 
-46 NAS75-3-100 « BUSHING, Plain press fit steel . . . . . o o . . <= s s ooo o 
-47 2W1C97-70-25 +. WASHER, Plain B ο ὁ a X 19, a ος fm τ S cm, ow, CV, e “ὁ 
-1N8 - 2W1C97-70-18 « WASHER, Plain (NA)... Ὁ, 5.8 gat Ἴων a) ai le) Si ST Cw 
-49 146-56702 . SECTOR ASSEMBLY, Holdback “catapult system. svn lan veste e dus ES. oe a 
-50 146-34201-10 . DAMPER ASSEMBLY, Auxiliary landing gear shimmy ........ 


ae figure 379 for detail breakdown) 
supersedes 146-34201 for future procurement) 


-51 146-56631 . NUT, Holdback trunnion pin shear . . . . . + + + + < + ο wee 1 
-52 2W1-81-60-91 « WASHER, Plain (NA) . 4 aa < < < ee e AAA ᾱἳ ee κ 1 
-53 2W1-90-56-10 . WASHER, Plain (NA) . . . SP εν dixie! ves 4. tB 
-54 146 -34225 . .SPACER, Auxiliary landing gear shimmy “damper swivel. . . . . . 1 
-55 175-34336 . ARM ASSEMBLY, Auxiliary alighting gear door striker. ..... 1 AB m 
ATTACHING PARTS ‘ 
-56 EBO48 . NUT (EN). Ὁ ἐμ. a des ὃς πο το ecg αὶ. "ἃν ' “ΑΒ 
-57 NAS144-30 . BOLT, Internal wrenching steel 1/4- 28. ο MEI LXI 4 AB 
-58 NAS143-4¢ . WASHER, Countersunk steel. . . . . . , + + + + + s.s ee ο 4 AB 
-59 NAS143-4 . WASHER, Plain steel. . . ο O à ΑΒ 
-60 175-34317 . SPACER, Auxiliary alighting gear door striker Arm. ο a uw € 1 AB 
---ᾱ--- 

-61 9530392 . NOSE WHEEL, 32 x 8.8 type VII (GY)(NA Spec. No. 146-33201) . . 1 
-62 No Number . TIRE, 32 x 8.8 type VIIB EHP (NA Spec. No: 146- 3e. Se veh ue de 1 

No Number . TUBE, 32 x 8.8 type VIIB EHP (NA Spec. No. 146-33201) . . . . 1 
-63 88028 . STRUT ASSEMBLY, Auxiliary landing gear shock (CP). . . . . . . 1 ΕΝ a 


em figure 377 for detail breakdown) 
supersedes 8802A (CP) for future procurement) 
(NA part No. 156-34102-20) 


8802A . STRUT ASSEMBLY, Auxiliary landing gear shock (CP). dl e AR 1 AB m 
see figure 377 for detail breakdown) 
superseded by poor í P) for future procurement) š 
NA rt No. 
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PIN ae 


H-175-34-4 


FIGURE 371 - AUXILIARY ALIGHTING GEAR DOOR MECHANISM 
666 








PART 
NUMBER 


No Number 


AN365-428 
AN960D416 
ANH-27A 
4B21M-S4-205 
AN364 -428 
AN96OD416L 
175-34340 
AN365-428 
ANQ60D416 
AN4-12A 
175-34338 


ANQ44-101 
4B20B6-016 
LSS4 
175-34339 


AN944-101 
4B20B6-016 
LSS4 
AN365-524 
AN960D516 
AN5-12A 
175-34304 
AN316-6R 
HXM5G 
175-34331 
175-34332 
175-34333 
175-34334 
175-34301 





AN 01-60AABA-4 
AUXILIARY ALIGHTING GEAR (Cont) 


t 2 3 4 5 6 7 NOMENCLATURE 


AUXILIARY ALIGHTING GEAR DOOR MECHANISM . . . . . + + + +. +. 
(see figure 370 for next assembly) 


ΝΠ ee U ces apse Ὁ ο ο he SE ey ο ο tet. E ἃ Se 2 
. WASHER . +... + + = © +. Sere δν ος lE. Rm ον ιών. Tee se -ᾱ 4 
. BOLT... XU ας τὰς ACIE. γα τῳ ae eS ὃς CE να 2 
. BUSHING, Spacer ` (NA) eo eh we metu. ukap. Bu Beis V SD NT US Ὁ Kee 2 
s. NUTS. ο Ὁ οἱ ο fee ο ο E oe 2 
+ WASHER... Bi Nel Gs er, Ge Rea, bar ar ERES E ος 2 
. SCREW, Auxiliary alight ing gear door operating arm attaching 2 
= o ww as AA AA ee a AE AI 2 
. WASHER . . . 4 . ο ὁ e © 9 © 9 ὁ ὁ ο ὁ ὁ 9 ο ο οὐ ο ο ο 4 
. BOLT... Slane Oat big Φα, qat Co, SS "E SAX ME 2 
. ARM ASSEMBLY, "Auxiliary alighting gear door operating. . . + 1 
upper LH 
9 FITTING... Neo eH Oe Ἵς να’ αν s 3 
. . BUSHING, Press “eit “flanged (Gu) . aU ip. cele qe eau s το 2 
. . BEARING (HEC). . ο wo duree fa Deer Se 2 
. ARM ASSEMBLY, Auxiliary 'alighting gear door operating. . . . 1 
upper RH 
. + FITTING... ο ο ob, Μο vas ev; ο ας 3 
s BUSHING, Press "fit "flanged ` (NA) Se Va el bier ia ο, EVE ug S 2 
+ . BEARING (HEC) . . . + + + + +s + + + . + + + + s + + ° tm n. 2 
s ος ῳ a e ὁ Ue ϱ ᾱ- SU uw. III 4 “Ὁ Ta 2 
. WASHER. + eet. 4 € ee ver £79 «Ὁ; a e ^9 ὁ oes ce 4 
+ BOLT... PR CEP E EE RE 2 
. ARM ASSEMBLY, “Auxiliary alighting gear door operating lower. 2 
+ « NT... ç “e Sel Q hale ὡς δια UR URS Ye a OA 1 
. . ROD END (HEC) . 5 S ire: or do Soy xe! 1 
. BUNGEE ASSEMBLY, Auxiliary alighting gear door νο goals Ne 1 
. . FITTING, Auxiliary alighting gear drive bungee inner. .. 1 
5, ὁ FITTING, Auxiliary alighting gear drive puno outer. . . 1 
e . SPRING, Compression... + ^d ee cw nti 1 
. DOOR ASSEMBLY, Auxiliary alighting gear "wheel HH. & oce LED & 1 


(see figure 374 for detail breakdown) 


ATTACHING PARTS 


Section li 


AN365-428 š vivos! op ae EY ο eae A eine fe Gc" δν ear he odes 2 
AN960D! 16 e. WASHER «ow 90e wow RSS te a ο ghi X Rode ος. US, e 9 τα ον iw 2 
AN! -20A . BOLT . . 4. « « ο se ὁ ὁ on ο ο ο ο MES 1 
NAS72-4-104 . BUSHING, Clamp up steel chrome plated. δν ον ο te: SS de) “en eta 1 
AN4-17A « BOLT ., ο e. 2.2 ὁ 2-5 ἡ es Doo ow. ve S er ο Dm ota 1 
NAS72-4-102 . BUSHING, Clamp up steel chrome plated. "INN 1 
AN365-428 ge NUTS. ο E 8 ser ae io, Sines BP A V fe "ο 1 
AN4-17A « BOLT... DESEE E ο ο ο ο ο κο 1 
2W1AL16-22-64 . WASHER, Plain (NA) . S; Led ue cries a weal, een "ae te. tes πο... 2 
2W13 -4 . WASHER, Serrated (NA). Due ο ο ο ο eo e Con! πο Jeb 2 
4B21M-S4-029 ΄ BUSHING, Spacer (NA) . . . . + + +s + + we s ew + + th ww ng 1 
175-34302 . DOOR ASSEMBLY, Auxiliary alighting gear wheel RH . . . +. .. 1 
(see figure 374 for detail breakdown) 
ATTACHING PARTS 
AN365-428 ὁ ΝΟ Sc 2. 6o» ὁ ὁ 4 4.6 Ὁ € 9 4 ὁ Ge 9 ὁ ο 4 -ᾱ- δ ὁ 09 ο 6 1 
AN960D416 . WASHER . . . + © © ὁ e e e ὁ © © e » e ο e * à c 0 c ὁ ο ο ° 2 
AN4-17A . BOLT.... heh, Ὁ! αφ 4,20€ 1€ ὁ d. Ye oA ο ar aa £ δ) WU IS ce a 1 
4B21M-S4-104. . BUSHING, Spacer (NA) 2 03. 60€ www Q το s We ae i ss | ον 1 
AN365-428 αν αμ Gn an we ete resume ο eo ay er Sat Rel ο ο ο ο 1 
ANH-15A . BOLT , . . + +s © © © e ὁ e e e o e ο q c ὁ e ὁ 0 ο 9 5 ο ο 5 1 
AN960DÀ16 . WASHER 4 Q 9 3 90» tw 15 «οι. poco se ᾱ πᾳ ος νὰ le re, ayer q: ὁ 2 
4B21M-S4 -029 . BUSHING, Spacer (NA) . . « . + + +< + + < + ee + + on ο ὁ 1 
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FIGURE 372 - AUXILIARY LANDING GEAR DOWNLOCK INSTALLATION 
$68 





H-175-34-1B 














PART 
NUMBER 


146-34032 


AN365-820 
AN960D816 
AN8-13A 
EBO64 
AN960D616 
2W10-6 
NAS146-25 
146-34501-10 
146-34509-10 
AN310-3 
AN960-10 ` 
4B1983-019 
AN3-10 
AN310-3 
AN960-10 
1B1983-029 
AN3-12 
AN365-624 
AN960-616 
AN6-14A 
AN310-3 
2W1-13-24-065 
2W1-21-24-065 
4B2153-105 
484-10-6 
AN3-15 
AN310-4 
AN960-416 
AN4-11 
46-34504 


AN365-1032 
AN960D10 
146-34513 
146-34503 
AN365-524 
AN960D516 
AN45-11 
146-34520 


AN320-3 
AN960-10 
4B2183-025 
AN23-17 
146-58056 


160-34502-50 
146-34511 
146-34507 
AT6 

NAS2-101 
AN365-524 
AN960D516 
AN45-7 
AN310-3 
AN960-10 
4B1983-117 
AN3-10 
AN365-624 
2W1ALAO-32-016 
2W1AL25-24 -064 
146-34514 
AN365-1032 
AN960-10 
AN3-15A 
146-34510 
NAS2-101 
HASB10COH 
2W1CÀ1-32-016 
NAS2-201 
146-34525 
146-34508 
AN960-516 
4S4D10-5 
AN365-1032 
AN960D10 
AN960D10L 
AN3-27A 


AN 01-60AABA-4 


AUXILIARY ALIGHTING GEAR (Cont) 


3 4 5 6 7 


NOMENCLATURE 


LOCK INSTALLATION, Auxiliary landing gear down . 
(see figure 80 for next assembly) 


ee eee 


NUT (magnetic inspected). 
WASHER. . . 
BOLT (magnetic inspected) 
NUP.(EN).-. i 2 wow Weg 
WASHER (lower). Ρ 
WASHER, Countersunk (upper) (NA). 
BOLT, internal wrenching steel 3 


/8-24% 


LOCK ASSEMBLY, Auxiliary landing gear 


9. 0 e s o 9 o 0 o? £9 9? 39 ὁ ὁ 9 o 0 o o 5 


oe 9 we ο ee 


BELLCRANK ASSEMBLY, 
NUT. κ 710 7M PS ela vie en te S 
WASHER . . . « 

BUSHING, Press fit 
BOLT... Ὃς Wow uvas 
NUT. . . ç Ag 
WASHER . . . . + 
BUSHING, Press fi 


plain 
plain 

BOLT . . .. 
NUT. V v vs 
WASHER . . . 
BOLT . ... 
NUT. Le 
WASHER, Plain [11 
WASHER, Plain 
BUSHING, Press τ 
SPACER, Rivet (NA) 
BOLT .. ... 
NUT. ss Se wx 
WASHER . . +. . 
BOLT . . ... 


t 


in up 


* ° © © Me ° = 4 o o 


( 
(s 


e... Me we ae 


pl 


. 
. 
E 


t$ 
oe ee De ο o wee 
o 


. Qe ο we  : n 


o 


down complete : 
Auxiliary LG down lock actuatin 


Supersedes 


` 
8 


. 


Zero... 
> 
9 9 ο ο fr ...... 


PLUNGER ASSEMBLY, Auxiliary landing gear 
(see figure 373 for detail breakdown) 


NUT. se es i ο ο ο ο 
WASHER... + 


STUD, Auxiliary landing’ gear down lock plunger 
PIN, Auxiliary landing gear down lock stop . . 


NUT. . ο ο ο ο 0.9 QU ven Y 
WASHER .. X + eri 009 € e x τς ο 
BOLT... 


BUNGEE ASSEMBLY, Auxiliary landing gear "down 


. 


. 


. 


(supersedes NAS76-3 


. ο. 6 

: ose 4 

a m 6 

A ΕΣ 1 

ἃ ENS 1 

4 ara 1 

š ate Se 1 

* ae 1 

g "^ 1 

. . ο 1 

£ is NM ere 2 
-019) (NA) . . 1 

š Br τῶ». ety ce OS sua 1 
. $i να 1 
x P E ws 2 
6-3-029) (NA) . . 1 
. E E EEES Ἔ 
a We sec OR PRA ys ας 1 
š Wü αν eO mo ae 3 
ç a “22 ὃς sea ors 1 
š ασια δν νὰ 1 
^ Wo po uA ad Lap e 2 
š E CE we a 2 
5-3-105) (NA) . . 1 
` Pe ὃς πι 2 
* POCO ὃς τς ον 1 
" εἴ» 3974 ea 1 
. E Sa web > 1 
teat ἵει Ver, ος -ῳ ας 1 
down lock... . 1 





Section l! 
Group Assembly Parts List 


USEABLE ON 


UNITS 
PER ASSY. CODE 
SU ee τος, ee Ὁ κ’ raed 


n 


PP 
. s 
. . oè 
. ο. 
PM 
. ee 


* = * 9 e 59 s n :« t 


. . . 


ee ο | . Dee 
perc 
Φος ia ἃ, 
PRURP BPH 


......». 


(see figure 373 for detail breakdown) 


NUT. 
WASHER . . . . 
BUSHING, Press fit 
BOT... eo ο ο ο ote 
CYLINDER ASSEMBLY, 
(see figure 


e * 9 © © © o ooo o ο o 


BUSHING, Auxiliary LG down 
Ε BEARING (TOR). . . . . .'. 
. FITTING, Lubrication . 
NUT. ὁ 4. ὁ e» ee v ο ο « 
BOLT . os ME 


p 
BOLT.. . . . et aite 
NUT (magnetic ins pected) . 
WASHER, Plain INA A oe, ee 
WASHER, Plain (NA) . . . . 
PIN, Aux LG retracting cyl 
NUT... G uE ο, aqa, venie, s 
WASHER +. ¿ ¿+í 3 κ woane š 
BOLT .... 

BELLCRANK ASSEMBLY, "Aux LG 
š FITTING, Lubrication s 
. BEARING (AP) . . . . . 
WASHER, Plain (ΝΑ). . . . 


er 
tta 
etr 
FITTING, Lubrication ὁ- ὧν ie ; 


e.. d BE D° 3 


BELLCRANK ASSEMBLY, Auxiliary LG uplock ac 
down lock 


LINK, ae sanding gear 
WASHER . . . 

SPACER, Rivet (NA) 
NUT. 7 
WASHER A 


. o . . 


WASHER 
BOLT . 


. . o . 
. ΠΩ - 
. . ο -. .. © 2 ο 
. 8 è > . . e s a 
. e e o . . ο . 


rse 
ch 

rac 
; 


ede 
in 
cti 


s 
ng 
ng 


plain (supersedes NAST5-3-025) (NA) : 
Hydraulic nose LG down lock release τ 
375 for detail breakdown) 

FITTING ASSY, Aux LG down lock (supersedes 146-34502). . 


* BEARING, Auxiliary LG retractable cyl bellcrank shaft 
lock plunger. . . . . . . 


R 


-3-017) (NA) . . 
rank stop. I 
nder attac : 
ΜΗΝ 

g 


= 
FPF = mee Εν A A eel E E PF r= 


SUIS ο ο vi St ο BRE, Icd eae Qe a 
ct 
m 
O 
= 

9 ` ° | e 9 e o s 5 o s [xs αν». 
3 

* ° ° se s s s s s s s s (Qe ° ° t on + n 


°` 9 + t > 9 « α ο 
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H-175-34-2 





FIGURE 373 - AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 
———————————————MÀ——— M  À— — 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
373 AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 

146-34520 . BUNGEE ASSEMBLY, Auxiliary landing gear downlock. . . . , . . Ref 
(see figure 372 for next assembly) 
-1 CSE4~14F ` + <+ END, Rod (Clevenger Engineering Co.) AP HRBM4 or HEC . . . 1 


F44-14 may be substituted) 


-2 AN316-4L : oe NUD o> ΙΙ, ΟΝ ο w^ oui SUK, Sa) i cesis Da? “wh saps? ce 1 
-3 146-34521 + . END ASSY, Auxiliary landing gear downlock bungee small . . 1 
-4 146-34523 - + SPRING, Auxiliary landing gear downlock bungee . . . . . . 1 
-5 146-34522 . + END ASSY, Auxiliary landing gear downlock bungee large . . 1 

146-34504 . PLUNGER ASSY, Aux LG downlock (see fig 372 for next assembly) Ref 
-6 AN45-7 o BOLT oras dicem. acie e Ne fay ο ρα rey mg ag 
-7 146-34506 + . ADAPTER, Auxiliary landing gear downlock plunger . . . . . 1 
-8 4B2185-010 - < BUSHING, Spacer (supersedes NAS74-5-005) (NA). ...... 1 
-9 2W1-21-22-65 + . WASHER, Plain (NA) . . . . . . . + . . 2... e. . a. Q 2 
-10 AN365-524 ea. NUI. 26.0903 SU. iota ety Sa, SME sel e erie ᾱ ul e S αμ d; ος Omar S 1 
-11 146-34505 + . PLUNGER, Auxiliary landing gear downlock . . . . . . . . . 1 
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H-175-34-8 
FIGURE 374 - LH AND RH AUXILIARY ALIGHTING GEAR WHEEL DOOR ASSEMBLIES 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
374 AUXILIARY ALIGHTING GEAR WHEEL DOORS 
175-34301 . DOOR ASSEMBLY, Auxiliary alighting gear wheel LH. . . . + + + Ref 
(see figure 371 for next assembly) i 
-1 175-34323 . . BUTTON, Auxiliary alighting gear door aligning . . . - + + 2 
-2 AN960D516 . . WASHER. . . - + S= s s s s e s . m s s e s s m ° s s o o’ 2 
-3 146-34303 . . FITTING ASSEMBLY, Auxiliary LG wheel door fwd and aft. . . 2 
hinge 
-4 NAS2-101 A» xe, A FITTING, Lubrication . . . e ὁ + + = * + * * * * * ° ng 1 
-5 - 4B19B7-010 si, = BUSHING, Press fit plain (NA). . . » +... see eee 2 
-6 AN365-428 | a 9 om t m «» «4 4» «. ° 2: 2 
-T ANY -13A ος BOLT 2. 39 o o£ x9» a q ᾱ- δ’ Ὁ Re 2 
-8 AN960D416L . . WASHER . . . . - + +s < + ee s s e s om = + om om m n t! t] ° ° 4 
-9 NASA3DDÀ -28 ` . SPACER, Screw and bolt . . . ss + + sss + s te . eee 2 
-10 175-34309 . . FITTING ASSEMBLY, LH auxiliary alighting gear door center. 1 
-11 4B1985-004 z. Ple BUSHING, Press fit plain (NA). . . - + + + + + + . + ° 2 
-12 4B20B6-010 NE BUSHING, Press fit flanged (NA). . . + + + + ee eee 2 
-13 AN944-301 "E PITTING. . . . . +s +s + < + e . . + o... . om om tm * ° ° 1 
175-34302 . DOOR ASSEMBLY, Auxiliary alighting gear wheel RH. . . +. . +. ° Ref 
(see figure 371 for next assembly) 
-14 AN6A νο 20.15 cesis m Sa ee ers ae Ter a ea ο. 
-15 175-34325 . . SOCKET, Auxiliary alighting gear door aligning ..... ο 2 
-16 175-34303 ` . FIPTING ASSEMBLY, RH auxiliary alighting gear door end . . 1 
-17 4B19B6-010 ` . . BUSHING, Press fit plain (NA). . E sol ue due Danir 2 
-18 ANQ44-201 H4 x 'URTPPRING. 20x D x ux wicks οφ ο qa ο ο ο ο... 
-19 AN365-428 ec NOPi vo e a ae es Ὁ S. “wl sae lal ο ο el sar e 2 
-20 ANH -13A £. QO BOLT PETI ο ο E ος» ee erg E EE 2 
-21 AN960DH16L . a WASHER... < « < < ee ee . om om om om om . . . 9 t! m] t] t1. n9 4 
-22 NAS43DD4 -28 . . SPACER, Screw and bolt . . . . + + + + . + + et ees oo 2 
-23 175-34310 . . PITTING ASSEMBLY, RH auxiliary alighting gear door center. 1 
-24 4B1055-004 SA τη Ws BUSHING, Press fit plain (ΝΑ). . . - + + + e+e ees 2 
-25 4B20B6-010 δ,» Ὁ BUSHING, Press fit flanged (NA). ο a ee ee 2 
-26 ANQ44-201 | # ers FITTING. . . . - - + +< + ee . +. c Nos Fas Veit te οί να 1 


: : 
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ROURE A PART 
INDEX NUMBER NUMBER ' 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
375 146 -58056 CYLINDER ASSEMBLY, Hydraulic nose landing gear downlock . . . . Re 
release (see figure 372 for next assembly) 
-1 HRBH5 éi “END, Rod (AP). $4 243 9009 ca ο ο lec ο ΡΝ ΡΕ ΝΡ 1 
-2 AN316-5 . e ο 9 9 0 c» à lw à» €$ ο 9 € * 6 * sl ο $ ὁ * 9 ο ὁ e e * ο * 2 
-3 146-58225 . ARM, Hydraulic nose landing gear downlock cylinder . . . . . 1 
-4 146-58216 + NUT, Hydraulic nose landing gear downlock cylinder gland . . 1 
-5 146-58227 . PLUNGER ASSEMBLY, Hydraulic nose landing gear downlock cyl . 1 
-6 146-58571 + SPRING, Hydraulic auxiliary landing gear downlock cyl plunger 1 
(supersedes 146-58220 for future procurement) 
146-58220 . SPRING, Hydraulic nose landing gear downlock cylinder plunger 1 
(superseded by 146-58571 for future procurement 
-7 5R16-9 + RING, Spiral back-up (NA). . . . . +, + + + s ο ee e.o wwe 4 
-8 AN6227-9 + PACKING. _ « «eee s .. 9 ὁ e e » a ὁ ὁ 0 ο ὁ ο e owe 2 
-9 AN6246-14 ar PRING I 2-4. ΙΙ is DE RN SA Me 6 
-10 AN6227-14 » , PACKING. . ο ο + + 9 s ὁ e e e ὁ 0. e ὁ e ὁ o ο a ὁ e ο e ο ο 3 
-11 1P6 . PLUG, Hydraulic (NA) . . es ὁ +ç ον s s e e e e 0 ol ο ο 2 
-12 AN6227-2 s PACKING 4 να € RR κα vas k. SN ee Sal Ὁ 9 A RARO 2 
-13 146-58217 . SEAT, Hydraulic nose landing gear downlock cylinder. . . . . 1 
-14 AN6246-7 ery, RING «e “er Mev ue δι OVE ie LES coy I eU. το SESA Q. Tel Te vues tenes EAR δν ο 4 
-15 AN6227-7 s. PACKING” Q. ο ce ode e x08 Ra ee AA 2 
-16 146-58218 + POPPET, Hydraulic nose landing gear downlock cylinder. ... 1 
-17 146-58219 + SPRING, Hydraulic nose landing gear downlock cylinder. ... 1 
-18 7R2-7D . RETAINER, Gland (ΝΑ) . . +. . . + + + s + s ... e e e s + on n 1 
-19 2W1ALP25-25-64 +. WASHER, Plain (NA) . . 4 woe i ii je ο ee wes Qe OS ο oe 1 
-20 AN6232C1-9-16 oP STRIP 40x46 4 € 0x C45 a ae d a ay MO E ua, ME a a Ga 1 
-21 7R3-7D . RETAINER, Rod "O" ring (ΝΑ)... . , +, + + + s ee we wees 1 
-22 5R16-7 . RING, Spiral back-up fni). ο cereal eu ed ei pa ce E γα. e 
-23 AN6227-7 e PACKING. 4 4 0 © e < ἡ κ ὁ ee a eee 1 
-24 146-58222 . NUT, Hydraulic nose landing gear downlock cylinder ring. . . 1 
-25 146-58215 . SLEEVE, Hydraulic nose landing gear downlock cylinder. . . . 1 
-26 5R16-20 ¿ RING, Spiral back-up (NA). . , ss . + +< +< < + + s ο ο ο ος. 1 
-27 AN6227-20 s PACKING. do € μα 9 * 9» om ee A AAA 2 
-28 146-58214 + PISTON, Hydraulic nose landing gear downlock cylinder. . . . 1 
-29 146-58213 + END ASSEMBLY, Hyd nose landing gear downlock cylinder. . . . 1 
-30 4B20-5-006 + . BUSHING, Press fit flanged (NA) . . . . . . + + + + + . +. 2 
-31 AN6246-27 « RING 2 4 » 4 6 νο 5 o9 ὁ aca cm c9 ὁ A ee ὦ 2 
-32 AN6227-27 è PACKING. . « « . « « © © » * ὁ 4 ὁ * ο ὁ e ο ὁ ὁ ο ο wes + 
-33 146-58226 . NUT, Hydraulic nose landing gear downlock cylinder . . . . . 1 
-34 146-58228 . PLUG, Hydraulic nose landing gear downlock cylinder. . . . . 1 
-35 AN6227-5 » PACKING, 4 ο ο w. eae A Ge σι Oe αρα OR AT eT 1 
-36 160-58102-3 . CYLINDER, Hydraulic nose landing gear downlock actuating . . 1 
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11. 11 


FIGURE 375 - HYDRAULIC NOSE LANDING GEAR DOWNLOCK RELEASE CYLINDER ASSEMBLY 


(supersedes 146-58212) 





H-175-58-6 
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AUXILIARY ALIGHTING GEAR (Cont) 


H-175-34-7 





FIGURE 376 - AUXILIARY LANDING GEAR PISTON ASSEMBLY 





FIGURE & PART ` UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
376 8802-10 PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . . . . . - e 

(see figure 377 for next assembly) 
-1 AN365D820 μμ ce a NES puc xc 1 
-2 8802-35 . RETAINER, Metering pin (CP)... .. ... + + +< + s ος + 1 
-3 8802-13A PIN ον x ice S ο ete vx ap ορ 1 
-4 8802-24 . PLUG, Piston tube (CP)... 1... . eee n 1 
-5 AN6227-11 c. PACKING e es zc. e ic ώς oe aT pare τς a Te crear Sq cat Vals sg ὦ š 1 
-6 AN6227-35 z PACKING 102/206 net S Cp RUN ων ee ο ο ο ο 1 
4 138-16 a. PEN C COP JS Q S Rid eos ton a ten e ο απ ees Siria a sce 3 
- 8802-3 . HEAD, Piston (CP)... are + we + é . eee sista doh vay aoe ce 1 
-9 8802-5 . "VALVE, Recoil. (CP)... v eco o Re Q See e. ee Te 1 
-10 8802-10 . FOLLOWER (CP)....... AS Seis ai Sect κ τω όρος Cas ek Boe ty Š 1 
-11 AN6227-48 4 PACKING. (o l.l Bee p Een a usia ο a ο ο ο ib 1 
-12 AN6246-48 oy ARING E re ο ο ο qunas ᾱ- Le μερες Sa ap Se, 222 ta SS ¿N 1 
-13 8802-54 se ADAPTER (CP ho S s ese od Oe οὐ άν αν ey ce st SB ar et nc en a 1 
-14 AN6227-52 . PACKING. ....... τν Voy Wes Casan ο deron serial wat reir wile 1 
-15 AN6246-52 2 RING 2 ¿ 2 9.5 (Site, mm ete ee be Sees re Sree fat UNO IgA ro oe 1 
-16 8802-9 . BEARING (CP)... . . . . "νά ue im gta neg: S 1 
-17 AN6232-1 so STRIP. 2. 2 254 κο ο ο... τν due teo ο αμ de 1 
-18 AN6231-37 V A WEPPERS IS C Gk kay S ah gene a Bu ae, ο Μο ας 1 
-19 8802-48 z NUTS Gland (CP) 2. a s canis) aia Ὁ By ee a oe es ois de 1 
-20 612 za CUPS (UE). co bie drat. et shee: ο ο aaa aa, Ro Ae Pet ee ar 1 
-21 742 SO SOUP! (TI)lol 2o 2.301. A SS. re Os 1 
-22 NAS2-101 . FITTING, Lubrication . . . . . «ων . 4 4 44 . . . . . . ο 1 
-23 8802-37 . BUSHING, Shimmy damper support (CP) . . . .. . . ee’ M 2 
-24 8802-4 =< PESTON (OP) 05273 er coe SAR ο ck elTe eS eS, a ee 1 
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FIGURE 377 - AUXILIARY LANDING GEAR SHOCK STRUT ASSEMBLY 


674 








AN O1-60AABA-À 
AUXILIARY ALIGHTING GEAR (Cont) 


Section [I 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
377 8802B STRUT ASSEMBLY, Auxiliary landing gear shock (supersedes C.P. Ref BW = 

part No. 8802A) (NA part No. 156-34102-20 
(see figure 370 for next assembly) 
8802A STRUT ASSEMBLY, Auxiliary landing gear shock (superseded by C.P. Ref AB E 
art No. ” 88028) (NA part No. 156-34102- 10) 
luec figure 370 for next assembly) i 
-1 AN7502-39 oy NUTS ICT rs Xu et et Te Cars, ὅδ. μα τς ST Enemy 1 
-2 8802-86 . WASHER, Special ‘axle (δρ) . o. S: suci PEE 1 
-3 8802-63 .. COLLAR, Axle (CP) ο i. sus xo mo oom e X a ὃν Q. a 1 
-4 AN320-4 ο μια da wc ο de use Wadi at da mv ic νεο ἂν de 1 
-5 AN960-416 zo WASHER 0s ede Tu ο sere, ip ας -ϕ Ls SU qe. o SUS Ne lal S e cs 2 
-6 AN24 -46 . BOLT... Sete. Wr ο ο ρα ο ο Slice es fee ος CS 1 
-7 8802-195 ` ROLLER ASSEMBLY, Uplock (CP). . . τ; e e e ME 1 
-8 B610 . . BEARING (TOR). s ο eive EET ml ο EDU vo. Re Gel rig eas 2 
-9 8802-96 . SPACER, Uplock roller (cP): ee ae ea ae ae 1 
-10 EB018 . NUT, Uplock roller bracket (EN) . . . .. . , + + + + s <“ +. 4 
-11 NAS143-4 . WASHER, Plain. , . . . + + + + > ην ee So tax Sy CEU DE NEL TE 4 
-12 8802-36 . PLATE, Spacer (CP). . . . se Wel dns uiu ter aa ence os race lies Ne 1 
-13 8802-94 . BRACKET, Uplock roller (cP) S TE sath oot MOREM Wey Sa ο ὃν 1 
-14 NAS143-4C . WASHER, Countersunk. . . . Z: Ea ο ο ο wy 4 
-15 NAS144-30 . BOLT, internal wrenching steel 174-28; X IS web cw bce eee 4 
-16 8802B15 . ARM ASSEMBLY, Door striker (CP) . ........... . 1 BW m 
-17 AN320-12 s NUT, I νο SO Dal jen oue Ta Mey Do ve ie. P Depot e ds 1 
-18 AN960-1216 . WASHER... . Sse ο o iei Qa eo Ji de 1 
-19 8802-84 . BOLT, Shimmy damper “connection (CP): ts ia e a 1 
-20 8802-67 . NUT, Fork adjusting (CP). . . ... , +, + + + + + s + + + we 1 
-21 88o2-66 κ PLATE, Shimmy damper torque ce) SG Bh fon We ce Bes Iw ce 1 
-22 8802-65 : SHIELD, Upper fork dirt (CP). . $ ovde ο ο“. 1 
-23 8802-83 E RETAINER, Upper felt ring (665)...........::... 1 
-24 8802-93 . RING, Feit upper fork (CP)... .. . ee < ç +s s s wwe 1 
-25 23 2 QQONE- (TI) i2 2-4. a ο ο ο ϱ S S USA wr we 1 
-26 AN310-5 NU Dima uu Seeds he ie a dm OEE we. ls a US de e 2 
-27 AN960-516 . WASHER os νῷ. e X 9 cir a Bk sa WU UMU τος Te 4 
-28 RT3 s BEARING, (TOR) ιν a eid ος a la boa ana S SQ 2 
-29 NAS51-31 . RING, External retainer. . . . . +... < < s ὁ e ὁ ὁ e s e e ο 1 
-30 8802-68 . PIN, Cam retaining (CP)... . . + + + + s s + s e + 9 ee 1 
-31 8802-69 Ç ROLLER, Cam retaining pin (CP). .. . .. . + + + + + eee 1 
-32 88o2-62 . STOP, Spring (CP eho WM DP AS, WD E 1 
-33 8802-91 . CAM, Centering beet σπα SS ο ο o> Sat eure WA, des ee 1 
-34 8802-42 . WASHER, Spring (CP)... « . eee se ee a Gl < eevee 1 
-35 M89 . SPRING, ποια device (Cutting Tools, Inc.) . . . . . . + 1 
-36 8802460 . FORK (cp) . AU DAL VE DP cee Del ferie t Yama OS aes Vine ο... 1 
-3T AN365-820 ΝΠ ve οκ sb tak ai Yee olet ua. ver Ea do αν ees cence te 1 
-38 AN178H32A « BOLTS garsi s E ο la: Yasa, Tu ari Ete 1 
-39 8802A61 . GUARD, Barrier (ἀρ) ` ον ae a ο μου 1 
-40 8802-90 . PLUG, Fork for axle ¡qe y — . — ` sts iat “ish si See ae ish Wer se σα. 1 
-41 8802-64 . SHIELD, Lower fork dirt (cP): ru. Cy ca ibn Yet sion cas eb, shee 1 
-42 8802-92 . RING, Felt lower fork (CP). . 1.2.0 2... . . . . . .. 1 
-43 8802-82 š RETAINER, Lower fork ring (CP)... . . , + + + + + + eee 1 
-44 744 CONE, Lower fork (ΠῚ)... .. . SGDL ee ee eee ee 1 
-45 8802-71 . NUT, Special trunnion pin (CP). . . . . . . + + + + + . + + 2 
-46 AN364-524 J NUT. ο vy aku tas Αρ Sa, ο κ ντο Wo M S ος 2 
-47 AN5H26 . BOLT. σοι EE eo AT dp esed edis. ο ο πα... 1 
-48 AN5H30 BOLT οἱ το ένεν κα es ee te ce Ve, deum, ος Ape Ὁ a ea M a s 1 
-49 8802 -70A . PIN; Trunnion- (CP) ere ον aa ο ον wu ο) ὦν Ὁ E te ος Ua 2 
-50 AN364-524 . NUT. $e aa Wd. BAe) deu dm x uen ie ROT wee oh à 1 
-51 8802-73 . EYE, Tie down (cP): Xm ayes, e Sed ο δ. Skt to EA cad eel de 1 
-52 NAS2-101 ` FITTING, Lubrication . . . . . . o. o. 2 2 Diogo oou 2 
-53 AN364 -428 z INU is Q iu siege’ a a SPY aaa μα dU. nna "α. ἡ, ο 2 
-54 AN24-27A . BOLT... ete Tah Ue τεῷ ex Ghee: devel Les lester qe s 2 
-55 8802-59 . BOLT, Torque armena (OP) 4 
-56 8802-55 ` WASHER, Torque arm end (CP ) A ewe. ae ὢ μὲ 4 
-57 1380 ` CONE (TI)... oa do e, Ἡ 
-58 8802-40 . PIN, Torque arm ena (cP). ο wie A ΡΕ 2 
-59 8802-146 ` "TORQUE ARM ASSEMBLY, Complete (CP). "| x wide Za Sa GQ lw 1 
-60 AN310-6 uw. SNOT I. 2: mW νην SS M 1 
-61 8802-41 .. . WASHER, Torque arm center (CP). νον 1 
-62 8802-45 . . BOLT, Torque arm center jn s $ a νο 1 
-63 8802-46 . . ARM ASSEMBLY, Torque (CP). «e ο. 2 ni wQ e Rm Q Se N 2 
-64 8802-51 . BUSHING, Torque arm center (CP). . . . . . . . . . 2 
-65 132B . . . CUP, Torque arm end bearing (TI). . . . . . . + + . . 2 
-66 AN6287-1 . VALVE. . . ων Sas dE RATS μα... 1 
-67 8802-102 ` CYLINDER ASSEMBLY uy Lo ο; Suis. Ure Ar a Ew eer ieri 1 
-68 AN364-918 2 INUTU 22-65 GA em La Ἵν "νη νην ο 1 
-69 AN6227-9 . . PACKING . . ij. € Sasu. Š ç ΗΝ UL I 
-70 8802-126 . . PLUNGER, Tube “(cp) MENS uL uie oris DM S ai 1 
-71 AN501A10-6 Do. o. SCREW... . ers A Sus i --- νυ 1 
-72 8802-270 [OI Í RING, Plunger head (CP) . ; . . . . . reium dw ences Um 1 
_-73 8802-27 . . . HEAD, Plunger (CP). . . . .. eee + + + + + ee s 1 
-74 8802-23 ' l l PLATE, Orifice (CP). ο ud, ctt ος sss At “an Sat Ne 1 
-75 8802-26 . . . TUBE ASSEMBLY, Plunger (ορ) l. o... Be: αν enter, iet ο 1 
76 8802-2 2 CYLINDER (CP). . : UE arse owl c Eg 1 
-TT 1250 ` COVER, Elbow oil cup threaded (GT). aindeon a erena i eie 1 
-78 8802-104 : PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . . . . 1 
(see figure 376 for detail breakdown) 
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H-175-58-14C 


FIGURE 378 - HYDRAULIC NOSE LANDING GEAR ACTUATING CYLINDER ASSEMBLY 
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PART 
NUMBER 


175-58078 
146-58279-10 


HSB12COH 
NAS2-101 
2W11A12 
AN316-12R 
7R2-19D 
AN6231-9 
2W1ALP65-45-64 
AN6232C3 -9/16 
TR3-19D 
AN6246-19 
AN6227-19. 
175-58246 
175-58248 
AN6346-31 
AN6227-31 
1N6-38 
175-58247 
4B20810-11 
AN6290-5 
AN6291-5 
AN6289-5D 
AN832-5D 
AN927 -5D 
AN919-11D 
AN6290-5 
A6070-15 
AN893 -8D 
AN6291-5 
AN6289D5 
AN837-5D 


AN 01-60AABA-4 





Section [| 
Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
CYLINDER ASSEMBLY, Hydraulic nose landing gear actuating. . . . Ref 
(see figure 370 for next assembly) 
. END ASSEMBLY, Hydraulic nose landing gear actuating. . . . + 1 
cylinder piston rod 
+ . BEARING (AP). . v. iU. Pew fae se) ο as ie MS ο Paes eee: --ᾳ 1 
l o. FITTING, Lubrication. . . . . I IDII IDII] 1 
+ WASHER, Tab lock (NA). . . « , + + + + + s +s + s s s k s ο ο 1 
s») NUTS: a; ο S Ser ο I cx MI 1 
. RETAINER, Gland (Na) EEE E ο PEE M 1 
. WIPER. ... si ue a aa WS Me αν τοι 8 Qy δν οτε var Sa ka 1 
. WASHER, Plain (NA) ; FE I 1 
s. STRIP. . . Pc IERI 1 
l RETAINER, Rod "o" ring (NA). 5 oce sl s Sees S Wu WQ. toes 1 
$ RING ¿xe s 040909 We SSE Ae ο ο Sg: Ae ο ον ο ο 2 
. PACKING. ... Be, ike LE. οί veh is! Se: ης ale 1 
. CYLINDER, Hydraulic nose landing gear actuating. . . . . . + 1 
. PISTON, Hydraulic nose alighting gear actuating cylinder.. . 1 
$ CRING S € IS: ο cioe We μα Sb cer a ies SS" Wena ο e Ses eat a sq 4 
. GASKET... wl fate Err E ο ie GS ae Ἕν ο 2 
. NUT, Cylinder lock (NA). z ws ο ev ur e D qe eh ac Ye 1 
E HEAD ASSEMBLY, Hydraulic nose landing. gear actu uating cylinder 1 
. . BUSHING, Press fit flanged (NA) . . ae τ ος DeL des fe 2 
eo GASKET iz aa τῳ, deca vec a E a Pen ος ον S Helen ας “ὁ pe ata ce 2 
+ RING .... St SS ο eine ἀν ἐφ." Hier ee Je ος cw ey (SU εφ». Qut se Se 1 
ο NUTS. ο 909, a Fe uw a Serve, --ᾱ 79; ICE en d ets 9) Ἴων cer ον. e. m wired es 1 
ay UNION; çU «ο «ο Mio Leases m, es) τν) Yer ος Ne. Ye. Tul al eye. Wo of e e 1 
. ELBOW. ....... ο ο Gets τν, e IR TR Dee CE ο ο. 1 
z. REDUCEHR. 3:71 3.7. πᾳ 4. oom ow. ee ο sies. cet hp. ος 1 
e GASKET 5.1.40 478 oo. ὦ, Ὁ) 9 as ἐν ὦν ο Wi e Cle Hel Seiya s 4 
. SURGE VALVE, Balance outlet relief bleed type (VNMB).... 1 
s BUSHING: e. € 09, 99 x o €] o το. a ee ὡς OLEI. cm Ne Vel Ie ὦ Q 1 
ar RINGS. ee ον A ο ehe. fae Ten ales SSE ο μα εφ, Ὁ tace 1 
so ΝΟΕ ο ο Se vw a τών, ce ο dad ο ο Sex ar e Del Lal je di 1 
.. “ELBOWS .. ο ο 6 ο 09 79 7o ο cm ᾱ ο Ὁ ο. ον ιν c εφ. es d TE ὦ 1 
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31 
32 4 3 35 36 H-115-34-5B 


FIGURE 379 - AUXILIARY LANDING GEAR SHIMMY DAMPER ASSEMBLY 
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PART 
NUMBER 
146-34201-20 


146-34209-10 
AR12 
146-34210-10 
175-34228 
146-34207 
AN6231-13 
AN6232-4-3/8 
146-34208 
AN6246-23 
AN6227 -23 
AN520-10R8 
AN6204-2 
146-34204 
146-34205 
AN6244-9 
AN6230-9 
146-34206 


. 146-34203 


146-34201-11 
AN6246 -33 
AN6227-33 
146-34212 
146-34222 
146-34214 
146-34226 
AN565B6-4 
146-34211 
NAS50-106 
146-34202-10 
146-34201-9 
79-012-062-0500 
175-34229-3 
175-34229-7 
175-34230 
146-34217 
AN6227-16 
AN6227 -6 
146-34215 


2W1-21-22-63 
146-34216 


146-34224 
146-34221 
146-34219 


146-34218-10 
175-34226 


175-34227 





AN 01-60AABA-4 
AUXILIARY ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DAMPER ASSEMBLY, Auxiliary landing gear shimmy. Se fer det jar 


e 9 89 e eS 9 s s s e 39 e 9 ο. 


. νο ο 


see figure 370 for next assembly 
supersedes 146-34201 and 146-34201-10 for future 
procurement) 


END ASSEMBLY, Auxiliary landing gear shimmy damper piston rod 


BEARING (TOR). . . 


NUT, Auxiliary landing gear shimmy damper “rod “end” lock Aer -ᾱ 


WASHER, Auxiliary landing gear shimmy damper rod end lock. . 
NUT, Auxiliary. landing gear shimmy damper gland. . . . . +. + 
SCRAPER. ο δρ er cm LR Care E ον A ὁδὲν 
FET... < < Dow 
RETAINER, Auxiliary landing gear shimmy damper gland "DEL E PER 
RING 4... 4 209 cw Ὁ ae m a ο 9 ο ὁ ὁ ο. ὁ ο wi Je 
PACKING: d... cee οι e ο leise.) NUES aes ὦ LRL UV. S. i. Q 
SCREWS: te us s ο CP Sed ee Se, cu) ο ο e lie us Ν' κ 
VALVE... . ο 5 = ὃν Sertich at SU e 
CAP, Auxiliary landing gear “shimmy damper "swivel (d.e Ve το ἃ 
CAP, Auxiliary landing gear shimmy damper. Vra eri wee Dui oe aL. aua de 
RING Wiener «φορ ἰδ Dal Ua as oe? as ο Ven vu osas τά. ὦ 
GASKET r... ay οὐ vas 
NUT, Auxiliary landing gear `shimmy damper cap “lock v aj... Te 
CYLINDER, Auxiliary landing gear shimmy damper . ΗΝ rar im xe 
CYLINDER SUB ASSEMBLY, Auxiliary landing gear shimmy damper. 
n ERING; o Q ow να δε Lau ος NR 

PACKING .... ç e τ 


. 5 ο .. 


SCREW, Auxiliary “landing gear shimmy “damper check valve 

SPACER, Auxiliary landing gear shimmy damper check valve. 
SPRING, Auxiliary landing gear shimmy damper check valve. 
POPPET, Auxiliary landing gear shimmy damper check valve. 
SCREW . . . . ess 
ORIFICE, Auxiliary landing. gear shimmy damper piston. te 


RING, Internal retainer . .. s sQ ae ae ο 

PISTON, Auxiliary landing gear * shimmy damper . ος 

PISTON SUB ASSEMBLY, Auxillary landing gear shimmy 'aamper 
ROLL PIN (ΕΝ) . . TEES 


. COLLAR, Auxiliary alighting gear Shimmy damper "P a 
Indicator rod 

. COLLAR, Auxiliary alighting gear shimmy damper . . . . 
indicator rod 

RING, Auxiliary landing gear damper retainer ee nay its 

PISTON, Auxiliary landing gear shimmy damper reservoir 


. PACKING. —— dI TE 

. PACKING... on tay, ta ο ο... 

. SPRING, Auxiliary. landing gear shimmy damper reservoir 
piston 


. WASHER, Plain (NA). se gt E sae GL αὶ Gees 
SPRING, Auxiliary landing gear Shimmy damper indicator 
actuator 
. SPACER, Auxiliary landing gear shimmy damper indicator 
rod stop 
SPACER, Auxiliary landing gear shimmy damper indicator. . 
rod 
RETAINER, Auxiliary landing gear shimmy damper indicator. 
rod 
ROD, Auxiliary landing gear shimmy damper indicator . . . 
PLATE, Auxiliary alighting gear shimmy damper filler cap. 
warning 
FITTING ASSEMBLY, Auxiliary alighting gear shimmy damper. 
filler 
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FIGURE 380 - AUXILIARY ALIGHTING GEAR DOWNLOCK ELECTRICAL SWITCH INSTALLATION 
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Section [| 


ΑΝ O1-60AABA-l Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 


downlock switch mounting 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-54301 SWITCH INSTALLATION, Electrical auxiliary alighting gear. . . . Ref 
downlock (see Τεν 256 for next assembly) 
AN365-1032 s NUT ος 4 ek ey ρω κοκ d ur SE Sar Me ν — 8 
AN960D10 2 WASHER. o er ο, wow τς wi. a UY S . e ο 4 
4B2183-023 . BUSHING, Spacer iN any EU i. aa da a tee οι alee ai So 1 
4B21S3-021 . BUSHING, ΗΝ NA). 2e wu vr Ies ντ, δν ves 1 
AN3-22A . BOLT . ¿ .. a 4. ie ο V us ver ore SS οφ ῳ z EE 1 
AN3-36A . BOLT... ών ος Sig Aude carn uya Sen Se 1 
175-54304 . LEVER ASSEMBLY, "Electrical auxiliary alighting gear. . . . 1 
downlock switch actuating 
4B20B5-007 . . BUSHING, Press fit flanged (NA). š DES 2 
175-54306-3 . CLEVIS, Electrical alighting gear sequence switch. dr 1 
adjustable link 
175-543u0-13 . CLEVIS, Electrical alighting gear sequence switch. . . . . 1 
adjustable link 
175-54305 . BARREL, Electrical alighting gear sequence switch. . . . . 1 
adjustable link 
175-54303 . BELLCRANK ASSEMBLY, Electrical auxiliary alighting gear. . 1 
downlock switch actuating 
4B20B5-008 . . BUSHING, Press fit flanged (NA). . . . . . . . . . . . 2 
AN3-10A s BOLT ο e^ ne ta, Ὅτ SINE eee e ie. kaqt sb: Gino es Ce hehe 2 
AN960D10L s WASHER. is di 03:091: Setter inne! ο, ο e p e. ay ted hyde Pe qa sap Woes 14 
AN393-9 . PIN. ww SU ο ee 4 
1175-54307 . LINK, “Electrical auxiliary alighting gear downlock . . . . 1 
switch actuating 
AN3-7A . BOLT, Electrical auxiliary alighting gear downlock .... 1 
switch bellcrank 
175-54308 ARM, Electrical auxiliary alighting gear downlock. . . . . 1 
Switch actuating 
175-54311 . SPACER, Auxiliary alighting gear downlock switch bellerank 1 
175-54309 . SPRING, Electrical auxiliary alighting gear downlock , . . 1 
Switch torsion 
NAS43CS3-44 . SPACER, Screw and bolt . . MEE 1 
175-54310-3 . SPACER, Electrical auxiliary alighting gear “downlock vo. ὦ 1 
Switch lever 
2HA1(RH) . SWITCH ASSEMBLY, Alighting gear hermetically sealed (MCS) 1 
] (1s interchangeable with and supersedes 175-54331-10 
for future procurement 
175-54331-10 . SWITCH . ASSEMBLY, Alighting gear hermetically sealed sequence .1 
double (see figure 390 for additional next assembly) 
AN507-632R6 M lu ο ο A ^ c EM 4 
AN936D6 . . WASHER. . 4 
175-54336-1 + . COVER ASSEMBLY, Electrical `alighting gear hermetically. 1 
sealed sequence switch 
175-54336-2 + . COVER ASSEMBLY, Electrical alighting gear hermetically. 1 
sealed sequence switch 
4B20B4-003 - . . BUSHING, Press fit flanged (NA). F en 1 
175-54386 - . COVER ASSEMBLY, Alighting gear hermetically Sealed. . . 1 
sequence switch double 
175-54386-3 - . . COVER, Alighting gear hermetically sealed sequence . 1 
switch 
175-54389 - . . BOLT, Alighting gear hermetically sealed sequence. . 1 
j switch cover attaching 
2W1F10-11-32 a me WASHER, Plain (NA); sis 2 20e ee iom o eos d 1 
AN931-6-10 ex +e rg GROMMET. . EE 1 
175-54387-5 + . . INSULATOR, Alighting gear hermetically sealed. . | . 1 
sequence switch 
Commercial - + SCREW, Hex socket set cup point cadmium or zinc plated. 4 
10-32 x 3/4 
175-54338-1 i ARM ASSEMBLY, Electrical alighting gear hermetically. . 1 
sealed’ sequence switch mounting 
175-54338-2 + . ARM ASSEMBLY, Electrical alighting gear hermetically. . 1 
sealed sequence switch mounting 
1HS1 . . SWITCH, Hermetically sealed (MCS). . . . Vr 2 
175-54344 - . PIN, Electrical alighting gear hermetically sealed. VA 1 
sequence mounting 
175-54337-5 . CAM, Electrical alighting gear hermetically sealed. . . 1 
sequence 
175-54334 τ CASE ASSEMBLY, Electrical alighting gear hermetically . 1 
sealed 
1175-54343 ç . PIN, Electrical alighting gear hermetically sealed . 4 
sequence index 
175-54302 . BRACKET ASSEMBLY, Electrical auxiliary alighting gear. . . 1 
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FIGURE 381 - AUXILIARY ALIGHTING GEAR UPLOCK ELECTRICAL SWITCH INSTALLATION 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
381 175-54327 SWITCH INSTALLATION, Electrical auxiliary gear uplock. . . . . . Ref 

see figure 256 for next assembly) 
-1 AN960D10L o WASHERS ἐν acter ec essei ooo SONGS et ue τὰ, ἐφ -ᾱ Bi ώς we: ees SG EU RISE 23 
-2 AN393-15 e PIN Lu dar Ge? ος s $m (φᾷ X5 ο $ 27x Ve LS, πο ο ος 1 
-3 AN393-9 a PIN ED II CI EE 2 
-4 175-54326 £ SERING ο ο St se Ορ ee ae ot” aha) οσο 1 
-5 AN365-428 ve NUT Log sp eine or | I E. 
-6 AN960D416 . WASHER, . wu wr NI mw. A τς. ὩΣ "ὦ o ce ος ο Wi 
-T AN4 -11A . BOLT. . 5 MUTET a PL 1 
-8 175-54348 . ARM, Electrical auxiliary alighting gear uplock ....... 1 
switch actuating 
-9 175-54306-9 . CLEVIS, Electrical alighting gear sequence switch Sf ee Sel. qL «δ ες 1 
i adjustable link 
-10 175-54306-3 . CLEVIS, Electrical alighting gear sequence switch ...... 1 
adjustable link . 
-11 175-54305 BARREL, Electrical alighting gear sequence switch ...... 1 
adjustable link 
-12 4B21S4-119 . BUSHING, Spacer (NA)... . . . 2. ee s sz e s s s s s ee 1 
-13 AN! -23A . BOLT. . E N E SD Var gee SE E τα ve. wo 1 
-14 482184 -022 ; BUSHING, Spacer (ΝΑ) 3: ο ο ο ο ον ILL 1 
-15 AN4-13A « BOLT V < . Š ο Ἐφ Seu e 1 
-16 175-54329 ; LEVER ASSEMBLY, Electrical auxiliary “alighting gear uplock. . 1 
switch operating 
-17 4B20B6-014 . . BUSHING, Press fit περα (NN) ον dorso sedat e Ὅλον ο 2 
-18 AN365-1032 ow NUD GS. Se τώ. Sow IA τῷ Ὁ "EE Shy id, “Sev a se. a ο 6 
-19 ANQ60D10 . WASHER. . . . . $e wem E 5 "rx aw were 40 
-20 AN3-23A « BOLT. V Ong fumo tux] nen “Se ao s Dose al ace le RE εὖι etm ca! Katt al Go 2 
-21 AN3-24A . BOLT. ius" erue Tet er ug teneat eure uw. Ns AOL UD. S e: ος ο δν Mis “re: ἐφ 2 
-22 AN3-25A . BOLT... š é ο Tal E τῶν RAMS. Jette, te P E E 2 
-23 2ΗΑ1 (LH) . SWITCH ASSEMBLY, Hermetically sealed (MCS) (is interchangeable 1 
with and supersedes 175-54331-10 for future 
procurement i 
175-54331-10 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
double (see figure 390 for additional next assembly) 
-24 AN507-632R6 a. < SCREWS c E, ος νο ρε ών Sor S pec ay e Gi το Her αν. (ἡ ὦ IM ὅντα ὁ, Ὦ 4 
-25 AN936D6 . . WASHER. . cop A 
-26 175-54336-1 3s COVER ASSEMBLY, "Electrical alighting gear “hermetically ae 1 
sealed sequence switch 
-27 175-54336-2 . COVER ASSEMBLY, Electrical alighting gear hermetically . . 1 
sealed sequence switch 
-28 4B20B4-003 . + . BUSHING, Press fit flanged (NA). . . . Sos 2 
-29 175-54386 ' . . COVER ASSEMBLY, Electrical alighting gear hermetically $. 18 1 
Sealed sequence switch double 
-30 175-54389 . . . BOLT, Alighting gear hermetically sealed sequence . . . 1 
switch cover attaching 
-31 2W1F10-11-32 se Goa WASHER, Plain (NA) e Q 96 o3 a A dece AE δι ὃς 1 
-32 AN931-6-10 ee ¿G GROMMET ` " yw. “or ce ae 1 
-33 175-54387-5 AE INSULATOR, Alighting gear hermetically sealed huh. dg 1 
sequence switch 
-34 No Number + . SCREW, Hex socket set cup point cadmium or zinc . . .. 4 
plated 10-32 x 3/4 (ALN) 
-35 175-54338-1 ARM ASSEMBLY, Electrical alighting gear hermetically... 1 
sealed sequence switch mounting 
-36 175-54338-2 ARM ASSEMBLY, Electrical alighting gear hermetically ... 1 
sealed sequence switch mounting 
-37 1HS1 . . SWITCH, Hermetically sealed (MCS)... EN: 
-38 175-54344-5 . . PIN, Electrical alighting gear hermetically "sealed š Bs 1 
; Sequence mounting 
-39 175-54337-5 . . CAM, Electrical alighting gear hermetically sealed . . 1 
sequence mounting 
-40 175-54344 ¿ CASE ASSEMBLY, Electrical alighting gear hermetically. . . 1 
sealed sequence double switch 
-41 175-54343 . . PIN, Electrical alighting gear hermetically sealed . ἀν τῳ 1 


sequence index 
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ΑΝ O1-60AABA-4. Group Assembly Parts List 


CATAPULT MECHANISM (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
382 71156-56003 CATAPULT INSTALLATION. s Ee κ inox ο e Cm AG E S ϱ ç Ref 

-1 146-56411 . DOOR ASSEMBLY, Catapult hook. . . wit hele cate ο Set at “Ὁ SU e. Ze 1 
146-56412 . . BEARING ASSEMBLY, Catapult hook “door Qn td Jo ο. 2 
-2 BAT . "BEARING, Small roll regulator (TOR). . . . . . . . . . 1 
-3 146 -56414 : JOURNAL, Catapult hook door hinge pin ig lig male ees NU. φρο. 2 2 
-4 146-56415 PIN, Catapult hook door hinge . . . ee teh, Wurden us lec “yb cal idee. Pers 1 
-5 146-56413 " LINK ASSEMBLY, Catapult hook door . . .. . , . . . . + . + à 2 
ATTACHING PARTS 
-6 AN393-11 POINT ΑΝ ΝΟ Go ο at de ie μι εν 2 
-7 AN310-3 deo UE CD URB ORE NM Ub CR AC SETS 2 
-8 AN960-10 . WASHER. . . S ος ee ets es 2 
-9 146-56416 BUSHING, Catapult hook door link assembly wed s πηγε 405 Ne 2 
-10 AN3-7 BOLT. 4 owe eed I ιο ep es ar «ῳ)- WA cee cer de Sark. E ES 2 
-11 AN161-16RS PORK: . » ios Gi ος -ᾱ- ee SS r dea - de M eM 1 
-12 AN365-1032 NUT I rer cul ue e Gag NS. AS or hy S Od ag Wr ele WO! cQ eve en oe 1 
-13 AN960-10 . WASHER e X eoo ix ere Ὃν atn e leue Poet Be Bale elis "UR E ES 2 
-14 AN42-3A A MB OUT ες οκ eh ey NW ey oves Fates ἐνῷ. Th ἂν, de Mee Uer andes el ie d 1 
-15 146-56713 . SPRING, Holdback catapult system handle retaining ...... 1 
-16 AN365-128 μμ erat pass απ ο B vetus dem “Ὁ Ὁ be ren νον 1 š 
-17 ANQ60D416 & WASHER ο ο τὸν a ο τσ. UE ien ο Se. Ae ce ba Bader eo Pe 2 
-18 AN960D616L . WASHER. 4 V . . wu dw ο ο tet teo Nee E A 4 
-19 NAS75-4-026 . BUSHING, Plain press fit "steel. we a ef tna! -ῳ e ἃ AW ὃν 1 
-20 AN4-12A . BOLT. .. lat WO αν E rere 1 
-21 156-56717 . HANDLE ASSEMBLY, Catapult System release. oor š: ΓΗ waite Sr 1 
-22 156-56718 . BRACKET, Catapult system release handle support 5 ste 1 
-23 AN393-14 ο ΕΝ Ge ajos x. δι aV το wird ec Shi WM LY A a A 1 
-24 AN393-12 be RAN TA Wi wey dU ws eruit Dl a a A CES 1 
-25 AN960D10L . WASHER. . 9 AU Cas ve teen. 24 
-26 156-56720 . LINK ASSEMBLY, “Catapult hook “pulley actuator. A, 1 
-27 AN392-25 ο Επι πα να MGs U ο... 1 
-28 146-56422 . COLLAR, Catapult “hook actuating shaft Fase ἐπὰν Aa a mts 1 
-29 156-56721 ç BELLCRANK ASSEMBLY, Catapult hook dnd actuator SAIS. coh fee Ua 1 
-30 AN392-12 an PN nU ο ο We Ὁ φομ lat D o£ XA du ἁ eR KC 1 
-31 ANQ60D4L . WASHER. .. εντ Sr aQ as Ὅν 1 
-32 156-56723 . STOP, Catapult “hook actuating pulley ‘cable. ooo oa 1 
-33 AN365-1032 + NUT A A A 1 
-34 AN960-10 WE o os aes ών κο κ he, Sas, xO 
-35 AN3-13A « BOLT. s a E Ver S 1 
-36 156-56722 . PULLEY ASSEMBLY, “Catapult hook actuating. A E EE 1 
-37 2W1Cl1-32-30 . WASHER, Plain (NA) . . afte Sy ras a Tas eoe us AR 
-38 146-56421 . HOUSING -ASSEMBLY Catapult hook actuating shart... < 0€ “φον 2 
-39 B108 A TNT ocu eu κα Po RS RR ρα d 
-40 2W1C41-32-60 . WASHER, Plain (NA)... .................... AR 
-41 AN365-1032 4 NUD Seul tos ae ο ar br ep Ga? TED ae Ge ve life A usb w 1 
-42 AN960-10 ve WASHER. our ενος, Ve Ph ce, ee YT IAS 6 Tap S at ar Wa πο 2 
-43 AN3-13A . BOLT. : E BP ia A E Mies eee RET 
-44 156-56418 BELLCRANK ASSEMBLY, Catapult hook actuatin ng Sacer ae SÉ eee au 1 
-45 146-56417 LINK ASSEMBLY, Catapult hook rc ing, ο.” πο 1 
-46 ATH BEARING, Heavy duty needle (TOR). ae Sale sar τα 1 
-47 156-56420 SHAFT, Catapult hook actuating. . . . . .. . . . . S^ ρῶς Ὁ 1 
-48 AN320-16 NT... M | eS w ὁ ὁ ο ο 1 
-49 146-56406 WASHER, Catapult “nook pivot pin retaining FOOD a ος 1 
-50 2W1C0118-72-10 WASHER, Plain BA ὁ ὑφ AVES a imo αν ον soa o  ᾱ AR 
-51 2W1C118-72-20 WASHER, Plain pru EIE . 6 9; eee ae BR 
-52 146-56405 PIN, Catapult hook pivot, . ar eee ee ο 1 
-53 160-56401-5 HOOK ASSEMBLY, Catapult (supersedes 146- 56401). s: ZZ παρ ολα. Cb 1 
-5h 160-56401-3 . HOOK, Catapult . ο e $9» 6 a. ee ov xoc woo x ue ἃ 
-55 NAS2-201 . FITTING, Lubrication * ὦ νὰ ος QU PS 1 
-56 12B080 . NUT, Internal thread 1⁄ə-2 20° (EN). pn ae ics ΚΟ 
-57 146-56403 | STUD, Catapult hook. MED OMEN EE κανα ο 
-58 146-~56404-5 ο SPACER, Catapult hook. . . . . «. . «sss sn vig x4 1 
-59 AN509 -616R15 Ν SCREW. . . : καρπούς» sr ο. M 
-60 146-56403 š SPACER, Catapult hook threaded | : Ἐν ists oa: pauta 1 
-61 AN392-21 š PIN ah as τρ Rr E Veh tei Qu oe . 1 
-62 146-56708 . COLLAR, Holdback catapult system take- -up. Sore Στ ο προς 1 
-63 146-56706 . TUBE ASSEMBLY, Holdback catapult system take- -up a EAS 1 
-64 15456-56707 . BELLCRANK ASSEMBLY, Holdback catapult system take-up. Hp 1 
-65 B88 . . BEARING, Small roll regulator (TOR)... νο ο 
-66 AN210-2A PULLEY. +. . . . CREE" 1 
-67 146-56710 CABLE ASSEMBLY, Holdback catapult system. take- -up "stop HINT 1 
-68 146-56714 . CLIP, Holdback catapult system take-up stop cable = Sie 1 
-69 146-56723 : SPRING, Holdback stop cable take-up ........ S δε 1 
-70 146-56709 . LINK, Holdback catapult system take-up. . . . . . + E τών ᾧ 1 
-71 146-56705 . SPRING, Holdback catapult system take-up. . . . . . Sera 1 
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Group Assembly Parts List 


AN 01-60AABA-4 


HOLDBACK MECHANISM (Cont) 








FIGURE & PART . ; ` UNITS USEABLE ON 

INDEX NUMBER ` NUMBER 1 2 .3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
383 156-5600 HOLDBACK MECHANISM INSTALLATION.. H Vw eT ὁ s 

-1 # 156-56602-101 . DOOR ASSEMBLY, Holdback . . voee W wende Kina eroe s ve η 1 E 

` ATTACHING PARTS x ` : 

-2 AN365-1032 s NUL- o9; ES τῷ ISP ow M dw Cen R ae css eu το μφὶ 3 

-3 ΑΝΟΘΟΡΙΟ . WASHER. . . . . © w εν w s= ° NOME . Ae "M 4 

-4 AN960-10 . WASHER. AA κὲ š πιὸ ay et te! En E ΡΣ 2 

-5 : AN3-22A . BOLT. . wie te S S a Jon te. es ος ντ : 2 2 

--6 AN3-21A . BOLT. Wow Τὰ tere e ὦ wl ow Ow τς š 5 . T "RU 1 

-T ANAHA . BOLT. 4 00490 ww Ὁ ο ο 1€ a mous s: Ue iR i$ €: τῷ 2 

-8 AN960D416 . WASHER. s . . < + © © © © + > CEE E δν wat ar -ᾱ ird 4 

‘eeu hoe 
-9 1156-56620 . SPRING, Holdback latch operating door. ..... 


-10 156-56615 
-11 4 175-56638 
-12 156-56618 


PIN, Holdback latch operating door hangs è 
BRACKET, Holdback door forward . . > ie 
. BRACKET, Holdback door aft . . . . . +. + 


-29  156-56619 BRACKET ASSEMBLY, Holdback centering roller s : 


-30 156-56619-3 BRACKET, Holdback centering roller . . . 


-31 AN365-428 2 SNUTS weise Y UT we P 


oe ° e o o ooo 


-13 AN365-1032 .»- NUS. oe. 0$ ace Blea Se erie be: Serle IW ce er SU EU le 

-14 AN960-10 .* WASHER. .: “So να 099 9. se a ws 
-15 . AN3-11A s BOLT. ae enter ve ow xs vo. dE φις Tana La S ο. 
-16 AN320-3 s. ΝΟ es Z sce, a ο E E^ Ee ego Se Sud: Soh ον. δι s 
-17 AN960D10L . WASHER. . . . ὁ . «e © © © e ὁ ο E en A $1 Lese 
-18 AN23-13 . BOLT. . . R 5 EA AA ME E E REDE v. . 
-19 # 156-56637-100 . LINK ASSEMBLY, Holdback uplock actuating. .. es š 
-20 4 156-56637-5 . . CLEVIS, Holdback uplock actuating. . . . +. + CEN 
-21 AN316-4R * u ΝΟ; u$ 749) 79 αφ é "^ ἐν ο ET . 
-22 F34-14 ` END, Rod (HEC). . . . . ORUM MM ο ο S 
-23 AN365-1032 i. ο πμ μμ ENS Hapa aye EODEM 
-24 AN960D10 s "WASHER. . 9 ὁ 60. ὁ - y Tues Ὁ aie : 
-25 AN3-11A . BOLT... * eae " 
-26 :  156-56635 . HOOK ASSEMBLY, ' Holdback uplocie (magnetic inspected) š š 
-27 PN3A . . BEARING (TOR). . . . a at's NA sd E 
-28 ee 56636 FITTING, Holdback uplock support. Sabena s ENS ἢ 


eee 8 + o9 v s o9 1.11»: e s o so 9 9 t 39 9 9 9 9 


PROM PNP HL IP. RB EB. E EB. E D. ID DO. π! S. IB. πὶ i E TO. B LIO IS ED IE = 


-32 AN960D416 . WASHER . +. . . 4... ὁ e ee ὁ ee ew . n +. η A 
-33 AN509-416-34 . SCREW. . . car i o E UR ο, SE ο 5 > 
-34 4B21S4-110 . BUSHING, Spader ` (NA) . "E y 5 
-35 146-56614 . ROLLER ASSEMBLY, Holdbaek centering. M NES : 2 
-36 B66 . BEARING (TOR) . ο ο όν soy, Ὁ E Ç 
-37 1156-56607 BUNGEE ASSEMBLY, Holdback Ὅν ^ a sa nci a $ ç . 
ATTACHING PARTS à 

-38 AN365-1032 έν. eU teu ο Ya πα 
-39 AN960D10 D WASHER. sum cun e uer eerie eR hay Ex ACID μυ” 
-40 AN3 -13A . BOLT poe: A. veils ο ον ο E 

AN3-10A . BOLT (upper). . Cee ae er 4: 6. Ὁ, n . . . ο 

ον οσα 
-41 M34-14 . . END, Rod (HEC) . . . . +. + + + + + s + . + tee < * ° ° 1 
-42 AN316-4R j^ . NUT. . ο. 5, 9 om cs 6 νο” 1 
-43 156-56609 . . CYLINDER ASSEMBLY, Holdback “bungee DEM NE is 1 
-44 156-56611 . .? SPRING, Holdback bungee. . . . . Nas 2 snc 1 
-45 43S3D616-100 a . SPACER, Bolt (NA). $ ο a le e dr. 9o wo Ag ο 1 
-46 156-56610 . . PISTON.ASSEMBLY, Holdback "bungee (magnetic inspected). . 1 
-47 156-56608 + . BUNGEE END ASSEMBLY, HoldbacK. . . 2. « « . © « © © «© +... 1 
-48 LS3 r > . BEARING (HEC) . . . . « +< + + s s s s e < s s s . gr 1 
-49 AN320-4 ox NUR E dene ar aio AN chos IP UR SUM UA o AU ap 1 
-50 ΑΝΟΘΟΡΗ16 . WASHER. . « ο Irc 1 
-51 4gh-8-19 l SPACER, Rivet (NA)... . Se p Bod e os es O 1 
-52 146-56605 . BOLT, Holdback pendant stop so Fath Ses ee νη Bene ^en rette 1 
-53 AN320-16 .. NUT (magnetic inspected). . . . . + + + ees EPI RE 1 
-54 AN960-1616L ^ , WASHER. . . . DECUS DG — 1 
-55 AN36-42 . BOLT (magnetic `inspeeted) | =a te 1 
-56 156-56003 “ . ‘FITTING ASSEMBLY, Holdback (magnetic “inspected ) ΚΠΕ Ὅν ws 1 
-5T NAS2-101 . FITTING, Lubrication a ar eS ae We se a 1 
-58 AN365-428 . NUT (magnetic inspected). š : Et ο ϱ «eile «νῷ 1 
-59 AN960D! 16 . WASHER. . . y roe. . Se A y ha. αὐ 2 
-60 AN4-26A . BOLT (magnetic “anspected) | ΠῚ A A E ón en, daga 1 
-61 146-56631 . NUT, Holdback trunnion pin shear. . . . . ο ender cir a) ὃν 1 
-62 2W1AL80-70-91 . WASHER, Plain NA). e Sen fer οὐ e τα, ο ο ον ὦ . ee ar A ee 3 
-63 2W1-80-52-50 . WASHER, Plain NA). F as es να ὃν ἂν NS: 9 . = Te. ο”. r w AR 
-64 2W1-80-52-20 . WASHER, Plain NA). . . ew `S ub ae € AR 
-65 146-56623 . PIN, Holdback trunnion ` (magnetic inspected) x Sys tas wee wi Sy 1 
-66 146-56622 A UNIVERSAL ASSEMBLY, Holdback (magnetic inspected) uris No ica i 
-67 NAS2-101 ©. . FITTING, Lubrication . . . . + + + + += ee wide s 2 
-68 AN365-1032 s NUT SUS. Z x l τὸ, A cx A δι ο (ὁ Ὁ iS, ee .. 4 
-69 AN960D10 . WASHER. . e . +< « ao < w e © ot e e ot n n ele ence a E 8 
-70 AN3-5A = BOL Tera a 7 Deal μὲ ore ae Ñu w o 4 
-71 146-56624 . SHIM, Holdback centering. cam. % ims - dos 2.2 4 
-72 1156-56613 . CAM ASSEMBLY, Holdback centering. . . » GE WERE A 1 
NOTE: # Denotes the incorporation of Service Change No. 475 il 


er IIA ας 
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Section Il 


AN 01-60AABA-4 Group Assembly Parts List 


ARRESTING GEAR (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE à PER ASSY. CODE 


169-56001-101 ARRESTING GEAR INSTALLATION (supersedes 169-56001). . . . . . 
169-56001 ARRESTING GEAR INSTALLATION (superseded by 169-56001-101) . . . Ref 

















-1 No Number ARRESTING GEAR HOOK AND FAIRING DOORS. . . . ο) ἕν, ta oen Tent a ur. ΠΘΕ 

(see figure 386 for detail breakdown) 
-2 AN320-16 . NUT (magnetic inspected). .......... ο ὃς eg 1 
-3 156-54040 . JUMPER ASSEMBLY, Electrical arresting gear hook bonding. 1 
-4 169-56105 . BOLT, Arresting gear hook attaching. . . . . . . . . . . . 1 
-5 AN365-428 . NUT (magnetic inspected). . . . . . . . . . | M wu 2 
-6 AN960C116 z “WASHER? 6.355 20$ v 2 a o os v SIG. eels ὃ; A. s D 2 
-7 ANÀ-21A . BOLT (magnetic inspected). . . . . . . . . l . SC as har. (sa a 2 
-8 146-56144 . NUT, Arresting gear bellcrank trunnion pin . . . e ios 2 
-9 2W2SP76-76-125 . WASHER, Thrust (NA) . . er techie? ise Αν. 4 
-10 146-56143 - SPACER, Arresting gear vertical brace bearing. . . . . . . 2 
-11 169-56106 . . PIN ASSEMBLY, Arresting gear bellcrank trunnion. $ o ES 1 
-12 No Number . ARRESTING GEAR RELEASE MECHANISM . . . . . , š š: A Ref 

(see figure 385 for detail breakdown) 
-13 AN320-16 . NUT (magnetic inspected). .................,.. 2 
-14 AN960D1616 o> WASHER ç SU or e cere ose hos ec VID ane ος Do Πο 4 
-15 146-56150 . BOLT, Arresting gear vertical brace. ......4...... 2 
-16 169-56301-10 . SNUBBER ASSEMBLY, Arresting gear (Refer to AN 03-25-25), s 1 

ATTACHING PARTS 
-17 AN365-1216 - . NUT (magnetic inspected). . . . . . . .. ¿e ο NC eee 1 
-18 AN960C1216 e WASHER. 45.209 08 b ea UU te Q š C 1 
-19 AN12-21A . BOLT πες ο ο, ZW dol ss š dice, ANS 1 
~20 AN365-820 . NUT (magnetic inspected). . . . . . . . . > BARES 1 
-21 2W1AL32-36-064 - WASHER, Plain (ΝΑ)... ....... LLL l l l 1 Š 1 
-22 169-56337 . PIN ASSEMBLY, Arresting gear snubber forward attaching . . . 1 
-23 NAS2-101 . + FITTING, Lubrication... . . a o . .. Q ç . . LL Lll 1 
: Im E 

-24 146-56351 + CLAMP, Arresting gear snubber boot . . . . . .. . . . . . . 1 
-25 169-56350 . BOOT ASSEMBLY, Arresting gear snubber, Sgt Bing Bias AA Qo gs τς 1 
-26 169-56104-5 - BELLCRANK ASSEMBLY, Arresting gear hook. . . so Mania E εν Sn T 1 
-27 LSS12 $c BEARINGS HEC)... Z Sg) bene 74 0x yT Ben Ur elaine 1 
-28 NAS2-101 . . FITTING, Lubrication. . . . . . . ... .. +... , ncn. 3 
-29 AN365-428 . NUT (magnetic inspected). . . . . .. .. . 2... LL lll 1 
-30 ΑΝΟΘΟΡΗ16 V WASHER 2024. 0508 ΝΟ tada ee Ab ee 2 
-31 ANY-11A . BOLT (nesis μα eae ο ο. Μα A ae d a 1 
-32 AN365-428 . NUT (magnetic inspected). . . . . .... .. 4... s. n. 1 
-33 AN960D116 z WASHER? zv ο SUQ a gn! E gus oar ae ee Wo 2 
-34 ANI-11A . BOLT (magnetic inspected). . . . . . . .. . . 2 2 L l ll 1 
-35 169-56160 . BUNGEE ASSEMBLY, Arresting gear extending. . .. . . .. TET 1 
-36 HRBM4E ο END ROG (AP), 2 μμ einem arate Bk ds valde M qvi 1 
-37 AN316-5R + + NUT (magnetic inspected) . .. ..... 2. 2. IDL 1 
-38 169-56158 + . PISTON, Arresting gear bungee extending . . . . . . . .. 1 
-39 169-56160-3 - + TUBE, Arresting gear bungee extending . . . . . . . . . . H 
-40 169-56159 + + SPRING, Arresting gear bungee extending . . .-. . . . . . 1 
-41 146-56157 + + END ASSEMBLY, Arresting gear bungee extending . . . . . . 1 
-42 ATH ; a a BEARING. (TOR) s maon e ta ne ei ot aoe ee ee a 
-43 156-58038 . CYLINDER ASSEMBLY, Hydraulic arresting gear retracting . . 1 

(see figure 388 for detail breakdown ) 

ATTACHING PARTS 

-44 AN365-820 . NUT (magnetic inspected). ......... Soe τς; a ; 2 
-45 AN960D816 - WASHER (3 used on aft end 2 on forward end). ..... ied 5 
-46 AN8-22A . BOLT Hr, end) (magnetic inspected) . . . . ; e 1 
AN8-21A . BOLT (aft end) (magnetic inspected) . . . . . . š 3 1 
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H-175-56 -124 


FIGURE 385 - ARRESTING GEAR RELEASE MECHANISM 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

385 No Number ARRESTING GEAR RELEASE MECHANISM (see fig. 3 for next assy). . Ref 
-1 AN320-12 . NUT (magnetic inspected) . . . . + + + + WO MEE t 
-2 AN960D1216 . WASHER. o 46e 390929 c6. 9 09. ο. ὁ το aie κα νο, ev ses ie le a he Pe 2 
-3 AN320-6 ` ` NUT (magnetic inspected) . . . . + + + + . 00. ee 1 
-h 2W1-28-28-125 . WASHER, Plain (NA) s oe m Ge ο ο ee ta e ea Ὃ 
-5 146-56170 . PIN, Arresting gear release cable bellerank . . . . + + e 1 
-6 146-56171 ` BELLCRANK ASSEMBLY, Arresting gear release cable. . . 1 
-7 B812 ` , . BEARING (TOR)... 4, + + + + + - NI c-r 1 
-8 AN310-3 . NUT (magnetic inspected) . . . . . Ἐν σος αν τ 1 
-9 AN960C10 . WASHER. . . . +... + + . 5. +. * + 2 
-10 2W1B13-14-51 . WASHER, Plain (ΝΑ)... +. + + + fura hy ie a at bs ο”. 
-11 AN42-6 .. BOLT (magnetic inspected) . . . . . + + + + +. ° >, αρ 1 
-12 146-56134 . SPRING, Arresting gear emergency release. NETS KS 1 
-13 146-56172 . LINK, Arresting gear emergency release. . . . + + < 1 
-14 AN320-3 . NUT (magnetic inspected)... . + us Mean anu de Cel Sorte 1 
-15 AN23-9 . BOBT (magnetic inspected) . . . eso + + * * * * * * ° 1 
-16 AN3-12A . BOLT (magnetic inspected) . . . : - Sim edis Iran ος 2 
ANO960C10 . WASHER. . . . sc + s s + oh * om s ot ο ° ° t] ° t1: ° So ected Ὦ 1 
AN365-1032 ` NUT (magnetic inspected) . . . s s e s s ee NE 1 
1 


-17 146-56173 ` BELLCRANK ASSEMBLY, Arresting gear forward uplock actuating : 
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A A AA A A A = a a RR 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
385-18 146-56174 . SPACER, Arresting gear forward grupo shaft. . om ies 
-19 AN23-11 . BOLT (magnetic inspected). : oh λὲς ἕν, eh 8 a ὁ 
AN960C10 ἵ . WASHER... ο eu | By g de νος,» Bs — 
AN320-3 . NUT (magnetic inspected). em oe PES 
-20 146-56136 - . HOOK ASSEMBLY, Arresting geàr "forward "upiock NM Ç š 
-21 146-56130 f . CABLE ASSEMBLY, Arresting gear uplock release. . . . : n 
-22 AN23-13 . BOLT (magnetic inspected). . . . . . + + + + + + e. : 
AN960C10 . WASHER... Ge fe cO A Oe lu SK Cu) μας. Vm a νῷ 
AN320-3 . NUT (magnetic inspected). Me οὐ... s 
-23 175-56135 . SPRING, Arresting gear aft üplock. Ip UTE ο Trends AE 
-24 AN365-624 ` NUT (magnetic inspected). SG ο ο ο... 
-25 AN960D616 . WASHER. . κ te^ Ver “εν Y ο τν να Ce $^ tp. yi 
-26 .493D616-13 ` SPACER, Bolt (NA) . Scare cerca! e 5 IUe tatg "EM 
-eT 2W1-24-32-62 . WASHER, Plain (NA). Er em ο... i. 
-28 AN6-22A . BOLT (magnetic inspected). x " uo de ν m MS | teo 
-29 - 146-56168 . HOOK ASSEMBLY, Arresting gear “aft uplock ον ar W 
-30 AT6 ` | BEARING (TOR). . . Riv ο ο gh Marcie cal a a Fal B 
-31 AN3-14A | BOLT (magnetic inspected). ον ο ο οσο 
AN960D10 . WASHER... a et os ο ο ο. 
AN365-1032 . NUT (magnetic inspected). vi eek «Ὁ EM MEOS 
-32 AN960D1016L . WASHER... A οἱ sy * os X 
-33 175-56133 . PIN, Arresting gear “bumper stop ‘attaching. eh es 2: θα 
-34 175-56115 , SPACER, Arresting gear bumper stop . . . . . + $e E 
-35 175-56116 ç SPRING; Arresting gear bumper. ........ D A » 
-36 AN365-428 v NUTT cuv omg; E Se ep vite wines Xs S Vox «ὁ 
-37 AN960D416 . WASHER . . . . LES poca: a Sy oae ET a Ser os 
-38 175-56117 . STUD, Arresting gear bumper. . . 2. e ee eos se 
-39 AN3-14A . BOLT (magnetic inspected). . . 2-3 τῷ, € ut os wx es 
AN960D10 . WASHER . . . . DC E 
AN365-1032 . NUT (magnetic inspected). tuc NU ο εδ, ἐφ) ον ος 
-40 146-56133 - . PIN, Arresting gear bumper stop “attaching. he salt ο. 
AN960D1016L . WASHER... Leto $e ον NT PREDA P 
-41 AN4~12A . BOLT (magnetic inspected). — aE LR Ry NE Ὃν 
AN960D416 . WASHER... wow αι ο. ο E E ας wi οί -ᾱ- E (e^ ess w 
AN365-428 . NUT (magnetic inspected). . . . . dO gebe este ο 
-42 160-56111 . STOP, Arresting gear bumper. . . . . . + + + + + + * + * on n 
-43 AN4-11A . BOLT (magnetic inspected). . . . . + - + + + + + + ... . . . 
AN960D416 . WASHER... κ cx AP TRA, ee IM A 
AN365-1032 . NUT (magnetic bir So Bo Bas a cepe ote we EL c dis d! e 
-ιμι 175-56112 . ROD ASSEMBLY, Arresting gear stop actuating. . . . +... +. . 
-45 HRBMYE ο RODSEND (BP) i e ao Mae a? a) oak ance) σον 
-46 AN316-5 : e we UNUTL ο τος ο ὃς oce σον Rue de a vr 199 ος a S 
-47 AN320-3 "MP occu EE 
-48 AN960-10 . . WASHER. Š RA 
-49 4B21M-S3-025 ` > BUSHING, Spacer (NA) |. I II 
-50 AN23-19 e x. BOLTS ua . Ε ‘ z i Ὃν, QQ 
-51 175-56104-5 . . TUBE ASSEMBLY, “arresting gear stop actuating rod forward. 
-52 175-56107 + . RETAINER, Arresting gear E actuating rod spring. ο Ὃς 
-53 175-56108 . . SPRING, Compression PENES ο απ uUi" τῶν a h Temas ϱ A 
-54 2W12SP41-32-62 . WASHER, Felt (NA). š 2 


-55 175-56103-3 


-56 169-56151 


. TUBE ASSEMBLY, Arresting gear stop actuating rod aft. . . 
BRACKET ASSEMBLY, Arresting gi vertical brace bungee . 2 


I H 
+ ENNE F ia o κα D κο μμ κ Λὸ ΑΛ) EEE HH pH IIO ΠῚ IL HI IH I I. 2 I. FO IH TO [O IH PEP I IH IA BO I [4 E I [1 14 13 IPIE. [51 H2 E [1 I2. IE 12 51 [2 E PO TO fO I. I I I. [1 [4 [1151-1151 [3 


-57 AN3-7A BOLT (magnetic inspected). κοπο οὖ ius ο we Ue wie ; 
AN960D10 WASHER . . . "Ar £ οί 14 oe 
AN365-1032 NUT (magnetic inspected). | . . -—À 

-58 160-56147-15 . LINK ASSEMBLY, Arresting gear vertical brace upper LH Had 
160-56147-17 . LINK ASSEMBLY, Arresting gear vertical brace upper RH (forg 

-59 169-56166 E BUSHING, Arresting gear vertical brace upper link... . 

-60 NAS75-16-013 š BUSHING, Plain press fit steel. . . . . . + ... + + ee 

-61 AN365-1216 . NUT (LH side) eerie inspected TCI MES 
AN365-1016 . NUT (RH side) (magnetic inspected). . ES 

-62 NAS143-12C . WASHER, Plain X4130 or equivalent 125, 000° to 145, 000 psi » 

-63 AN960D1216 . WASHER (n ere wee ban ay See cle ta Boies lel le CS. Ser sey Te, te) 

: AN960D1016 . WASHER (RH side). . . E M MAE DERE 

-64 NAS152-70 . BOLT, Internal wrenching steel 3/8- 16. . .. D AR LE 
169-56195 . BOLT, ini oido gear vertical brace upper link attaching . 

RH side 

-65 169-56126 . PIN, Arresting gear vertical brace trunnion. . Ex EN 

-66 2W1-80-48-16 š WASHER, Plain (NA). . . . : ο ον ee 

-67 1169-56127 . BEAM, Arresting gear vertical "brace "support. á oe DET 

-68 AN365-524 es NUI 1 -ᾱ--ᾱ ee, ae o ο ο ο er τῳ) - τς A ον WS 

i -69 AN960D516 . WASHER... ai Gesa ο ee ae a) ο ONE" 

-TO 4B21S5-023 . BUSHING, Spacer. (NA). A vu ὢ 

-71 175-54392 . LEVER ASSEMBLY, Electrical arresting gear “uplock Switch. PEE 

-72 4B20B7 -008 . . BUSHING, Press fit flanged. . . . . - . - + + < o . . 

-73 RBC74164 ` BUSHING (RBC) να ορ ολο Ges αν a. oU Wee s e + 

-74 ANS5-24A . BOLT . . Pn 

-75 146-56152-10 BRACKET ASSEMBLY, “arresting | gear vertical brace uplock , . 

ATTACHING PARTS 
AN365-720 . NUT (magnetic inspected). ncs s£ "o 2 Dala 
AN960D716L . WASHER . . . . 2 . . . +. +. erst “si bp Sa dk QE aos Paes 
AN960D716 . (“WASHER . p < 2 9 0 ο ow o3 3 € ὁ οἱ 3 24 ὁ ο 
ANT-37A . ἂν BOLT lio ui SE μας τω ο) G ος . . . " ai uS i xe 
CIO n 
-76 146-56181 . . BUSHING, Arresting gear uplock bracket. . . . . . + + . . 
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FIGURE 386 - ARRESTING GEAR HOOK AND FAIRING DOORS 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE. 
386 ,No Number ARRESTING GEAR HOOK AND FAIRING DOORS. ........ vet ot ie Ref 

: (see figure 384 for next assembly) 
-1 146-56114-10 . DOOR ASSEMBLY, Arresting gear (supersedes 146-56114). , . , . 1 
ATTACHING PARTS 
-2 AN960C10 e. WASHER eso AA ec eU Unas VP dua ο. 2 
-3 AN393-13 Z. PRIN S vv der eter ch tele ues sut Rs. US ο T e eu toi args eee cars Ὁ 
-4 AN365-428 . NUT (magnetic inspected) . . . . . . . . . . . . IPS 2 
-5 ANQ60D416 s WASHER ο ce μιν. m le a Boe MASTS 4f. wo tes š + š 2 
-6 NAS76A4-008 . BUSHING, Plain press fit bronze . . . . beet σφι ets š Soe ¿e 
-7 AN960D616L è- WASHER. vow. hoe AES. US. s Q " a crm 2.2. AR. 
- -8 ANA-T7A . BOLT (magnetic inspected) . . . . š Ὁ wel ast ue ees ase 2 
M DA 
-9 169-56101-10 . HOOK ASSEMBLY, Arresting gear complete. . . . . . . , "REO 1 
(see figure 387 for detail breakdown) 
-10 AN3-7A . BOLT (magnetic inspected) . . . . . . . . . . . . . Sci de 
-11 AN960C10 ao WASHER, id So. tats S lecce cone we DE G: qe LE S Nusa ώς GT Sup Seda ὃς eve 35 
-12 169-56116-3 . PLATE, Arresting gear centering cam... eee aod Φις ws GAR 
-13 169-56116-5 . PLATE, Arresting gear centering cam . . . . . . . . . . . . . AR 
-14 169-56116-7 . PLATE, Arresting gear centering cam . . . . . . . . . . . . . ΑΒ 
-15 169-56115 . CAM, Arresting gear centering . . . e š rar E eS 2 
-16 AN960C10 ον WASHER s p Ww em αἲνῷ δος, Sa t mu Ue Nus οὶ dr sii. 2 
-17 AN393-13 E URIN goat uere ο Ver ο nee νην u ee tn ο αμ 2 
169-56180 . LINK ASSEMBLY, Arresting gear door attaching. . . ote ege. Se 2 
-18 169-56180-3 + + ROD, Arresting gear door attaching . . Hei fe a Lx 1 
-19 AN486 -4 vow UCLEVISU $0 Bete les ir xta w e Wo UY mo Del d Lio M soe S s. 8 
-20 AN316-4R s * sz μι D EUER ο μα. ee. Se a Ὁ 
-21 AN320-3 . NUT (magnetic inspected) . . — Tec PE 1 
-22 AN960C10 > WASHER; 4 woe oe ὦ ϱ TEN "D ο ee ο. 2 
-23 AN3-10 . BOLT ee ada τα, M ΝῊ S Slaves a: ce ἃ, τα 
-24 AN364-1032 . NUT (magnetic inspected) . . Ep A a ee 1 
-25 AN960C10L esOWASHER. e. x 0 47. + s o o Pp . αν 1 
-26 4B21-53-014 . BUSHING, Spacer (NA)... 2... 2... a. . . . ee ee ee 1 
-27 AN509-10R15 « CHEW. ¿s τας re ὥς Gece’ Loe berate seb) τς αν Dy Nang er NES fet ες 1 
-28 169-56175 . LINK ASSEMBLY, Arresting gear door torque tube actuating. . . 1 
-29 F347 -14 so 5 ROD END (RAP) ¿ 2 2 1.3.4 q soy o4 v o pom - c x uo 1 d 
-30 AN316-4R zc e NU a a adi a e e ο et a DI 
-31 | 4B19B5-012 + + BUSHING, Press fit plain (NA)... .. ....... $-ux 1 
-32 169-56175-3 + . LINK, Arresting gear door torque tube actuating. . . . , . 1 
-33 AN365-1032 . NUT (magnetic inspected) . . . . .............. 6 
-34 , AN960D10 v WASHER. ΝΥ ΙΙ ΙΝ, ο los ek LET qu rs 12 
-35 AN3-7A . BOLT posati ο. ο ο ole ο ο ο”. 
-36 .  AN3-5A . BOLT (magnetic inspected) . ................. 2 
-37 2W1C37-30-32 . WASHER, Plain (NA) οἱ τα we ote Soe cet κ αἱ a ar a: tak σα Sele. «ΑΒ 
-38 169-56183 . SHAFT ASSEMBLY, Arresting gear door operating . . . . . . .. 1 
-39 AN320-3 5. ad NUR see. cup ex asse ensis eue φωνών AS. 
-40 AN975-3 es Ἢ WASHER . ο. ο ον v 274 sa CE ME TERES ES: 
-41 AN386-1-7 ve^ uw. PING ae) Syn sos. ede) wa apa NOT: Kom e QUY Us Wes ict” Soe ug eae TAE T 3 
-42 169-56176-1 + . ARM ASSEMBLY, Arresting gear door operating LH...... 1 
169-56176-2 + . ARM ASSEMBLY, Arresting gear door operating RH...... 1 i 
f -43 169-56179-1 - + FITTING ASSEMBLY, Arresting gear door shaft bearing LH . . 1 αν 
169-56179-2 + + FITTING ASSEMBLY, Arresting gear door shaft bearing RH. . 1 μος 
-44 B98 . + + BEARING (TOR). tase Ge ak ο. 
-45 169-56177 + + BELLCRANK ASSEMBLY, Arresting gear door operating. . . . . 1 
-46 169-56178 + . SHAFT, Arresting gear door operating . . . . . . . . . . . 1 
-47 AN320-18 . NUT (magnetic inspected) . . . . . . . . . . . VM ser Wes EAE 1 
-48 2W2SP73-72-156 . WASHER, Thrust (ΝΑ),,........... ανα.» 
-49 2W1C118-75-50 . WASHER, Plain (NA de ee Vel ορ, Len à A uw o5 fe, Yen ep ᾱ- tara, ΑΒ 
-50 2W1C118-75-36 - WASHER, Plain (NA)... ... + . s sç e ez . ç se sz sç e . e. AR 
-51 2W2SP118-75-65 . WASHER, ‘Thrust (NA)... . . . 2... ... . . . . . c... . AR 
-52 169-56125 . PIN, Arresting gear drag link trunnion, ..... $t ue τῳ 1 
-53 169-56102 . "LINK ASSEMBLY, Arresting gear drag. . . . . . . . . . s ws ἃ 2 
-54 NAS2-101 A FITTING, Lubrication . . . ..... . ο . . .. νο ., .. . 2 
-55 175-56127-5 . LINK ASSEMBLY, Arresting gear vertical brace lower LH. . . . 1 
175-56127-6 . LINK ASSEMBLY, Arresting gear vertical brace lower RH... . 1 
-56 146-56148-3 5 LINK, Arresting gear vertical brace lower LH . . . . . 1 
146-56148-4 š LINK, Arresting gear vertical brace lower RH... de eet 1 
-57 120-33144 κ . BEARING ASSEMBLY, Main landing gear side brace. š 1 
outboard pivot 
-58 NAS2-101 = . . FITTING, Lubrication. ..... s w aia i e a e 4 wwe 1 
-59 NAS75-16-23 a. εἲ BUSHING, Press fit plain. . . . . . . . . . . . ο ον 1 
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FIGURE 387 - COMPLETE ARRESTING GEAR HOOK ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
387 169-56101-10 HOOK ASSY, Arresting gear complete (ere flg: 386 for next assy). Ref 

E -1 169-56208 HOOK ASSEMBLY, Arresting gear . . 2 κ; ibe nies e a a aag 1 
-2 169-56207 . . HOOK ASSEMBLY, Arresting gear. sas Wed cite, E tee, seh S, *. 423 1 
-3 320-625-2.5007 . . CLAMP (MAR). $ed. eria woe ο e te lw 9 
-4 VR3111 + . ASBESTOS TAPE, 95% ` (3M) tet. ue U. Sasa Nay, ac ales ya” 42 2 8 S > 1 
-5 169-56107 . . SHIELD, Arresting gear hook. , . s . ¿+ . © s k we Ps 1 
-6 NAF60371^ . POINT, Arresting gear hook, (GFE) . . . . . . . scs zo uh 

ATTACHING PARTS 
-7 AN365-1032 A ENUT g S pce P γος as E ' : sae m “Ἔ 
-8 AN960-1216 & WASHER; & ox. v So a ec bes Wie Won raid . Sf cae UT 
-9 AN960-1216L . WASHER. . . . uae REC! ! V xw d 
-10 AN12-50 . BOLT (magnetic inspected). 1) 1711]! > — é d 
— —— 
-11 AN365-1032 s NUT a ae k ae € X Ww ὃ 2 νο š Ὃν So cea ιᾷ.. ας Be κ 2 
-12 AN960-10 . WASHER. . . . . . . . . "E . "e PE, ha ue Nr. ar ue 2 
-13 AN3-27A s A E S T s ess š . ο Sarco, Dn dime ET ele 2 
-14 AN320-5 . NUT. ¢ . Si Pel ta ο d eT + ELO eee ee NEN 1 
-15 AN960-516 . WASHER. . . A at se . bie Ae rie 2 
-16 146-56141-3 . WASHER, Arresting gear uplock roller ad üsting. : Vu ae 2 
-17 RBC74164 ; BEARING, Landing gear safety hook ah E , ο. 1 
-18 AN25-30 . BOLT. . E m " 1 
-19 146-56109-11 . BRACKET ASSEMBLY, Arresting gear “uplock roller. PEN . š 2 
-20 AN365-1032 ο y r wah Μο ο Dep dua Meu a QE D AS S ο) ον. E A 2 
-21 AN960-10 « WASHER. . . .:. "NES 9 ^ 2 
-22 146-56141-5 . WASHER, Arresting gear “uplock roller “adjusting. š a š 4 
-23 AN3-27A . s BOL a tout 2 Oh apie Mi RA as ee a -ᾱς š š A 2 
-24 AN365-1032 A RR en tas th tea μμ ος $ z š 2 
-25 AN960D10 > WASHER: os a Ge eye Rods eee Sr s S lU XE LT τος e š whe ete: Y 
-26 AN3-24A . BOLT. x οἱ τῷ DEC M PP . 5 2 
-27 169-56111 . BUMPER ASSEMBLY, Arresting gear hook. š 2 $ ο 1 
-28 AN365-1032 κα tae tee A e ; 2 
-29 AN960-10 τε: ΜΡ a Lari ves va slat Fe ON del ιν DEED NONE Ne o ΙΝ νη 4 
-30 AN3-26A « BOLT. . = S IN 2 
-31 169-56191 . ROLLER ASSEMBLY, “arresting. gear hook centering complete Boas 1 
-32 AN320-5 ο cn DA I LP 
-33 AN960D616 + . WASHER. . ο ο ὑφ al ot το) οπου EE QUQ 1 
-34 2W1AL33-20-64 . . WASHER, Plain (NA). ls sew e ας 04 
-35 169-56146 . . PIN, Arresting gear hook centering roller. ο S «ση 1 
-36 169-56145 | 1 ROLLER ASSEMBLY, Arresting gear hook centering . . ` ° 1 
-37 BS12 . . . BEARING (TOR). . . . ¿uapa uice, b 
-38 169-56191-3 A FITTING, Arresting gear hook centering complete. p t eS 1 
-39 146-56113 ` FAIRING ASSEMBLY, Arresting gear hook . . . a 1 
-40 169-56162 + . BRACKET ASSY, Arresting gear hook fairing rear attaching š 2 
-41 169-56161 . . BRACKET ASSY, Arresting gear hook fairing rear attaching . 2 
-42 169-56110 . BUMPER ASSEMBLY, Arresting gear hook forward. ....... 1 
“ATTACHING PARTS 
-43 AN365-1032 ο κα n ο. vu uu SUI repre rie, ο ley ce uem Ὁ. Cae A o “0 
-44 AN960D10 ο WASHER. vu. ον foie ie sel ὦ Ὁ iv han οὐ e tats. οι pws oP at ον db 
-45 AN3-25A ix BOLT er fem αν πω ο ο ο A uw = O 
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H-175-56-9A 


FIGURE 388 - ARRESTING GEAR RETRACTING HYDRAULIC CYLINDER ASSEMBLY 





-11 146-58260 


END, Hydraulic arresting gear retracting cylinder. . 
-12 AN6227 -23 


PACKING. . . . . 


FIGURE & PART ] UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
388 156-58038 CYLINDER ASSEMBLY, Hydraulic gear retracting. . . . . . .^. + + Ref 

I (see figure 384 for next assembly) 
-1 AN742D4 « CLAMP. . 6.08.6 e ο ο ὁ a a 9 9 4 6 Ὁ 6. αὶ 
-2 156-58801-73 . LINE ASSEMBLY, Arresting gear pivot retractor return . . 
actuating cylinder to hose 
-3 AN833-4D ELBOW... ce 24x ὁ ο ο IA ws mixes δι Ας ο «ὦ οἱ I ¿L QD ES 
-4 AN924-4D NUTT e ç  ὁ ο a 4€ ο AA M ee wo cay A 
-5 AN6290-4 GASKET oo) ee Os LQ Cas. r NS Ὁ R09 LR. eria Due Qe wb CR ` 
-6 146-58262 END ASSY, Hyd arresting gear retracting cylinder piston, rod. 
146-58262-3 . END, Hyd arresting gear retracting cylinder piston rod. . 
-7 LS8 . BEARING (HEC). . . . . + +s e 4 + + q + s «ο... 
NAS2-201 FITTING, Lubrication. . . . . . + + + * o ss + * * * * on 
-8 2W11A9 WASHER, Tab lock (NA)... + + + + + + + + s + + + onn 
-9 AN316-9R NUT, 4 4 7 9e» sa Cw alse sole “Ὁ ο» A Φα, ὁ 4. 1: ος ὦ S 
-10 14546-58517 NUT, Hydraulic arresting gear retracting cylinder lock . . 


` 9 ο. 


. . . e 9 © © © © s c9 o’ 


-13  7R2-12D RETAINER, Gland (NA). 


A A HH 


-14 AN6231-3 SCRAPER. . . + e © v < ὁ à ὁ 5 » * ὁ à ὁ * ὁ e 9 ο 9 ο e è 
-15 2W1ALP41-33-64 WASHER, Plain (ΝΑ)... . . . 4. + + + + + + + + + . + ° ° ° n 
-16 AN6232C2-3/8 FELT X i dw ee or w mia e. Pom (ιούς, ee We ves dci Te VEL 18 
-17 TR3-12D RETAINER, Rod "0" ring (ΝᾺ)... . . y P ὦ p A ` 
-18 AN6227-12 PACKING. . . es S 4 s ee s oe s s et s s + om om s s t . ° . 
-19 146-58261 . PISTON ASSEMBLY, Hyd arresting gear retracting cylinder. . . 
-20 AN6246-23 . RING) . . 4 ο e. ο ὁ ὁ ὁ te Ὁ ὁ ais. $t. Seo), dp “S . 
-21 AN6227 -23 . , PACKING. . . . « + +< + < s 0 e s s s s 4 s ° s . > or n t| n 
-22 146-58259 . HEAD ASSEMBLY, Hyd arresting gear retracting cylinder. . i 
146-58259-3 . . CYLINDER, Hydraulic arresting gear retracting head. E 
-23 LS8 N BEARING (HEC); a τα. de ee, oe, a es €» SQ a QUY 
NAS2-201 . . FITTING, Lubrication, . . .. . e + + * + s e * * * * +. 
-24 AN832-4 y UNION. ο ον e ᾱ Vw Ue e A ette e αι Tw. eh Tai is 
-25 146-58516 . CLIP, Hydraulic arresting gear retracting cylinder line. . . 
-26 AN6289D4 Ç ο tae ο ο ο ο. ο ο TCR E : 
-27 AN6290-4 se BASKET Co ¿ < e wow a de we Mer 31903, oo Ges d Bee Se a wU ὁ 
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ολο Group Assembly Parts List 
ARRESTING GEAR (Cont) 





H-175-54-111B 





FIGURE 389 - ARRESTING GEAR HOOK AFT UPLOCK ELECTRICAL SWITCH INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
309 175-5437 SWITCH INSTALLATION, Electrical arresting gear hook aft. ... . . Ref 

. uplock (see figure 270 for next assembly) 
-1 AN365-1032 "νιν ond dines gies uL EID fos Y ee cp S ο Tee, ο eS QUE SIS 6 
-2 4B21S3D10 . BUSHING, Spacer (NA) ................. 1 
-3 AN960D10 s WASHER ΜΑ iP an wU C) Su ος qr Ie ο ο ο ο ος 5 
-4 ΑΝΘΘΟΡΙΟΙ, 2 WASHER. ος era φώτα) τα Reese ον a ei anes ¿sy Ἕως Ἡ τῷ a 8 
-5 AN3-7A s JBOET «2505 e^ rn 30 e tei! VS: a a ate os e ea ee 1 
-6 AN365-128 š, NUT der “ο ως m wwe ws e c E -ϕ 2 
d -7 4B2154-116 : . BUSHING, Spacer (NA) . ο ον. 1 
-8 ANQ60D416L oy WASHER; 2.2: ο San ^ are sar ἵει τῷ ο ο. 2 
-9 ΑΝΟΘΟΡΗ16 e WASHER: νι οι on vem (eee lel a τος “ee er ᾳ ο ο o τατος, 3 
-10 AN4-21A e BOLT > xL y A E NE sd) ot Y 1 
-11 175-54379 . LEVER ASSEMBLY, Electrical arresting gear hook aft. . . 1 
uplock switch operated 
-12 4B20B6-014 . . BUSHING, Press fit flanged (NA). ............ 2 
-13 AN393-9 ἜΝΙΟΙ. Pa Mao ο aa ios gos lee ο ο. 2 
-14 175-54376-5 . CLEVIS, Electrical arresting gear hook aft uplock ...... 1 
switch adjusting link 
-15 175-54377 . BARREL, Electrical arresting gear hook aft uplock ...... 1 
Switch adjusting link 
-16 175-54376-3 . CLEVIS, Electrical arresting gear hook aft uplock . . . 1 
switch adjusting link . 
h -17 AN4-10A .. BOLT. ...... V vier ο. ος Ὁ ον ο gn al Ver ο. e re 1 
i -18 AN393-13 s. SEHEN, τς ο ed a pA Sec Ge EP a gas var fbit Wu aw a ue SM: Ga SA 1 
-19 175-54381 . ARM, Electrical arresting gear hook aft uplock. ....... 1 
: Switch actuating 
-20 175-54326 +. SPRING; ‘Tens Lon n. ad ὃν δώ, eode wow) οι τὰ der m ds w^ ot Cas Ἵηος oe 1 
-21 AN3-23A SSOBOLT ο ο ek D ce eno Niet fe ay Van RES ο Mat eure ο 1 
-22 NAS43DD3-16 + SPACER, Screw and bolt. . . . . + + + + + s + + + s.s + + ο» 1 
-23 175-54301-7 ο ιο ο Ium a Σερ. 1 
-24 AN3-15A s ΠΟΤ. 1.2.8 dw lun. a Teu a dead aay 3 
-25 1HA1(LH) . SWITCH, Hermetically sealed (MCS) (interchangeable with and . 1 
supersedes 175-54332 for future procurement) 
175-54332 . SWITCH, Electrical arresting gear hook aft uplock . 1 
(see figure 367 for detail breakdown 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


ARRESTING GEAR (Cont) 








H-175-54-117A 


FIGURE 390 - COMPLETE ARRESTING GEAR INDICATOR CONTROL AND DOWNLOCK 
FORWARD UPLOCK INDICATOR ELECTRICAL SWITCHES 
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AN 01-60AABA-! 
ARRESTING GEAR (Cont) 


Section l! 


Group Assembly Parts List 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ARRESTING GEAR INDICATOR CONTROL DOWNLOCK AND FORWARD UPLOCK 
INDICATOR SWITCHES COMPLETE 
175-54312 SWITCH INSTALLATION, Electrical arresting gear indicator. . . Ref 
control (see figure 270 for next assembly 
2HA1(RH) . . SWITCH ASSEMBLY, Hermetically sealed (MCS). τ) κ aed “Ὦ 
(is interchangeable with and supersedes. 
175-54331-10 for future procurement) 
175-54331-10 . . SWITCH ASSEMBLY, Alighting gear hermetically sealed. . 
sequence double (see fig. 380 for detail breakdown) 
ATTACHING PARTS 
AN365-1032 oy ο NUTS X š Se 9. de 2 š ES "m SAGs cig He NEMO EM 4 
AN960D10L e. WASHER ....... s vis he Soviet dev ey ees iN 
AN960D10 . . WASHER. . $e ces s! da Gag etes 2 τὼ DA κ. 4 
AN3-23A ewe BOLT ο ο. aj vae Be pia wi ter te) ο) ra 2. 4 
m πο 
AN365 -1032 vcow ο ο ο ο s Ὁ BE ey Se Us ss wo vr s ° hrs 1 
AN960D10L soo WASHER 2090 0 30S $09 9099 vis etur UD La ὦ ds 2 
AN3-7A . . BOLT.. 5 5 we. Ss οι e ois WA 1 
NAS43DD3-12 . . SPACER, Screw and bolt M^ dS Su eder Si τοὶ Soa ος Mu ay cep Ὁ, Ὃν 1 
4B21B3-002 ; BUSHING, Spacer (NA). €— D C DTE 
AN365-1032 s» de UBI I uou ege WS μων TA "E CE «ὃν ο 1 
AN960D10 ç xe WASHER. ovo ος: οἱ ᾱ- w ᾱ- Sw ww» š μα a 1 
AN509-10-14 . . SCREW... ¿uw ο ο Ca e t aw ος US se ee UE, Tale 1 
4B21B3-002 . . BUSHING, Spacer (NA); 214 $27 44 WC. gy a ee, UI 
175-54314-5 . . CLEVIS, Electrical arresting gear “indicator control. . . . 1 
Switch adjusting link (made from AN165-22LL) 
AN155-32S . . BARREL, Turnbuckle . . . <) ea depre a dence ee le Te te te 1 
175-54314-3 . . CLEVIS, Electrical arresting gear “indicator control. . . . 1 
Switch adjusting link (made from AN165-22RS) 
AN365-428 NU a A iw) ο ο ο “QUQ ee TAE ME 1 
AN960D416L s “WASHER” 4 . 2 a AO ASA ως Se ee 1 
AN960D416 v w^ WASHER i06 δν Sis 03 19 9 e AL Re) WE ie a G US, eL Q bs 1 
ANL-7A ο BO ς to outs οἱ τρ eds 1 
175-54317 . . ARM, Electrical “indicator “control "switch actuator. amo rae 1 
175-54383 . SWITCH INSTALLATION, Electrical arresting gear downlock . , . Ref 
forward uplock indicator (see fig. 270 for next assy) 
AN365-428 soy NUT 4 στ ade ο Q eS ee ee ce" νο €, eS s 1 
ΑΝΟΘ6ΟΡΔ16 v we WASHER A ar a. ο ες ο ee ο gl a anp a L 
AN43-30A Gh, oie BOUT. A Sen “el Se” Tem cer zie ο ο E E 1 
AN960D10L (e UWASHER: 0306400 wd € se a ο Sr es ver Ta^ e a fn 1 
AN393-11 . . PIN. 3 aa ce $ s $^. d. ce VS 1 
175-54306-9 NT CLEVIS, Electrical alighting gear sequence Switch. WIS ve? “ὦ 1 
adjustable link 
175-54305-3 . . BARREL, Electrical alighting gear sequence switch. . . . . 1 
` adjustable link 
AN960D10L v^ (WASHER Z ¿C 2€ 2e $9 cec 3 we uh oed ALIM TU DEI Ch eei τῷ 1 
AN393-11 vo. BIN cw XP ο ο Fe an 1 
175-54306-15 . . CLEVIS, Eleetrical alighting gear sequence switch. .. " 1 
adjustable link 
AN365 -428 ve NUTT; ¿zU a o . Qo. AOV INES δολίῳ, ts tera s κὸ 1 
ANQ60D416 £ a WASHER , 2 < < 5 ee e ze ae ey E -—€——— 1 
ANQ60D416L š « WASHER. > © νο 29 < e ° . ο . seo Bis ο Ue fay us 1 
AN4-7A . . BOLT. oe . ` . . E ώς 1 
175-54355 . . ARM, Main alighting gear wheel door open switch. . . . +. + 1 
I actuating 
AN365-1032 3. WeLNUT.I ο LUV a er A res "TE wee 4 
AN960D10 v c WASHER x09 4c 9 19,03 Ep fel be -- QS tU ὡς τῳ tes Va As z 4 
AN960D10L «oc WASHER: o ο ο aa 4 39 9 2 BE Es alas adiar Wa us Mh eod ος . 4 
AN3-23A . BOLT , . . . . s e x^ «ὁ 4 
2HA1(RH) 3 SWITCH ASSEMBLY, Hermetically sealed (MOS). τ; . . eod 
(interchangeable with and supersedes 
175-54331-10 for future procurement) 
175-54331-10 . . SWITCH ASSEMBLY, Alighting gear hermetically sealed. . 1 
Sequence double (see fig. 380 for detail breakdown) 
ANQ60D10L e cs “WASHER: o € $0 eee ee a rece e Ve ᾱ- Ῥ ο) es Ow e 
AN393-11 * s- BIN. =x . Aa EE rc 2 
175-54376-3 . . CLEVIS, “Electrical arresting gear hook aft uplock. . . . . 1 
Switch adjusting link 
175-54376-5 . . CLEVIS, Electrical arresting gear hook aft uplock. . . . . 1 
switch adjusting link 
175-54377 A BARREL, Electrical arresting gear hook aft uplock. . . . . 1 
switch adjusting link 
AN365-1032 go e NUTT seis lya a S ce Gee im ο ç V ο x. dioe os 6 
AN960D10 . < WASHER. . .. ον <+ Ber ara seat ue) Gime ales Ted s, Seca) ο 
ANQ60D10L e ta. WASHER s š ον a L9. ve Se e z ar Mat S lia fot 6 
AN3-5A in qa BOLT ue veto Br S 525 νο ορ te ; "NOR REN s eve 3 
AN3-15A a . BOLT... .. x. defer Bin ο ὦν Se στὸ» eds «ὦ 3 
175-54390 . . BRACKET, Electrical arresti gear uplock switch mounting. 1 
1HA1(RH) . . SWITCH, Hermetically iiie εὖ (is interchangeable with 1 
: ἀπά supersedes 175-51332-10 for future procurement) 
175-54332-10 " SWITCH ASSEMBLY, Alighting gear hermetically Sealed. 1 
sequence Single (see fig. 367 for detail breakdown) 
175-54395 - SPRING, Tension. . . 45 NR, an οὔτ. ο 1 
175-54391 z ARM, Main alighting gear wheel door. open Switch. v m τον, P 1 
actuating 
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BH-175-40-7 


FIGURE 391 - COMPLETE J33A10 ENGINE INSTALLATION 
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AN 01-60AABA-4 Group Assembly Parts List 


J33 POWER PLANT (Cont) 





FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
391 175-40501 ENGINE INSTALLATION, J33A10 complete. . . . . . ο . . . . . . . Ref 

-1 175-42508 . TANK ASSEMBLY, Discharge fuel collector. . . BS coe nee “ae Os 1 
-2 175-42508-13 . . WELD ASSEMBLY, Discharge fuel collector . . . . . . +, + + 1 
-3 ΚΟΟΟΟΘΙΑ . . VALVE, Fuel drain 1/8 pipe thread ΠΕ}. νην 1 
-4 AN842-4D ΡΟ ο ο πα ο ποσα w ο ο 1 
-5 AN842-8D . . ELBOW. . . . enr E. Seo bee Gas Vente ο E el ου 1 
-6 AN816-10D we ck NIBPLES ντο τὸ Gua S 6 V de ox ACIE 1 
-T AN822-8D : ELBOW . e ο o νον Soran eX ο 1 
-8 AN816-10D QU. NTPPES.I le er eod τα PI es ec fa oW ο Biren ---- 1 
-9 175-42516 . TUBE ASSEMBLY, Jet engine drain tank ram air . . . . . . . . 1 
-10 3H2-8-14 . HOSE (NA). D NUM E esac DE EM 1 
-11 AN737-30 . CLAMP. . Secret ese d Rete cR ie ο hence! Patre καρ caer ar ἄς 2 
-12 AN6270-10-8 . HOSE ASSEMBLY. . Se ee ve er a T) Eu 1 
-13 146-42540-45 | LINE ASSEMBLY, Drain tank outlet | . un Z u^ ee ist teo ὃν 1 
-14 155-8 ' . COUPLING ASSEMBLY, Fuel drain line (AQ). ο. 1 
-15 6706964 ` DRAIN VALVE ASSEMBLY (Furnished with J33 engine) (GFP)... 1 
-16 AT248 . TUBE ASSEMBLY, Engine combustion chamber drain (AR) . . . . 1 
y -17 AN832-4 O A E NS RA 2 
-18 AN924-4 . NUT. ος ἵν. Neca ee cea) ος. SRY lan oe. Cal t ο ο μα αρ.” 2 
-19 AN9O2-4 ` GASKET ` | p ies Fes 2 
175-51540 ` INSTRUMENT EQUIPMENT INSTALLATION, Jet engine. 255 . . Ref 

: (see figure 392 for detail breakdown) 
-20 * 146-40510-20 . ENGINE ASSEMBLY, J33A10. . . . . . . + + + + + + + s + “e À 1 
J33A10 š ENGINE ASSEMBLY (ALE) (GFP) (for a list of detailed | 1 
parts refer to ANO2B105BB4) 

-21 175-42515 FITTING, J33A10 engine drain. . . . . . . + + + s + e088 1 
-22 AN365-428 & ues NUT E A: iA. 2 
-23 AN960D416L s- WASHER 20 $542 a a e a ea ο, cis 4 
-24 AN4 -17A . . BOLT... a URP 2 
-25 AT248 ΤΣ BRACKET ASSEMBLY, 333a10 “engine drain (AMK). . . . . . . 1 
-26 AN822 -4 š ELBOW 4 . . . v. 3 . s ο οκ Qu SA Y e tuy S: x 2 
-27 AN816-4 «uw NIPPLES 2 1/5525: 06 $5 Ws MCN ORC 2 
-28 AN815-4 e vw UNION 22 54 e£. 5 CEA a GN ο ο 2 
-29 AN9O2-4 . . GASKET. . . τι. πει πὸ Ὃς Ere pe asus? ο πο αμ far ο. 4 
-30 AN6264-4-20 ` | HOSE ASSEMBLY . . . . . . . sud ride a LUN we AU WI. De a us 1 
-31 AN6264 -4-36 . . HOSE ASSEMBLY . . . . . . . δ) δ core E μμ 1 
-32 AN6261 -4-54 «cue -HOSE ASSEMBLY 2 105 x9 x20 99 S S Ca e οί ον ρον οἱ τς 1 
-3 AN6264 -4-48 » cs HOSE ASSEMBLY . . ; 6 + v6 v € 06 9 99 o9 ο ο) va α 1 
-3 AN837 -4 £ raa  BDBOW 0205 s ejQ lege Lee So IRR Le ie. NU Wok ο 2 
-35 AN924 -4 + . NUT "EE PUES nie teu nthe nt we ata ΜΑ ος 2 
-36 1146-42544 ke PLUG, 333 engine emergency fuel control . . . . . . . . . 1 
-3 AN737-46 + . CLAMP š S wae R. wasi am ο a ae VR. WIES at “sat 23, 2 
-3 3H2-16-16 ` o. HOSE (NA). ; E s o ase S 1 
-39 146-42540-13 . . LINE ASSEMBLY, Accessory case vent, . . IIIi iig 1 
-40 AN737-38 . . CLAMP... Suebi Xe. Ae San e Nach οφ. Ἂς ἃ 1 
-41 146-42543 . . SCREEN ASSEMBLY, '333 "engine breather. CR a e 1 
-42 8659107 . . SUPPORT, Female (GFP). . . . ο ο... 1 
-43 146-31909 ee «Ὁ EXTENSION, Engine forward steady support. e xe SSL «ὦ ue 1 
-44 8659105 . . SUPPORT, Male (GFP). . .. . . . X se ite au Gon ος Hale οἷς 1 
-45 146-48504 . . FITTING, J33 engine fuel pump . . . . iam COME co dan ὃ 1 
-46 146-31906 + . SPINDLE, Left hand engine trunnion. ... ον duae d h SN 1 
-47 146-31908 . . BALL, Engine mount slide fitting. . . . . . . + + + + x x 1 
-48 146-31907 W ia SPINDLE, Right hand engine trunnion . . . . . . s . + + + 1 
-49 0524 AF10 . . NUT, High temperature (DLR)... Oe ος a case Geel o DUO: 
-50 5B19C7A κ BOLT, Corrosion resistant (NA) . Voc diu ot Gs ete. Ser ge ao O 
-51 156-42518-75 š PIPE ASSEMBLY, J33A10 engine exhaust. . š a e Uan on κεῖ tos ya 1 
-52 7814 -428-13A +. +. SCREW, Round head (NA). Ç Sç e "Ἵν es 520 
-53 AN960C1H16 Dol o. WASHER... ο RU wipe te ce) Cw 20 
-54 0428AF10 Do. NUT, High temperature (DER) . . . . . . 2. 0... 0. . 20 
-55 160-42523-3 E ae RESTRICTOR, 333A10 engine exhaust. . . . . . . . + + . 1 
-56 160-42523-6 MAN RESTRICTOR, J33A10 engine exhaust RH . . . . . . , + + 1 
160-42523-5 + + . RESTRICTOR, J33A10 engine exhaust LH. . . . . . . . + 1 

-57 160-42523-7 + . . RESTRICTOR, J33A10 engine exhaust. . . . . . . + + + +. 4 
-58 160-42523-9 + . . RESTRICTOR, J33A10 engine exhaust. . . . . . . . . ο 3 

NOTE: * Q.E.C.A 
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Group Assembly Parts List ΑΝ 01-6OAABA-h 


J33 POWER PLANT (Cont) 





H-175-51-12A 


FIGURE E - JET ENGINE INSTRUMENT EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE οκ 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
392 175-51540 INSTRUMENT EQUIPMENT INSTALLATION, Jet engine. . . . . . . . . . Ref 


(see figure 391 for next assembly 


-1 156-51544-9 . LEAD ASSEMBLY, Jet exhaust.temperature instrument . . ... . . 1 

-2 AN6271-4-4O . HOSE ASSEMBLY "e usb escis e Δ ΟΦ. 2 

-3 146-51548-9 . FITTING ASSEMBLY, Instrument resistor . . . . . . . . 00 n 1 
ang24-4p μ.ο πα αρ S ened Balai ate ae. ἃ 
AN902-1 . GASKET, . . Wm. toy ie ie ο. ie w; Sa; Ss 1 

-4 146-51548-11 . FITTING ASSEMBLY, Instrument “resistor ο ο te š ser Je QA i l: 
ANQ24-4D ο SMUT vce: ο ο ο ανα ο Mer Ὅτ i x L 
AN9O2-4 . GASKET. . "P ο E š 1 

-5 No Number . TACHOMETER “GENERATOR (GFP ) “(Navy stock "No. RÓ8-0-1320) - . 1 

-6 ΑΝΦΗ5 ο ο οκ αμ ο E ada a Pee E eer o8. IC 2. Y 

-7 AN365-832 S NUT oa ο ο ο a ο S S e ο obs ο Ew) es ο ta 1 0. 4A 

-8 AN8013D1 . WASHER, 4 as a A aa A 

-9 AN515-8R1l . SCREW . . . . I s; vow ee ο Shad rd a jala» CA 

-10 146-51541 . TRANSMITTER ASSEMBLY, Fuel and oil pressure instruments Qm e 1 AB 

-11 No Number + . TRANSMITTER, Oil pressure (GFP)(Navy stock Normen 1 AB 

-12 No Number . . TRANSMITTER, Fuel pressure (GFP). . Ex p Lists š 1 AB 

(Navy stock No. R88-T-2651- 125) : 

-13 AN515-8R10 . . SCREW. ον αμ ο boca aces Ὁ Πα εὐ Or oe ... 8 

-14 AN833-4D 6-9, BLBOW; 43 a8 E eS πο ο ο) ADM ses oh <u 1 AB 

-15 AN837-4D . » BEBOW vox. Ὁ Ὁ Ὁ AAA ντ » * . . . ate 1 AB 

-16 AN9O2-4 τ 3 GASKET κα. a eo: να. 4 7X φας ὃν RV RS -ᾱ a > at net (az uut 2 AB 

-17 ANQ24-4D . . NUT. D a a "τῶν, ἴα Se A pet a 2 AB 

-18 146-51543 TEN SUPPORT ASSEMBLY, Fuel and οἱ 1 pressure transmitters š 2 1 AB 

-19 ΑΝΒΟΟΒΡΟ š . . INSULATOR . . . . "USC MR 2.4, ft AB 
No Number . TRANSMITTER, Oil pressure Í arp (Navy stock No.R88-T- 2125) 1 BW 
No Number . TRANSMITTER,Fuel pressure (GFP)(Navy stock No.R88-T-2651- 225) J BW 


a 
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Group Assembly Parts List 








2 
17 : 
H-175-48-13 
FIGURE 393 - J33 ENGINE FUEL SYSTEM INSTALLATION 
& PART 
NDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. SA 
393: 146-48501-21 -FUEL SYSTEM INSTALLATION, J33 engine. . . . . + + + . ee © < s Re 
(see figure 73 for next assembly) 
-1 146-48502-21 . FILTER ASSEMBLY, Fuel J33 engine . . . . + + + +. +. e s os 1 
ATTACHING PARTS 
-2 AN503-416-16 + SCREW. . . +. +. ç € e e €e € ο +)... 9 € * e “< ο ο ο ὁ 3 
-3 AN960DÀ 16 . WASHER . . ea + < < © © e © © © ὁ © ο ο ο es EIE ee ee U ὦ 6 
-4 453-416-20 . SPACER, Bolt (NA). . . . +... + +< <s + ee eee NE 3 
-5 AN503-416-8 « SCREW. . . « o < s o e e 0 e e e e e e e ο ὁ o 9 < e ° ° ° ° 3 
=... x 
-6 K9500A2 . . DRAIN VALVE, 1/8 inch pipe drain (KOE) .......-+.-. 1 
-7 AN822-16D te) EIBOW o c ώμο μας EEIE ERA O TA 2 
-8 34371 + . FILTER ASSEMBLY, Fuel (PUP) . . . . +. +. +» + + A 1 
-9 AN365-1032 « NUT..o.oo e < o's ows ο “QE ο θὰ, te! Ne? tesi s -ᾱ- š 2 an ° 6 
-10 AN960D10 - WASHER..... WU Swan BN a) cat als ce ο a ο Φα 6 
-11 AN3-4A . BOT... . . «ο E ILE EE E š . s 4 
-12 AN3 -5A s BOLT 02:2 4.9 9. e dea? Ka Bhan Ye Gee Ὁ,» fay Pas ης . € 2 
-13 146-48503-1 . BRACKET, Fuel J33 engine filter support LH . . . +. +. +. +. +. +. 1 
-14 146-48503-2 . BRACKET, Fuel J33 engine filter support RH. . . . + + + * * 1 
-15 160-48861-81 . HOSE ASSEMBLY, Fuel J33 engine aft ..... env ial te ee EP 1 
-16 AN833-16D . ELBOW. .... » 4 a 9 Ὁ «δ ὁ ο” ὁ «c. o» ὁ ὁ ὁ "ECC 1 
-17 AN924 -16D st ΟΝ xc. lm DA S cas, (αὶ wel Ἴθι, wU cer e) Net Tel es m ο modele) ens erste 1 
-18 AN6264-16D47 . HOSE ASSEMBLY. . . e « +s . s < < o a n ὁ a a "ose qe ri ur s 1 
-19 160-48861-83 . HOSE ASSEMBLY, 424 bulkhead to filter. ..... aok Ὁ > 1 
-20 AN833-16D . ELBOW. .. . . ο ο MEE AS TE 0 χω” RE E “ὦ 1 
-21 AN921-16D ν ος foe: sS u γαι δ: fw Qw es m é el iie wie, ii Sale, m ere ο ES io D AS. 1 
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R2800 POWER PLANT 


FIGURE 394 - LH AND RH FORWARD NACELLE FIREWALL R2800 POWER PLANT INSTALLATION 
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H-175-40-1 
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ο RONDE Group Assembly Parts List 
R2800 POWER PLANT (Cont) 
FIGURE & PART | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
394 175-40000-10 POWER PLANT INSTALLATION, R2800 nacelle firewall forward LH . . Ref 
175-40000-20 POWER PLANT INSTALLATION, R2800 nacelle firewall forward RH. . Ref 
NOTE: Quantities listed per LH installation only except as noted 
-1 * 169-32503 . PANEL ASSEMBLY, Cowling top. . +. . +. . . . + ο z e a Eaa 1 
(see figure HO2 for detail breakdown) 
-2 * 160-32504 . PANEL ASSEMBLY, Cowling side . . . . . . , . Se WO Ze 2 
(see figure HOO for detail breakdown) 
-3 * 175-32505 . PANEL ASSEMBLY, Cowling bottom . . . . . . . €; τῴ; ή el wes ὁ 1 
(see figure 401 for detail breakdown) 
-4 175-40010-10 . ENGINE ASSEMBLY, R2800 LH. . . . . . , +... + yg cel uiro Q 1 AU 
(see figure 395 for detail breakdown) 
175-40010-50 . ENGINE ASSEMBLY, R2800 LH. . +. +. +. . . . . . ee ee ew ae 1 BQ 
(see figure 395 for detail breakdown) 
175-40010-90 . ENGINE ASSEMBLY, R2800 LH. . . . +. . +. ο +. + o> ceil Re a 1 A 
(see figure 395 for detail breakdown) 
A^ 175-40010-110 . ENGINE ASSEMBLY, R2800 LH. . . . . +. , , , + ne E 1 BM 
` š (see figure 395 for detail breakdown) 
175-40010-20 . ENGINE ASSEMBLY, R2800 RH. . . . . +. . . ο aban si fet les ey su 1 AU 
(see figure 395 for detail breakdown) 
175-40010-60 . ENGINE ASSEMBLY, R2800 RH. . . . . +. +... . ez ee e, , n 1 BQ 
(see figure 395 for detail breakdown) 
175-40010-100 . ENGINE ASSEMBLY, R2800 RH. . . . . . s +. +. + MEE" 1 A 
(see figure 395 for detail breakdown) 
175-40010-120 . ENGINE ASSEMBLY, R2800 RH. . . s . +. . . . . πα Mate et ces Ὁ 1 BM 
(see figure 395 for detail breakdown) 
ATTACHING PARTS 
-5 * 146-32909-3 + ‘NUT, Engine mount firewall attaching . . . . . . , . e s eà 2 
-6 * AN960-916 s. WASHER. (74-4. ose c. ο co qa vw de pep prias ee Wo x. ig 2 
-7 * AN960D916 e WASHER I oy scs cs ᾱ; Weise Mas "nee ta DE τώρ q dae. Ie faces GOP Ge aa 2 
-8 * NAS149DH44 . BOLT, Internal wrenching steel 9/16-18 (magnetic inspected). 2 
-9 * 146-32909-5 . NUT, Engine mount firewall attaching . . . . . . s , e s <s . 2 
-10 * AN960-716 s, WASHER" - 2-59 Vos. E ae tel iim Gua: De Len e ree W ir rv ox c p ae Ὁ dE UN 2 
A -11 * AN960D716 v. WASHER Lv ος ο ο ο dene ὦ Sa lee velie. ο ar o É 2 
-12  * AN7-24A . BOLT (magnetic inspected). . . . . . . . . . By ies a, ἕῳ. Ὁ. Mos 2 
ρω ὦν D s 
-13  * 146-32592-30 . FAIRING ASSEMBLY, Accessory cowling 40° line (lower LH). . . .1 
(supersedes 146-32592-3 for future procurement ) 
* 146-32592-40 . FAIRING ASSEMBLY, Accessory cowling 40° line (lower RH). . . 1 
(supresedes 146-32592-4 for future procurement) 
-14  * 146-32592-5 . FAIRING ASSEMBLY, Accessory cowling 40° line (upper ae "WS 1 
* 146-32592-6 . FAIRING ASSEMBLY, Accessory cowling 40° line (upper RH). . . 1 
ATTACHING PARTS 
-15 * AN509-10-7 aS CREW tay oy RE CI cL 28 
---ᾱ-.. 
-16  * AN748-26 e CDAMP;. 4 Q a ον αμ ον Q Ta μις eS De ὦ ὁ, isso al ee Έιρ US 1 
e -17 κ ΑΝΤΑΤΗΜΙ6 z. CLAMP- ο ο e: aa ο ο e Yala Wa ole ο UR be nie p Ue 1 
-18 κ 146-42106-5 . RING ASSEMBLY, Carburetor elbow flexible coupling clamping . 2 
-19  * 146-42106-3 . RING ASSEMBLY, Carburetor elbow flexible coupling clamping . 2 
ATTACHING PARTS 
-20 * AN3-5A δν OUT $ He uuu ede eee s: uos tee Me, seta TE G ca, re fo de cal ce es M 22 
-21 * AN960D10 z, WASHER. $ ver ia? <6 4$ Ὁ cx 06s ο EUR ο e ipe d ie Cei E a «Ὁ, e ds 22 
ennt enn 
-22 κα 20-5037-4 . CLAMP HALF ASSEMBLY (ΠΗ}λ................... 2 
-23 * AN310C4 a NUT. uoo. sl as o Seas i y we we δν ae 4 
-24  * AN960C416 e WASHER se. 246 2 08 90909 79 9 WU a ο ο QU sw 4 
-25 * AN4C17 s BOLT Xs ο a Se WU To ve ο ο et ca cae) eB Rae lar S e y L; 4 
-26 * 146-47038 . GASKET, O11 tank diverter valve. . . . . , . . ç + + + eee 2 
-27 * AN365-524 Μο ο ue ee aE RS a τὸν uE. caw a a ... 8 
-28 * AN960D516 s: SWASHER 0 ar “ον κὰν Yash Yar ar ars d] wi ο cte ey A Let e, Tee as e ... 8 
-29 * AN5-11A a BOLTI e Stair ac sea Ye, ariel au S, Gawd ETUR E, Wl. TUE UJ ere. E 4 
-30  * 146-32962-50 . PANEL ASSEMBLY, Engine accessory cowl exhaust cover. SAT 1 
(supersedes 146-32962 for future procurement) 
ATTACHING PARTS 
-31 * NAS?21-8 + SCREW, Brazier head Phillips recess alloy steel 10-32. . . , 8 
—— ome 
-32  * 146-42077 . CLAMP, Generator air blast elbow (1 required on RH engine) . -2 
5 -33 * AN365-1032 . NUT (1 required on RH engine). . . . . . . . . . . . . . . . 2 
-34  * ΑΝΟΘΟΡΙΟ + WASHER (1 required on RH engine) . . . . . . . . , . ¿+ . . . 2 
-35 * AN520-10R14 . SCREW (1 required on RH engine). . . . . . . . . πον 2 
-36 * 146-42081 . CLAMP, Generator cooling air blast duct support. . . . . . . 2 
(1 required on RH engine) 
j -37  * AN365-1032 . NUT (1 required on RH engine). . . . . . .. . .. ο ον ον 2 
-38  * AN960D10L + WASHER (1 required on RH engine) . . . . . . . ο , + ¿ç . . + -2 
-39 * AN520-10R7 . SCREW (1 required on RH engine). . . . . , , , + , . s , .. 2 


NOTE: Part of Q.E.C.A. 
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AN O1-GOAABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 





FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
395 175-40010-10 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref AU 

175-40010-20 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref AU 
175-40010-50 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). Ref BQ 
175-40010-60 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). Ref BQ 
175-40010-90 . ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref A 
175-40010-100 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref A 
175-40010-110 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref BM 
175-40010-120 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref BM 
175-48040 . FUEL SYSTEM INSTALLATION, R2800 engine D dw her te da ROL 
(see figure 410 for detail breakdown) 
146-54048-60 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Power plant LH . . Ref 
` (see figure 413 for detail breakdown) 
Cans . ; 146-54048-50 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Power plant RH . . Ref 
(see figure H13 for detail breakdown) 
175-5800 . HYDRAULIC EQUIPMENT INSTALLATION, Engine section . . . . + + Ref 
(see figure 414 for detail * breakdown) 
175-51040 . INSTRUMENT EQUIPMENT INSTALLATION, Power plant . . . . +. +. + Ref 
(see figure 412 for detail breakdown) 
No Number . ENGINE COWL FLAPS AND OPERATING MECHANISM. . . . . . . . . . Ref 
(see figure 399 for detail breakdown) 
No Number . MISCELLANEOUS POWER PLANT EQUIPMENT. . . wu ιν wr etre ew Ref 
(see figure 396 for detail breakdown) ` 
No Number . CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT . Ref 
(see figure 406 for detail ως, 
-1 * R2800-44Ww ENGINE ASSEMBLY (PW) (GFP). A νον hear Wai ο 1 
ATTACHING PARTS 
-2 * MR36K-SA (*) FLEXIBLE oe MOUNTING ASSEMBLY, Pratt € Whitney R2800 . 2 
engine (LO 
-3 κ MR36K-SA1 (*) . FLEXIBLE PEDESTAL MOUNTING ASSEMBLY, Pratt & Whitney R2800 . 4 
engine (LO) 
-4 * 146-32901-1 . MOUNT ASSEMBLY, Engine LH. . ον a wore 1 
(see figure 398 for detail breakdown) 
-5 * 146-32901-2 E . MOUNT ASSEMBLY, Engine RH. . S ake το 1 
(see figure 398 for detail breakdown) 
-6 * AN310-6 . NUT (magnetic inspected). . . xv αγ "τ λαὸς S ps. ΟΞ 
-7 * AN960-616L . .WASHER ... να νην, ra seco etm. GA 
-8 * AN6-21 . BOLT (magne se inspected]. SAN SAU Wer “es ον tes Z (+ LQ τα ον 8 
-9 * AN6-22 . BOLT (magnetic inspected). . . . . + + . + + + + + + te * * ° 4 
---ᾱ--- 
-10 * 146-32919 . SHIELD ASSEMBLY, Engine lord mount lower RH upper LH ENS 2 
-11 * 146-32917-17 . SHIELD ASSEMBLY, Engine lord mount center heat (center τ š 1 
-12 * 146-32917-15 . SHIELD ASSEMBLY, Engine lord mount center heat (center RH). 1 
-13 * 146-32916 ; . SHIELD ASSEMBLY, Engine lord mount upper and lower heat. . . 2 
-14 * 146-32952 . RING ASSEMBLY, Accessory COW deg. ἐν ο 5x8. 4 dO BOE UE ee w S νος Ὁ 1 
-15 75767 . SPINNER ASSEMBLY (HS) (GFP) (interchangeable with 88844). . 1 
" -16 2ÑB260-69/2F17M3-2AC . PROPELLER ASSEMBLY, Hydramatic (HS) (GFP)... . . . . ° ° 1 
E -17 * 20-530-2 . COLLECTOR ASSEMBLY, Exhaust (RH) . . οι οι Eo Le, e Dm. Q 1 
(see figure hos for detail breakdown) ` 
-18 * 20-502-2 . EXTENSION ASSEMBLY, Front port (RH). . . . +. +... eee + + + 39 
es NOTE: (*) Two MR36K-SA mounts and four MR36K-SAl mounts form one set of 


MR36K lord dynafocal suspension 


+ Part of Q.E.C.A. 
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AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 






MISCELLANEOUS POWER PLANT EQUIPMENT . . $e 


(see figure 395 for next assembly) 


Section Íl 
Group Assembly Parts List 





USEABLE ON 
CODE 


146-47801-95 . LINE, Oil tank to engine aft vent. . . . . + + + + + + ees 1 
146-47801-7 A LINE, 011 breather LH. . . « . 2 < . ο ^ e ο e * e » ο . ο n 1 
AN840-16D + Ρος eco 5 yw ο a a C9 0 OS ὁ; δὶ SE uB. n 1 
3H2-16-15 . HOSE A ο tap Mele ce ο woe) ορ ο e, as sies Ves Vies au Aw Siw Sa, QE 2 
3H2-16-32 y HOSE: (NA). 253 oa Ὁ ον 30€ e eae) da Taree ο JQ Se SB est Rice E 1 
AN737RM46 we CLAMP...) δ. oe NR wale a ον ορ. Sel cee ὁ a ἵι i i9 ee 8 8 
3H2-16-34 i HOSE (NA) s anie dE. ο Tem me N S. ue αἱ mo Se de as l 
146-42801-11 . LINE, Supercharger drain . . . e e + + + + + + s + + s + + ο 1 
AN914-3D e ELBOWS ο a ea n ^95 a a e A la 1 
AN840-8D oo ADAPTERS. o. Sem bo ai ο οὖν Sas ο vele $ xr qe epa nos 9 De ce ve Wo XOU 1 _ 
2H2-8-13 5s “HOSE, (NÀ). 4 w ç eet S. ο ος SS. OX oen a Ra Q usa 2 m 
AN737RM30 . CLAMP... ιν Oe τών "eo e VO VR Ae SpA PIS qu LS 4 
146-47108 . ADAPTER, 011 inlet . Biter δι et ew; a eves 9 LS 1 
146-47038 . GASKET, Oil tank diverter valve. aoo aule SD BL eke te TS wer 30 wets 1 
180-9569-32-24-3/4. HOSE ASSEMBLY, Four hole flange 90° elbow to hose flange . . 1 

90° elbow (AQ) 
AN365-521 s NUTT; TU 4S4 τος 9 29.0909 δ -ᾱ- τό ᾱ SF US SKU SU CAII τς “es 9 yis ve κ 4 
AN960D516 > WASHER Μο inh ο x "C SU ο S N. ο Be he: see 8 
AN5-10A BOLT .... š Cae anu as ae δῷ 4 
180-9571-24 -20- 3/4; HOSE ASSEMBLY, Four hold flange “90° elbow "to three hole. . . 1 

90° elbow (AQ) 
1462E0 . GEAR BOX ASSEMBLY, Right angle accessory drive (WGW) . . . 1 
146-42029 . BRACKET ASSEMBLY, Hydraulic pump support . +. . . . . + + + +. 1. 
146-42028-5 . CLAMP, Hydraulic pump supporting . +. +. . - + + + + + + sae 1 
146-42028-3 . CLAMP, Hydraulic pump supporting . . +. +. + + + + + + + * n 1 
146-42027 . BRACKET ASSEMBLY, Hydraulic pump to engine . . . . . . s so 1 
AN365-428 NUT eis acd erst et es deo a 7 89 81281 SUS κα SD w SP w eg NE vie 4 
AN960D416L ; s (WASHER? s 6 0x s. cas 6 G rr xy Ss ο wy ο. a a ᾱ 8 
AN4-6A s BOLT ED 2 
AN4 -5A e “BOLD os 4 wo. om E Q Y ο ws st Ὁ ia, K: TS: Cs vem cae’ S 2 
146-32502-3 . STRUCTURE ASSEMBLY cowl support LH. ᾳ ἁ αι A SED UR 1 

(see figure h03 for detail breakdown) 
146-32502-4 . STRUCTURE ASSEMBLY, Cowl support RH. . . a aa E 1 

(see figure 403 for detail breakdown) 
146 -32582-1 . FLAP ASSEMBLY, Triangular engine cowl exit LH (RH lower. . . 2 

LH upper) (see figure 404 for detail breakdown) 
146-32582-2 . FLAP ASSEMBLY, Triangular engine cowl exit RH (RH upper. . . 2 

LH lower) (see figure 404 for detail breakdown) 
146-32575 . FLAP ASSEMBLY, Main engine cowl exit . . i ee πο. 2 

: (see figure 404 for detail breakdown) 
ATTACHING PARTS 
AN365-428 š WA Na A ο a. S" brun Salt Vans RIA ο E IHE. SQ: πας 12 
AN960D416 . WASHER... uc 24 
11416-32579 . SPACER, Engine cowl exit flap hinge. s sy es "e fay ο eee 12 
AN -21A ^ BOLT CR ése de COR cl sp OK ια, AR UNS ές LR es κ OR 12 
< Ë m usen 

146-42086-100 . DUCT, Generator blast tube flex (1 required on RH nacelle) . 2 
146-42702 . ELBOW, Generator blast tube (1 required on RH nacelle)... 2 
146-42077 ` CLAMP, Generator air blast elbow (1 required on RH nacelle). 2 
AN365-1032 NUT (1 required on RH nacelle) . . . . . . . νο 9 
AN960-10 . WASHER (1 required on RH nacelle). . . . . + + + + + «νο 2 
AN520-10R14 . SCREW (1 required on RH nacelle) . . . . . . . ο . .. ὁ ο 2 
146-42357 . FITTING, Turbo regulator sensing: line. "a am 1 
146-42358 . GASKET, Turbo regulator sensing line fitting O a 1 
AN823-4 .. ELBOW. . . «2 ο 4 ὁ ο 4 ο ὁ ὁ Ὁ ὁ 4 4 4 ο ο ὁ ὁ ο € ὁ a 1 
AN6264 -4 -28-1/2 . HOSE ASSEMBLY. . . . ο fae Ἕν A A A κ a Ep lo ë 1 
146-47801-35 . LINE ASSEMBLY, Firewall to flex hose propeller feathering. . 1 P 
AN919-19 +. REDUCER. . .. wi Are To ve ON ο e ο TS WI ο ο e oes WI I ο 1 
146-42801-119 . LINE, Oil breather RH. . .. de a Ese De. o9 Dole V ^ ee £ 
3H2-16-32 '. HOSE (NA). e 4 ὁ e 4 ο 9 a * o à ὁ e 9 ο ὁ ο ^» s ο 9 ὁ € 2 
AN737RM46 . CLAMP. . . M pup E E 4 
AN6264 -8D22 -1/2 . HOSE ASSEMBLY. e 9 ὁ $ ^4 4 $ 4 ^ s à 9 * * e $ ^» à ο ο « * ο 1 AW 
AN929-8 « CAP. . 4. . ee » «4 ο 9 ο 9 * ο ὁ ὁ ο $. 4 ο 9 9 4 - ὁ 1 C 
AN912-1 « BUSHING. . . ο ὁ « ὁ « ^» «4 » ὁ e à * ο « * « 4 e... * 4 « 1 AW 
AN823-8 . ELBOW. . . κ i Math i Ga asa ο ο e 17. Ολο 1 AW 
AN6264 -6-31 . HOSE ASSEMBLY. E a? Var e W e aa wu NS ο ο Se ee at “eee “Ὁ 1 AW 
AN929-6 y “ΟΑΕΕ o ᾱ- ο ος; Xu! et wea ar Si Se cu w 9) ae at U S er a Se Sole ver Ua y a 1 σ 
AN822-6 = GELBOW. 2 ο ος voie oko emus up 1 AW 
AN915-2 . ELBOW. ... à/ e^. ^ ὁ ἃ. ο a n . EE O E E E 1 AW 
156-47114 . SEAL ASSEMBLY, Propeller fe eathering “oil outlet line. . . . . 1 P 

outer supporting . 
156-47112 . SEAL ASSEMBLY, Propeller feathering oil outlet line. .... 1 P 

$ inner supporting 

ANH -4A a BOLT XII 2 P 
AN960D416 è “WASHER 25.5.0307 a d [o -ᾱ. ώς 16. 9 el οφ Mon Ted DET e τς aid a 2 P 
AN365-428 a NUT. ç ç Sula < od wv Ὁ κ Ὁ Φα wU AR ee UO A a 2 P 


NOTE: * 


Part of Q.E.C.A. 
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FIGURE 397 - ENGINE ACCESSORY COWLING ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
397 156-32951-300 
156-32951-600 
-1 156-32951-115 
86-400 
FA6-1/2-45 
GF6-1/2-218 
-2 156-32973-100 
ATTACHING P 
-3 5B17C3A 
-4 156-32970 
-5 146-32966 
ATTACHING P 
-6 AN960D10 
-7 5B17CHA 
== os 
-8 156-32951-193 
-9 156 -32951-35 
-10 156-32951-37 
-11 156-32951-39 
-12 156-32968-1 
-13 156-32968-2 
-14 169-32956 
-15 169-32958 
-16 146-42030 
-17 146-47117 
-18 146-47118 
-19 146-42040 
146-32967-1 
146-32967-2 
-20 146-32967-9 
-21 146-32967-11 
-22 146-32967 -13 
156-32968-10 
ATTACHING P 
-23 AN526C1032-8 
-24 156-32968-27 
-25 156-32952 
-26 W99835-1-.080 
99836 
99833P .130 
-27 160-32976 
ATTACHING P 
-28 AN363C1032 
-99 AN960C10L 
-30 NAS43C3-18 
-31 AN3-5A 
---ᾱ...-- 
-32 AN363C1032 
-33 AN960C10L 
-34 AN3-32A 
-35 NAS43C3-182 
-36 156-32974 
-37 160-32978 
-38 160-32977 
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AN 01-60AABA-4- 


R2800 POWER PLANT (Cont) 


UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
COWLING ASSEMBLY, Engine accessory m fig. 399 for next Ξε. Ref 
COWLING ASSEMBLY, Engine accessory (see fig. 399 for next assy). Ref 
DOOR ASSEMBLY, Engine accessory . . . .. . . + . < + . ewe 1 
l SPRING RETAINER DZ)! es eee Ἡ Sine Kou ο Ve e ter ος νο ον D 
e STUD: (DZ) nn cris eu ο ο ο. NK Mi ο ο Me) E a. ge, “D 
GROMMET (DZ)... sa uo 15 
COVER ASSEMBLY, Éngine `nacelle accessory "cowling upper. ο. 1 
ARTS 
. BOLT, Corrosion resistant (NA) .. . ............ 19 
. . SEAL ASSEMBLY, Engine accessory cowling upper cover. . . . 1 
. DOOR ASSEMBLY, Engine mount accessory cowling . . . . . + + + 1 
exhaust shroud 
ARTS 
. WASHER, . . . VOS νο Se d c Dee tier ο... 
. BOLT, Corrosion resistant (NA) 2x9 x03 € 6 
. COWLING ASSEMBLY, Engine accessory. . . . . . . + + . RT 1 
. SEAL, Engine accessory cowling . . . . . + + + < + ο ο š 2 
. SEAL, Engine accessory cowling . . . . . + + i — 2 
+ . SEAL, Engine accessory cowling cv Ae CRT eae ος oe LS 2 
. . SEAL, Engine accessory cowling left hand upper . πα μα 1 
(supersedes 146-32956-1 
. . SEAL, Engine accessory cowling left hand lower . . . . . . 1 
(supersedes 146-32956-2 
. . SEAL, Engine accessory cowling left hand lower š; te id, ds 1 
. . SEAL, Engine accessory cowling right hand lower. E τῷ 1 
š NIPPIE ASSEMBLY, LH hydraulic pump drain . ide xd e ο cs) 1 
. NIPPLE ASSEMBLY, Oil breather LH . -— V, eti tea a Loan. ayy arid 1 
. NIPPLE ASSEMBLY, O11 breather RH. . . . . . + . + + « . 1 
. NIPPLE ASSEMBLY, Engine drain RH . . . . .. E.A LE » 1 
. SEAL ASSEMBLY, Engine mount accessory cowl LH. co a O 1 
. . SEAL ASSEMBLY, Engine mount accessory cowl RH. ...... 1 
. . SEAL, Engine mount accessory cowling. . . +. . , + + + + 1 
. . . SEAL, Engine mount accessory cowling. . . . . , + + +. . 1 
. . . SEAL, Engine mount accessory cowling. . . . . SA I 8 1 
. COVER ASSEMBLY, Nacelle engine accessory cowl lower wee ὃν 1 
complete (supersedes 156-32968 and 146- 932956) 
ARTS 
ο’ SCREW, MP" 
+ . COVER ASSEMBLY, Nacelle engine accessory cowl lower. .. . 1 
. . DOOR ASSEMBLY, Engine nacelle accessory compartment. . . 1 
cover access 
s μμ RUC πω NX. SL ae ο sei nah WES ο) Ὁ” da 2 
. PIN UG) ooo ed Su aie AR Sa ο ο 2 
RECEPTACLE (UC). T "TTD. 
DOOR ASSEMBLY, Engine nacelle accessory cowl fire access. š 1 
ARTS 
s NUT a ¿S San I te " Soc ee, Me? er aie PES pm 2 
. WASHER. .. ES $ Be dep ae aha a a g τὸ οὗ οὐ ES 4 
. SPACER, Screw and bolt. "e "EC" nd . ο ὅς ce» 2 
o BOLT. eor. som oe OR, es sos è e -ᾱ ο... 2 


s NUT as tes as OM Sena) far eS 382 sa . . oe . . š 1 
. WASHER. . . . . + + + + + ee š ea Na at ek s Z. ας we Ἴῶν τῷ 2 
. BOLT. . . . ο $$ X6 de. .. wre ears 1 
. SPACER, Screw and bolt. eee . Εν Gel ος . 1 
. SPRING, Engine nacelle accessory cowl fire door "a . 1 
. LEVER, Engine nacelle accessory cowl fire door spring ᾳ. ο « 1 

FRAME ASSEMBLY, Engine nacelle access cowl fire access door * 1 


Group Assembly Parts List 


USEABLE ON 
CODE 


AZ 
A 





711 


Section Jl 
Group Assembly Parts List 





712 
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FIGURE 398 - LH AND RH ENGINE MOUNT ASSEMBLY 
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AN 01-60AABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 





FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
39 146-32901-1 MOUNT ASSEMBLY, Engine LH (see figure 395 for next assembly). . Ref 
146-32901-2 MOUNT ASSEMBLY, Engine RH (see figure 395 for next assembly). . . Ref 
-1 146-32901-11 . TUBE ASSEMBLY, Engine mount LH . . . , . . + + + + + ο "- 1 
146-32901-12 . TUBE ASSEMBLY, Engine mount RH . . . A Pa x 1 
146-32907-1 . .. TUBE ASSEMBLY, Engine mount upper LH. M A 1 
146-32907-2 . . TUBE ASSEMBLY, Engine mount, upper RH. . 1 
-2 160-32902-3 . . . FITTING, Nàcelle engine mount to firewall "attaching. 1 
upper LH 
160-32902-4 . . . FITTING, Nacelle engine mount to firewall attaching. 1 
upper RH 
-3 160-3290 . + . FITTING, Engine mount upper front ring LH and ΠΗ... 2 
146-32908-1 . . TUBE ASSEMBLY, Engine mount lower LH. . . . Boe μι, ZQ 1 
146-32908-2 + . . TUBE ASSEMBLY, Engine mount lower RH. . . . 1 
-4 160-32903-3 Eo e . FITTING, Nacelle engine mount to firewall “attaching. . i 
` lower LH 
160-32903-4 - . . FITTING, Nacelle engine mount to firewall attaching. . 1 
lower RH 
-5 160-32905-3 E. i . FITTING, Nacelle engine mount side front ring LH... 1 
160-32905-4. . . . FITTING, Nacelle engine mount side front ring RH... 1 
-6 146-32906-1 . . . FITTING, Engine mount lower front ring LH. ....:. 1 
146-32906-2 s FITTING, Engine mount lower front ring RH. . ---- 1 
-7 146-32711-1 . SUPPORT ASSEMBLY, Triangular flap actuator lower LH. . . .. 1 
146-32711-2 SUPPORT ASSEMBLY, Triangular flap actuator lower RH. .... 1 
ATTACHING PARTS 
-8 AN365-428 Bt NUTS sen Gen A ο. AS WINE! τ.» "EP è 2 
-9 AN960D1I16L . WASHER . . "EN EP a 4 
-10 2W1AL17-24-12 . WASHER, Plain. (NA). ο ο, το ιδ) ο ποπ YS er la, Tel Sach on 5 š AR 
-11 AN4-25A ο BOLT ud py g ο, cs Ag ext ce, Were . Š 2 
OIN. PARED 
-12 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . . . 2 
-13 ’ 146-32710-1 . SUPPORT ASSEMBLY, Main flap actuator lower LH. ....... 1 
: 146-32710-2 SUPPORT ASSEMBLY, Main flap actuator lower RH. ....... 1 
ATTACHING PARTS 
-14 AN365-428 μμ πμ ος PEU. ates es 2 
-15 AN960D! 16L . WASHER . . Bes tac ο Siret riae Sel Qa Ro ο.” š 4 
-16 2W1AL17-24-12 . WASHER, Plain (NA). | . CGGI eg AR 
-17 ANY -25A 2C BOLT iy κ net «env wrote Ore i Te ome ees ud oe, T OU IST . 2 
ERES Q. 
-18 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze ....... 2 
-19 146-32709-1 . SUPPORT ASSEMBLY, Main flap actuator upper LH. ....... 1 
146-32709-2 SUPPORT ASSEMBLY, Main flap actuator upper RH. ....... 1 
ATTACHING PARTS 
~20 AN365-428 Μο ο i a ee eo οἷν eS id eee ο τος A tede uS 2 
-21 AN960D416 . WASHER . . a. s DELE e» Doo wow. Su δι 8 Ὁ, write rts 4 
' -22 2W1AL17-24-12 ` WASHER. Plain (NA). ao ο K... νο.” 
-23 AN4-24A s BOLDT μα evt ὠς, S Zaw . E ra φί’ . 2 
Si RN 
-24 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . . 2 
-25 146-32712-1 . SUPPORT ASSEMBLY, Triangular flap actuator upper LH. . . . . 1 
146-32712-2 SUPPORT ASSEMBLY, Triangular flap actuator upper ΒΗ... . . 1 
ATTACHING PARTS : 
-26 AN365-428 of) NUTS £ Sia a ῳ- uu wie} Sh er tel GE A τς . + 2 
-27 AN960D!16L . WASHER . . z SY eke a Te en CR LI RD Vs es Lea Ya, € . . 4 
~28 2W1AL17-24-12 . WASHER, Plain (NA). RE MES EC ὦ” -ᾱ A 4d `ç AR 
-29 AN4-24A s BOLT oce ᾱ ᾱ Q Se ew . exe a. z n 2 
---ᾱ-... 
-30 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze ....... 2 
° 
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FIGURE 399 - ENGINE COWL FLAPS AND OPERATING MECHANISM 
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PART 
NUMBER 


No Number 


146-44010-100 
146-44004 
146-44011 
AN310-5 
AN960D516L 
AN960D616L 
169-44006 


NAS222-10 
5U18-3 


360-108W18 
AN832-10 
AN960C1416 
ANQ24-10 
175-44013 
ANQ60D416 
175-44012 
AN310-4 

* ANAL -5 
AN960D516 
146-47801-97 
AN815-10 
175-47802-20 
175-47802-50 
156-32951-300 


156-32951-600 


NAS221-8 
AN365C10-32 
146-32954 
146-32964 
146-32953 
146-32963 
M896 


WM2-514M5 
WM2-514M8 
LA1563A31 
WM2-514M1 
WM2-514M16 
WM2-514M6 
WM2-511 
WM3-505 
146-32718 
AN365-524 
AN5-21A 
AN365-428 
ANQ60D4 1.6L 
AN4-21A 
M1670M108 
AN365-428 
ANQ60D416L 
AN4-24 
ANy-24A 
ANL -LLA 
146-32713 
AN365-1032 
AN960D10L 
AN3-1HA 
5C2E28-8 
146-32717 
AN365-1032 
AN960D10L 
AN3-20A 
AN3-23A 


` AN3-13A 


5C2E28-8 
146-54257 
146-54258 
WEE4-221M1 
146-54256 
AN365-428 
AN960D416L 
ANA-5A 
146-42801-27 
169-32532-1 
169-32532-2 


NOTE : 


* 


1 





E 
R2800 POWER PLANT (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


ENGINE COWL FLAPS AND OPERATING MECHANISM. . . . . . . + 


oe ewe 


(see figure 395 for next assembly) 


FAIRING ASSEMBLY, Spinner after body fixed lower. . .. 


. SEAL, Spinner after body fixed . . ΠΡ 
FAIRING ASSEMBLY, Spinner after pany. fixed. upper. 


NUD ise Ab, τε κας Sa ae, ortos RP estos Nee SA sys 2 ἃ eU ο y 
WASHER 6 o uhr e aeos Leod. od aec ic Pide e ee 2 
WASHER. . . . . oy δῦ ον . 


STUD, Propeller spinner after body support. vie 
(supersedes 146-44006 for future procurement) 


SCREW, Brazier head Phillips recess alloy steel 5/16-24 . 
PROPELLER GOVERNOR, Constant speed (HS) (GFP) interchangeable 


with 5U18E35AE and 5U18E34AN 
HOSE, Double swivel AN type (AQ). ..... 
UNION: os) Ὁ ο a -ᾱ ο e X 0e v ee ee le ue es Ὁ T 
WASHER. 4 4 š sl S e τον BR Re cer odd V OU γιο ¿q GS 
NUT . . 


SUPPORT ASSEMBLY, Propelier feathering oil “supply line. 


WASHER. 


Section l! 


Group Assembly Parts List 


UNITS USEABLE ON 

PER ASSY. CODE 
. Ref 
B 1 
Ç: 1 
1 
T 
14 
8 
6 
10 
1 


TUBE ASSEMBLY, “Propeller  peathering oil supply line Support : 


NOT tse wee b κα Soe dy og ts) ten ils. ye dq . . . 
BODD: corey, aided cae pee ο ο ue AS τῷ a, [τὸν τ) οἷ, ο 
WASHER. . 


LINE ASSEMBLY, Propeller governor line “union “to flex “hose assy 


REDUCER . . . . š 
HOSE ASSEMBLY, Hyd “ana pneu high press. 
HOSE ASSEMBLY, Hyd and pneu high press. 
COWLING ASSEMBLY, Engine accessory. . . SEC XP MENO 
(see figure 397 for detail breakdown) 
COWLING ASSEMBLY, Engine accessory. . 
(see figure 397 for detail breakdown) 
SCREW, Brazier head Phillips recess alloy steel 10- ae 
NUT . + + + "ur DEIN πμ US 
BOOT, Side cowl actuator “sealing. b YZ 
CLAMP ASSEMBLY, Side cowl flap actuator engine access 
BOOT, Main cowl flap actuator sealing . 
CLAMP ASSEMBLY, Main cowl flap actuator engine access 
CAP, Cowl flap mechanism assembly {AA)...... 
FLEXIBLE SHAET: LAA ie δ. cae iow e cele eo le a DE ae 
FLEXIBLE SHAFT AA). 


FLEXIBLE SHAFT (AA) (M4241-3100 may be substituted) 


FLEXIBLE SHAFT (AA). . . . . + + + + + io 401. Ac. 
FLEXIBLE SHAFT (AA). . . . + + + + + + . . . 
FLEXIBLE SHAFT (AA . ‘ m 


JACK ASSEMBLY, Main cowl “flap actuator E 
JACK ASSEMBLY, Main cowl ecd actuator 
SPACER, Cowl flap actuator. 
NUT 4 2. ὃν ο τν ο 9s 
BOLT. . . 4 
NUT 2-21 
WASHER. . . 
BOLT. . . . 
"H" DRIVE 
NUT .. o 
WASHER. , 
BOLT. > 
BOLT. . e 
BOLT. 32x 
CLAMP, Cowl 


ah) 
AA 


* . 9 . s e o ο 


` * > ο + n 
se ee we 
`. ` + we ο 


3 9 ὁ 9 n n 


drive bracket 
NUT . oe we . ο . 
WASHER. . 
BOLT. . . s Se be ca^ τον cat, Mera oe a το RU -ᾱ 
CLAMP, Welded tube (NA). . . . . . «oe 
ANGLE, Cowl flap actuator "H" support . . . . . . .. 
NUT . . $ x 9x š . . 
WASHER. . . . 
BOLT. < 2x 
BOLT... . aces eL ο ο αν S Ne ο ο 
BOLT. . . . à ul e ο ο BO tat tn ie Is E 
CLAMP, Welded tube (NA). 


eos ` ° + ° °. oo 
° 
8 


flap actua 


swivel connections. 
swivel connections. 


sealing 


3 sealing 


. 
. 


. 
. 
. 
. 
. 
. 
. 
. 
. 


1-3/4 ὁ diameter. 


* ` o9 we 5 ο. 


. 


CLAMP, Cowl flap actuator power unit bracket 1- 3/4 diameter 
CLAMP, Cowl flap actuator power unit bracket 1-7/8 diameter . 


POWER UNIT ASSEMBLY (AA) (interchangeable with ΠΕ μία 


BRACKET, Cowl flap actuator power unit. . . 


η MNT D lad τ. ued ών 
WASHERI εὐ, κ αμ orco potas RM LOIS a 
BOLT. . . . . 


LINE, Cowl flap flexible "shaft “support “side et bad sà 


SEAL ASSEMBLY, Upper engine mount access cowl cutout “LH : 
SEAL ASSEMBLY, Upper engine mount access cowl cutout RH . 


Part of Q.E.C.A. 





. 


Ῥ 
BL 
AZ 


HR 


: m 
PRE =Q RE HL = FEIO TO IO. IP 45 OL HP TO TO D TO IO I. Λ) I. OV OV H9. O0 I7 0000 00 AA i O £r I2 [£2 C000. YH i iB ES E E o E E C) I. E I. EH 
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R2800 POWER PLANT (Cont) 
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H-175-32-2 


FIGURE HOO - R2800 ENGINE COWLING SIDE PANEL ASSEMBLY 
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Section l! 


-60AABA-4 
AN 01-60AABA Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


-  —O—_— J AV -;hU  —— .  n—UN—£FU— rst — MÀ —ÓÀ 


-19 146 -32538 ` | ROLLER, Cowl panel locking handle. 
-20 4B20B9-10 . . BUSHING, Press fit flanged (NA) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
400 160-32504 PANEL ASSEMBLY, R2800 engine cowling side. . . . . . . . . . . . Ref 
(see figure 394 for next assembly) 

-1 146-32514-1 . BUSHING, Cowl shear pin station 185.218 LH. . . . . . . . . + 1 
146-32514-2 . BUSHING, Cowl shear pin station 185.218 RH. . . . . . . . . . 1 

-2 AN365-428 κα a ο A A la? δας. ο Poh See a, «Ὁ 

-3 AN960D416 s WASHER; vet cee ver na eio ei Se S ο... : . 6 

-4 AN -7A . BOLT. . . Ley w ces ter A ror Pas Sa . 6 

-5 146-32510 . BUSHING, Cowl shear pin aligning. ο A ee d 2 

-6 AN365-428 «ΝΟ... uk. You s. leek. m ler τν M . 2 

-7 AN960D416 . WASHER. . . "cu ux tre nd Ms E. 

-8 AN4 -6A « BOLT; ¿ < n 2 

-9 160-32543-2 . HANDLE ASSEMBLY, `R280o ` engine front cowl "panel “locking `RH ; | 1 
160-32543-1 HANDLE ASSEMBLY, R2800 engine front cowl panel locking LH. . 1 

ATTACHING PARTS 

-10 AN310-428 . NT... E EN WERE SE oC 

.-11 2W1AL18-28-62 . WASHER, Plain (NA) . . . Behe db, DS RS be arg 

-12 146-32513 . SCREW, Cowl panel locking handle “attaching. an is aera ον ὃς 

-13 AN316-5R £ s NUT. . 2 3 as e ΑΙ ae . ΓΝ + 

-14 146-32509 +. . BOLT, Cowl panel lock “adjusting. vue ih Wie rue PUES 

-15 RL31SB9 "o2 LOCK Μι ο Vous desi m LU IDII] ο... 

-16 R307SH9 . . INSERT (BMC). : eh èa τόνο «ο 

-17 146-32544 . . PIN, Cowl panel locking “roller retaining 3 P DIR 

-18 146-32537 PIN, Cowl panel locking handle roller. . . kr Ke 


-21 160-32511-4 . HANDLE, Nacelle cowl panel locking RH. < 
160-32511-3 . HANDLE, Nacelle cowl panel locking LH. eS IA et 

-22 99834 -9-890 . . STUD, Fastener (0σ)ὺ................. 

-?3 99836 PIN, Fastener UC) κος š 


-2k 146-32533-2 FITTING ASSEMBLY, Forward cowl lock support RH. | . . . . . . 


ἘΠ Γή ΓΑΛΛΟ m HFEF ERP EP UN PRP EPP RPE PPP RPP eee YNN 


146 -32533-1 . FITTING ASSEMBLY, Forward cowl lock support LH. . . . 4o N 
-25 NAS75-7-112 + . BUSHING, Plain press fit steel . . . s. eye ee Cat A "I 
-26 146-32520 . PLATE, Front cowl lock support adjusting. sik de be de Ves vus 
-27 146-32504-43 A ANGLE, Cowling side aft... 5 ç γνῷ” Nake pm gn, 
-28 146-32504-45 . ANGLE, Cowling side η ui). — ey ee Binge PEN 
146 -32504 -46 > ANGLE, Cowling side (forward RH Z TE tad Pal Auc ar E "ον αν Be AI da 
-29 AN365-428 ΝΟΣ. L4 aste tet a ον at i UE Gwe a Sete wh Tw ae T 
-30 AN960D416 s ¿WASHERS ÇV s> S. seo e ὃς ad e a αν Set betes ad a Sw 
-31 ANA -10 . BOLT... Κω... 
-32 160-32549-2 . BRACKET ASSEMBLY, R2800 engine cowl panel locking handle. , . 
front RH 
160-32549-1 . BRACKET ASSEMBLY, R2800 engine cowl panel locking handle. . . 
front LH 
-33 AN365-632 e Ge NUIT a OO ας αι κ dE ues A κ A ae Si econ a 
-34 2W1AL9-10-32 ` ` WASHER, Plain (NA). + em J dod a ο ο...” 
-35 AN507-632-8 . . SCREW... ac So avatar, Za 
-36 160-32564 . . WASHER, R2800 ` engine cowl "panel" locking "handle RA 
-37 160-32541 . . SHIM, R2800 engine cowl panel locking handle front... 
-38 160-32550-2 . . BRACKET, R2800 engine cowl panel locking handle rear RH. . 
160-32550-1 Be "W BRACKET, R2800 engine cowl pene locking handle rear LH. . 
-39 99947P130 š RECEPTACLE (UC) νο e $2 gt e ale ὄρ. ο. ο "EE 
-40 146 -32508-11 ç SEAL, Engine cowl baffle. . ; s ve 
146-32553-2 . BEAM ASSEMBLY, Sta 155. 062 to sta 185. 234 side “cowl panel . 
. closure RH 
146 -32553-1 . BEAM ASSEMBLY, Sta 155.062 to sta 185.234 side cowl panel. 1 
closure LH 
-41 146-32722-2 . . SPRING, Side cowl panel handle rétainer RH . . . . 1 
146-32722-1 . . SPRING, Side cowl panel handle retainer LH... 1 
-42 156-32583-1 . LOCK, Engine nacelle cowling side slide LH. . .'. . . à’ 1 
156-32583-2 . LOCK, Engine nacelle cowling side slide RH. .... x 1 
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: FIGURE 401 - LOWER COWLING PANEL ASSEMBLY 
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FIGURE & 


INDEX NUMBER 


801 


-1 
-2 
-3 
-4 
-5 
-6 


PART 
NUMBER 


175-32505 
169-32504-1 
169-32504-2 
AN365-428 
ANQ60D4.16 
ANÚ-6A 
AN364 -624 
945-6P 
146-32515 
146-32534-2 
146-32534-1 
AN365 -428 
ΑΝΟ6ΟΡΗ16 
ANÁ-7A 
146-32516 
160-32545-2 
160-32545-1 


PANEL ASSEMBLY, Cowling lower (see figure 


AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


next assy). 
BRACKET, 
BRACKET, 
NUT. . 


Cowl shear pin support RH. . 
WASHER cc ol a S 2o. wn PURIS NN 


Cowl shear pin support LH . 


BOLT ο ο ο e n er e, e 
NUT. .. . f 

WASHER, Plain commercial standard. eer z 
PIN, Cowl shear front aligning . . v “Ὁ 
FITTING ASSEMBLY, Cowl panel lock front "bumper RH. 


FITTING ASSEMBLY, Cowl panel lock front bumper LH. 


. 
` + ° + . ng 
. 


NUTS Sa Μα πας . . 5 ΓΝ . 
WASHER 2. ον a ve mue ey EBL SUS Re Bi ey Ὁ By yeh se 8 
BOLT .... τ us 


PLATE, Cowl shear "pin "reinforcement "sta "185: 1218 LH ἃ RH. ; 
HANDLE ASSEMBLY, R2800 engine rear cowl panel locking RH . 
HANDLE ASSEMBLY, R2800 engine rear cowl panel locking LH . 


ATTACHING PARTS 


AN310-428 
2W1AL18-28-62 
146-32513 


—— 


AN316-5R 
146-32509 
RL318B9 
R30T7SH9 
146-32544 
146-32537 


146-32538 


4B20B9-10 

160-32511-6 
160-32511-5 
284 -8-890 


9983 
146-32525 
NAS75-7-112 
146-32521-2 
146-32521-1 
146-32572-1 
146-32572-2 
AN365-4.28 
AN960D!16 
AN960DÀ16L 
AN4-10A 
AN4-11A 
160-32547-2 
160-32547-1 
AN365-632 
2W1AL9-10-32 
AN507 -632-8 
160-32564 
160-32541 
160-32548-2 
160-32548-1 
99947P130 
146-32560 
AN365-1032 
AN960D10 
146-32719 
175-32557 
175-32553 
146-32508-9 
146-32597 
146-32562-1 
146-32562-2 
175-2076 
156-32578-30 
156-32579 


9 9 o 9 9 ο 9 9$ ο 


. ° 9 c!» c o o » 0 ο o c3 ο ὁ o ο ο ο 


NUT. . EOR (SU οὔ) OS Z yu con Sole ο tes Yes? ob ae INS a ie 
WASHER, "Plain! (NA). icai A οι ἃς 
SCREW, Cowl panel locking "handle adjusting E αἱ κος Shu 


o> NUT S ¿y ο Q PEEL oy ep e Sah ace 
BOLT, Cowl panel” lock adjusting Z ee Dau ee ee oak λα. 
LOCK, Ring 


(BM0) πε εως ο a0 ee a 
INSERT (BMC) . $ "νην. νην νον; 
PIN, Cowl panel locking handle "roller retaining o 
PIN, Cowl panel locking handle roller . . . . . . . . . 
ROLLER, Cowl panel locking handle . . . . . . . . . sà 
BUSHING, Press fit flanged (NA). ¿s e EUR, e te Jm ἃ 
. HANDLE, Nacelle cowl panel locking "RR ου 
. HANDLE, Nacelle cowl panel locking LH. 
. STUD, Fastener (UC). . . . . . . . . . 

PIN, Fastener (UC) .. š 
FITTING ASSEMBLY, Aft cowl lock support. š 
BUSHING, Plain press fit steel. . . . . 


. ` * * s 9 s s 5 9 + n ot n 


PLATE, Aft cowl lock support adjusting RH. . . . ες κ "x 
PLATE, Aft cowl lock support adjusting LH. . . . vs ας 
ANGLE, Top cowl panel lock forward LH. ..... a do 
ANGLE, Top cowl panel lock forward RH. . . . .. "e ΓΝ 
NUT. a uj Q ο Rete e dee Selle os, ο. eo. 
WASHER . μα ας Wie “in ρα Sven We, eure sesh Qe e, rs 
WASHER νο“ mu 
BOLT, M IMMER δ δ 
BOLT .. : eo 38 $ n 2 a 

BRACKET ASSY, R2800 engine cowl panel “locking handle rear RH 
BRACKET ASSY, R2800 epg te cowl panel locking handle rear LH 


NUT .. να a ses ο ο ade "ο fg 
WASHER, Plain (NA). ον er dd RR Hh RISO oi 19. ALIS 
SCREW... tia 
WASHER, R2800 engine “cowl panel locking handle. . . 
SHIM, R2800 engine cowl panel locking handle. 


BRACKET, R2800 engine cowl panel locking handle rear LH 


RECEPTACLE (UC). . . . MP 
DOOR ASSEMBLY, Collector access "station 190. LT A «ἄνα στ 
NUT ee toh ο a 90 oUm. e a, Ke. A e ED ste ie 
WASHER . . . . 5. ὁ ee ὁ 5 


CLIP, Cowl drain tube "retaining. . 
ROD, "Lower cowl panel drain tie. . . 
TUBE ASSEMBLY, Lower cowl panel drain. . 


SEAL, Engine cowl baffle... ae . 
SEAL, Lower cowl panel to firewall kc . 
FITTING, Cowl shear pin aligning lower LH. T 
FITTING, Cowl shear pin aligning lower RH. $ . 
DUCT ASSEMBLY, Generator air blast upper . . . . . . . . . 
SHIELD ASSEMBLY, Engine nacelle lower cowl panel 
SHIELD ASSEMBLY, Engine nacelle lower cowl panel 


. 
ee ο" 


forward . 


BRACKET, R2800 engine cowl panel locking handle rear “RH $ 


UNITS 
PER ASSY. 


Ref 


Section Íl 


Group Assembly Parts List 


USEABLE ON 
CODE 


He OEE ERRNO DPD Λ) Π) P = 


TO DO DO 


PREP AA rr I ES TOO FO TO TO A i FO πὸ d E EN DO IS ID. EP Πο E π1 E iE EH. PP EB ID πα κα 
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H-175-32-1 


FIGURE 402 - TOP COWLING PANEL ASSEMBLY 
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Section II 


AN OT-60AABA=4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
02 1609-32503 PANEL ASSEMBLY, Cowling top . ae) qe Tel Wes ο ο pee tee REL 


(see figure 394 for next assembly) 


-1 169-32504-1 . BRACKET, Nacelle cowling shear pin support LH. ....... 1 
-2 169-32504-2 . BRACKET, Nacelle cowling shear ol Support RH. ....... 1 
-3 AN365-428 + NUE Lo T ο a Be, oe GP u Bevo Loop Lc ce E 4 
-4 AN960D416 V WASHER: τῳ a aa ντο, a Š S ete ο αρ ig. xe 4 
-5 AN4 -6A s SBOLT L3 55 SS k a ere Sd Sorin tei i kar E Me. νο Sox. T ΣΩ 4 
-6 AN361 -624 . NT. ... E eT Ta δ. de eee oe ` Sala 2 
-7 945-6P . WASHER, Plain commercial standard. Z os t. m 2 
-8 146-32515 . PIN, Cowl shear front aligning .... "νην ee des de 2 
-9 AN310-428 s NUT... E MN ἀφ τῷ; Ἐν Se ee fer μασ. 2 
-10 169-32503-95 . WASHER, Cowling "top. Erce TA o Z UT e Q 2 2 
-11 NAS75-7-025 $ BUSHING, Plain press fit steel Z xa Soy a; νο ο ç 2 
-12 146-32552 . PIN, Cowl shear rear aligning upper. . . 2» S weis E 2 
-13 146-32534-1 Ἢ FITTING ASSEMBLY, Cowl panel lock front bumper ΤΗΣ, o 1 

146 -32534-2 . FITTING ASSEMBLY, Cowl panel lock front bumper RH. ..... 1 
-14 AN365-428 ΝΟ o δίῳ taa ^: PIE 6 
-15 AN960D416 s- WASHER. ¿us tis. κο er 9l a a eB ο. a 6 
-16 AN4-5A . BOLT .... š 6 
-17 146-32516 . PLATE, Cowl shear "pin “reinforcement sta “185: 218 LH and RH. 3 2 
-18 160-32545-1 ` HANDLE ASSEMBLY, R2800 engine rear cowl panel locking LH . . 1 

160-32515-2 HANDLE ASSEMBLY, R2800 engine rear cowl panel locking RH. , 1 

ATTACHING PARTS 
-19 AN310-4 . NT... pP 2 
-20 2W1AL18-28-62 . WASHER, Plain (NA). ον ανα: 2 
-21 146-32513 . SCREW, Cowl panel locking “handle attaching "S 2 
PED bl 

-22 AN316-5R A A rif, ale pta sh AE Vu 1 
-23 146-32509 . . BOLT, Cowl. panel “lock adjusting . νυν WS --- 3 1 
-24 RL31SB9 ` LOCK RING (BMC). . . D nM p ὄρνεα 1 
-25 R307SH9 . . INSERT (BMC)... š as ai MA 1 
-26 146-32544 . . PIN, Cowl panel locking handle roller retaining Pep H 
-27 146-32537 . . PIN, Cowl panel locking handle roller . . . . . . . . . . 1 
-28 146-32538 t ROLLER, Cowl panel locking handle . Ep EE 1 
-29 4B20B9-10 a BUSHING, Pressed fit flanged (NA). çS μα rian tees ania 1 
-30 160-32511-5 + . HANDLE, Nacelle cowl panel locking LH . . . . . . . . . . 1 

160-32511-6 + . HANDLE, Nacelle cowl panel locking RH 2. na verme vat Sar ie 1 
-31 99834 -9-890 . . STUD, Fastener UC V x^ ko we E IT NEMPE 1 
-32 99836 š PIN, 'Fastener UC vot, wv 1 
-3 146-32525 P FITTING ASSEMBLY, Aft cowl lock support.: s fon UE eie et Vice e. a ote 2 
-3 NAS75-7-112 + . BUSHING, Plain press frt steel. . . v ¿ ion dee SS 1 
-35 146-32521-1 . PLATE, Aft’ cowl lock support adjusting LH. ......... 1 

146-32521-2 ñ PLATE, Aft cowl lock support adJustang n RH gins. ev Se a AAS i 1 
-36 169-32503-57 . ANGLE, Cowling top LH. ........ E ο Gn, er wr WS Seg Se 1 

169-32503-58 . ANGLE, Cowling top RH. . . — IM 1 
-37 146-32572-1 . ANGLE, Top cowl panel lock forward LH. | | $4 lata UE E Ove 1 

146-32572-2 . ANGLE, Top cowl panel lock forward RH. . . . . . . , , . , . 1 
-38 AN365 -428 st NUTS os rue e. de ce WES Se BE ew Eie ee ctu. ale Ñ 4 
-39 AN960D416 3. WASHER: a ο ο ak! Tm ο a A ec Tao re dee EE ua echa 8 
-40 AN4-10 . BOLT... E ο ο pe uel Tah. E ο er ee 4 
-41 160-32547-1 . BRACKET ASSEMBLY, `R280o engine cowl panel. . . . . . . . , ο 1 

lock handle rear LH 
160-32547-2 . BRACKET ASSEMBLY, R2800 engine cowl panel. . . . . . . . . . 1 
lock handle rear RH 

-42 AN365-632 . . NUT.. SU s Bein ο ο e ος not τὰ ae ιν 2 
-43 2WlAL9-10-32 ο x WASHER, Plain (NA) aci 9 omo on m Xl E xL ç 2 
-44 AN507-632-8 . . SCREW.. i-o rat ae riy (regie 2 
-45 160-32564 + . WASHER, R2800 engine cowl panel locking handle. HN ; 2 
-46 160-32541 . . SHIM, R2800 engine cowl panel locking handle front. . : 1 
-47 160-32548-1 $ ο BRACKET, R2800 engine cowl panel locking handle rear LH. 1 

160-32518-2 + . BRACKET, R2800 engine cowl panel locking handle rear RH . 1 
-48 ` 99947P130 : RECEPTACLE (UC). 3 ci cc ae 4 Xo ο TIE X a d dou 1 
-49 146-32508-9 τ SEAL, Engine cowl baffle ..... DOPO 1 
-50 156-32582-1 . LOCK, Engine nacelle cowling slide Πρ πο ως eate As 1 

156-32582-2 . LOCK, Engine nacelle cowling slide RH. .......... 1 
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FIGURE 403 - LH AND RH COWL SUPPORT STRUCTURE ASSEMBLY 
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H-175-32-6 








AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 
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Group Assembly Parts List 


APA LL 
FIGURE 


& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
403 146-32502-3 "STRUCTURE ASSEMBLY, Cowl support LH . . . . . +. + +s + + + + + + Ref 
(see figure 396 for next assembly) 
146-32502-4 STRUCTURE ASSEMBLY, Cowl support RH . . . . . + +s + + + s . . . Ref 
(see figure 396 for next assembly) 
-1 146-32529 . STRUT ASSEMBLY, Lower cowling support LH and RH (lower). . . 1 
-2 146-32528 . . FITTING, Lower cowling support strut. . . . . . e e . ο ο 1 
-3 AN365-624 5 s, NUT Sere ta ο xara PLE E 1 
-4 AN6-24A < 4; BOLT. $3 eC UA WEILE ο oe a αὐ a (ς-. 1 
-5 4S4-12-50 .., 2o. SPACER, Rivet (NA). . . . Ν Ην να. 1 
-6 146-32529-21 2 l strut SUB ASSEMBLY, Lower cowling support ο ο ery, ig i s 1 
-T AN365-524 . NUT. πα Ss EA oer o8 tel eim. ο ο O A 2 
-8 4s34D10-56 . SPACER, Rivet (N) S D ca. Gob xov be μα... 2 
-9 AN5-23A a BOLT Qoa 3 A] E lal -ϕν. ds 2 
-10 146-32531-1 . STRUT ASSEMBLY, Upper cowling. support LH w^ ce; ays SC Le? ere ο 1 
146-32531-2 . STRUT ASSEMBLY, Upper cowling support RH......-+.ee-. 1 
-11 146-32530 - . FITTING, Upper cowling support strut. . . . . . + + + + ο 1 
-12 AN365-524 a NUT lacio de NAI ores Wo e ARI Ue τε, αν is ee DET SAIS Te S AST ἃ Se Q 1 
-13 AN960-516L + . "WASHER. ... print tanta: GS S; car ο Gr τὸς Se s V ek ae ques ο 2 
-14 4s4-10-45 + . SPACER, Rivet (NA). oo xe «Vf ο ο E reda teo cence ENS 6 1 
-15 AN5-23A en tw BOLTS κα ¿Ç Q eS sith ee es, a abt mac Os ea sa" Na 1 
-16 146-32531-21 . . STRUT, Upper cowling support LH 52 Z ç ο ον. 9990 9 9 1 
146-32531-22 + . STRUT, Upper cowling support RH Q4 s 93 es rs 1 
-17 AN365-428 e NUT 2... ——— MS τὸν Ὁ 2 
-18 2W2SP16-28-95 + WASHER, Thrust (NA). CEPR 4 
-19 146-3252 . SPACER, Ring cowling support pin . . . . e s s + . + + e < x 2 
-20 146-32526 . PIN, Ring cowling support. . . . . . . + <s s < < e e e wee 2 
-21 146-32526-3 . PIN, Ring cowling support. . . s . s , s + + + + + + s k νο 2 
~22 146-32532-1 . RING ASSEMBLY, Cowling support LH. . , Bee We ντο elg: dE 242 κ 1 
146-32532-2 . RING ASSEMBLY, Cowling support RH. . . uiae οφ. "δ. 19.8 eres 02 1 
-23 146 -32527 + . SPACER, Ring cowling support pin. . Qu Mab Cep nae σῶν eT QT M ce 2 
-24 146-32581 . HINGE ASSEMBLY, Main engine cowl exit flap Pino css. 2 
-25 146- 2580 + + BUSHING, Engine cowl exit flap hinge. . . . . . . . . . . 1 
-26 NAS2-301 + «PITTING, Lubrication. e 5 . 5 4. eo. € 29 €* 09 a € W oti 1 
-27 AN365-624 ΜΟΝ NN 2 
-28 AN960D616L v WASHER; ο xe cete UR: ei an rel C oves Ρο 2 
-29 AN960D816L . WASHER . . . . + -———— à xL 9 9 ο ο ... AR 
-30 146 -32558-2 š HORA: us; "Engine cowl exit flap support RH: ο vos 1 
LH upper 
146-32558-1 Š ivi pen Engine cowl exit flap support LH . . . . . 1- 
RH upper 
-31 146 -32558-3 è Haa Tp Engine cowl exit flap support LH . . . . . 1 
LH lower 
146-32558-4 + FAIRING ASSEMBLY, Engine cowl exit flap support RH..... 1 
(RH lower) 
ATTACHING PARTS ¿ 
-32 AN363C428 se NUD se ο ο vet wie Sento e κό, (δ) AU oe Ες ern toate Tuya. PLE 
-33 AN960D416L . WASHER. . T lr n 24 
-34 4S4D8-56 - SPACER, Rivet ` (NA) κ΄ αἱ 4 ὁ Φ a a QS may Q ar AI ο ο sep 'αὶ 12 
-35 AN4-22A €, 4BOLT 2 $ US Y es, Σι ve “ὁ; arate! ce Saqi ie: eT ae 5e! "€ LI cm ws pret ἐᾷ 12, d 
o odd ne : 
-36 146-32535-1 + + FITTING, Cowl panel rear lock bumper LH . ... s e + . e e 1 
(LH upper RH lower) 
-37 146-32535-2 + + FITTING, Cowl panel rear lock bumper RH . . . , ο , + + xà 1 
(LH lower RH upper) 
-38 146-32720 + + BRACKET, Engine cowl exit flap fairing aft. ... . . Po 1 
-39 160-32523-1 . . HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing . 1 
aft LH (LH lower RH upper) (supersedes 146-32523- 1) 
160-32523-2 + + HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing . . 1 
: aft RH (LH upper RH lower) (supersedes 146-32523-2) 
-40 146-32580 . + < BUSHING, Engine cowl exit flap hanga E NEAR E Toba ES 1 
-41 NAS2-301 » + . FITTING,-Eubrication . . . $ ey se. elle 1 
-42 146-32721 + . BRACKET, Engine cowl exit flap pairing "forward. ος. τὰ, ve Gl 1 
(LH lower RH upper) . 
160-32522-2 + + HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing RH. L 
(LH upper RH lower) : 
-44 146-32580 + + . BUSHING, Engine cowl exit flap hinge . . . . . . . . . 1 
-45 NAS2-301 e + . FITTING, Lubrication.. . . . « ο , +s < ç èe» e èe èe èe ο 1 
-46 AN365-428 η a ANUT las E a? eE nas LAT dep O, Eur pde Nes ος 6 
-4T ANQ60D416L ecce SWASHER Slee: 0? ww ὅν cas Gone Sere ee Ji wale ee Be ος το Bes 2 
-48 ΑΝΙ-ΤΑ E S^ ie Son iuis) ἂν MUS Sca ep fab teh e 6 


BOLT... 1053 wu sw ves 
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FIGURE 404 - MAIN AND TRIANGULAR ENGINE FLAP ASSEMBLIES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
Ton MAIN AND TRIANGULAR ENGINE FLAP ASSEMBLIES | 
146-32582-1 . FLAP ASSEMBLY, Triangular engine cowl exit LH. . Ref 
i (RH lower LH upper) (see figure 394 for next assembly) 
146-32582-2 . FLAP ASSEMBLY, Triangular engine cowl exit RH. . . Ref 
(RH upper LH lower) (see figure 394 for next assembly) 
-1 146-32582-3 . . PANEL ASSEMBLY, Triangular engine cowl exit LH. ..... 1 
(less fittings) 
-2 146-32582-4 κε. PANEL ASSEMBLY, Triangular engine cowl exit RH. ..... 1 
i (less fittings) 
-3 146-32583-1 + . HINGE ASSEMBLY, Triangular engine cowl exit flap. .... 1 
forward LH 
146-32583-2 . . HINGE ASSEMBLY, Triangular engine cowl exit flap. . . .. 1 
forward RH 
-4 NAS77-4-23 . . . BUSHING, Flanged pressure steel and bronze ...... 1 
-5 146-32584 . . HINGE ASSEMBLY, Triangular engine cowl exit flap. . . .. 1 
forward LH 5 
-6 NAS77 -4-23 I . + . BUSHING, Flanged pressure steel and bronze ar 1 
-T AN365-428 £ ae NUT 44 ἕλειοι 292530 3. lum A ὃν A ὃν SU AO Say SD a το 6 
-8 AN960D416 s A 3 9 ovp se des Lib ee Ice wa eU Cee Pe T 
-9 ANÍL-6A . . BOLT... e M. 6 
-10 15416-32585 . . FITTING ASSEMBLY; Triangular' engine cowl exit flap. "re 1 
-11 146-32600 . . +. BUSHING, Engine cowl exit flap fittingsshoulder. . . . 2 
-12 AN365-428 : "so Acc am 3 
-13 AN960D416 »c qur ¿ARA RT E LAO dey Be Os waver d$ 3 
-14 AN509-416-13 a SCREW... aros. Nav ο USD SET MSR) τὸν mi Y$ 3 
1146-32575 “Ç FLAP ASSEMBLY, Main engine cowl “exit Am ç oe 2.5.5.5 Ref 


(see figure 394 for next assembly) 


-15 146-32575-3 . . PANEL ASSEMBLY, Main engine cowl exit (less fittings) . . 1 
-16 146-32577 . . FITTING ASSEMBLY, Main engine cowl exit flap. . . PETS 2 
-17 146-32600 . . BUSHING, Engine cowl exit flap fittings shoulder | . . 2 
-18 AN365-428 ecce ENUT GS uo v oe hie des o rel Boe: a BSc: ος Soa δ, S Cat do τὸ 6 
-19 AN960D416L ».. ¿E E De Rc ᾱἳ ον ᾱ- UR eiae W. ad ZS 6 
-20 AN509-416-12 . . SCREW... : 4 eon τῷ 6 
-21 146 -32576-1 . . HINGE ASSEMBLY, Main engine cowl “exit flap LH dra a 1 
-22 146-32576-2 . . HINGE ASSEMBLY, Main engine cowl exit flap RH...... 1 
-23 NAS77-4-23 . . . BUSHING, Flanged pressure fit steel and bronze .... 2 
y -24 AN365-428 oh. cs μι AR E ο ο. da, ο im eo ο ο 6 
-25 AN960D416L 2 so “MASHER Uu lal tel al τας ca ος ος CX Ta ee ay AE i Te ce te 12 
-26 AN4-6A 2^ be BOUT Sy ae, a i, ue cu ο ο ο ο ο ae ce. tea πο 6 





€ 725 











Group Assembly Parts List AN 01-60AABA-4 


R2800 POWER PLANT (Cont ) 













H-175-40-2A 


FIGURE 405 - EXHAUST COLLECTOR ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
405. 20-530-2 COLLECTOR ASSEMBLY, Exhaust (RH). . .'. « ew ow a weg uus ΒΘ 
see figure 395 for next assembly), 
-1 20-530-314 . SEGMENT ASSEMBLY, Exhaust (RH) . ses s s + + + + . +. + 1 . 
(supersedes 20-530-307 for futur procurement) - 
20-530-29 . SEGMENT ASSEMBLY, Exhaust (RH). . . .. . s e e eee ete eae 1 
-2 20-530-66 . . SEGMENT SUB ASSEMBLY, Exhaust dE aim “ay ον, Gt.) ze) Das ἐδ a I 
-3 20-530-67 . . SEGMENT SUB ASSEMBLY, Exhaust (RH zc πο oia re wood e is] x 
-4 20-530-313 . SEGMENT ASSEMBLY, Exhaust. (RH > A μα S 
20-530-27 . SEGMENT ASSEMBLY, Exhaust (RH) . . ... . e e NI Sy. V 2 Des e 1 
-5 20-530-53 + . SEGMENT SUB ASSEMBLY, Exhaust E ç "nep 
-6 20-530-52 . . SEGMENT SUB ASSEMBLY, Exhaust? (RH). . . . + + + + + + + + 1 
20-530-115 . SEGMENT ASSEMBLY, Exhaust (RH) ^. . . μὰ Sot er ο ais "ο 
-T 20-530-117 + . SEGMENT SUB ASSEMBLY, Exhaust Us ον ο 1 
-8 20-530-116 . SEGMENT SUB ASSEMBLY, Exhaust (RH). . . +. . . + . . . + + 1 
-9 20-5043-90 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-9 may be. . . . . . 1 
substituted) 
-10 20-5043-70 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-7 may be. . é 1 
. substituted) š 
-11 ` 20-5043-60 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-6 may be. . . . . 1 
substituted) ` 
-12 20-5043-80 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-8 may be. . . . . 1 
substituted) 
-13 20-5043-100 - HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-10 may be . . . + + 1 
substituted) 
-14 AN310C5 SONU Iu ο cm ente RU RAYS uS ο ART ee Sy a ο 20 
-15 AN960C516 C WASHER. d: Amie £o) OS ὃς τῶν 18 mo sec D ες š s 20 
-16 AN5C22 A CZ: co Se veka ο S OS a Rca Rc m a OSS RSS Ded a eee 20 
-17 20-5025-20 . COLLAR, Exhaust system clamp joint (RH) . . .-. + + m 1 
-18 20-5025-19 . COLLAR, Exhaust system clamp joint (RH) . . ..... Z. ώς 1 = 
-19 20-5025-17 . COLLAR, Exhaust system clamp Joint (RH) . . . . + + ve At. 1 
-20 20-5025-16 . COLLAR, Exhaust system clamp Joint (RH) . . . .. + + + «ο T he 
-21 20-5025-18 . COLLAR, Exhaust system clamp joint (RH) 5. $' Q T. ο. (e$ ow 1 
. PLUG, Exhaust collector drain... Merc ie M Ets EN 1 E 


-22 20-5044 
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FIGURE 406 - CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT 





PART 
NUMBER 


No Number 


146-42026 
AN3-5A 
AN970-3 
175-42112 
146-42034 
169-42115 
ANT4A12 
ANQ60D416 


CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT. .. 
(see figure 395 for next assembly 
ELBOW ASSEMBLY, Carbur 


mm 


= 


COLLAR, Carburetor elbow mount 


* e © © 5» o o a o 


ee © c . n : 


BR 


* > è © © o o oo osa 


AN6264-4-28-1/2 


AN915-1 
AN822-1 
1509-6B 
P13675 


. 0. 9! 9 . 9 9 + s 9 59 5 t 
. 

. 

. . 
. . 
`. . 
. . . . 

— 

m . . . 
m . . 
ο ο . . 
e.. . . 
eee ` . 
νο. . . . eee 
. o. . ` . «.. 
e 0 ` + 9 9 s. s. s s se ο 
. +. ` ov . . . . ο ο ν ο » 
wq + * e 9 » 9 ο e 9 ο 


AUTOMATIC BOOST CONTROL 
LEVER, Throttle control 
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^ 


FIGURE 407 - COMPLETE ENGINE CONTROLS INSTALLATION 





FIGURE & PART : Š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
oT = ENGINE CONTROLS INSTALLATION, Complete. . . . . « e . . + = e 
-1 No Number . COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS. . +. +. +. + + . . Ref 
(see figure 409 for detail breakdown) 
-2 146-43051 . HANDLE ASSEMBLY, Engine throttle catapult. ...... A 1 
ATTACHING PARTS 
-3 AN365-1032. « NUT a Q ᾱ- δι Ὁ. ar P $. die ο eI EA ES. Ta 2 
= ως A yl 2 Y A l ii: = 
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PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AN960D10L zc WASHER S Low wo exei gie um de ue a ο RN ST EL as τον δολίῳ UR m 
AN3-5A s BOLT sns woe e wo eoe Wer y eos PM HEN e κα 
mi im i Ma ie . 
AN365-428 s us NUT: κ. τῳ» ὅν esos e eo Se acter Ce] TA Sk ole se et Quy we? Mors V te 1 
AN960-416 2 wee © WASHER: ο τὸ aba de a RA αμ W: ER igh) Bld, EU e" i 2 
AN4-23A s ie BOLT: ç wien W S a 1) 1) ον ο ο 1 
146-43054 - . SPRING, Engine "throttle catapult. PED Np κο 1 
146-43052 . . HANDLE, Engine throttle catapult. . . . . ὁ p 1 
146 -43053 è FITTING, Engine throttle catapult handle support. -—m 1 
146-43084 ` BRACKET ASSEMBLY, Eng control firewall pulley cluster support 2 
AN365-1032 s UNUTV Ga kasta tao Ne e Ves. se l Kek ο ασ a WU ele “eater “ie Me Ην" 8 
AN960D10L ar WASHERos ce ce cel s woes Se tee: oce leo o m UE, rates em QE re iR PSU Ὃς, Qu 4 
AN3-5A . BOLT , < < < A ος EN 8 
146-43086 . CLUSTER ASSEMBLY, "Engine control nacelle firewall. . . . . . 2 
146-43078 + . ROD ASSEMBLY, pies control shock. . . . . , + +s + + ο x 1 
ΒΕΊΕ5 a oe κ μμ μμ μμ μμ. a: D oce s er Og 1 
AN316-5R eos NUT. EA Ye i 
146-43096 ww Re BRACKET ASSEMBLY, Engine control throttle and mixture ο αὖ 1 
firewall pulley support 
NAS75-4-200 . .. BUSHING, Plain press fit steel... è 1 
AN2O1KHA wv. BEARING, Intermediate duty ball deep groove "metal. . 2 
shield 
146-43080 . . PULLEY ASSEMBLY, Engine throttle control. . . . . . . . . 1 
146-43081 + . PULLEY ASSEMBLY, Engine mixture control . . . . . + + + ο 1. 
146-43083 . . GUARD, Eng control throttle & mix. firewall pulley cable. 2 
146-43088 . . CABLE ASSEMBLY, Eng control nac mixture and throttle. . . 2 
AN4 -34A 5 τῳ, SBOLT ος ὁ Sa a 49 era A w. dole ey εν S. ee) ee 1 
AN365-428 Saa SNUT C. ule aa ra -ᾱ- Sey IET tn LET US aie) ον PE E 2 
AN960-416 - . WASHER ... ¿ ο e os, Cat W. =N VEDI 1 
NAS75-4-007 . . BUSHING, Plain press “pit “steel. enar vacas ο ey ο te bets oe 17 
AN4-13A 5 BOLT.-— 5.4 Ney eo ata eee Δ ee N. ve Cem ΟΦ; ete 1 
AN4-32A ` BOLT $04. e . ^q Me Ue e “W Eu i er ie e 2. 
82-43289 . SPRING, Engine control Cable fairlead retaining. ...... 8 
AN960D716 £s WASHER 3) ¿U ο ὁ cx 4) W Uh ας ee OEC ae OR OE Cu 8 
AN960D716L . WASHER . . . . SP al e An elie"; Ta UST dé e trn 8 
82-43288 ` FAIRLEAD, Engine control cables. . . . . . IILI i iI 16 
146-43075 . ROD ASSEMBLY, Eng throttle control firewall to engine lever. 2 
AN316-4R eee μμ. ος ae, Tan e Μο ο ο tay Sos νο d hs 2 
F44-14 . . ROD END (HEC) ea WC Αα ἃ ee ¿W Care mE: a δὲ ἃ 2 
AN4-10 ασ ο S Ca E es <a W Ta IOS απὸ eS a; S 4 
AN310-4 NO a a ata a ee vB 
ANQ60D416L « WASHER μα ia ο a ee LOSS (mes A E OS 8 
AN4-11 a BOLT Aso Lew 4€ wow EIL RAUS acre: elie sU eoe, (ah aye, ἐδ. Ὅς δὶ S 4 
AN960D416 v "WASHER 9-04. ὁ ο v ow ves) ὃς ο ϱ ο 9 ὦ a: ay Ὁ ο α 4 
AN310-4 T NUT Su. We Waq i ure IU Geel MER απο πον. 2 
AN960-416 . WASHER . . . ... . S5 ad a du ala t 2 
146-43092 . GROMMET, Engine control shock absorbing. pie, Erie Mele cies re Sefer ta 4 
AN4-13 e. BOLT c-e a . S NS. vq. ces ποσο ο πο. 2 
146-43076 . ROD ASSEMBLY, “Eng "mixture control firewall to engine lever . 2 
AN316-4R + . NT... . πο Sg fone U IB, SL SPS eo ar ο SL QR a S 2 
P44 -14 . . ROD END (HEC) . ὃν ὁ. jee 4, Φα ο. tas 4! ὁ Ὁ ee ὁ) ο oe 2 
AN365-428 à E ETE ο a a IV Deo οι lo ue W. οσο ο πα S 2 
AN960D!H 16L ` WASHER. . .. . e ο ο URS 4 
146-43091 PULLEY ASSEMBLY, Jet engine control aft... E το See y 1 
ATTACHING PARTS 
AN365-428 » Lu Alis να ο aee DL ee: Seeds — 9 1 
AN960D416L . WASHER . . . . + < + s e ὁ e ὁ ὁ ὁ ο e c e ὁ ο ολ Jain ve 2 
AN4-12A a; BOLT κ ER a es Ὁ σας eee, A ear an A 6 1 
----ᾱ--- 

AN218-h ^U BEARING Los ya ο ο cese Mcrae Eb des Dita e Va 1 
175-43059 . ROD ASSEMBLY, Jet engine control aft pulley to engine lever. 1 
AN316-4R . < NUT.: wo au See δι ὁ 9, eh ee ea e ee ee AN 2 
F44-14 . . ROD END (HEC) Se OP ie ve Si αν ο ο ο A 2 
AN310-4 e NUD ¿ ὁ o wee jo cm m ο ὁ. Ὁ a a 2 
AN960D4 16 s WASHER ΑΟ C. owe TO RA AR VE ᾱ, Ῥ, -β 1 
AN4-10 a -BOLT κ. «κ.α . . "E 3 . .. 2 
146-43135 . BRACKET ASSEMBLY, Jet engine control hinged pulley Support š 1 
146-43136 . . FITTING ASSEMBLY, Eng control jet eng aft pulley hinge. . 2 
4B19S5-00h . . . BUSHING, Press fit plain (NA). . . . . . + + + + eee 1 
146-43068 . ROD ASSEMBLY, Jet eng control hinged pulley bkt to engine. . 1 
AN316-5R « + NT.. € Φ ὁ ο ο 4. ο ὦ, *« * -» » eee. €... 1 
REYES . . END, Rod ` (FAF). Ea Κον e EE Ea δν ὃς o. See κος oh Von πο 1 ` 
146-43068-3 + . ROD SUB ASSY, Jet eng control hinged pulley bkt to eng. . 1 
AN365-1032 LC NUT A e x us aS Sart ne POS Mw A AA, 1 
AN960D10L s WASHER 4 ç 409 ie er A. A ας ROUX Sw ee 2 
AN3-6A a BOLT -Ἕ. ow d Oe ο ο UE LOK CO X RS DROVE LR CÓ 1 
AN365-428 $ INUTILI SU S το ee ee So dae τό ος le aa eee RS $U 29. w 1 
AN960D4.16 a “WASHER ¿Z X. gay. aca S i= X OX cO RR e^ V ZS ον 2 
AN960D416L s . WASHER” ao es Ma a, Q e Saree ᾱ Su νι P De ᾱ m 3 
AN4-6A νο ΤΗ͂Ι: αι ko Ὁ AA RR A A RR Ca 3 
AN365-1032 . NUT. ... Ὁ epu lw s τῷ Uw. w ο ο, ο E S. s w fey Ee W Iu w “e 2 
482183-006 . BUSHING, Spacer (wa) DECEPTI ES "καν a e 2 
AN960D10L . WASHER. . "Exc E PE 4 
2w1P22-18-32 . WASHER, Plain πα), a ο αν Ev ve ο ο πο beh De AR 
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FIGURE HO8 - ENGINE CONTROL QUADRANT ASSEMBLY 
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ο RABIA Group Assembly Parts List 
R2800 POWER PLANT (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
= - ngine contro see or next assy). e l 
146 -43005-70 QUADRANT ASSEMBLY, Engine control (see fig. 409 for next,assy). Ref W 
-1 146-43006 . FRAME ASSEMBLY, Engine control quadrant. . . . . ers 1 
-2 146-43007 . . FRAME ASSEMBLY, Engine control quadrant inboard ; ; . . . 1 
-3 146-43008 . . FRAME ASSEMBLY, Engine control quadrant outboard. . . . . 1 
-4 146-43009 . . PLATE ASSEMBLY, Engine control quadrant name. . ^ 1 
-5 146-43049 . . GUIDE, Engine control quadrant jet lever. . . . . . o... 1 
-6 146-43048 . . GUIDE, Engine control quadrant mixture levers ...... 1 
-7 146-43047 . . SPACER, Engine control quadrant frame assembly. . . . . . 3 
-8 NAS221-8 . + SCREW, Brazier head Phillips recess alloy steel 10-32 . . 3 
-9 AN501A10-8 IM ee ee 3 
-10 AN936A10 - + WASHER. . . ros φλ νο 6 
-11 NAS220-9 A SCREW, Brazier “head Phillips recess alloy steel 8-39. . . 4 
-12 160-43040 $ KNOB, Engine control quadrant friction adjustment. . . . . . 1 
(supersedes 146-43040 for future procurement) 
-13 2W1P16-16-63 . WASHER, Plain PE pie V^ Teh ze. bao fees ο ERO NOR 1 
-14 2W1-16-13-65 . WASHER, Plain NA NEUES V^ o dw. is 1 
-15 146-43041 . SPRING, Engine control quadrant “friction adjustment. oa ee š 2 
-16 2W1C96-72-31 . WASHER, Plain (NA). . . ore E ec UNS AR 
-17 146-43042 . DISC, Engine control 1 quadrant "friction . i) vhs DM 10 
-18 2W1P96-72-47 ` WASHER, Plain (NA). .......+.. io a A 4 
-19 2W1C96-72-16 . WASHER, Plain (NA). . . . € PIS ... AR 
-20 146-43043-3 . SPACER, Engine control quadrant “lever. . . >. 2 
-21 146-43011 . LEVER, Engine control quadrant right engine “mixture “control. 1 
-22 146-43012-5 . KNOB, Engine control quadrant mixture control. . παν. 1 
-23 NAS204-8 š SCREW, 100° flat head Phillips recess alloy steel 10- 32: š> πὸ 2 
-24 1508-4 , LOCKWASHER, Countersunk tooth (SH). . . . ν 2 
-25 146-43014 . LEVER, Engine control quadrant left engine mixture control | 1 
-26 146-43012-3 . KNOB, Engine control quadrant mixture control. . . t 1 
-27 146-43017 LEVER ASSEMBLY, Engine control quadrant propeller control. . 1 
-28 146-43045 . SPACER, Engine control quadrant propeller and throttle levers 1 
-29 NAS202-1032-6 . SCREW, Round head Phillips recess low carbon steel . . . . . 1 
-30 AN935-10L ; WASHER "EC Y 1 
-31 146-43019-200 . LEVER ASSEMBLY, “Engine control quadrant "throttle control . . 1 
complete 
-32 146-43020 . . LEVER ASSEMBLY, Engine control quadrant right engine. . . 1 
throttle control 
-33 141-43023 . . SPRING, Engine throttle microphone switch retatning eTe ¿w 1 
-34 138106 Do. SWITCH, Snap (UCI) . . O: 1 
-35 146-43021 . . KNOB, Engine control quadrant right engine. ESSE EE E 1 
throttle control 
-36 NAS204-10 . . SCREW, 100? flat head Phillips recess alloy steel 9-32. . 3 
-3 1508-4 . . LOCKWASHER, Countersunk tooth (SH) . .. . .... . 2... 3 
-3 32381 + + SPLICE, Knife disconnect nd s do Αρ κ Uo SÉ S Ve wo AC À 2 
-39 AN659-2 š TERMINAL. Loa 23 Nr Ya a ας. 1 
-40 146-43043-5 s SPACER, Engine control quadrant “lever, . . SR IA a" piures a 1 
-41 146-43023 . LEVER ASSEMBLY, Engine control quadrant left engine. rss ts 1 
throttle control 
-42 146-43065-10 . LEVER ASSEMBLY, Engine control quadrant jet engine control . 1 
-43 146-43066-3 . . KNOB, Engine control quadrant jet engine control. .... 1 
-44 PK79X2-4-8 1o. SCREW (PK) .... NES 4 
-45 141-43023 . . SPRING, Engine throttle microphone switch retaining dr ds 1 
-46 138106Ε + . SWITCH, Snap (UCI) . . Όλο 1 
-47 146-43067 + . BLADE ASSEMBLY, Engine control "quadrant jet engine “control 1 
-48 32381 . | DISCONNECT, Knife type (AR). . . . . 05 . . . ees 2 
-49 AN310-3 SEND E ce O ah atic οσο ο εν ο heen aie 1 
-50 AN3-17 c BOLT... SMe aby Mae Wan νον ΙΙ 1 
-51 AL2049 . CONTROL ASSEMBLY, Self locking (YYQ), ee s.a Ow. ee 1 
-52 146-43028-10 . SPRING, Engine control quadrant jet engine control lever . . 1 
-53 146-43044 š SPACER, Engine control quadrant jet lever. . . . . . . s. . 1 
-54 12146-43035 . HUB ASSEMBLY, Engine control quadrant. ....... Lu. 1 
-55 ANA -HA ο e eos tecta το το ee "n 2 
-56 AN960-10 . WASHER. . . . "CLE ο... £, te 2 
-57 AN4-65A ο BOLT ο, -ᾱ “ο, “ο- -ᾱ Sa ot De Rum v Sha io Ὄνος ο e eee 1 
-58 AN320-4 2 ¿NUTT uu uo 2199 xe): Sefer c oe abd cc δν ud eode ce ero 2 Ὁ. Ὁ Se De? YE. b ο - δ 5 
-59 AN960-416 . WASHER . . . . . . ad Voy E: ce? ὃ e ο o» ὁ . ο ὁ ο 5 
-60 AN24-10 . BOLT... A " TX A -ῳ 5 
-61 146-43055 . ROD ASSEMBLY, Engine control quadrant “attaching. š DU αὐ 5 
-62 . 146-43029 . RHEOSTAT ASSEMBLY, Engine control quadrant wing flap control 1 
-63 160-54053-3 . . POTENTIOMETER, Electrical landing flaps (HPT). . . . . . 1 
-64 146 -43033 . . PINION, Engine control quadrant rheostat supporting . . . 1 
-65 146-43039 . . PIN, Engine control quadrant rheostat pinion. . . . . . . 1 
-66 18406-43038 + . PLATE, Engine control quadrant rheostat supporting. . . . 1 
-67 151-54426 . < PLATE ASSEMBLY, Inflatable-canopy seal emergency. NR i 
dump switch 
-68 AN960D6L e « WASHER. ¿ κ 2 € ο κ κ. ew - 4, Φα Ὁ) POPE 2 
-69 ^. AN515-6R18 . . SCREW.. dé (w^ e. 18) rie, πάν νάνο ο: ὁ Wear αν κα. 9 
-70 BZ3YST d SWITCH (mcs) S τον tox uil νεῖν S, UT aren EID EC fa, Q 1 
-71 AN365-1032 SE MON oe μας . . Mere che x $ E ET 1 
-72 AN960-10 o WASHER? o ¿ + ο e ete: Ὁ ee e EPOR Sete La 1 
-73 AN3-4A . BOLT... a . . n " š š NS 2 
-74 146-43030 . LEVER ASSEMBLY, Engine control quadrant wing flap control. . 1 
-75 146-43201 . STRIP, Engine control flap lever rubbing . . . . . . . . + ο 1 
-76 AN365-632 y NUT. ιν. ον dE dude M ed op cee vee a - 2 
-TT AN515-6-10 C HORE. de Ser Fence sa fo μμ μασ M AERE e κα 2 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7- NOMENCLATURE PER ASSY. CODE 
03-7 146-43032 . KNOB, Engine control quadrant wing flap control lever. . . . 1 
-79 NAS204-11 . SCREW, 100° flat head Phillips recess alloy steel 8-32... 2 
A -80 146-43059 . CLIP, Engine control quadrant flap lever travel restricting. 1 AN 
175-43029-10 + CLIP, Wing flap 21? travel . . . . . soo . , ç + eae 12 W 
-81 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . 1 
-82 AN936A10 SUMASHER qo V. voles ne A Uso B Um ὃν fence] S s ue ste 1 
-83 AN310-4 v μον w νο, ο esis GS! Be Ue ge es ak Ee os y ww d 1 
-84 2W1P16-24-62 . WASHER, Plain (NA)... 2... 0... ee pee ee ee eae 1 
-B5 15456-43034 . SPRING, Engine control quadrant wing flap control friction , 1 
-86 AN960-416 |. WASHER ο a be OE ee ee ae cuo Cw ar ahd 1 
-87 AN960-416L s WASHER , ν s s ç s sos oo ο ç “< 4. Ce S. rw. oc PSS e De 1 
-88 ANA -14 . BOLT.. WES ROC UR Ser ¿Qp ο. ee P Shales tenet quiu? oie 1 
-89 RO7-1P2T 5 SWITCH; Aero. (ADE). soso S. koe te Q Qw ee sos l W 1 
-90 146-43043-7 . SPACER, Engine control quadrant lever. . . . s ον eos e s. 1 
-91 146-43069 . STOP, Wing flap lever adjustable . . . . . . . . . "At 1 
ATTACHING PARTS 
AN526-832R5 s SCREW) % vv Wedel κ. ετων Sood S τῷ "Ec τν ο A Φιν ο 2 
AN926B8 ou WASHER: co. S ee RN ο e IRR a a μμ“. 2 
AN960D8L v WASHER. ο ο. s. ον SUQ Oh aisle Sal DV eel hue) "Srt a λα be cod LIS 2 
ος σα 
-92 AN365 -1032 V NUD ates vue aa aus O E SE Sg can f ο ο ο... 1 
-93 AN960D10L ao "WASHER i ue Su Cokie ο ο G. ο Ac Soe sgh IS gle NU δημο, ο) ὃς κ 1 
-94 NAS43C3-38 . SPACER, Screw and bolt . . . .. . 4... s + s ç k + ww ns 1 
-95 AN520-10R18 οι WC I Mx qa CUM 1 
-96 175-43053 . SPRING, Engine control quadrant jet engine throttle lock . . 1 
-97 175-43052 . SUPPORT, Engine control quadrant jet engine throttle lock. . 1 
-98 AN365-832 oP μα tod SAR dcus GR el toe Be QE qutt aye Ty cnm 2 
-99 AN960D8L ge WASHER AS o£ 2 Leo» 0$ ο Ομ ΙΕ... Eia 2 
-100 AN515-8R7 y «SCREW v pope eI S gp ores eee soe ia ana, Ga ο cine shia Mes. S ines IE s 2 
-101 175-43051 . STOP ASSEMBLY, Engine control quadrant ....... E 1 
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PART 
NUMBER 


o Number 
146-43005-50 
146-43005-70 


AN3-5A 
ΑΝΟΘΟΡΙΟ 
146-43016 
AN316-4R 
F44-14 
AN25-10 
AN960-416 
AN320-4 
AN310-4 
ΑΝΟΘΟΡΗ16 
AN4-11 
AN365-428 
ANQ60D416L 
146-43015 
320400 


AN503-416-8 
ANQ60D416 
146-43062 


AN3-5A 
ΑΝ3-ΒΑ 
AN960D10 
AN960D10L 


AN 01-60AABA-4 


R2800 POWER PLANT (Cont) 


FIGURE 409 - COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS 


2 3 4 5 6 7 NOMENCLATURE 


COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS. —À 


(see figure 407 for next assembly) 
QUADRANT ASSEMBLY, Engine control . . . M TM aa 
(see figure HO8 for detail breakdown) ` 
QUADRANT ASSEMBLY, Engine control . . . m 
(see figure "HO8 for detail breakdown] | 
BOLT 4 voe xs c» OUO. S o UE ο). er <é Seres M κό 
WASHER. . . . 
ROD ASSEMBLY, Engine propeller "synchronize “control. 
e NUT... s 
ROD END (uEc) 
BOLT. . . 
WASHER. . 
NUT... 
NUT... 


... we 
oe 9 we 9 ο 
`. ` 5ο 


WASHER. . 

BOLT. . 

NUT .. 

WASHER. . . 

ARM, Engine propeller synchronize control 

CONTROL UNIT ASSEMBLY, Synchronizer two engine limit 
range (HS) (GFP) 

SCREW MEINE DA IE ere τς 

WASHER. . 

SUPPORT ASSEMBLY, Propeller control fuselage "station. 
91-1/! to station 103 synchronizer 


9 5 ο ο. n9 


. ` . t ο 9 9 9 n9 
` 
. ... . ο ο. 


. 
. 
. 
. 
. 
. 
. 
. 


ed 


. ` . . 





Ὁ ο 9 s 9 5 s n 9 s t 


eee eee 


` <q 9 o9 9 9 9 t$ + t s 9 9 es. 





UNITS 
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Group Assembly Parts List 


H-175-43-1A 








USEABLE ON 
PER ASSY. CODE s 
. Ref 
Ρ ΑΝ m 
A w ΒΒ 


oo ee νο 
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. B-175-48-4B 
FIGURE 410 - R2800 ENGINE FUEL SYSTEM EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON ` 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
410 175-48040 FUEL SYSTEM EQUIPMENT INSTALLATION, R2800 engine, sce a < ια .Ref 
(see figure 395 for next assembly) 
. NOTE: Quantities listed per one installation only 

-1 * 146-48050-15 . PUMP ASSEMBLY, Engine driven G-10. .:....,.,......, Q 

* 146-48060-30 . PUMP ASSEMBLY, Engine driven G-10. 2 J BN 
-2 No Number - + PUMP, Type G-10 (GPP). ..... 5... a a a. ç. . ¿ Q L 
-3 175-48038 ELBOW, Engine fuel pump outlet. . . . . . . . . . . . 
-4 175-53420 FITTING ASSEMBLY, Heat and vent System engine fuel. .. Q 

take-off : 
175-53420-100 FITTING ASSEMBLY, Heat and vent system engine fuel. . . . . BN 
: = take-off 

-5 AN823-4 ELBOW" 10. 0208 ΟΙ ο. E es 
-6 AN823-16D ELBOW . . e .-......... 3 ws 
-7 AN840-4D ADAPTER ο. . is ee 
-8 AN822-4 . ELBOW . . . , . . απο πο ET 
eg $ 9552-16D31 HOSE ASSEMBLY (AQ). . . . . .... . . . . l.l LLL. BL 

* 9551-16D29-1/2 HOSE ASSEMBLY (AQ i nacelle nis MIS P 

* 9550-16D37-1/2 : HOSE ASSEMBLY (AQ LH nacelle only) . . P 

* AN960D516L WASHER . . . . . . . ο κο οκ baa Re a o 

* AN361-521 A E A 
-10 * 184. 8160 ELBOW, Fuel flowmeter outlet (supersedes 175-48048 for . BL 


' 
= 
m 

* ok * 


I 
DS) 
° 
X k k k k k k kR k ΚΑ 


` 1 
m 
ul 
ἢ ο ἐς) Bisa ουν νοὶ 
οἲ š . ; 
"E š 2 
vs I 
ahi ο ο μαμα. 
= 
e: PES 
"P $i “Ë ερ he ee ᾱ 
S 
-— E ο ο 
god $ $9 9 9 ue τῷ 
. 
D — 
š 
ç E TP 
. "E 
τς vC a Ses ciue 
oe . ο . . . v . .. 
EA A ca? “eG P nes aig 
Ον arca ere a ug 
ο ο ο AS e arer ea a 
w]. e © © © < © » : » š . o . € 
την ste e" V^ e (e 
ο ο set P A EK: 
bia Sar AC PE μα. 
ec S NUR V S NOU UR Re 
° > © ù ου. eo 8 © e 8 ss. 
£ su E Ρννη 
° © ° » » "o. a  : o I jee o o 
ο aa eo ο s a.s a 
ο w a BS SE δ. O UR CE -- 
$0» A ο. 


K9500A1 
AN832-16D 
AN6264-16D43 
AN6264-16D14 

AN6264 -16D23-1/4 
AN6264-4-26-3/4 
AN6264-4-26 š 
AN824-4 

AN6264 -4-11 

AN823-4 

AN6264 -4-22 

AN6264 -4 -20 š 
ANS16-4 
175-48862-188 
3H2-4-21 : 
AN737RM22 A 
AN4171-16 





future procurement 


VALVE, Drain 
ELBOW. 

HOSE ASSEMBLY 
HOSE ASSEMBLY 
HOSE ASSEMBLY 
HOSE ASSEMBLY 
HOSE ASSEMBLY 
TEE. .. 4 
HOSE ASSEMBLY 
ELBOW. ο. 
HOSE ASSEMBLY 
HOSE ASSEMBLY 
NIPPLE er 
LINE ASSEMBLY, 
HOSE (NA) . . 
CLAMP, 

GASKET 


KOE). 


. 


Fuel pump 


. . ο» e o 


ΕΠ ΟΠ HUüUQHIHIHIHEEH p. psp pr ps os 


= 
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FIGURE 411 - COMPLETE PRESSURE TRANSMITTER INSTRUMENT PANEL ASSEMBLY 


PART 
NUMBER 


146-51042 


No Number 
No Number 
No Number 
AN515B6R10 
AN815-4D 
AN902-4 
AN833-4D 
AN924-4D 
146-51046 
146-51046-3 
AN8008D1 
AN365-832 
ΑΝΟΘΟΡΒΙ, 
AN8013D1 
AN515-8R12 
146-51045 
AN365-428 
ΑΝΟΘΟΡΗ16 
501 
AN4-20A 
AN822-4D 


1 2 3 4 5 


(see figure 412 for next assembl 
Manifold pressure (GFP 


TRANSMITTER, 
TRANSMITTER, 
TRANSMITTER, 
SCREW... ; 
GASKET | . . 


NUT. . 


+. INSULATOR 
NUT. . . ο « 
WASHER . + + 
WASHER... 
SCREW. ... 


NUT. . .«. 
WASHER . . . 
CLAMP (NA) . 
BOLT .... 
ELBOW. . +. . 


PANEL ASSEMBLY, Pressure 
. PANEL, Pressure transm 


SUPPORT, Pressure t 


6 7 


NOMENCLATURE 
PANEL ASSEMBLY, Pressure transmitter instrument complete. 


H-175-51-11C 
UNIS USEABLE ON 
PER ASSY. CODE 
. Ref 


) 
j (Navy stock No.R88T2350) 


041 pressure (GFP) (Navy stock No. R88T2651220) 
R88T2125) 


Fuel pressure 


. eee 
eee 


. . 
. . 
. . 
. . 


. 5 ο ο > 


. š c] 4 . che o os o photo ο ο on n 


e... 


He ee 
B... 
o 

eo n n Ho n ο 
FP 


(GFP) (Navy stock No. 
ansmitter instrument. 
ter instrument. . . . 
er instrument . . . . 


» o9 9 . o9 9 s ο s 9 s 9 ο + ο. 


. . . . +... c] . . . 4 52 ° o » £g 


ν΄ . 4 s o s 0 o o 0 o o s o 0 9 


1 
1 
1 
2 
2 
2 
1 
1 
1 
1 
4 
4 
4 
4 
n 
2 
4 
8 
2 
1 
1 
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FIGURE 412 - POWER PLANT INSTRUMENT SYSTEM EQUIPMENT INSTALLATION 
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AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 


PART 
NUMBER 1 2 3 4 5 é 7 NOMENCLATURE 
175-51040 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Power plant. . 
(see figure 395 for next assembly) 
146-51042 +. PANEL ASSEMBLY, Pressure transmitter instrument . . . 
(see figure 411 for detail breakdown) 
146- pup T . FITTING ASSEMBLY, Instrument restrictor ....... eis 
AN816 -4 š NIPPLE &. . . aru ela. SE. ο κ Ας E E E E E € 
142-51054 . . PLUG, Restrictor . . . . . . . $us ee Ἔν ἃν ον ἐς £x 
AN6264-4-16 . HOSE ASSEMBLY nm Bf EC 4 Sic. ὃς ue o 
14142-51055 . ELBOW ASSEMBLY, Restricted “45°: v a Wis e 8 ale Du. ven og 
AN823-4 s fag BLBOW US eura su i tetra oc S GELIES Gee qr er Gh RU mu mot he 
15412-51054 š PLUG, Restrictor ay nia ὕψι E E S ο ; Vw ow $e 
AN6264 -4-22 . HOSE ASSEMBLY ve Eg Bs ED sas š οι See E r č 
ANG264-4-13-1/2 . HOSE ASSEMBLY . . . aas . , + + + wee E es Em4 
AN816-4 a NIPPLE ες ce τ; το Aceh IA A RTIE ue ee CE Gs le. Sa ᾱ $9 ; 
AN822-4 . ELBOW . . ses uer Ses ta ο ος τῷ Z Ver ce, nee car VES vex Sea en Ὅν κ ; 
AN6264-4~7 . HOSE ASSEMBLY ile Gaul ὃς ας προ. A As ce ae E EET š 
AN833-4 s BOW 6 SZ ww e ee cc v Se o et le le x : πο πα 
AN960-716L «. WASHER; ..-.ᾱ- νο ο ἡ, α. ἃν Ὁ) ὃς SW 3 er eo ene $ ts 
ANQ24-4 ve NUT X 5 . «4 o Mays. et S D νο Ven CS Ge E oe δν) τν, š d 
AN6264-4-11 . HOSE ASSEMBLY š: "e ο ο erie 
Νο Number . GENERATOR, Tachometer (furnished with AN3106-148is plug). . 
(Navy stock No. R88G1395) (GFP) 
ATTACHING PARTS 
AN365-428 et NUT 2015.94 Be USU WAG ea we x A ο να e e Cel ong Q 
ANQ60D416L WASHER . uL vx. οὑκ wol» ee ee as a Wes 
a : 
No Number . TRANSMITTER, Torque meter (GFP) (Navy stock No. R88T1841) 
ATTACHING PARTS 
AN3H6 BOLT... m Rua ο A SS AA AE A A “ὁ -ᾱ-ν 
lc En 

No Number . TRANSMITTER, Flowmeter (GFP) (Navy stock No. R88T1965-000). 
175-51066 . BRACKET ASSEMBLY, Fuel flowmeter transmitter. . . . . . . . 


175-51066-31 
175-41066-33 
AN8008D1 
AN340-8 
AN960D8 
AN8013D1 
AN515-8R12 
5C2E28-8 
AN3-14A 
AN960D10L 
AN365-1032 


NOTE: * 


BRACKET, Bracket assembly fuel 
BRACKET, Bracket assembly fuel 
INSULATOR. . . . . .. 


flowmeter transmitter 
flowmeter transmitter 


` . 


+ 8 © © © © 9 9 ὁ s ὁ | : 


νέην be kip Bae DN tae" Gk Nas 
se S (SWASHER Ge oF) s αν ο ο Reg Seve a pter E Sr See eS W: w 
27 oe, WASHER ο Use seres Ms toh Ga duis Ἂν ehh al rar tou das Es 
š SCREW on G tA UT ca ο Bi Su CaP ο. ο ο ο soa! bons 
$ CLAMP, Weld: tube (NA). . i.a o wok e ce ο a cae a ees 
S BOL ον ο So ο yes ag ο eget (eU e Cy Mal moh "οὐ 
de WASHER 6 se x ge) ts ο ie: xul veu ο UE GM Oh eye 
z: ο at te) yap ce ee qe YS Sers ο bay Sar wo as kw a ἂν ον ν 


Part of Q.E.C.A. 
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UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
. 1 
. 1 
: 1 
E: 
ç 1 

1 

1 

1 

1 
2. UL 
š 1 
š 1 
¢ 1 
τ 1 
ç 1 
» 1 
š 1 

1 

4 

h 
e q 

8 
í 1 BL 
š 1 BL 
a BL 
$a BL 
. 4 BL 
. 4 BL 
. 12 BL 
. 4A BL 
. 4 BL 
. 2 BL 
. e BL 
Qe. BL 

2 BL 


Group Assembly Parts List - 
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Group Assembly Parts List AN 01-60AABA 


R2800 POWER PLANT (Cont) 





H-175-54-10A 


FIGURE 413 - LH AND RH RECIPROCATING ENGINE ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 
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Section l! 


ΑΝ 01-60AABA-4 Group Assembly Parts List ΄ 


R2800 POWER PLANT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
413 146-54058-50 EQUIPMENT INSTALLATION, Electrical system reciprocating. . . . . Ref 
engine RH (see figure 395 for next assembly) 
146-54048-60 EQUIPMENT INSTALLATION, Electrical system reciprocating. . . . . Ref 


engine LH (see figure 395 for next assembly) 


-1 * No Number . GENERATOR ASSEMBLY, (BuAer No.E1604- ima reqd on RH eng) 2 
-ϱ * ANN116R6 ` STARTER ASSEMBLY (GPP) ;............. ey yl 
-3 * 35531-3 . FIRE DETECTOR ASSEMBLY (EDT) . iiS ier Ne te Rae re wc πα’ IRA 4 
-4 *  169-54070-5 . BRACKET, Tubular fire detector. . . . . ee y z 5 9 
-5 * 169-54070-7 . BRACKET, Tubular fire detector. ....... 5 ο νά 2 
-6 * AN365-1032 SENUT s T voces ο ο $079 ον “ου , "νη: 
-7 *  AN960D10L . WASHER. ce ç v s. 9 € Rcs tab B; ὁ EC δη eR Lue wr λε” LO. 
-8 *  AN520-10R10 ο °S CREW o. oP ds Xue me peo ο RII SIUE Berean DUE E is ην Uere Dat ΙΡ. 
-9 * AN365-832 σι! a ee ce cet w re uen ete Sie? S ilu vee an “Oko 
-10 * AN960D8L so WASHER. .. ¿ ος k ow ola. NOE ie ας eer SOS. κος, de: Cota ut 8 
-11 * AN515-8R8 v CSOREWZ S Ae icm AS Corea Bee DS um ου fo eter des Veteres ν΄. 
-12 * 35534-3 . FIRE DETECTOR ASSEMBLY (ΕΡΤ). .. ...... ade ze. τε, 4 
-13 * AN3106-20-278 . ος ος ον R9 79: 9 de Ss es DS γος Se a è ᾳ. d. ee 5 1 
-14 *  AN3057-12 . ADAPTER? & . ο ο 5x99 CS ales a We 1» νῷν Ὃν. -ᾱ z. ter S ες 1 
-15 * AN3106-18-22S . PLUG. cie. oui -ῳ.ἆρ-δσιαν Sar ὃς a: ὑφὶ "> š at et vat, Ze rr 1 
-16 κ AN742eD19 . CLAMP i-o Ter νὸν gt aes "ος we cw ds. Del e Ρο e So ere 2 
-17 * AN74eD9C . CLAMP à albis Mc ve et art k $* al Q ο d Us é us ὃν οφ ὃν Ὁ 3 
-18 * NAN313-1032 . NUT. ej ye 4s en te SUS ο, Us . So να’ Mo o w ey lal € oe Ὁ, el e 2 
Ç -19 * AN520-10R8 4 SCREW: 4. wow ὃς Roe οὐ B s 2 tak ae z ο νο 2 
-20 * AN742D7C κ BMP . ο ec ie U Q a εν ο) ος awe š as arse Us 1 
-21 * 2L7-3 «DUG, Safety (NA) ορ suwas ee a E EA sip “at ον 1 
-22 *  ANTlü2DAC so CLAMP 4 1o. vow 99 ὦ 5 er Tom 6 SE ce ipo ia Oy jee» ας 1 
-23 * AN365-832 . NUT. Gh tet att rus t Up oe rea dd sg: pen ee ge š μας 1 
-24 * AN515-8R7 . SCREW. . a . η weil. 4 1 
-25 κ 169-51328 . CLIP ASSEMBLY, Reciprocating. engine electrical "wiring d. re Po e 1 
and ignition conduit 
-26 * AN742D96 CAMP uou age ο ο ο e Bee Cet cod pe re $ Wet; ον u QA ue 
-27 * AN520-10R8 . SCREW... Wd ic ra Wr Sar Ομ πως. š wo: W . 1 
-28 * AFO8A12S4S l PLUG, Vibration proof [55]. ee τα, ¿s Q ç vi μαι AD 
-29 * AFO8A18-11S . PLUG, Vibration proof (CED ERES ρα... 1 
-30 * 156-54055-13 n CONDUIT ASSEMBLY, Electrical reciprocating `engine ignition. . 1 
-31 * AN32050B1 . COUPLING. . . . wo ο Wt. Q 1 
-32 * 156-54055-17 . CONDUIT ASSEMBLY, Electrical “reciprocating “engine ignition. . 1 
-33 * 156-54055-15 . CONDUIT ASSEMBLY, Electrical reciprocating engine ignition. . 1 
-34 κ 97031067 3ATAOSS . PLUG, Electrical connector straight (GFP) (Torque meter). . . 1 
-35 * AN3057-4 Š ADAPTER (Torque meter) . . 6 6 . + + + + «ο ee ° ° 1 
-36 * 2C16-3 . CLIP, Conduit (NA) . 4. a 99 ooo coe e wee d 
-37 *  ANTlh2D9C y CLAMP v eo. κ wx αν `w Ra ee eer ιδ. Dey ue Tasse cel Rot 2 
-38 * AN363-1032 ài SNUTT J. use ee Wo w Ue Toe c, Ὃν αὶ ο”. ὦ Wn ER, Ao: Hee: ie Se ἃ 1 
-39 * ANQ6OD10L è WASHER; wo wx wc Sew. οκ tien ὡ ὁ ETE: ase wl δ. eum, nes A 1 
-40 * AN520-10R8 +. SCREW’. ... 5 a^ νος ο WE ETE 8 1 
-41 `* 92802 . THERMOCOUPLE, Engine cylinder head (BTL) ς ve leer. m De, AP τὰ 2 
-42 * 146-54021-3 . SUPPORT, Electrical engine cylinder temperature . . . . + + . 2 
thermocouple lead 
-h3 * 169-51095 . LEAD ASSEMBLY, R2800 engine thermocouple to firewall electric 2 
-44 * 116-51209 . FAIRLEAD, Electrical harness. . . . . . . "νην 4 
-45 * AN520-10R8 a. ο πο eet one! E morle ae a ο ae ο atea Le 
-46 *  AN363-1032 O ο ο Tm DID 
-47 *  AN520-10R12 . SCREW . . Oh Ted uo δι δω Qd uS 29.2.0 2 
-48 κ No Number . CAPACITOR (Type No. CPS 3BzEBIOSE (Spec. No. JANC25). . . . . 2 
(one required on RH engine 
-49 * 15922 . SUPPORT (MAR) (one required on RH ene ine vi ovo SII ; 2 
S: = -50 * AN515-8R26 . SCREW (two required on RH engine ss Duos ee ete τῷ 3 4 
- £ -51 κ AN742D4C . CLAMP one required on RH engine Veg is^ . 2 
- -52 * 18106-51252 . PLATE, Electrical nacelle generator capacitor mounting. 5 ¿ 2 
í (one required on RH engine) 
-53 κ AN96OD8L . WASHER (four required on RH engine). . . . . . . . . . . . . 8 
-54 *  AN365-832 . NUT (four required on RH engine) . . Gta tence a. 8 
-55 * 169-54033 . INSULATOR ASSEMBLY, Electrical generator "terminal PEE 2 
(one required on RH engine) 
-56 * AN712D18C Ὁ -CLAMP is 04 ο 0*9 7€ α ὦ ᾱ-ῳ 'ὁ- ὁ) S. de IA, Ne vues ww, F 
-57 * AN365-832 "EE MEE" be, Seo «n et du. “a 
A E -58 * ANQ60D8L . WASHER. . . . . + < so š οἱ ar ere "aec Nr N 1 
B -59 * AN515-8R8 . SCREW P ΤΉΝ 2 ert) 2. f ο 2 1 
-60. * 169-54100 ` BRACKET ASSEMBLY, Electrical "generator wiring a ao fe cs . 1 


NOTE: * Pant of Q.E.C.A. 
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FIGURE 414 - ENGINE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 








HA eee EE E 
FIGURE & PART s UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
114 # 175-58040 - HYDRAULIC EQUIPMENT INSTALLATION, Engine section. . . . +. + +. + Ref 
(see figure 395 for next assembly) 
-1 * 67B200-1 . PUMP ASSEMBLY, Hydraulic constant volume aileron boost m 1 CM 
* 67B200-2 . PUMP ASSEMBLY, Hydraulic constant volume aileron boost (NYB 1 cL 
ATTACHING PARTS f 
-2 * AN5-11A BORDE SN SR e OE Wong oue A τρ BPS 4 
* AN960516L . WASHER . . . . . e 4 
* AN363-524 A aia a a a 5 E κο a . 4 Ue cio DEL . 4 
EMO asua OS 
* ANHOH#H 1 ç GASKET . . . . . x vs en cg 1 
-3 * 184-58138 . ELBOW, Constant volume pump pressure line “adapter. He 1 
-4 * 156-58334 . ELBOW, Hydraulic constant volume pump suction. . "s T 
* AN6289-10 NUTS woe 6 Wee wc oy ww ὃς veh τς. ο ταν το τν 2 
* AN6290-10 ^. “GASKET? ... 2 1 ce. ὦ, 1n $91 Re N deis ug Yee ss 2 
* AN6291-10 . RING... eve a. t$ z 5 š è 2 
-5 * AN6292-8-45-1/2 . HOSE ASSEMBLY. ο. ον BA ç š » " 1 
-6 * AN832-8 s UNION. ο ae. e os A . > : A MEN I 
* AN924-8 a NUD S ές A s se 1 
-7 * 146-58575-3 . BRACKET ASSEMBLY, Hydraulic 'ubtisty system pump pressure hose 1 
-8 * 146-58575-5 . BRACKET ASSEMBLY, Hydraulic utility system pump pressure hose 1 
* AN3-15A . BOLT . ...e. s) UE La js "A eee es 28% wal Τῷ; ες 4 
* ANQ60D10L . WASHER . . s vs š s š 8 
* AN365-1032 ΜΕ ue a ae Ὁ a di gus. ο. 4 
-9 * AN6292-8-10- 1⁄2 . HOSE ASSEMBLY. vox 1 
-16 * AN815-8 . UNION... ES ας ο con tee ai m 1 
-11 * AN911-8 .A.X ELBOW. . . - ὁ + nn 9 ον ο ο ο SQ ο ους 1 
* AN6290-8 . GASKET... š x X κο κ. RR eoe ἃ, i ας ως dL qas. ee ë 2 
-12 * 155-8 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) << ge 9 Soe 1 
-13 * AN520-10R8 . SCREW. . . . « 4 © © ὁ © 9 ο o9 5 o o ο | n . . . n9 E ET 18 
* AN960D10L . WASHER . 2 xo € ὦ 99 ο Tee oe ο ο ce ce nis ο dece Δ. cep Φ o 36 
* AN365-1032 s ONUT. ὃν uia AO στ SW iu] vds Αν hiya m ο aie 18 
-14  * 155-10 š COUPLING ASSEMBLY, Hydraulic self .sealing [οὶ Suo ο 1 
-15 * 145-16 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) ...- + + + 1 
-16 * MS28741-16-O426 . HOSE ASSEMBLY. . . . +. . s o'e < 0 . eo + + + s s t s 9 9 t tg 1 
-17 * AN815-16 é UNION. ... .. ὦ; c IS q. UR ff dede. "ACC 1 
-18 * AN939-16 . ELBOW. . . . . . . » « © ὁ ὁ ὁ o] om ot |] ο t] | ο... 1 
* AN6290-16 . GASKET ç . . «6 » © © ὁ ὁ ο ὁ ὁ ὁ | 9 ο ος 0 t9 SŠ ss . 2 
-1¢ * AN842-4D . ELBOW. . . « 4 ὁ 82 oe e ὁ ὁ we wo tg n9 4 Ὁ, ον το οὐ te eeu us l 
-20  * 3H214-18 . HOSE (NA). . AT actui νο s. mcm ve qe nee e nue eden AS s; ὁ 4 
* A3122-8-59 . CLAMP, Hose (TIN). . . . . ια. 8 
-91 * 146-58804-55 . LINE ASSEMBLY, Variable volume pump "housing overboard drain. 1 
-22 κ 67WF300 . PUMP, Model 67WF300 strato power (NYB) . . . . . + + * +. +. + 1 
* ANHOMY-1 . GASKET o 4. 409 $$» o e. ep οὐ ᾱ- o oe ea uU de ox EE, BN 1 
* ANS-11A , . . BOLT . < ...^.^».»^.^^52^552^5^524^52^5?22906»^529* à "ws Ces Ὁ 4 
* ANQ60D516L . WASHER... + o ee ee HMM 4 
* AN363-524 z^ NUTS» ο "8 σας ae weed) wars 4 
-23 * AN833-16 . ELBOW. . .' o... « « ο w ^. ο τό o fo 1 
* AN6289-16 e (NUI. 4x e . "ES EXPE 1 
* * AN6290-16 . GASKET... a ear > "EPIS 1 
* AN6291-16 « RING... ο oe .. $729 U n 1 
-24 * MS28741-16-0482 . HOSE ASSEMBLY. ΙΙ Ον ΙΝ MTU TRE ¿er a ace yer w 1 
F -25 * 145-16 ` COUPLING ASSEMBLY, Hydraulic self sealing (AQ) . . . . . + + 1 
-26 * AN6289-16 CO NOT 4 ο... ο το m m a οἱ ὁ m mom, ee es lw Ue. A ru 1 
-27 * ANG290-16 . GASKET... A 5 . e ala ana S kp. ce δι NO 2 
-28 * AN6291-16 > RING... . ὃς Ü “ἑν wU 3 . s . a E 1 
-29 * AN939-16 . ELBOW. ous * i»; Baw ne e . : Le s^ q^ rw A 1 
-30 * AN832-16 . UNION. . . . ο © en + . . > $ & ος fas (ce, αν, Ὁ 1 
-31 * AN924-16 a NUT. . . 6 «© oo... A . . v. 197109. Se? ὁ 1 
-32 * AN893-16 š . BUSHING. . . . ee 6 < : o ES "TER 1 
-33 * AN6290-16 . . GASKET... « ὁ ο ὁ © © ο ο 4 cn be ᾱ- se. ie ca 1 
-34. * AN6289-8 . ONÜTL. X 0.02 ow 2-9 € wve -ἳ š $c τῷ" U a Q ies E 1 
-35 * AN6290-8 . GASKET .. ase s< o o . . . "e ο, 6 š; κο vel wayaw 1 
-36 * AN6291-8 . O RING bue πο.” oi pa νο, 1 
-37 * AN833-8 e ELBOW. . < . 4. : . $us 5 " p oe n et ery 1 
-38  * AN6292-8-44 . HOSE ASSEMBLY. . . . + κ. . ç" “+ -— ων ^ 1 
-39 * AN894-10-8. . BUSHING. . . . . +. +. +. Ae $ ue ç 3 1 
* AN6289-10 ο: NUT. ο U Z adie ce Se ah ο 5 ο: νὰ a. Je " š 1 
*' AN6290-10 e GASKET S . .. ooo. . . s «^ ο, e Xe 1 
* AN6291-10 « RING . .'. o ooo». ROS x v tas Gera $9 1 
-40 * AN919-7 . REDUCER. do E erus. ss a š ace a 1 
* AN6290-6 . GASKET. . docet Tal Tae ος, Ὃν By ae ve, c, DIS " s 1 
-41 * MS28741-5-040 . HOSE ASSEMBLY. doe αφ, ο νο ὁ L9 ο 4 w. ue 4 A š 4: 
-42 * 155-5 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) 28 ze 1 
* AN6289-5 MD NUTT, V Z ο. Ὁ ὁ νι AR E E NN M oq t€ 1 
* AN6290-5 . GASKET . . . . . . mE R . MES 5 : 2 
* AN6291-5 . RING... VESTE 2 4 " S sí y š 1 
-43 * AN939-5 à ELBOW. E We Ser g. Š . ° . 3 de vt a . 1 
* AN832-5 ¿ UNION, . 0.52 moe 9 ὁ νο Re ees πο 1 
* AN924-5 2 PNO, ας ἐς RA bleh Su Ak yar BS LU m v ERE wo aT a 1 
-44 * AN840-4D . ADAPTER. . $4 ce ETE E . 1 
-h5 κ 146-58805-57 . LINE ASSEMBLY , Constant volume pump “housing overboard "arain. 1 
NOTE: * Part of Q.E.C.A. 
# Denotes the incorporation of Service Change No. 430. || 
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Group Assembly Parts List AN 01-60AABA-4 











FIGURE & 
INDEX NUMBER 


415 





PART 
NUMBER 


146-32601-201 
146-32601-202 


146-32009 
146-32009-3 
146-32009-4 
146-32132 

146 -32009-265 
146-32009-266 
146-32008 

146 -32120-1 
146-32120-2 


.146-32008-81 


8C3-3-025 
146-32041 
146-32041-11 
146-32041-12 
146-32089 


146-32040 
146-32040-31 
146-32040-32 
146 -32088 


156-32043 
156-32013-21 
156-32013-22 
156-32042 
156-32042-11 
156-32042-12 
175-32020 
175-32020-101 
146-32093 
175-32020-201 
175-32020-301 


oe ow t] ee 


AN 01-60AABA-4 


Section || 


Group Assembly Parts List 


NACELLE (Cont) 


. FILLET ASSEMBLY, Nacelle outboard side LH . 
FILLET ASSEMBLY, Nacelle outboard side RH . 
FILLET INSTALLATION, Nacelle inboard side. * 
FILLET ASSEMBLY, Nacelle inboard side LH. . 
FILLET ASSEMBLY, Nacelle inboard side RH. . š 
COVER ASSEMBLY, Nacelle station 217 engine access hole ë 
PAN ASSEMBLY, Nacelle station 217 engine access hole. UNS 
. HANDLE, Nàcelle station 217 engine access hole . . . . 


a PAN ASSEMBLY, Nacelle station 217 engine access hole. 


DOOR ASSEMBLY, Nacelle station 217 engine access hole : 


+ ATTACHING PARTS 


AN4-5A 
AN960D416 


---ᾱ--- 


EBOBO 

EBO64 
2W2SP33-26- 125 
2W25P26-26-125 
NAS143-8C- 


NAS143-6C 
NAS148-25 
NAS146-23 
146-32001-201 


146-32001-211 
160-73556 


s BOLT. demczieskceeuw x PS lm ᾱ- a ee ο ο 
. WASHER. . . . . , + + +s s s . s . e s s s s s . + ot n t| Š 


NUT ni ο. ο ο ο ο ο Soom St Aer 

NUT (EN Ooutboard). s. ck san sis ο κ, s Ta X. Ue κ 

WASHER, Thrust m [e reed Vieh tae Sek ae a sq Ie Le, Ἐκ 

WASHER, Thrust (NA outboard) . ο ο. 

WASHER, X4130 or equivalent 125, 000 “to 145,000 psi..... 
countersunk inboard) 

WASHER, X4130 or equivalent 125,000 to 145,000 psi. . . . . 
countersunk (outboard) 

BOLT, Internal wrenching steel 1/2- 20 (inboard). as τος re 


(magnetic inspected) 
BOLT, Internal wrenching steel 3/8-2! (outboard) . id 
magnetic inspected) 
NACELLE ASSEMBLY, LH T figure 416 for detail Preston] š 
NACELLE ASSEMBLY, RH (see figure 416 for detail breakdown 
SHIELD INSTALLATION, Engine nacelle emergency fuel... . 
boost pump and strainer spray 


E UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

- - NACELLE INSTALLATION, Engine LH complete. . . . . . .'. . + + . Ref 

(see figure 9 for next assembly) 
NACELLE INSTALLATION, Engine RH complete. . . . . +. . . + + + + Ref 

see figure 9 for next assembly 
FAIRING INSTALLATION, Nacelle forward. . . . +. +. + se wo o def 
FAIRING ASSEMBLY, Nacelle forward LH. . . $i δ) τῷ, 4 1 
FAIRING ASSEMBLY, Nacelle forward RH. ..... Se Ὁ 1 
. DOOR ASSEMBLY, Fuel cell tie down access . EET 1 
. . DOOR, Fuel line access LH. . . . . + + + +. +. š 1 
. . . DOOR, Fuel line access RH. ...... . . 4^ x 1 
. FAIRING INSTALLATION, Nacelle rear... Suo. wc. “Ref 
s DOOR ASSEMBLY, Nacelle rear hydraulic line access LH. . . 1 
z DOOR ASSEMBLY, Nacelle rear ανν line access RH. . . 1 
$ FAIRING SUB ASSEMBLY. + S . Ge ue cule ra Set Sen etg 1 
, . . COVER, Bolt access (NA) . ] a ty 1 
. FILLET YNSTALLATION, Nacelle to wing leading edge “inboard. . Ref 
: FILLET ASSEMBLY, Nacelle to wing leading edge outboard LH 1 
à FILLET ASSEMBLY, Nacelle to wing leading edge outboard RH 1 
. DOOR ASSEMBLY, Nacelle station 239 RH outboard . . . . 1 

. fillet oil tank access 
. FILLET INSTALLATION, Nacelle to wing leading edge inboard. . Ref 
x FILLET ASSEMBLY, Nacelle to wing leading edge inboard LH. 1 
FILLET ASSEMBLY, Nacelle to wing leading edge inboard RH. 1 
DOOR ASSEMBLY, LH nacelle station 239 inboard fillet . 1 

oil tank access 

FILLET INSTALLATION, Nacelle outboard side . Re 


= 
° 
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B-175-32-94 





_ FIGURE 416 - LH AND RH NACELLE ASSEMBLY 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 
NACELLE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7. NOMENCLATURE PER ASSY. CODE 


NACELLE ASSEMBLY, LH (see figure 415 for next assembly 


















ine -32001-211 NACELLE ASSEMBLY, RH (see figure 15 for next assembly) . E Ref 
156-32007-1 . STRUCTURE ASSEMBLY, Nacelle station 400.75 to 475 rear LH. ο 
156-32007 -2 . STRUCTURE ASSEMBLY, Nacelle station 400.75 to 475 rear RH. 

-1 146-32019 . . CAP ASSEMBLY, Nacelle tail cone . . . . e . , + . + «ο 

-2 146-48216 » . TUBE ASSEMBLY, Fuel vent line nacelle tank cone outlet 

-3 156-32047 -1 > FILLET ASSEMBLY, Nacelle to wing outboard LH. . . . . . +. 
156-32047 -2 š FILLET ASSEMBLY, Nacelle to wing outboard RH. ..... 


-4 156-32046-1 
156-32046-2 

-5 156-42611 

-6 156-42613 

-7 - 156-42612 

-8 156-42603 

-9 |, 156-42605 

-10 156-42604-1 

-11 156-42604-2 
156 -32003-200 


FILLET ASSEMBLY, Nacelle to wing inboard LH... * 
FILLET ASSEMBLY, Nacelle to wing inboard RH . . . . . 
OUTLET ASSEMBLY, Water injection tank scupper drain . 
OUTLET ASSEMBLY, Water injection pump seal drain. . 
OUTLET ASSEMBLY, Water injection tank vent. . . . . 
SEAT ASSEMBLY, Water injection tank . . . . . .. 

ROD ASSEMBLY, Water injection tank seat rear supporting 
ROD ASSEMBLY, Water injection tank seat fwd supporting LH 
ROD ASSEMBLY, Water injection tank seat fwd supporting RH 
PANEL INSTALLATION, LH nacelle outboard. . . . . . s . + + . x Ref 


oe 9 ο ο 
e... 


e . . 9 ο 9 9 9 n9 9 n9 
. 
e * s 9 +... 9 9 s 9 s s 9 o $3 5 


156-32005-200 PANEL INSTALLATION, RH nacelle inboard . . . . . s e + + . x e Ref 
156-32004-100 PANEL INSTALLATION, LH nacelle inboard . . . e . , +. . +. . . Ref 
156-32006-100 PANEL INSTALLATION, RH nacelle outboard. . . . . +. +. a ὑφ . Ref 
146-32010-1 . LONGERON ASSEMBLY, Nacelle upper outboard LH. . . dele bel 1 
: 146-32010-2 . LONGERON ASSEMBLY, Nacelle upper outboard RH. . . š 1 
-12 146-32071-1 . FITTING ASSEMBLY, Nacelle station 217 upper outboard Ν 1 
engine mount attaching LH 
146-32071-2 . . . FITTING ASSEMBLY, Nacelle station 217 upper outboard . . 1 
engine mount attaching RH 
146-32011-1 + . LONGERON ASSEMBLY, Nacelle upper inboard LH . . . . . . . + 1 
146-32011-2 + . LONGERON ASSEMBLY, Nacelle upper inboard RH... . one 1 
-13 146-32072-1 . . . FITTING ASSEMBLY, Nacelle station 217 upper inboard. a 1 
engine mount attaching LH 
146 -32072~2 - . . FITTING ASSEMBLY, Nacelle station 217 upper inboard. . . 1 
engine mount attaching RH 
146 -32012 LONGERON INSTALLATION, Nacelle lower LH . . . . . + . . + Ref 
146-32013 LONGERON INSTALLATION, Nacelle lower RH . . Ref 


-14 160-32073-5 
160-32073-6 
-15 146-32086-1 


. FITTING ASSY, Nac sta 217 lower eng mount "attaching “LH 
. FITTING ASSY, Nac sta 217 lower eng mount attaching RH 
. FITTING, Nacelle station 217 engine cowl attaching LH. 


146-32086 -2 . FITTING, Nacelle station 217 engine cowl attaching RH. 
146-32051-1 SUPPORT INSTALLATION, Landing gear door hinge fwd LH. . 
146-32051-2 SUPPORT INSTALLATION, Landing gear door hinge fwd RH. . 
-16 ρα; . FITTING, Main wheel door front female hinge LH... 
146 -33304- . FITTING, Main wheel door front female hinge RH... 


-17 146-33303 
-18 175-32107 


FITTING, Main landing gear wheel door rear female hinge 
DOOR ASSEMBLY, Nacelle side panel fuel strainer access. 


99836 v PIN (UO) ¿ x aaa Rom sms aaah ae mL we ee ads a 
98265-1-150 . STUD (UC). viele TAR ο. a er oas Y " 
AN960DH . WASHER... M EM ç ; 
9C1-3-7 . CHAIN, Bead (NA) es : z% : 


-19 146-32125 DOOR ASSEMBLY, qui i. turbo oil "tank access. 


9 0 9 .............0.0.90. 
e 9 9 9 + 9 c9 9 c9? s c: s 9 9 s s 9$ 9 s + ο ο ο. 


e * 9 9 0 9 s 9 s | ο | 5 £]| 9 | 54 « 


Ñ PRPRPHE NYP RP πε’ σνσνε! πὸ π! τ} κ) πη Ἐ! “1 -} {1 


H6081D2.5-.081-.125. HINGE ASSEMBLY (HWL) . . . +. . + + + + s + + + + + ° 
FA5-40 ote we STUD (DZS eoe cm Ke Tac Geen ο ο ο πᾶν Ss S 
GF5-175 e. ox GROMMET (Dz) m. e's : En ros 
-20 146-47410 +. . FLANGE ASSEMBLY, Turbo oil "tank air vent. . m ru 
-21 146-47417 . . NIPPLE ASSEMBLY, Turbo oil tank overflow. . . . . . .. 
-22 146-47019 . . NIPPLE ASSEMBLY, Oil tank . . . CIPRO EMI 
-23 146-48196 : FITTING ASSEMBLY, Fuel vent syphon breaker ων. m 
inboard overboard intake 
-24 146-47093 . . TERMINAL, 041 tank support strap. .... em chus 
146-32056 - . DUCT INSTALLATION, Nacelle LH side intercooler. . . . . Ref 
146-32056 + . DUCT INSTALLATION, Nacelle RH side intercooler. . MY Ref 
-25 146-32133 . . . TIE, Nac sta 312.7 LH side intercooler duct to frame 1 
-26 146-32065 . . DUCT ASSEMBLY, Intercooler LH forward section. . . . 1 
146-32066 . . DUCT ASSEMBLY, Intercooler RH forward section. m 1 
-27 147E19482-1 . . . ZIPPER, Air duct pressure seal (GD) . . . . ca 2 
146-32032 FRAME INSTALLATION, Nacelle rear spar. . » 


` FRAME ASSEMBLY, Nacelle sta 297 (canted) LH outboard. . . 
9 


+ ° s sa 9 9 o 0 s s s ο 9 ο f 
= 
τ 
-5 





-28 160-32083-3 . + . FITTING, Nac rear spar frame outbd wing "attaching. 2 
-29 146-32082 + . . FITTING, Nac canted sta 353.287 inbd wing attaching e 
xs 146-32044-51 . 1 
146-32044-61 . . FRAME ASSEMBLY, Nacelle sta 297 (canted) RH inboard . . 1 
-30 146-32091 . . . FITTING, Nac canted frame to longeron attaching sta 297 1 
-31 146-32014 . PANEL INSTALLATION, Nacelle sta 312.7 to 345.421 lower . . Ref 
-32 175-32021 . FIREWALL ASSEMBLY, Nacelle station QL A s 1 
156-2078 . SUPPORT INSTALLATION, Engine nacelle generator cooling air. 1 
duct firewall attaching 
-33 146-47048 + . TRACK, Oil cooler duct and access door brace rod. . . . 1 
156-42079 . . SUPPORT ASSEMBLY, Engine nacelle generator cooling air duct 1 
firewall attaching 
-34 156-32079-17 + . . SEAL, Eng nac gen cooling air duct firewall ἘΝΝΌΕΙ * 2 
-35 169-42078 - . +. SEAL, Generator air blast duct . . ESL EA 2 
-36 146-32751 - . . SEAL ASSEMBLY, Nacelle accessory cowl “to firewall. S «ῶν, τῷ 1 
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FIGURE 417 - NACELLE R2800 POWER PLANT EQUIPMENT INSTALLATION 
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FIGU 


INDEX NUMBER 


RE & 
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AN 01-60AABA -4 
NACELLE (Cont) 









PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-40001 POWER PLANT INSTALLATION, R2800 nacelle . . . . e s + + s +. 
(see figure 9 for next assembly) 
NOTE: Quantities listed per one nacelle except noted 
1496-5100 . AIR INDUCTION INSTALLATION, R2800 engine . . . . . +. + 
(see figure 418 for detail breakdown) 
175-42310 EXHAUST SYSTEM INSTALLATION, Nacelle . . . . e s e < + 4 
(see figure 429 for detail breakdown) 
175-47001-100 . OIL SYSTEM INSTALLATION, Nacelle LH. . . . e +< + . < «ο 
(see figure 422 for detail breakdown) 
175-47001-200 . OIL SYSTEM INSTALLATION, Nacelle RH. . . . + +. + < s +. +. 
(see figure 422 for detail breakdown) 
AN365-624 2 NOTES ek e Ze A S Ge ici pet 
AN960D616 wes WASHER «2.10 ies os Pot q: w w ate W Bice ὁ; «Ὁ eo les Se -ᾱ Oe 
1146-32566 . PIN, Cowl shear rear aligning station 217 lower. .... 
1146-42201 . TURBO SUPERCHARGER INSTALLATION. . wi q.s a. à 
945922 . . TURBO SUPERCHARGER, Type CH8F1 (GE) (GFP). a! Jaws ain ah 
146-4223 . . BRACKET ASSEMBLY, Turbo bearing support . . +. . +. + + 
146-42212 Su .'Ὢ BEARING ASSEMBLY, Turbo mount . . . . Sette. UE S 
(to be stocked as an assembly oniy) 
ATTACHING PARTS 
AN365-624 . « NT. ——— Fare eee, Ventre. Sette: S de Gen Bes neh ce, He 
2W18-116 Dol WASHER, Flat (NA) . . . Mpececisie Wa NES e 
ANH -5A 2 Y BO; a ns Fd να quoe DeL Poche ay --- 
AN5H11 Ὁ ΟΗΕ, i ana: “ends Mh ος LS ot (Ste te pris es Bee d 
man ος 
1146-42210 . . . BEARING, Turbo mount upper... s s + + e s eee 
(matched part not to be stocked separately) 
1146-42211 . . . BEARING, Turbo mount lower . . . . < s + s esso 
(matched part not to be stocked separately) 
146-42205 MOUNT ASSEMBLY, Turbo trunnion. . . ο . . + +s + ο . . 
ATTACHING PARTS 
AN5H5 exe BOLT a e A οφ τν S es ere dea “W 
ways M m in 
XSC130 . . . RING, Square section closed type (NL). . . . + . 
146-42207 . . + - BALL, Turbo trunnion mount . . e . + + + + + eee 
146-42206 . + . FITTING, Turbo trunnion mount. . e s e + + + + + + 
146-42215 . . LINK ASSEMBLY, Turbo stabilizer . . . . , + + + + + +. 
ATTACHING PARTS 
AN365-428 αν νε NUT ce er er ee ee oce Ue celis qud te Te 
2W18-416 . . WASHER, Flat (NA) o. es + + + + + se s s s ee + ee 
AN4-13A be de; BOLD C cg ο 0. ao ο n ἀφο SY m ο ο es 
AN4-12A sw BOTT e ας 09. vel ar ο ο ο ο ESP a See ta e He Tm 
P. 
AN316-5R io ue š SMS dl. e ο πο ος) IDE 
REUFS s qe ze END, Rod (rar) . . 2 &- ο ϱ € 98) 2€ 12 Se AOS 
146-42214 š FITTING, Turbo stabilizer nta O a eae 
AN5H5 & o» VOLI. ν š e o. . . "m 
146-42225 . . BRACKET ASSEMBLY, Turbo stabilizer left nacelle a 
146-42224 . . BRACKET ASSEMBLY, Turbo stabilizer right nacelle. . . 
146-42204 . . SUPPORT ASSEMBLY, Turbo left nacelle. . . . . + + . +. 
(to be stocked as an assembly only) 
146-42203 - . SUPPORT ASSEMBLY, Turbo right nacelle . . . . e + . ο 
to be stocked as an assembly only) 
ATTACHING PARTS 
AN365-524 QUU NOD ο ea Jo Be CS ος BOX OO IO γα ο... 
2W18-516 . . WASHER, Flat DA SUE acu dece, Ὁ ἑν S: W SF we oos 
2W18-516L . e WASHER, Flat (NA) ee s s cow alee mmo wee 
ΑΝΘ-6Λ RENE ROTI μμ ο ο ο EM. DE 
AN5-10A Ae BODE, A CPP «A ss 
-——M A 
AN5H11 . BOLT. .. e e ὁ a e ο e wo 9 ο 
146-42209 FITTING, Turbo “oa ai” "mount. Sina? sue. ο.” 
ATTACHING PARTS 
AN5H5 « vs. BOT. We «ο, k ὁ Ss ew ο ο Ves U Wa e ο 
a aw ee 
146-42233 . . BRACKET, Nozzle box inlet support . . . . . + ees 
AN4H11 $ 7 « BOLT. . κ ox € δι a ο ο e^ e D; E w ce mae, ce S 
43D416-6 T. ae SPACERS Bolt (NAJ ο oe lei woe dedo eS 
AN320-4 de NUT -ᾱ- Ὁ -ᾱ--ῳ e a aaa da Pel ei. de 
AN24-10 2 BOL ss x . s ον τῷ, Yay Fa ASSET D 
NAS170-2 . . CLEVIS, Engine “control rod adjustable . . 5 ὦ 5 ὁ 4 
169-42155 + . CONNECTOR, Turbo air cooling ducts forward. ος, Ye f c 
820-18 . . CLAMP, Turbo cooling system connector (MAR) . . . . + 
146-42144 . . DUCT ASSEMBLY, Turbo cooling. . . . . + + + e + oso 
146-42144-100 . DUCT ASSEMBLY, Turbo cooling. . . . s + + + + + eee 
146-52155-5 . . CONNECTOR, Turbo caoting system ducts . . . . . . . . 
AN737-91 . . CLAMP... E Ye cR Cet GS. Yes te 
1111-517209 . . VALVE, Swing “check `(PA) . M ih Ui ο Xie Es tw ke 
146-42801 -53 ‘| LINE ASSEMBLY, Turbo cooling. . . . . . - eco 
146-42801-51 + . LINE ASSEMBLY, Turbo cooling. . . . , + + + + + soso 
3H2-16-13 : OG THOSE (NA) poa a te tet τ S SU qevb e BS Rae δν ο le 
AN737RM46 ove, CLAMP Q S oo αν ο Loire ee ᾱ κ a Ὁ m ee 


ee ο 9 9 .. 


oe ee we 9 n9 
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FIGURE 418 - R2800 ENGINE AIR INDUCTION SYSTEM 
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FIGURE & 


INDEX NUMBER 


418 


PART 
NUMBER 


146-42100 


NOTE: 
No Number 


AN3-6A 
AN3-10A 
AN960D10L 
146-42106-3 
169-42107 
146-42108 
146-42106-5 
156-42169 
146-42106-7 


156-42105 
156-42178 
156-42179 
AN867-1 
AYLF 2370 
AN365-428 
AN960D416 
ANA-5A 
156-42136-9 
AN350-1032 
AN960D10 
156-42110 
AN666-3RH 
156-42152-3 


.AN664C3 


156-42111 
AN393-21 
AN960D10L 
156-42136-17 
169-42121-300 
47E19482-1 
AN365-428 
AN960D416 
AN4-5A 

AN4 -4A 
NAS221-8 
146-47068 
146-47073 
146-47077 


146-47080 


AN365-1032 
AN960D10 
AN960D10L 
AN3-5A 
146-42120 
175-2122 


146-42124-3 
ANHH5A 
AN960D416 
156-42123 
146-42125 
156-42174 


156-42175 
156-42176 


AN 01-60AABA-h 
NACELLE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


AIR INDUCTION INSTALLATION, R2800 engine. . . . . . . . + + x 


(see figure 417 for next assembly) 


Quantities listed per one installation only except as noted 
INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS. 


ec .. s. 9 + we 


oe ee 9 5 ο 


oe 9 e 9 ο ο 0 s e e 9 ο. ο 5 6 . ο ο we 


(see figure 419 for detail breakdown) 
BOLT ο ὃς <8 ο, Sle 6 BS le e a ϱ) Q δι le € SU w. ὁ 
BOLT terse. 0&3» a. ο e q ο US oe ο ὁ LIA 
WASHER . . " 
RING ASSEMBLY, Carburétor “elbow "flexible coupling "clamping 
COUPLING, Carburetor elbow flexible. . . . . . + < + .». 
GASKET, Charge air duct firewall . . .. 
RING ASSEMBLY, Carburetor flexible elbow coupling clamping 
BRACKET ASSEMBLY, Engine charge air duct station 217 . . . 
. RING ASSEMBLY, Carburetor flexible elbow coupling . . + 
clamping 

DUCT ASSEMBLY, Intercooler charge air heater to firewall 
. BOSS, 5/8-18 NF3 welding. . . 
. BOSS, 7/8-14 NF3 welding. 

FLANGE. . +. e sx 
THERMOSTAT (Bec) š s 2 
NUT. ç Te. ο a 
WASHER wd ca Se NS 
BOT... As ç < 
CLAMP ASSEMBLY, Turbo charge 


` 
`f ` 
. ο 


μα ἐν ἂν 


+ D. ο . ο ο 
He 
. Hee dae 


. NUT oo cto: oS, σος 
è WASHER. utis $ 
. PLATE, Charge air duct flexible coupling clamp. 
. TERMINAL. . . . 

. FITTING ASSEMBLY, Turbo charge ‘air "auct flexible. 

coupling clamp 

TERMINAL. . . . ds 
RETAINER, Charge “air 'düct flexible ορ clamp cable 


PIN . 2 4 * e «5 5 ὁ € d o9 ὃν ^» Ὁ ο » 9 ea s 


ou 


9 Qe + » we » » : 
£ 
o 
et 
r5 
= 
oO 
* 
= 
. . Oe ο » 9ο ο ο 
= 
e Me . ° 2525 5 


© 
` © © © Ho . . ο ο » 
- 


ng 


oe ο 


SUPPORT ASSEMBLY, O11 cooler rear. . . 

SUPPORT ASSEMBLY, O11 cooler forward . . 

. TERMINAL, Oil cooler support trunnion (RH side 
(rear and forward) 

. TERMINAL, O11 cooler support hinge (LH side). 
(rear and Forward) 

NUT. Q aet g. a ie zw ο Soe w: a e tet at Oe Selle tee gee ls 

WASHER: + » ε ox» Ae AR AAA 

WASHER ¿ . α . . « - © » e ar e e e * ὁ ὁ 9 ὁ ο wt ο ο 

BOLT + < & “< . . ο ο . ο 


WASHER. . . š 
CABLE, charge air duct "flexible coupling “clamp "assembly 
DUCT ASSEMBLY, Air inlet manifold. ..... . . . ο 
. ZIPPER, Air duct pressure seal (GD)... » 
NUT. v is es ο oy νο efe s τα), es a : 
WASHER . . . ο ὁ ὁ © ο ὁ ο e, ὁ ο wo we ο ο . 
OUT v ow. Se c9 ral το, Boh! us 9 ο «Ὁ i-e. oe ote Se . 
BOLT .... < πο ^ e 
SCREW, Brazier head Phillips recess alloy st 


9 ο ο We » < ο ο 
N š 


eel 10- 
) 


. 
. 
. 
. 


GRILL ASSEMBLY, Turbo charge air inlet duct "Acting. . 
DUCT ASSEMBLY, Turbo charge air internal inlet ... 
(see figure 409 for detail breakdown) 
COUPLING, Charge air duct flexible . . . . . . 
BOUT. ο e ees ποσο. 
WASHER . . . . + * . 9 9 ο» *? ὁ ο ο ο 
DUCT ASSEMBLY, Turbo charge air rear inlet . . 
GASKET, Turbo charge air inlet . . . . . + +< . 
TUBE ASSEMBLY, Turbo charge internal inlet duct 
center support : 
TUBE ASSEMBLY, Turbo charge internal inlet duct LH support 
TUBE ASSEMBLY, Turbo charge internal inlet duct RH support 


ATTACHING PARTS 


AN365-428 
AN960D416 
ANH-TA 
ANH-6A 
ANH-11A 
AN4-12A 


WASHER . . EN pe 
BOLT (upper outboard). š 
BOLT (upper inboard) . . 


BOLT (lower outboard). 
BOLT (lower inboard) . 
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H-175-42-23 


FIGURE 419 - INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS 
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Section 11 


AN 01-GOAABA-4 Group Assembly Parts List 


NACELLE (Cont) 


nn + + + + + e M ——Á—— MÀ 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3:4 5 6 7 NOMENCLATURE PER ASSY. <ODE 
19 No Number INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS . . . Ref 
: (see figure 418 for next assembly) 
-1 146-42114-101 . INTERCOOLER ASSEMBLY, Engine charge air complete LH. . . . +. + 
(see figure 420 for detall breakdown) 
-2 146-42114-102 . INTERCOOLER ASSEMBLY, Engine charge air complete RH. . . . +. + 
(see figure !20 for detail breakdown) 
-3 156-42136-23 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. . +. . 
(supersedes 156-42136-3) i 
d -4 156-42136-25 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. . . . 


(supersedes 156-42136-5) 


-5 156-42136-7 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. ... 
-6 AN350-1032 ec uw ΝΤ... ο ᾱ- ὁ ῳ bee) sep e) Wi ο em S: fel SI ol A 8) ας 
-7 AN960D10 i ang: WASHERS S ΙΙ m τν, Tan oat ο Do Tel po ies ze. Tarz; id or «ἃ 
-8 156-42110 . . PLATE, Charge air duct flexible coupling clamp. ...... 
-9 AN666-3RH scu TERMINAL. 4. 9-8 vos € 404. W a oe Qe S. αφ ce cese oe ο Go 
-10 156-42152-5 . . FITTING ASSEMBLY, Turbo charge air duct flexible. . . . . + 


: coupling clamp (use on 156-42136-7) 
1169-42152 . . FITTING ASSEMBLY, Charge air duct flexible coupling +... 
clamp (use on 156-42136-23 and 156-42136-25) 
TERMINAL. . . . « « © « © «© © © © * © © ο ὁ © ο . «ο 
CABLE, Air duct coupling clamp (use on D tet ΕΠΙ. 
CABLE, Air duct coupling clamp (use on 156-42136-23). 


-11 AN664C3 à 
: CABLE, Air duct coupling clamp (use on 156-42136-7) . 


-12 156-421 36-11 
156-421 36-13 
156-42136-15 

-13 156-42111 


RETAINER, Charge air duct flexible coupling clamp cabl 
-14 AN393-21 


ΡΝ... « « « « oo oo ο ο ὁ ο o... ee wet 9 


oe ee we 


ee ee De eee 


-15 AN960D10L e . WASHER. . +... « ὁ © © © © +... ὁ om om om t ο n 9 n9 n9 
-16 146-42124-5 . COUPLING, Charge air duct flexible . . . . . + + + eoo 
` -17 169-12113 . COUPLING ASSEMBLY, Turbo to intercooler charge air duct. 
flexible 
-18 146-42111-43 . DUCT ASSEMBLY, Turbo to intercooler charge air . . . . . . . . 
-19 146-42182 . CLAMP ASSEMBLY, Turbo compressor discharge . . . . . . . + * ο 
(to be stocked as an assembly αν. 
-20 AN4-35A c BOLT d. νο. S ο το Ὁ tee S we e eee, ea a C Φ) δι 9 
-21 AN363C428 "EB NUT CU Z. Sele eet te sey ο CIMA 
-22 146-42160 . GASKET; Turbo to intercooler charge air duct . . . . + + + + * 
-23 146-42159-1 . FLAP ASSEMBLY, Intercooler cooling air exit LH . . . s.es. 
146-42159-2 , FLAP ASSEMBLY, Intercooler cooling air exit RH . . . . . + * . 
-24 146-42159-3 . . FLAP WELD ASSEMBLY, Intercooler cooling air exit LH... + 
146 -42159-4 . . FLAP WELD ASSEMBLY, Intercooler cooling air exit RH... . 
-25 AN4-5A a « BOLTS: Q2 04 . me. le Bo κα κ Να AAA 
-26 AN960D416L e Q WASHER. Z gus 9 24 09,00. 9 9 095€ ο ὦ nes δ «γι E ea a 
+ + HINGE ASSEMBLY, Intercooler coorme air exit flap LH. ... 
2 


-27 146 -42158-1 
: (use on 146-42159-1 and 146-42159-2) 

. HINGE ASSEMBLY, Intercooler air exit flap RH. . . . + + +. + 

(use on 146-42159-1 and 146-42159-2) 

-28 AN365-428 a er ο er Ske ο i a ο ο 

-29 AN960D416 . . WASHER. . . « ο e ee oo ὁ ὁ eee ο 9 

-30 AN507 -428-12 zu A SOREW E uec A y S NS -ψωῳ SL GU SU a fe τ 


. 


146-42158-2 


ee ee 


AN507-428-10 ¿ OSCREW 200.9 2 8 xo e. ah e š -— s 

-31 146-42141 . FITTING ASSEMBLY, Intercooler cooling air exit flap 
actuator attachment 

. . BUSHING, Flanged press fit steel-and bronze. . 


e... 
9. eee 


D PONE e mOCOHHHHHBZI PH ΝΒΝΒΝΙΕΕΠ ΠΟ e περ! N N Hp 5 


-32 NAS77-4-17 


-33 AN365-428 a NUT. 4 : < eo G Se X ο a AA vu wow Ger 10 
-34 AN960D416L «WASHER? μου DN: WHE Ὁ ο” 
-35 ANH-6A νην. νυν ec ege. epe Loue ena! Bee au 216 
-36 146-42142 . HINGE ASSEMBLY, Intercooler cooling air exit flap. ...... 1 
nacelle canter frame station 297 upper (LH side) 
146-42157-2 . HINGE ASSEMBLY, Intercooler cooling air exit flap. ...... 1 
: nacelle frame station 254.375 upper (RH side) 
146-42143 . HINGE ASSEMBLY, Intercooler cooling air exit flap. . . . + . . 1 
nacelle canted frame station 297 lower (LH side) 
146-42157-1 . HINGE ASSEMBLY, Intercooler cooling air exit flap. ....... 1 
nacelle frame station 284.375 lower (RH side) 
-37 AN218-4 + « BEARING . , + « + - sooo e s ὁ < ὁ e s 9 ὁ s s + “s ο n. 1 
-38 AN365-428 DP μμ μα come W ο oad a ο a wena ial ote SD 
-39 AN960D416 a” WASHER? ene ἐν s za ai tov ὁ ων a Sin da, τώ, ele SI ipee Bemis mob. VO 
-ho AN4-13A νην" ο ο ο ο“... 
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Section II 


Group Assembly Parts List ΑΝ 01-GOAABA-4 


NACELLE (Cont) 






FOR RH ASSY ONLY 
ROTATED 90° 


14 
13 
12 
H-175-42-21 
FIGURE H2O - LH AND RH COMPLETE ENGINE CHARGE AIR INTERCOOLER ASSEMBLY 
FIGURE & PART . | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
20 146-42114-101 INTERCOOLER ASSEMBLY, Engine charge air complete ΙΗ... . . . . Ref 
(see figure 419 for next assembly) : 
146-42114-202 INTERCOOLER ASSEMBLY, Engine charge air complete RH . . . . . . . Ref 


(see figure 419 for next assembly 


-1 169-42104-1 . DUCT ASSEMBLY, Intercooler upper header charge air LH...... 1 
169-52104 -200 . DUCT ASSEMBLY, Intercooler upper header charge air RH. .... 1 
169-42104-5 + . DUCT SUB ASSEMBLY, Intercooler charge air upper header LH . I 

-2 169-42104-6 + + DUCT SUB ASSEMBLY, Intercooler charge air upper header RH . 1 

-3 . 175-42148 + . GASKET, Nacelle turbo turbine wheel cooling air inlet . . . 1. 


(use on 169-42104-200 RH only) 
-4 175-42147 + + INLET ASSEMBLY, Nacelle turbo turbine wheel cooling air.. 1 
RH only (use on 169-42104-200 RH only) 


-5 AN365-1032 a NUD IR ovde νὸν το te Det Wap ο Me RS Wr ου sowie R4 $436 
-6 AN960D10L ^ "WASHER vv ὧς τῷ» feria! tee. ees Me ies ᾱ ο a ον "av e dv ac SOME 
-7 AN3-7A e eBOLT wow AW) WOW TE em oues d ος. U a φας ον ou Tae ας 
-8 AN3-6A z BOLT uw We Ὁ τα, τὲ DE Rr TL ON 
-9 AN365-1032 è Νο V 22 ues WR D& yd ACA de cb Uk Se aes, TRO ἅλα Νις κ λ.χ. ee Jo 38 
-10 AN960D10L s JWASHER Lo es enun e (E wi» eee Ge TS rat ὦ : OW aara i. Qy. O 
-11 AN520-10-8 . SCREW. . . « . TEE a e E U WS Sen 28 OW. D INT -ὂ S des» om ow Se 
-12 AN365-1032 x NUTS ot u- desde ο ce ys? yo δ. Ὁ dete lau acere WIES ws veces BS Ὁ eu 0 
-13 AN960D10L z. (WASHER ο CX cs) «ον NU a a> Si Ὁ mig Fate? fe: a veta e «ΘΟ 
-14 AN3-7A 2 BOLT ο x WU S US οφ. Bel ite tar ae Nee cm ek Ad Se ee ο eet ew νε ME 
-15 AN3-6A oe IBOLT. oS ul RI za EIU ο S a Pn igs ee ae «ᾱ oen art ο ο ΘΙ 
-16 15456-42102 + GASKET, Intercooler charge air header. . . . . . . . , + + x+ . 2 
-17 47E19482-1 . ZIPPER, Air duct pressure seal (GD). ............... 2 
-18 146-42133-3 . STRIP, Intercooler cooling air zipper retaining. ....... 4 
-19 146-42133-5 . STRIP, Intercooler cooling air zipper retaining. . . . a 4 
-20 146-42109-1 . DUCT ASSEMBLY, Intercooler lower air charge header LH. E^ 1 

146-42109-2 . DUCT ASSEMBLY, Intercooler lower air charge header RH. .. . . 1 
-21 A901-1789-3 . INTERCOOLER ASSEMBLY, Engine charge air project 510 (TRA). + 1 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 
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H-175-42-24A 


FIGURE 121 - TURBO CHARGE AIR INTERNAL INLET DUCT ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
21 175-42122 DUCT ASSEMBLY, Turbo charge air internal inlet. eU ο; δὲ εφ. ὁ Ref 
(see figure 418 for next assembly) 
-1 175-42122-50 . DUCT SUB ASSEMBLY, Turbo charge air internal inlet P 
-2 AN310-5 >: NUD ος ον ον 0v Ὁ ῳ ges voe Ye? 4) ow. ὦ . 
-3 AN960D516L WASHER . , ο ὁ ο +< <s e e e e ὁ e ὁ e e ο ο 


-h AN175-60 BOLT .... Š 
-5 156-42167-1 
-6 156-42167-2 


-T AN365-428 


SPRING, Alternate air intake door hinge LH . 
SPRING, Alternate air intake door hinge RH . 
NODS ο 24122 hee : 


-8 ANQ60D416L WASHER LIA d VA e Os hee ha a an ee 1 
-9 ANH -5A BOLT 3c e ο ο ο ο μου 
-10 ANB-GA BOUT σα eek e 


-11 156-42183 
-12 156-42168 
-13 156-42165 
-14 156-42166 
-15 NAS77-5-12 
-16 175-42119 
-1T 175-42119-15 
-18 AN365-428 
-19 AN960D!16L 
-20 AN4-7A . 
-21 156-42163-1 
-22 156-42163-2 
-23 4B1985-014 
-24 175-42119-9 
-25 146-42140 
-26 146 -42169 
-27 146-42170 
-28 175-42122-33 
-29 175-42122-35 
-30 175-42122-29 
-31 175-42122-31 
-32 175-42122-45 


CLIP, Turbo alternate air intake door spring uppe 
CLIP, Alternate air intake door hinge upper. . . 
SUPPORT ASSEMBLY, Alternate air intake door hinge lower 
SUPPORT ASSEMBLY, Alternate air intake door hinge upper 
. BUSHING, Flanged press fit steel. . . . . + . < . . 
DOOR ASSEMBLY, Turbo alternate air... . 
. WELD ASSEMBLY, Door assembly turbo alternate "air. 
. NUT Sel), ο Se aes Je ο Fel oie Br obs tS! ate 
a WASHER. P 
. BOLT... euo Lacu wo MIS; ei rase 04 tes Gw e 
. HINGE ASSEMBLY; Alternate air intake door LH 
. HINGE ASSEMBLY, Alternate air intake door RH 
. . BUSHING, Press fit plain (NA). . . . . 
SPACER, Turbo alternate air . . . . 


PECORE αυ 


SCREEN, Turbo alternate air entrance .. 
CLIP, Turbo charge air internal duct .. 
CLIP, Turbo charge air internal duct aft 
RETAINER, Turbo air inlet seal : 
RETAINER, Turbo air inlet seal $ 


RETAINER, Turbo air inlet seal : à I 


RETAINER, Turbo air inlet seal 
SEAL, Turbo air inlet door . . 


. 
` 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
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NACELLE (Cont) 





H-175-41.8 











FIGURE & 
INDEX NUMBER 


-l 


-2 
=3 
-4 
-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 


-13 


-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 
-33 


-34 


-35 
-36 
“37 
-38 
-39 


-40 
-41 
-ἠρ 


-43 
-44 
-45 
-46 
-47 
-48 
-49 


-50 
-51 


ΑΝ 01-60AABA-4 


. NACELLE (Cont) 


Section [| 
Group Assembly Parts List 





. PART UNITS. USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE ` 
5-47001-100 OIL SYSTEM INSTALLATION, Nacelle LH {see fig. 417 for next assy). Ref 
175-47001-200 OIL SYSTEM INSTALLATION, Nacelle RH (see fig. 417 for next assy). Ref 
Quantities listed per one installation except as noted 
No Number . NACELLE OIL SYSTEM LINES (see fig. 423 for detail breakdown) . Ref 
175-47401 . OIL SYSTEM INSTALLATION, Turbo supercharger. . . e e e , + + . 1 
(see figure 424 for detail breakdown) ; 
175-47002 . TANK ASSEMBLY, 011 (see figure 427 for detail breakdown) . . . 1 
ATTACHING PARTS 
AN310-4 ee BE O A E DS EA A A ο ο “es SS 2 
AN960D416 v WASHER «QW x mee Zen oS! S yh Sey w. Swe mw: a “tol Mer cela sey Bowes) Ὁ 0 
AN24-26 « BOLT... e? Wetec tai iat a! Seu ας, Serpe veer "eye oP cos tein 2 
NAS25-4R | ‘TRUNNION, Tank strap threaded. . . . . . . . 2 00. . eee ee 4 
NAS27-4-30 . TURNBUCKLE, Tank strap . . « . » . «© ὁ ο + © © ο ο © ο ο ww ο 4 
NAS25-4L . ‘TRUNNION, Tank strap threaded. . . . e's +, « + + s s s s wwe 4 
175-47055 . STRAP ASSEMBLY, Oil tank upper . . . . . + <s < . < ee o s o o 2 
146-47072-100 . STRAP ASSEMBLY, Oil tank € ο We Wes, Set ete Lae ο Q πο Ses, 2 
175-47054 . PAD, Oil tank strap. . . . . Rc cur ER A da 2 
175-47 041 v PAD, Oil tank SUDDOPU. Ç Q 2x. ns s wee cl Ὁ 
146-47070 < PAD). 011 tank baOkihg:-. V 9 9v vo wo 9 ee wee 8 
---Ἐ--- 
146-47004-3 . DOOR ASSEMBLY, 011 cooler duct and access LH ο -- 1 
(see figure 428 for detail breakdown) 
146-47004-5 . DOOR ASSEMBLY, Oil cooler duct and access RH . . . . . + + + + 1 
NTTACHING PARTS (see figure 428 for detail breakdown) 
AN365-428 z^ Ντο ας. Mr 25) Car ο E eI ὑφ d Bong: qe Bue Q QU Sw) ue Uv O 
AN960D416L 2. WASHER: 7. ο A Z. SO W.S w W τῷ, Pv neo ο ο ο 8 
AN! -6A mE." ea wo a e eh ele Ae cee! lah oe ο TIC UA 
AN960D416 a WASHER» a cs. cess, ots ves Eee m ae Gouge!) Baap ὥς ο φις eee wee cel, (8 
AN4-7A a, BOLT & ; 4.4%. ¿0-9 Qu ἦα. Ble ο ο ο Sax, AW. ο 29/7097 8 ο. 2 
AN960-416L . WASHER. . s d s Ww Te La A us few: 2 
144-31530 . BOLT, Engine cowl latch adjusting. ρα ο ολες A οι ον 2 
146-47045 . LOCK ASSY, Oil cooler duct and. access door latch bolt position 2 
120-31862 + . PIN, Sliding canopy truck adjusting lug . . . . . . + . . + 1 
146-47041 . BRACKET, 011 cooler duct and access door latch . . . . . . . « 2 
AN365-428 μμ Xu SU cae! Goths S $i ope ο ο ο a, dé on Ule oe OE Waa A, ne 42, Ὦ 
AN960D416 4 (WASHER? 459 gy sis, αν ολο e ta Ne? Gate ar fo) Fhe Calne ο. 
AN4-16A . BOLT... > x ¿uay a dis etos "eua eleme Ve. 
146-47044 ~ù + SPACER, Oil “cooler duct and access door hinge, . ¿ s e s € 2 
AN365-428 . NUT. s ee the iba fh aes es ke Rn S fee ο ο ο we) ee ἃ, Ὁ 
ANQ60D416L a WASHER Gy Q a QU e ας An a e NE O FO 
AN4-6A à BOLT Ι.Ν, ον ν UR c xd ers ars SH. 
AN960D416L κ: WASHER, oo ὁ; Sa" ο ar i^ cnc eae, cue de ο ο ο a Saree d 
AN4-7A . BOLT... ee C ata aaa «ἃ 
146 -47043 . BRACKET ASSEMBLY, oil cooler duct and access door hinge. ... 2 
== f. me 
146-47007 -1 . PANEL ASSEMBLY, 011 cooler duct removable LH A ο ο ἱδολίὸς Ὁ 1 
(see figure 426 for detail breakdown) 
146-47007 -2 . PANEL ASSEMBLY, O11 cooler duct removable RH ........-. 1 
(see figure 426 for detail breakdown) 
ATTACHING PARTS `` 
AN365-624 . e aide ο ta wid ww Deo eras Oe Vet ce Ὴ O 
AN960D616L. s WASHER du 22€ oce. eor Te Me y Ice ο S UR Sq ο De CX Ie SD e tee eS CLO 
AN6-13A $ BOLT ecu de ο mE οι ce De as τ AST ο WU. alma. em Mile «Ὁ 
146-32145-3 . RETAINER ASSEMBLY, Nacelle sta 264 longeron attaching bolt . . 2 
146-32145-5 . RETAINER ASSEMBLY, Nacelle sta 26! longeron attaching bolt LH. 2 
146-32145-6 . RETAINER ASSEMBLY, Nacelle sta 264 longeron attaching bolt RH. 2 
AN365-428 NU ar aa Nou ος οι ο ορ a ο ο. 
AN960-416 sI WASHER aiaa ae e ie Tee ee o. wv arre ra a SSE ru Oo OA 
AN4-TA e BOLT ο E a eS A e AE A RE a 2 
m M = = * 
AN365-428 as SINUS: a ei Fal Cee net ae τὸ Ue ο a δι αι See es ats ISA cw WU ον 2 
AN960D416 PER WASHER Mu ο ο ο I 
AN4-13A . BOLT... . ο ο ο ο A re: Per ο Ὃν Owl Qe, e ὁ 2 
NAS27 -4-24 š TURNBUÜCKLE, Tank e ο € ο ο ο o9 ο 9 ο ὁ 4 4 Φα: ὁ ο Ὁ » 2 
NAS25-4L . TRUNNION, Tank strap 1 0 (<6 mR nn A 2 
NAS25-4R . TRUNNION, Tank strap threaded. . . s. e s e s + + + + + < wee 2 
146-47075-10 . STRAP ASSEMBLY, O11 cooler aft MENS 1 
146-47075 . STRAP ASSEMBLY, 011 cooler forward ot QUU. OR Sour ial ὋΣ SST heaven Ue yer cal xe 1 
146-47081 . CUSHION, 011 cooler forward strap. . . . s . . . . s ee eee 2 
AN365-428 s UNUT 2 av νο ο uos oa ὁπ’ eee ον eae ο S ee a ee ce «0 
146-47076 + ROD, O11 cooler support tie. . . . s s , +s + +< s s s s s ο ee 1 
86186-3 . REG ASSY, 268 sq. in. elliptical Al free flow oil temp (AIR). 1 
146-47082-3 . CUSHION, 011 cooler.support aft. . . . e s , + +s + + +s ee ewe 1 
146-47082-5 . CUSHION, 011 cooler support forward. . . . . e s + + +s +< eee 1 
146-47074 -. « DUCT ASSEMBLY, Oil cooler forward section exit . . . . . . . . 1 
TE39-64-8 + . EXTRUSION, Rubber (NA). Bel et qe wy AU e De) ws O LS E i 
AN365-428 νιν. ΙΝ» ΙΝ ο κο ο ο Tel he OE 
"AN960DH16 . WASHER . . RC 2 
146-47087 . PIN, Oil cooler duct removable panel sliding SiGe ta “Screen xw. wae We 2 
AN365-428 . NUT. eJ Met “It ὑφ) woo ο ο ο ο ο ie “ler eL ο lar Medal Wek Byer “tel Z S 2 
AN960-416 E WASHER a, £ . οὶ, sees tes “W . = ei ed Gar ο 2 
146-47050 . PIN, O11 cooler 'duet and access door locating. z ME ὃν S 2 
146-47045 - LOCK ASSEMBLY, Oil cooler duct and access door lateh bolt... 2 
120-31862 + . PIN, Sliding canopy truck adjusting lug . . Ps 1 
146-47040 . STOP, O11 cooler duct and access door at sta 230 and 246.5 . . 2 
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H-175-47-11 





FIGURE 423 - NACELLE OIL SYSTEM LINES 

















Section ll 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


NACELLE (Cont) 








FIGURE & PART UNITS , USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
No Number NACELLE OIL SYSTEM LINES (see figure 422 for next assembly . Ref 
NOTE: Quantities listed per one installation only 

-1 146-47801-101 . LINE, Oil tank to engine aft vent. . . . . s e + + s +s + eae 1 
-2 3H2-16-15 s CHOSE: GNA) πο πα eked ear, D SY e ar ideo uq de ek ae eee, ες 2 
AN737RM46 a CLAMP. κ...» eee X ME 

-3 AN924-16D . NUT. ECL + cis? ass εν “et arc oie la gah, Me d ce oe erts Pap. ob 
-4 AN960D2116L . WASHER ολο tei ο Sa τῳ... ας LS Gh. eet e, ee. rura ruo te) teh ce Aer Yg 1 
-5 AN846-16D . ELBOW. es > "ERE ur 1 
-6 46B172 1 THERMOSTAT, O11 cooler control (VCH) i... . . . 0 IIgs] at. 
-T AN900-16 ZO GASKET 125 3 in aoa αν ον Mani ο Nar uyariwa, fare uer ο μα ata e ted is 1 
-8 AN365-524 e NUT. ... Me κ τᾷ. See ο UE UC AO RS a ta at ses a ἵνα 8 
-9 1146-47038 GASKET, 011 "tank diverter valve. Duce Se you Hen. TA es tay μα. 2 
-10 216-950035-24 - 56/4. HOSE ASSEMBLY, Four hold flange (AQ) ............. 1 
-11 : AN6264-16D21 ‘HOSE ASSEMBLY. . . . we eee et Ves PR Cw ο OW cat e S US 1 
-12 K9500A1 . DRAIN COCK, 1/8 pipe size ` (KOE): Shae ee Aa Vos = ds ceo met lds: ος 1 
-13 AN912-3D 2 -BUSHING =n 44-689 rara? S: ac No δ; τέλος. ο ο veo dr ο tei. RI Du, ie) te 1 
-14 AN912-8D a BUSHING: ων» ο κ. κ et wA Tat ο W cero Dee cee uat hed See Q 1 
-15 AN917-6D x EEG ^A. lo, ο ο ο Uer ο AS O ο te tg ge “ok 
-16 AN911-6D s NIPPLE a e a WU 16. δν er RC Ie RO Gated Ἔν oles Se aces φἲ ne? Ket ey ce 1 
-17 AN816-16-12D INTERE S erie wn fa, ELTE, teu Mars oie u WR! iw T eure Aas Mee oe) enter ia 1 
-18 AN816-12D e INIPPLENG o evo feng bel ee cree ehe. Ce) Sue? ce ο Yau Deu Neh 9I δ 1 
-19 66166-6 PUMP, Propellor feathering (GFP)(HS) . . . . . . + + , wee e. 1 

š ATTACHING PARTS 
-20 AN76A5 & BOLT o τν ος tee ὦ S ὁ Se és ys ιών τν ees ce te HE 
| «οι AN960D616 de “WASHER oA S. a WIE e ile OS ο πι Ww lw) See, D Um 4 
Se ae 
-22 AN8B44-4D Magno pP" ο e ο ο ο a A 
-23 3H2L4-13 . HOSE (NA). O o lat ο ral d 
-24 AN737-22 . CLAMP. ..... ον E “ol q e. ey Seek iste a serie te! FS 
-25 146-47801-11 . LINE, Propellor feathering pump APAL Z ie sist a ete, woes OS 1 
-26 146-47047 ROD ASSEMBLY, Oil cooler duct and access door brace. ..... 1 
ATTACHING PARTS 
-27 AN310-4 oe NUTS γὰ, e nu vel Sar nie, ter ey Snc. ΑΡ es eye sates ah o 1 
-28 AN960-416L è. “WASHER O ec “oe ο er USC sama eoe olm ds aj cae te eum εις “ey a 
-29 AN24-11 ey BOLT S S TS eR μη Saa ασ χες Wah. ὅροι Bi, W 1 
———À— 

-30 rl ed Ga, + . ROD SUB ASSY, O11 cooler duct and access door brace welded. 1 
-31 AN365-42 . + NUT Vries La! 29 - by Fate ἂν Gah ο ο ο Biya. PUR Mu cat ten ο 1 
-32 AN960-416L Z l WASHER. ` . A M πο 1 
-33 146-47049 + + BOLT, 041 cooler duct and access door brace rod . . . . . . 1 
-34 AN365-524 ge NUT too ο ta ue c “fon ο ο S By Nt ο μυ 8 
-35 AN960D516 PR duri eden SPE idus pins ο S re n 
-36 AN5-12A . BOLT... εν. lies wer Mel RON 
-37 960111-32L 1 HOSE ASSEMBLY (AQ) . . . . . ay Faia: argenteis Tes doy ου 
-38 146-47038 . GASKET, 011 tank diverter valve. |.. 11I IIIIIIIIII AR 
-39 146-47037 . SHIM, 011 tank diverter ValVe v. V oe -ᾱ- ey Seep ὦ (ο) e Par "οι ο) ἃ. νο)’ ϱ «ΑΠ 
-40 W7954-2DS . VALVE ASSEMBLY, Motor slide shut-off for air (WTR) ...... 1 
-41 AN365-524 S "NUTS sey fe) ο το fon πον Star «cate tate Say 9 bcm o car καὶ RAR «δαν. Ὁ 4 
-42 AN960-516 . WASHER... SFG) a ler Sy Se Aes wees es eae dee “H 
-43 950033-24-47 . HOSE ASSEMBLY (AQ) . Warte tne NENS: μοι 
-44 146 -47038 . GASKET, O11 tank diverter valve. ; 2. 0. 0. III ii 2 
-45 AN924-12 oes NUS: ο Q e ο ο ie La, aa Ua Meee ae m cm Üs: Ren ee ena, ἃ, Ld 
-46 AN960D1716 s. “WASHER? ια. giac eos erin oh te cw a e a a (δι al el aye e a ola, Tod 
-47 AN960D1716L a: s WASHER, Su sma de Re de δια. Lav tel phy ee BI oe g ee a nade, Ud 
-48 AN837-12 s ELBOW. enaos . ο ο AT Su Sert ο 1 
-49 175-47802-10 . HOSE ASSEMBLY, Nacelle engine prope ellor feathering oil supply. 1 
-50 AN6264-4L . HOSE ASSEMBLY. .-.. . 5 9 ὁ ο 9 3 c4 9 ο «ο * α 1 
-51 146-47801-105 . LINE, O11 tank sump drain. "pm Mc" 1 
-52 3H2L6-13 . HOSE (NA). IC Dc! 
ANT3TRM26 . CLAMP. . ¿ + $ Ὁ 6 ο 9, 9. (6. ο Φ) ο WI O ὁ) «ὁ 2 

-53 146-47801-103 + LINE, 011 tank Scupper drain νυ ο ο ο at oc cR Tan eh eU 9r TE 1 
-54 3H2-8-13 . HOSE (NA). ο S ο ο a a, Oa “Ὁ 
AN737RM26 oy CLAMP I v o. πο; το; scm G ca gar νο a A a ο, So ae a 4 
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H-175-47-7 


FIGURE 424 - TURBO SUPERCHARGER OIL SYSTEM INSTALLATION 
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AN O1-GOAABA-4 . Group Assembly Parts List 
NACELLE (Cont) 





FIGURE & PART j UNITS | USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


1424 175-479401 OIL SYSTEM INSTALLATION, Turbo supercharger . . . . . . , . + + . Ref 
(see figure 422 for next assembly) - 
-1 175-47420 + TANK ASSEMBLY, Turbo oil complete. . . e è e è e + + < > è we 1 
(see figure 425 for detail breakdown 
ATTACHING PARTS 
“22 5B1-15DH . BOLT, Adjustment (NA). . . . . 





-3 AN365-1032 ç acta, ur ο ο the “hen ο car ead IN Eh ses IR nies ος IER SINT ο... 
-4 AN960D10L s WASHER: 10 29 1009 was vg ea Je Qa ο lev; mo Wc IA OS πε oS eS 
-5 146-47428 . STRAP ASSEMBLY, Turbo oil ζϑηκ................ 
-6 146 -47428-7 . « PAD, Rubber oil tank vent . . , es es + +s + s s so s m ο ο 
-7 NAS25-3R e + TRUNNION, Tank strap threaded . . . . s . . s o + + o... 


-8 3H2-8-13 HOSE (NA). . . . . .- 


3 

3 

6 

1 

3 

3 

* ο Wee we) tr ο Ὅν SE ces Wr συ. 2 

-9 AN737RM30 A A Wed A e Sha, ae τα 
-10 146-47802-11 . LINE, Turbo οἱ] tank vent. s e . . « ο o. w et s 4 io o eo 1 
-11 AN815-10D MUERE alae o UN 
-12 AN6264-LODL > “HOSE ASSEMBLY; s ον) a te s um Vay a De T δι eS SY OR 1 
-13 AN894D16-10 <. BUSHING ea Merete, ue boven Cele Gy pee τν νον dar de ie ena’ AY 
-14 AN902-16 2. GASKET pet ere ον ο ο Pe celis len aby ο ο al oa su der av at aca € cb 
-15 AN924-16D €. NUTS usd. Ὁ νότῳ. se S α- NY AI 
-16 AN937-16 c^ AO A a ol 
-17 AN6264-16DL s -HOSE ASSEMBLY. τῳ, sa. εν e Gnd: ats ee te co ey a cate Oca LE 1 
-18 3H2-6-24 ar HOSE: (NA ο ba ων, ον aa ta Malas 1 
-19 AN737RM26 Zo CAMP a ti o Wee on daras o asa E. 
-20 AN365-632 $^ NUT S pe a ia ei an EL TUN, e Fete cds aa cial Pl: 
-21 AN960D6L s: WASHER πα vec coy c ina πο ces s da^ a oce ue rw fete ey aka. SE 
-22 AN515-6R8 δ. SS CREW νο ο Sar wien lo ος Sen ον Q> bt T cR eru dus 1 
5 -23 AN752-1-6 a, SIUMPER ç; 4. ese g S: Ve sp A Za, TIC II Wa δώ ee! Suis 1 
-2h 146-47429 . SUPPORT ASSEMBLY, Turbo oil tank aft . . . . . . es s s + + + id 
-25 AN365-428 νο ο ο eo a ο ο ο ο Ὁ οφ ᾱ a ea L 
-26 AN960D/16L s WASHER -or QD. car tat He, Da lanis Tec val @ Tia De une es Qu UE. pecie la ce een a L 
-27 “AN4HAS s. BOLT «0L 4. are a Meee ὦ — QUE eed ek 
-28 146-47426 . SUPPORT ASSEMBLY, Turbo oil tank forward . . . , , + + + . . x H 
-29 AN365-428 "E gc EM 
-30 AN960D416L ο WASHER ae ai a a ai ei ai. ol 
-31 AN4HAS s BOLT ç se) 109 ο ο αἱ ο ο, ὦ (10 g 14 090449 978 et Soe δ So o ο Ë 
-32 AN365-428 TINT os ¿$ ex ο ated A ne ο ο ο c 
-33 AN960D416L JC WASHERS Εν, ο cele a gee "et eget ES κ να ήν ον Iw Aa, C 
-34 ANH-10A s ABOUT S es τῳ; ο at le ο ο ο a! We. Val ie CW Wi ο wh IR en se 1 
-35 AN44 -5 4, BOLT ron adv cai 03) ^22 8708 8. Sas ο aa A ο a ra νης, ο 
-36 AN960D516 . WASHER eiae vec ο ο ο ο So D rdw dy Q Q dara? Ve 
-37 AN365-524 < NUES erce Ὁ. CL" ο Ὁ cetera a ILS a Qua ce τ 
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Group Assembly Parts List AN 01-60AABA-4 


NACELLE (Cont) 





H-175-47-6 





FIGURE 425 - COMPLETE TURBO OIL TANK ASSEMBLY 





FIGURE & PART š UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE : PER ASSY. CODE + 
25 175-47420 TANK ASSEMBLY, Turbo oil complete . . . . . , < + + s + + x x x . Ref 


(see figure 424 for next assembly) 





WASHER, Plain a} 
LOCK-O-SEAL (WFRC 5 ΠΕΡ in 
INDICATOR ASSEMBLY, Tank filler cap. 
aw BEN Ie eM Sen w: GA τῷ. ia a 
so WASHER Qo e Ve ἃν arie Ὅν eno o e ra Wm te 
. SPRING, Turbo oil filler cap lock indicator 
. LEVER ASSEMBLY, Filler cap indicating . . . 
. BRACKET, Turbo oil tank indicator arm suppor 
NECK ASSEMBLY, Oil tank filler . . . . . . . . 
GASKET, O11 tank filler neck . . . . . . . . + 
STRAINER ASSEMBLY, Turbo oil tank filler neck. 
CHAIN, Safety (NA)... ........... 
SCUPPER ASSEMBLY, Turbo oil tank . . . . . .. 


` 
. e © . ο ο 
` 


-10 200-3/16 
-11 146-474 32-3 
-12 AN393-31 
-13 ANQ60D10L 
-14 146-47424 
-15 146-47431-15 
. 146-47423 ` 
-17 146-47062 
-18  146-47039 
-19 146-47405 
-20 9C1P1-10 
-21 146-47418 


-1 175-47422 TANK ASSEMBLY, Turbo oil . . . s . + + + + + x E ç 
-2 AN844-4D ELBOWZ 1 579 ο ο SU eo a ia er Qe Ice š ; 
-3 K9500A1 VALVE, Fuel drain 1/8 pipe thread (ΚΟΕ). . . . . s; 
-4 AN844-6D ELBOW Ao 4.0.9 ο e uL M ad tw a. ὦ ο, Ya ; T 
-5 K9500A2 VALVE, Fuel drain 1/4 pipe thread (ΚΟΕ). . : . : 
-6 1146-47421 ROD ASSEMBLY, Turbo oil tank sounding, CAS ç 
-7 AN501A10-11 SCREW: LC wx 9934 3 Gris ο) en 9 28 w "κ. ; 
-8 AN501A10-12 SCREW. . Suec he isl ἰῷ, ᾱ eos το . 
-9 : 2W1-12-12-020 s> τά IE š 


9. 9 9 c9! 9 ο s 0 >. 0 9 ο » 


' 
= 
Ov 
” 


A T ἃ Sa ὃν Ie RI exeo a GE 
5; ἃν We Wine deve se ο WY ὅτ DE ον ο. da 
E aM να ο ον 
ο ος μα ᾱ- Φιν. 
ο ο ο des Yaar us ae EXON ONT 
HR IUD HL HB ELS OONN ERE EEE 


e ° © : Che s +  » » s | » 2 o e  » ». 


9 . 9 9 € ^ 9 s 9 - » ο 














AN 01-60AABA-4 


NACELLE (Cont) 
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Group Assembly Parts List 





6 
H-175-47-12A 
FIGURE 426 - LH AND RH OIL COOLER DUCT REMOVABLE PANEL ASSEMBLY 
FIGURE & PART ^ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
-#7007 - PANEL ASSEMBLY, 011 cooler duct removable LH. . . . . » ... ο ο ο Ref 
(see figure 422 for next assembly) 
146-47007-2 PANEL ASSEMBLY, O11 cooler duct removable RH........... Ref 


NOTE: 
146-47007-111 
146-47007-112 
146-47088-1 
146-47088-2 
146-47084 
146-47116-1 
146-47116-2 
146 -47092-3 
146-47092-4 
146-47092-5 
146-47092-6 
146-47092-7 
146-47092-8 
146-47092-9 
146-47092-10 
AN365-428 
146-47085 
146-47098 
AN960D!16L 
AN6-2HA 
146-47086 
146-47091 
AN5-22 
AN310-5 
AN960D516L 
1146-47089 
NAS75-6-008 
AN25-30 
AN960D516L 
AN520-5 
29252-1 
29252-2. B 
27406-24-24 
29208-3, ` 


156-47115-1 
156-47115-2 
156-47116-1 
156-47116-2 


9 0 5 c9 0 0 9 $9 $9 . ο 9$ ο ο 


(see figure 422 for next assembly) - 


Quantities listed as per one nacelle except as noted 


PANEL SUB ASSEMBLY, 011 cooler duct removable LH . , Di 
PANEL SUB ASSEMBLY, 011 cooler duct removable RH . i eet MN 
. FITTING, O11 cooler duct removable panel rear support LH. 
FITTING, O11 cooler duct removable panel rear Support RH. 
BEARING ASSEMBLY, 011 cooler exit door. . . . . . . e ος ὁ 
FRAME ASSEMBLY, O11 cooler duct removable nacelle 263.898 
FRAME ASSEMBLY, O11 cooler duct removable nacelle 263.898 
- FITTING, Oil cooler duct removable panel front support 
FITTING, O11 cooler duct removable panel front support 
FITTING, O11 cooler duct removable panel front support 
FITTING, 041 cooler duct removable panel front support 
FITTING, O11 cooler duct removable panel front support 
FITTING, Oil cooler duct removable panel front support 
FITTING, O11 cooler duct removable panel front support 
. FITTING, 011 cooler duct removable panel front support 
NUT. s 0... 0.08, ὦ fen 9 Q QQ uw Ὁ Ble νε, See NI ὁ οι lQ . ο 
BUSHING, O11 cooler exit door shaft. . . .. 

BELLCRANK ASSEMBLY, 011 cooler exit door 
WASHER . . « , es «ο «ο». ὁ Q 
BOLT WS ον we. a at ος ο A S aE. ο Zç 
SHAFT, O11 cooler exit door. . . . . 
DOOR ASSEMBLY, Oil cooler duct exit. . 


e BOLT. 04 25046 me... 
e NUT zo 465 ο a fe ο RU e. C 
+ WASHER, e. es 2 + + + ..... š 
+ RETAINER ASSEMBLY, O11 cooler exit d 
- . BUSHING, Plain press fit steel. 

BOLT i A A a o Yes Q S 
WASHER ............ 
NUT. . s¿ ο. 
JACK ASSEMBLY, Linear (AI š 
JACK ASSEMBLY, Linear (AIR). . . . v ew. s 
DRIVE ASSEMBLY, Flexible shaft 3/16 diameter 


° 


8 


* 25 2 Or αι: ος 
` 9 .. ocn ο n 


. 
. 
. 
. 
. 
. 
` 
. 
. 
. 
. 
. 
. 
. . 
. 


Ὃν Be de E pa gy ded 
Hh 
e * e 2 0 < Cto ç < « » « ο é on 


. 
° ° 9 o 9 o e 9 09 » ° ° 2 » v ο ο 


(τη . 
POWER UNIT ASSEMBLY, 011 cooler actuating system (AI 
(contains AIR 26675 motor) ` 

DOOR ASSEMBLY, O11 cooler duct bolt access inboard ( p 
DOOR ASSEMBLY, O11 cooler duet bolt access inboard RH). 
DOOR ASSEMBLY, Oil cooler duct bolt access outboard ui 
DOOR ASSEMBLY, O11 cooler duct bolt access outboard (RH 


ul 
L 


` 9 ο 5$ 


HPPP ΠΡΙ OD {5 ΓΟ ΠΡ ΠῸ ΠΟ ΠΟ ei IH A IH I μα B p ES [IQ IE E. i. = 
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Group Assembly Parts List AN 01-60AABA~4 


NACELLE (Cont) 





H-175-47.9 


FIGURE 427 - OIL TANK ASSEMBLY 
762 





Section i! 


AN .01-60AABA-4- Group Assembly Parts List 
NACELLE (Cont) 





-17 146-47423 BRACKET, Turbo oil tank “indicator arm “support. 


-18 146-47424 SPRING, Turbo oil filler cap lock indicator. . 


-19 175-47037 . TUBE ‘ASSEMBLY, Oil tank filler indicator arm . 


ee ewe 
CY 


FIGURE & PART UNITS, USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 s 6 7 NOMENCLATURE PER ASSY. CODE 
27 175-47002 TANK ASSEMBLY, ‘Oil (see oe 22 for next assembly). . . . . . Re 
-1 175-47020 TANK ASSEMBLY, Oil. . . . Ame Αρ. CAE Sis N z 1 
-9 144 -47035-30 . '. DOOR ASSEMBLY, Oil tank. | . . . . . veo wars IS DP, 
-3 144-47035-7 ` | . ARM ASSEMBLY, O11 tank. . . T uw ce Shas ee eats "SO 
-4 156-47034 . . . SPRING, Oil tank flapper valve. Be tie Gh Wir vg Fo yey ee AY `S: Zon x 2 
-5 AN392-13 be DET ta RIN S. Noire vs ve 7r QUO Sa g CN atone her seem. ue Sar Seca Tagen ο aA 
-6 AN502-10-10 se SCREW: Boi es €) $9 39 09 v ος EE SOS Bates a b 
-T AN502-10-12 2 SCREW 202.506 $c vu τς s ai We, ue Ue Rat ae S eiu m Ὁ 
> -8 AN960-10 . WASHER. . . . ο. αφ. fen dich i m ax euis ur INN Ns LO 
-9 200-10 . WASHER, Lock-0- Seal (MERC) ο ο rai a a Ὁ 
-10 146-47062 . NECK ASSEMBLY, Oil tank filler. š EP areas, σος eI 
-11 146-47039 . GASKET, Oil tank filler neck. . . ae Aces DUIS MEL IS HE Le. TR 2 
-12 175-47061 ` STRAINER ASSEMBLY, O11 tank filler neek |. 2 Qo. 3 2 l 1 
-13 146-47060 RING ASSEMBLY, 011 tank filler neck bolting. . . . -— 1 
-14 175-47034 INDICATOR ASSEMBLY, Oil tank locked . . . . . . . . Sala 1 
-15 AN393-31 : ο Siig ong igo tn ο s | A a WU te S ο”. eae 1 
-16 AN960C10L . "WASHER . . . . . v d 2 
AE M 1 
Z 5 1 
š κ 1 
-20 175-47038 . . BEARING ASSEMBLY, 011 tank filler indicator arm. T 1 
-21 AN365-1032 s $e, NUS. v» iei ee Z S al Ro Rs ena soe aq ree Abs e Jae qoaa ο... 2 
-22 ANQ60D10L ue vy WASHER G o9 o: 96s LE CN use 2 
-23 AN3-4A a BOT... ο ο a a - Ὁ : 

-24 175-47063 ` ROD ASSEMBLY, 011 tank sounding iy d oce κο m νον ee | 

-25 AN502-10-14 v CREW ds el ee Ge co! Rote ve ss i ice e cows uva y xo 8... 

-26 AN960D10 . WASHER. . . be ib) er Se Be as cue Fe ee το lom 
-27 200-10 . WASHER, Lock-0-Seal πο) Ç Ç: Y; Bh na let tote hv Aven LO 
-28 175-47022 . COVER, O11 tank sump. ...... bs: “ay ots ο“ 
-29 AN833-16D ` ELBOW. , aa ιο ood ave nds ç te ow wes cesa m xe eges sete vo 1 
AN929-16D eo CAP MEI ——— E 
AN902-16 . GASKET. . . uS elus ο ο eee ee νη 1 
-30 K9500A2 2 VALVE, Fuel drain 1/4 pipe “thread (KOE). . v 299 ταν. ἃ 
-31 AN816-4 ` NIPPLE. . Bee a στ aol S e dole eos «α 
-32 11608-1-130 . THERMOSTAT “ASSEMBLY, "oii diverter (AIR). λα ο ρω οι ἃν κ) ας. AL 
-33 AN900-17 . GASKET. . , ¿f te a ο EET 
-34 29802 . DRAINCOCK, ‘Oil cooler “ (KOE): Flow x re λλες vet ο MES Lal ehe e so ο. Fal 
-35 146-47036 . GASKET, 011 tank sump cover .. Sh Wait Ge De RE TES 1 
-36 146 -47032 . RING ASSEMBLY, O11 tank sump cover "bolting. o wat te CT 
-37 AN5H11 . BOLT. ... Ste cw ο uh. e ο ο lama o qoe: O 
-38 200-5/16 | WASHER, Lock-0-Seal (WFRC) . . qw αυ... 
-39 12224-1 . VALVE ASSEMBLY, (outline) Motor driven oil diverter (AIR). . 1 

- (contains AIR 26920 motor) 

-40 AN364-524 ba NU. S41 a ο ο UE 
-41 2W1F20-20-32 . . WASHER, Plain (NA); ole: G SS woe ww. £8 
-42 147-471211 . . PLATE, Main 011 tank diverter “valve. cover. iow. Ne πα. νὰ 5 1 
-43 175-47046 . SUPPORT ASSEMBLY, Oil tank diverter valve aft . τν sta la toos 2 
-44 175-47045 ` SUPPORT ASSEMBLY, Oil tank diverter valve forward ...... 2 
-45 146-47038 . GASKET, O11 tank diverter valve . . dou, MR ay wave: we NU SE Se 2 
-46 146-47029 . TUBE ASSEMBLY, O11 tank hopper inlet. ceo cT ας date 1 
I -47 146-47037 . SHIM, O11 tank diverter valve . . . J s wm datus eN bel sel le 1 
-48 AN6227-28 ` PACKING... v; sw orari pacar te: wh eee uod. ' d 
-49 146-47038-3 . GASKET, O11 tank diverter valve e s : ο ο ο 2 
-50 146-47031 . RING ASSEMBLY, O11 tank diverter valve bolting. Z Ne ο wee 2 
-51 AN502-10-24 o SCREW e ο wl ο Ge USOS a woe, ue vec Seir E M 
-52 AN960D10L . WASHER. . . . ook ὄνῳ eee “3 
-53 -146-47122 . SPACER, Main o11 tank diverter valve “support. so Q. Bia ay vet. dee fale re 4 
-54 200-10 . WASHER, Lock-0-Seal (WFRC) ..... . .. + + s eee eee 8 
-55 AN502-10-12 s SCREW S. d. oq γον ak yb qa ον ο E ari lel Cu © Ἐν νο, Bcc. τ 
-56 AN960D10 . WASHER. . . 21-32 Gi ss E E E 21 da] Gatos . 8 
-57 175-47033 . COVER ASSEMBLY, O41 tank top. . . . s s Sees! la. eld E 
-58 117-47057 ^7 | GASKET, O11 tank access cover | . . RR TIN EE νε 
-59 117-47062 . RING ASSEMBLY, O11 tank side cover locking. NIS E Sateen al tan a 1 
-60 AN838-16D a ELBOW 21 ο ο αν 09 9 o δν ας τῳ -ᾱ- το E e er lo Ë 1 
AN924-16D μα ο diee te a Saa t ater ue ee "s (—— so 2 
& ña ; A il 


AN902-16 I . GASKET. . .. « . . 4 4 ο «42... 








ESI 


Section [| 


Group Assembly Parts List AN O1-60AABA-4 


NACELLE (Cont) 








H-175-47-10A 





Pa FIGURE H28 - LH AND RH AIR COOLER DUCT AND ACCESS DOOR ASSEMBLY 


b. 








Section I] 


ΑΝ O1-6O0AABA-1 Group Assembly Parts List 


NACELLE (Cont) 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
428 175-47004-3 DOOR ASSEMBLY, Air cooler duct and access .LH. 
(see figure 422 for next assembly) 
175-47004-5 DOOR ASSEMBLY, Air cooler duct and access RH. . +. . . . . . . . . Ref 
(see figure 422 for next assembly) 
NOTE: Quantities listed as per one nacelle except as noted 








-1 175- iyo 147 . DUCT SUB ASSEMBLY, Air cooler and access door. . . e ece e. 1 
-2 .TE52-80 . . EXTRUSION, Synthetic rubber forward (NA). vac teu τὸ, “ 
-3- TE52-91 . . EXTRUSION, Synthetic rubber aft (NA). ο Ὃς velie a. SSE a 1 
-4 ERTEN . DOOR SUB ASSEMBLY, Air cooler and access door LH . . . . . < š 1 

175-47004-151 . DOOR SUB ASSEMBLY, Air cooler and access door RH . . . +. +. + + 1 
-5 AN253-2-200 — UPIN. ος ο ὁ e 9 δι ο ώς δὲ wu c ο XII E IU ὧν νι 6 9 
-6 175-47004-195 . HINGE, Half. . . "Put i ου. 
-7 146-47058 . DOOR ASSEMBLY, 011 cooler and 'aüct access door Station 223 . . 1 

` latch access 
146-47059 . DOOR ASSEMBLY, 011 cooler duct and access door station 255. . 1 
latch access 

-8 146-47058-11 + .-" HINGE, Half ο. 003). ον oC: ο eles Garces a σος ee AN που Siam 1 

146-47059-11 . . HINGE, Half (station 255) . . . e + + +s © < © * * we * eoo 1 
-9 H5000-.064-.115 . . LATCH (HWL) . . € € So cet al Ble oe s WO Ὁ 
“-10 142-31588 . RETAINER, Engine cowl "Yatch look "νην; 
-11 142-31595-3 . LATCH ASSEMBLY, Cowling. +. +» . . + +s +< + © © © © © © * otn * "° n9 2 
-12 142-31594 . . PIN, Cowling latch. . . CIIM 1 
-1 142-31592-5 . . HOOK, Removable cowl latch * (forging). —Á— ie Seo ea ee 
-1 142-31593-3 . . HANDLE, Removable cowl latch (forging). . . . . . ess.» 1 
-15 142-31586 . LOCK ASSEMBLY, Engine cowl latch . . « , + + + + © © * ew * * ° 2 
-16 142-31589 . . PIN, Engine cowl latch lock . . . + ὦ Melek ο 2 
-17 22A17-048 2 UNUPO(EN) OX ο ο Se ute, Sar Gece Jeo ο ο ο ἃν ege 
-18 AN960D416 OP ο πμ ay a acus aza ενω ale. calcein) hie ο ο 
-19 AN4-20A a BOLT. wo d. te lec lu es ve ee WW WU WI eee oe riw 2 
-20 142-31585 . SPACER, Engine cowl “hook attaching DE Nah sor o 2 
-21 146-47046 . PLATE ASSEMBLY, 0il cooler duct and access door brace. . . . . 1 

rod hinge’ i 
-22 146-47042 HINGE ASSEMBLY, O11 cooler duct and access door station 223. . 1 
ATTACHING PARTS 
-23 AN365-1032 ^ e ONUTA ο ο 5 oo. o ος ὦ cm C9 ὁ Ὁ ο ο 0€. ο o W. 6. 3:04, A 2 
-24 AN960D10L D WASHER. μα ας woe wong A LUDUM ο κ ο SF ο. 
-25 AN3-12A αν e BOLT; 4 4 «ο ate. € ὁ ὁ. ο 6 ᾱ 4 ὁ ὁ. ὁ. ὁ ο 5 ὁ 4 5 4 4 ο ο 2 
-26 AN365-428 be {NUTS S ZY e Send ae Eee weed eile ecc bene genase A 
-27 AN960D!16L T WASHER Scie) voc btu, Word eer ce te et w se Gh eco vey et Os: NE DD our des C 
-28 AN509-416-13 s USCREWI DO x lame teen n mos v6 án iere i ea ce las w SA 
---ᾱ...- 
-29 146-47112 . . BUSHING, O11 cooler duct and access door hinge. . g ο 
-30 147 -47057 . HINGE ASSEMBLY, O11 cooler duct and access door station "255. A 1 
ATTACHING PARTS : 

-31 AN365-428 Hw "νιν τν Sb Οσο. 
-32 AN960D416L E A RR NN 
-33 AN509-416-13 Μα lm πως ος a sen De We Oe Tan ο de Rode Reap woe mere. UE 
-34 146-47112 š BUSHING, Oil cooler duct and access door hinge. . . . à.. 1 
-35 146-47004-229 . SPACER, 011 cooler duct and access . . Sle ein ese. ce Ὁ ΑΠ 
-36 146-42178 . DUCT ASSEMBLY, Engine exhaust lower cooling. wig. δ Ro ea: ae Awa 1 
-37 175-46005 . DUCT ASSEMBLY, Hydrolube cooling air lower . . . . + + + + . 9 1 
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AJ-2p-4-42-1 





FIGURE 429 - NACELLE EXHAUST SYSTEM INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


429 175-42310 EXHAUST SYSTEM INSTALLATION, Nacelle. 
(see figure 417 for next assembly) 





146-42304 . EXHAUST INSTALLATION, Turbo outlet . . . . . . . + + + + + . Ref 
: (see figure 432 for detail breakdown) 
175-42306-10 . REGULATOR INSTALLATION, Turbo supercharger . . . . . . + + + Ref 
(see figure 433 for detail breakdown) 
175-42306-20 . REGULATOR INSTALLATION, Turbo supercharger . . . . . . , + + Ref 
(see figure 433 for detail breakdown) 
No Number . FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS . . . . Ref 
(see figure 431 for detail breakdown) 1 
No Number . NACELLE AFT SECTION EXHAUST SYSTEM INSTALLATION. . . . .'. . Ref 


(see figure !30 for detail breakdown) 
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-6 -h | 
AN O1-60AABA Group Assembly Parts List 


NACELLE (Cont) 


UNITS USEABLE ON 








FIGURE & - PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
429-1 20-527 -600B BALL JOINT ASSEMBLY, Exhaust Collector outlet (RH). . . . + I 
(supersedes 20-527-500B (20-527-500B not ok to use on 
airplane) (20-527-300B, 20-527-400B, 20-527-HOOSB, 
20-527-700B and 20-527-800B may be used) 
-2 20-536-30 P . FRONT BALL ASSEMBLY, Exhaust collector outlet (RH) ae er 1 Ç 
-3 20-536-40 ` | REAR BALL ASSEMBLY, Exhaust collector outlet (RH). . . + 1 
-4 20-5037 -4 "HALF CLAMP ASSEMBLY (RH) (supersedes 20-5037-1 for future . 1 
procurement ) 
5 20-5037-5 . HALF CLAMP ASSEMBLY (RH) (supersedes 20-5037-2 for future . 1 
procurement ) 
-6 AN310C4 ο, NUD Z gos ak Q S by tat Se ee heu CL MM 4 
-7 AN960C416 . WASHER. 4 . 4 o. € e ον e m oe mm Sm m ο "ERN ITI 4 
-8 ANACLT 5 "BOLTI soo ce. Ca oe. R We we cat aD ου RNA UR A ο LR EU DU a te 4 
-9 146-42312 ' SHROUD ASSEMBLY, Engine exhaust firewall attaching inboard. 1 
-10 146-42311 . SHROUD ASSEMBLY, Engine exhaust firewall attaching outboard 1 
-11 AN363C1032 s. NUT νο ο ος ὡ-ᾳ δα Ὁ PO -ᾱ Sq ue Ww: ee wow: ο ο... 2 10 
-12 AN520-10R8 ο A acm ας eoe De ui -- -- m dee sa DR g oes 16 
-13 169-42313 ` DUCT ASSEMBLY, Exhaust shroud cooling air overboard... + 1 
-14 AN365-1032 ο μι ο a ο ο ο A e LUE e ome e 7 
-15 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . 7 
-16 AN363C1032 . NUT ç Q< . < oo oo oo o.» Bo gos οι Eo ue Ye Sgr ay JW. cae ve 2 
-17 AN520-10R10 - ISGREW ο ο fe ou cst sis E A ER RS ος 2 
-18 146-42331 ` AIRING ASSY, Overboard duct exhaust cooling air engine nac 1 
-19 146-42177 -20 ` DUCT ASSEMBLY, Engine exhaust upper cooling . . . , + + * s 1 
-20 146-42175 ` . "SEAL, Engine exhaust shroud cooling air duct joint . . 1 
-21 AN365-1032 Co NUT Z Ὁ ος Ser ο. -ᾱ- Ue Ux πι ο αι E E M ee) +S 7 
-22 AN960D10L "5 WASHER o e e al ο lude Ego Rn ee ὅς aU cn 14 
-23 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . T 
-24 146-42155-3 ` CONNECTOR, Turbo cooling system ducts’... + + + + + * ° ° 1 
-25 82o-18 ! CLAMP, Universal hose (MAR) . . . steta s t n t o L L L ` ` 2 
-26 146-42181 ` TUBE ASSEMBLY, Engine exhaust cooling duct aft support. . . 1 
-27 AN365-524 vo NUT. S ον ci ee, e VL VM eh ele A hay 9 Sree ae x sat χα 1 . 
-28 ANQ60D516L . “WASHERS. ο ea αν eom oS LIE sa meu LR es UE E ο š 2 
-29 NAS223-11 . SCREW, Brazier head Phillips recess alloy steel 5/16-24 . . 1 
-30 AN365 -428 η νιν ο tn stot ὃν ΥΕ Εν. 1 
-31 ANQ60D416L . WASHER. . < s < «ο won ο e ο t]! t! t1 t1 S —-— P 2 
-32 ANH -6A S BOETA νο oa ο Ue ae 39 A E o RORY SR s = 1 
-32 146-42359 ! SPRING, Exhaust tail pipe support . . es sos t * * ' ` t ° 1 
-34 146 -42335 ` SUPPORT ASSEMBLY, Exhaust pipe forward. . . ++ +++ s+ ° 2 
-35 AN363C428 se NUT 2 SU ο E ο ο ο ο. ee mense donis Le 12 
-36 ANY-4A ΟΤΙ... aie E A Bak ne M πε š 12 
-37 20-503-5 . EXHAUST PIPE ASSEMBLY, Fire to turbo "Y" section (RH) . . . 1 
-38 20-504-2 ` SHROUD ASSY, Firewall to turbo "y" sect, exhaust pipe (RH). 1 
-39 20-504-6 . . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
20-504-15 . . . HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud (RH 1 
-40 20-504 -57 : SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
20-504 -62 . . . -HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud RH 1 
-41 20-504-58 . . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
-42 20-504-9 . . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
-43 20-504-10 . . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
-44 20-504-11 . . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
-45 AN520C10-8 2 JSGREW e sene uo er ο e S alatas s πώ ανν š 14 
20-532-100 ` SEAL INSTL, Firewall to turbo "4" sect, exhaust tail pipe (RH 1 
20-532-4 `. SEAL INSTL, Firewall to turbo "Y" sect, exhaust tail pipe (RH) 1 
20-532-200 ` SEAL INSTL, Firewall to turbo "Y" sect. exhaust tail pipe RH) 1 
20-523-100 ` FLEXIBLE JOINT ASSEMBLY, Turbo inlet (RH) je ign NN tats cM Sets 1 
-46 20-523-10 ` . BALL ASSEMBLY, Flexible joint assembly turbo inlet n 1 
-47 20-523-20 . . BALL ASSEMBLY, Flexible joint assembly turbo inlet (RH). 1 
-48 20-5037-4 ` HALF CLAMP ASSEMBLY (RH). . . e+e eee t t t t t t ct n H 
-49 ANHC17 BOLT μμ o Wee e Su qe e a E I I QC =° 8 
ANQ60D416 A WASHERS. 4-0 v oum act’ soe We, RE, Reser e AN 8 
AN310C4 zo NUTS L3 egos fas le. eRe Su BL se s oe ae eS, m m Ut S. asa 8 
20-533-1 COVER ASSEMBLY, Turbo inlet flexible Joint (RH) eea 1 
-50 320-625-103758 | . CLAMP, 320 series (MAR). . s s s soe c l tat cu (ñu ` 2 
-51 20-506-30 "7 COVER HALF ASSEMBLY, Turbo inlet flexible Joint (RH) . 1 
-52 20-506-24 A . COVER HALF ASSEMBLY, Turbo inlet flexible joint RH) . 1 
-53 AN363C428 © μμ σον bee Pen τ) ο Ln He ES ey nu st at 6 
-54 AN960DH 16 | WASHER. 4 . 4 o8 ooo om om ot à eom m om tt tt tt ttt AR 
-55 ANH-5A z BOLT. νιν..." D me m αχ ον bis 10 
-56 146-42340 ` SUPPORT ASSEMBLY, Engine exhaust shroud and pipe. . . . +» + 1 
-57 146-42336 . CLIP ASSEMBLY, Engine exhaust shroud support. . . + + ° 3 
-58 AN320-4 s ANUP os 2 0 x9 δ 8 ον ee s Se wie E qi sah δι ole 2 
-59 AN24-10 a BOLT A ek sl ὃν RU Se Sore Asc Ue tec ANA Not OU she 2 
-60 ΑΝΙΘ6-2 Lo ορενυτός 203: μα e Ον, m Oe US e > At ας 2 
-61 AN316-5R ο μα ο at ee See Bey BN OL rode νην πμ. . 2 
-62  146-42339 . ROD, Engine exhaust shroud support adjusting. . . - + s 1 
-63 AN320-4 νην Sk Yers at Sos quc Vad OR cg See Se R Mode ER IE - ae 2 
-64 AN24 -12 = BOLT: ` ο S a eae e S š ow. Ὁ 1 
-65 AN24-10 sr BOLT are a Dese Ro Eb ol eit en: Be αμ S Wiese ae 1 
-66 146-842363 ` ROD ASSEMBLY, Engine exhaust shroud support rear adjusting. 1 
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Group Assembly Parts List ΑΝ O1-6OAABA-h 


NACELLE (Cont) 





H-175-42-15 


FIGURE 430 - NACELLE AFT SECTION EXHAUST SYSTEM 





Section 1I 


AN 01-60AABA-4 Group Assembly Parts List 


NACELLE (Cont) 


FIGURE & PART š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ` PER ASSY. CODE 
O No Number NACELLE AFT SECTION EXHAUST SYSTEM INSTALLATION ` + + © < 5 5. . Re 


(see figure 429 for next assembly) 
NOTE: Quantities listed per one nacelle 





-1 20-510-3 . SECTION ASSEMBLY, Exhaust turbo "Y" (RH) . . ... . . . . . . . 1 
-2 43800-10 - . COUPLING, Turbo inlet ae -——— X PE 1 
-3 43800-12 + . COUPLING, Turbo inlet (MAR) . Š$: a sere? Me) ο Wy 1 
-4 20-534-1 . SHROUD ASSEMBLY, Exhaust turbo "y" ` (RH) : 204 e Sex ee Q VA: Hot ee, € 
-5 20-511-60 i . HALF SHROUD ASSEMBLY, Exhaust turbo "Y" section τ "ED! 
-6 20-511-61 - + HALF SHROUD ASSEMBLY, Exhaust turbo "Y" section (RH). . . . 1 
-T 20-5046-30 . + . COVER ASSEMBLY, Exhaust turbo "Y" section [RSS - Wels οσα. «ἃ 
-8 20-5046-40 + + COVER ASSEMBLY, Exhaust turbo "Y" section (RH). . . . . . . 1 
-9 AN520C10-6 A Loy wow cR ex ο HD Y ὃς δν δὲ dels le AE Ww eve m sv D 
-10 AN363C1032 ας κ osuere V ue UE Tore Su 6” or ο ον te) μυ 5 
-11 AN3C3 5 BOT... . $ mm Le ee isis 4 
-12 20-524-100 ` FLEXIBLE JOINT ASSEMBLY, Turbo waste gate ` (RH) ` ον οἵ, Wee wes Sua αι 
-13 20-524-10 + + BALL ASSEMBLY, Flexible joint assembly turbo. ev Oca e Gy w 1 
waste gate (RH) 
15 .20-524-20 - . BALL ASSEMBLY, Flexible Joint assembly turbo. ....... 1 
waste gate In 
a -15 20-5037 -3 + HALF CLAMP ASSEMBLY (RH) . . , . +. . + + +, + + + ce k s ç ç ο n 4 
-16 AN310C4 Ρ e NUTS Z ο s o» 9 ie ae ee ὁ cap EI OUD le Ὁ S Rote Q ee ee ὦ 8 
-17 AN960C416 > WASHER ο ane e 9 δ) 9 4v on m N Q ο. φως ἕῳ N a ο ο 8 
-18 AN4C17 + BOLT .... ç Vim Sa eee 8 
-19 20-535-1 . COVER ASSEMBLY, “Turbo waste gate flexible joint (RH). . . . . 1 
-20 20-509-31 + . COVER SUB ASSEMBLY, Turbo waste gate flexible joint Hu e 1 
-21 20-509-24 . . COVER SUB ASSEMBLY, Turbo waste gate flexible joint (RH). . 1 
-22 320-.625-8.3758 - . CLAMP, Flexible joint cover bii we Jetje. Mu AA e a 1 
-23 320-.625-9.1258 . . CLAMP, Flexible joint cover (MAR) . . . . s , s s s + + νο 1 
-24 20-516-2 . PIPE ASSEMBLY, Waste gate turbo (RH) . . . . , , + ο o oda 1 
-25 20-507 -16 + + LEVER ASSEMBLY, Turbo waste gate (RH) ...... a 1 
-26 AN310C6 Lo NUT a e ts a as S ak Giles deen der et ee EE 
-27 AN360C616 . « WASHER. . . . SUE "Ex ο τῷ... ος La. WA ES. "SE lerne 1 
-28 20-516-70 - . PIPE ASSEMBLY, `purbo “waste “gate (RH). 5 9 ὁ . . ο on . ο on n. 1 
-29 20-516-30 + . TURBO WASTE GATE ASSEMBLY (RH). . , . . . +... a s s s s s + 1 
-30 1N1C4, . NUT, Aircraft castle (NA). . b gebat e ο ar ee eae EU e e 1 
-31 5B18C6 . BOLT, Corrosion resistant (NA) ` ολο ο ο ο eee: Clana rub 
-32 AN316 -5R er ¿NUT ο « M 1 
-3 146-42235 . ROD, Nozzle box inlet “support, ο μες 4 DATI TE 
-3 146-42236 . CLEVIS, Exhaust "Y" turbo attaching rod end. . . . Winks Mee, qd 2 
-35 146 -42308 +. SHROUD ASSEMBLY, Exhaust waste pipe forward. . . . +. . . . o 1 
-36 AN363C1032 oi ONO ο Ga, wi ο ο ο o ica: ecce Q c Sa wU Soy a er T 
y -31 AN520-10R8 E SCREW. 0o oo 09 e yi ow νο Do VUE oe ceo ves 1Ο 
-38 AN363C428 s NUTS o4 ΝΙΝΟ ΙΙ CI a la Uy. Ceo; cee ὃν ak νιν SE is eles 2 
-39 ANÀL-5A e BODA ον. ο ο cay fa ο uw a S VT cR OE Ὁ νο κ 2 
-40 AN363C1032 . NUT... * ο, -ᾱ- κο iod ιδ! ou RSS (misce d αἱ OD! V, VR i a 5 
-41 7814-1032C9A . SCREW, Round head (NA) tie: i. xw. wow re Car. W ας WS “6 αὶ s 9 LEN SS 9 5 
r -42 AN363C1032 . NUT. . ο ο uis Ty Ὁ Ses eq he βλ El Ca LB 
-43 1815-1032C8A i SCREW, Round head ` (NA) š ο ο S Plot gl S ο bas oe uere σος 
-44 146-42341-17 - SHROUD, Exhaust waste pipe Anner ane ον ο, ο ἂν Ὁ cel rw dy e 1 
-45 146 -42341 -3 +. SHROUD, Exhaust waste pipe inner . . . . s , , e . , we eee 1 
-46 ANY-5A « BOLT. . 4 ᾱ "Ru e «οἱ c 4' ln ὃς ces Wiehe) eRe 2 
-47 146-42345 . BUSHING, Waste gate. upper "support. "TIL 2 
-48 146-42349 . BRACKET ASSEMBLY, Waste gate support aft . . . . e s e + + + < 1 
-49 146-42347 . SUPPORT ASSEMBLY, Exhaust waste pipe inner . . . . . , + , . . 1 
-50 AN363C428 s NUS ierra ud or nat "ὁ, "Rv uae ον ο ο ο τῷ, WA RAT. GaN μα. 2 
-51 146-42346 + SHIM, Exhaust wastepipe inner support. . . . . «ο , + ο ο + . AR 
-52 AN4-7A s BOET 4 2.4 a WE ren LET Mete ο μυς 2 
-53 146 -42333 - BRACE ASSEMBLY, "Nacelle "station "299° to station 312.7 . . . . . 1 
waste gate exhaust 
-54 AN365-428 s, GNU Q ΤΙ O RR EUNT SE a ο. 1 
-55 AN960D416 ao AA O A wore by Sr 10 Q, 2 
-56 AN4-6A s. BOLT a. ee de aoe a ανα 8 Wie} οὔ μῶν: € DU. ο 3r le. ου ei eu ha. a 1 
-57 AN363C1H28 + ONUT ο a aa Tzu CAELI. vee Lares es wie cep Tee d, owl -- 3 
-58 AN4-6A M BOLT oe S ea wasu te ee eB Te val sO EE ο, ῳ we Be Q δι ο EM! 
-59 ANI -5A xx BOET LS uos. a . € o 9 d£ -δ. -οἳ e Je Ye. Dm a 2 
-60 146-42345-3 . BUSHING, Waste gate upper support. νον TE ο OE 1 
-61 1406-4234 . BRACKET, Waste gate upper support. . . . s . s e s ο . s + < x 1 
-62 175-42334 FAIRING ASSEMBLY, Exhaust waste pipe . . , e . . . + + + + +s x 1 
ATTACHING PARTS 
-63 AN507 -1032R10 v«-DOREW. a ο ee mr m eerie Goa we 4 ¿9 ve nc cw wav iS 
== eo κοπο 
-64 146-42368 + + SUPPORT ASSEMBLY, Engine exhaust waste gate ........ 1 
shaft outboard 
-65 AN960D416 s c WASHERS orania ο δν le, ερ ee Sods ο a FN 
-66 AN4-5A . . BOLT. . cM ai, ο a tae Ze Q as SO a PIL 
-67 146-42367 . SUPPORT ASSEMBLY, "Engine exhaust waste gate shaft inboard. . . 1 
-68 AN4-4A s. BOLT Ὁ. ο ο Me ο a, ee oe ee PL 
-69 AN363C428 «Ντ... Ago "E £o» wc od 
-70 1nic4 . NUT, Aircraft “castle (na): P win wan da ο κ Sean CW MEER 1 
-71 2W1017-24-63 +. WASHER, Plain (NA). s κ. le la) dep e qi ας. 2 
-72 156-42314-3 . SPACER, Turbo exhaust “outlet AS eM ds ca E cs pi Jos A 1 
-73 5B18C45 . BOLT, Corrosion resistant (NA) . . . . . . , + s + s s + s . . 1 
-74 20-531 . PIPE ASSEMBLY, Turbo waste (RH). . . . . 4 mpl atem Gom i. ὦ 1 
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Group Assembly Parts List ΑΝ 01-60AABA-4. 


NACELLE (Cont) 





H-175-42-18 


FIGURE 431 - FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS 


FIGURE & PART i UNITS USEABLE ON 
| INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
431 No Number : FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS. . . . +. . Ref 
I (see figure 429 for next assembly ) 
-1 146-42372 . SHIELD, Engine exhaust shroud forward LH wing. +. . . . +. + + 1 
: heat protecting LH nacelle 
14056-42369 . .SHIELD, Engine exhaust shroud forward RH wing. . +. +. . . + + 1 


heat protecting RH nacelle 
ATTACHING PARTS 





-2 NAS221-8 + SCREW, Brazier head Phillips recess alloy steel.10-32. ... 6 
-3 AN960-10L e WASHER κο siue RR - 6 
a uen 

-4 146 -42373 . SHIELD, Engine exhaust shroud intermediate LH wing heat. . . 1 
| a protecting LH nacelle 
| š 146-42370 . SHIELD ASSEMBLY, Engine exhaust shroud intermediate RH... 1 
| wing heat protecting RH nacelle 
| ATTACHING PARTS 

-5 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . T 
i -6 AN960-10L . WASHER 2 ο 2 e τς τος SUS Les T9 09. SINO k V es Se ew a ἃ 7 
x f... 
| -7 146-42374 . SHIELD, Engine exhaust shroud aft LH wing heat ....... 1 
I protecting LH nacelle 
| 146-42371 . SHIELD, Engine exhaust shroud aft RH wing heat ....... 1 


protecting RH nacelle 


ATTACHING PARTS 
-8 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. ... 8 
-9 AN960-10L . WASHER . . . ο» +< +s s © e © e e e © e e e e s e e e ὁ e 9 ο n 8 














AN 01-60AABA-4 
NACELLE (Cont) 








Section 1l 
Group Assembly Parts List 





H-115-42-17 
FIGURE 432 - TURBO OUTLET EXHAUST INSTALLATION 
& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 146-4230 EXHAUST INSTALLATION, Turbo outlet (see fig. 429 for next assy) . Ref 
NOTE: Quantities listed are per one nacelle installation only 
-1 AN365-428 Ὡς. α΄ vm SUE Bre eto. B m s his es B 
-2 ANS-HA t μον a ο Gnas RS ne adage ee τ 
-3 146-2327 ` CLAMP ASSEMBLY, Turbo outlet support upper. . . + +++ * * ° 1 
-h 146-42319 . CLAMP, Turbo outlet support. o 3 
-5 146-42328 . CLAMP ASSEMBLY, Turbo outlet support center. . . es + + * * ° 1 
-6 146-42326 . CLAMP ASSEMBLY, Turbo outlet support lower . e esses * * + 1 
-T AN310-4 e I Ur Qe Cu a mo OE Car Sade tr MOM ο cR deri εφ RIE? 2 
-8 AN4-4 OBOE S tock AA oN Re oe ΙΡ ΝΕ 
-9 1146-42321 ` STRAP, Turbo outlet support upper. . . , + - + e * * * * * t ° 2 
-10 146-42320 ` STRAP, Turbo outlet support lower. . . . + + ses * * tt t rt 1 
-11 7S814-1032C7A . SCREW, Round head oa A E A 46.4. τα. lm 6 
-12 1N1C5 ` NUT, Aircraft castle (NA). . ο + + + + + + + ° ° * ° ttt t ° 4 
-13 5B19C32 . BOLT, Corrosion resistant M MEMOREM 2 
-14 5B19C31 - ` BOLT, Corrosion resistant (NA) . . e + + sees * * * * . t n. 2 
-15 146-42366-1 . CLAMP ASSEMBLY, Turbo supercharger exhaust . . - . + + + = ee 1 
(to be stocked as an assembly only) 
-16 146 -42366-3 . CLAMP ASSEMBLY, Turbo supercharger exhaust . . e.s + + * = n 1 
(to be stocked as an assembly only) 
-17 146-42314-31 . SHROUD, Turbo exhaust outlet . . es + + + * * * * * * * t 7 ° 1 
-18 146-42314-41 ` SHROUD, Turbo exhaust DUtlet....... + + * * * * t t t * ° 1 
-19 TS13-1032C9A ` SCREW, 100° countersunk (NA) . . . s e e eee ete ° ° ` ° ` 8 
-20 146-42317-31 . RING ASSEMBLY, Turbo outlet spring retainer forward. . . . + + 1 ç 
-21 146-42317 -41 ` RING ASSEMBLY, Turbo outlet spring retainer forward. . . . < + 1 
-22 146-42323-7 ` . SPRING, Turbo exhaust hood retainer . . . ee ++ ss ct ° 1 
-23 146 -42323-3 x SPRING, Turbo exhaust hood retainer . . . ++ + * * * * t * 1 
-24 146-42315 . EXHAUST ASSEMBLY, Turbo outlet . . . « +s +< < κο...” 1 
-25 146-42324 ` RING ASSEMBLY, Turbo outlet retainer aft a s sose * w e < 2 
-26 146 -42323-5 E SPRING, Turbo exhaust hood retainer. . . . + + * * sses 2 
-27 146-42325 . CLIP ASSEMBLY, Exhaust turbo support aft ........ * * ° 2- 
-28 156-42313 ` PIPE ASSEMBLY, Turbo exhaust outlet. . . . e + + * * * * t ° ° 1 
-29 156-42314 ` SPACER, Turbo exhaust outlet . . . . + + + * * ett t trt tt 1 
-30 AN363C428 αν G Cos v doe mas ee M sad a a XR Se ee Se Gee as. SE 
-31 2W1C17-24-63 ` WASHER, Plain (NA) . . - s. e + s pee t t t ο ο ttt 2 
-32 5B18C73A . BOLT, Corrosion resistant 1/8-28 (NA). . .» + + + + + ° ° * ° 1 
TT 





Group Assembly Parts List AN ΟἹ -6ΟΛΑΡΑ -4 


NACELLE (Cont) 








AJ-2P-4-42-2 
FIGURE 433 - LH AND RH TURBO SUPERCHARGER REGULATOR INSTALLATION 
^ FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
433 175-42306-10 REGULATOR INSTALLATION, Turbo supercharger LH. ........ Ref 
see figure 429 for next assembly) 
175-42306-20 REGULATOR INSTALLATION, Turbo supercharger RH. . . . . wow c € Ref 
(see figure 429 for next assembly 
-1 79161824 . REGULATOR, Differential (GE) (GFP). . . . . . . . . RS eq s 1 
(GE T9673433 regulator may be substituted) 
-2 AN502-10-4 . SCREW ος ον olen leere te ven ον πω. 3 
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o SS LTE πεσε 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
433-3 146 -42353 SCREW, Waste gate regulator supporting. . . . + " S 
-4 AN911-2D . NIPPLE. . . « S © . e e . +. +. s ὃς se a y oa 1 
5 ANQ17-2D ην. μα cae Be Sie A Sw ages ee WU 1 
-6 AN912-1D . BUSHING . . ç 5 wu . PE 1 
-T K9500A1 . DRAINCOCK, Regulator "(KoE). " š < 4 κ... ὁ $ 1 
-8 AN816-6D . NIPPLE. .... ç Q: y SE dorus OE, “SL Q Yelle. ο a πο 1 
-9 # 175-42801-21 . LINE ASSEMBLY, Turbo regulator carburetor out (aft) LH. . 1 l 
# 175-42801-19 ' LINE ASSEMBLY, Turbo regulator carburetor out (aft RH. . 1 
-10 175-42801-17 ` LINE ASSEMBLY, Turbo regulator carburetor out (aft) LH. . 1 
2 175-42801-13 ` LINE ASSEMBLY, Turbo regulator carburetor in (aft) RH.. 1 
-11 175-42801-5 ` LINE ASSEMBLY, Turbo regulator carburetor out (center). ds 1 
-12 175-42801-9 ` LINE ASSEMBLY, Turbo regulator carburetor in (center) . š 1 
-13 175-42801-3 ` LINE ASSEMBLY, Turbo regulator carburetor out (forward) aon 1 
-14 175-42801-7 . LINE ASSEMBLY, Turbo regulator carburetor in (forward)... 1 
-15 AN837-6D NI DRE 2 uqa ASE MEA E Nes m 4 
AN960D916 . WASHER. . . . +... +. +. © +. o. e E SA adn cts Fa. S δ οὐ AR 
AN924-6D av NUT o v0. wow. v Ee ims ab da : ° ear i 4 
-16 AN832-6D . UNION. lcd Qr Sen dee ο et se . ws A š ote . 1 
AN960D916 . WASHER. . . < . . 2 «© © © « 2 -- VEN "m E AR 
ANQ24-6D « NUT i eoa ο ος ww e De mg š ENS «st Re a ze š be 
AN902-6 > ‘GASKET. . &. ν w ο 9 ils . e “δ ο’ 36 š 7 1 
-17 AN894D6-4 BUSHING . Z E Spe ath ow ele ος + . E < 1 
-18 146-42332 . ARM ASSEMBLY, Turbo regulator eres wi ur areis à š 1 
-19. 9132525 . . BUSHING (GE) . . « . + +s « + e s s +. s s o ooo o ero 1 
-20 146-42350 . ROD ASSEMBLY, Turbo regulator to. waste gate first section . 1 
-21 146-42350-5 . . ROD, Turbo regulator to waste gate first section riveted 1 
-22 AN486-1 ον ΓΕΘ ou oS có odis š MD dq 1 
-23 AN486-2 . Me UODEVIS ox 9s m ο) πε... ὁ WE 1 
-24 AN316-4R a NU E e e A - A 2 
-25 AN320-4 i UNÜT A eee M d vog 2 
-26 AN960-1116 . WASHER ^ en Bitter um e ver vous αἱ 3 ον * 1 
-27 AN24-11 . BOLT, ο A Mo ania, Cay away idc TSG uu. ON ye. dei A a Saee WE Ka; SO Fev Oe fo an 1 
-28 175-42356 ` SUPPORT ASSY, Nac eng exhaust waste gate control rod fairlead 1 
-29 AN520-10R10 + SCREW EUN wes rue, E e sie fe) abere) ce tap et APIS 4 
-30 AN320-4 . NT. elm vss Qh WS eee Qe ws So) ILE 1 
-31 AN24-11 «- BOLT. 4 fin Tee! Skee γᾶν, Son! TR en BOS S A rear ee "m ir ee 1 
-32 AN365-428 , NUT . .. « » o ὁ we ὁ we o o. e xS. š è νο 1 
-33 AN960DH 16L . WASHER. x an to, w Q^ Ner. e «re! Cah = U . M ο uw (w < . 2 
-34 AN4-13A . BOLT. . . š. . «ια: . . πο 1 
-35 175-42352-10 . BELLCRANK ASSEMBLY, Nacelle engine exhaust “waste ‘gate control 1 
-36 AN218P4 . . BEARING. . . + + + + + + + ete n nt n ate ο. 1 
-37 AN365-428 a ΝΤΟ», το ο Sa Col cds ee ο — όν εἴπ, «δρα ¿zY 1 
-38 AN960D416 . WASHER. . . . - +s + < + ° * so’ caf τῳ cig es. cer ve) ο ος 2 
-39 AN4-11A e BOLT x PAS k A 1 
-40 146-42351 . ROD ASSEMBLY, Turbo regulator to waste gate second “section. 1 
-41 146-42351-5 . . ROD, Turbo regulator to waste gate second section riveted 1 
-42 AN316-4R . NUT. . . s ο £9 $ 5€ " oe ce GW. “ey. 2 
-43 HRBM4 : BEARING, Halfco (Ge). š SL es š "eps 2 
-44 AN310-4 . NUT.. . "E . o . Seg) Pers. š i is 1 
-45 AN4 -10 . BOLT. ice οὐ r lt tere . "EC NES S aceto SRS το 1 
-46 ANQ14-2D . ELBOW .....-s ο. Ὅν" ος Mele s€ «Eu É s . E M Shan ος 2 
-47 AN911-2D , NIPPLE. . . . +. +. . . ç Wc. es » ο ο . ο ο 3 
-48 AN816-6D . NIPPLE. esas» . 4; 4C cw owes ss iw 2 
-49 AN917 -2D . TEE... ὁ «ο ὁ aye . ce νο al. w. Ya τ E 2 
-50 AN912-1D . BUSHING . . . . eos P . “á 2 
-51 K9500A1 . DRAINCOCK, Regulator (KOE). Ç ME . M 2 
.-52 AN822-6-2D . ELBOW... + le aia a š dies im Za ο” 1 
-53 175-42091 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 1 
-54 175-42092 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 2 
-55 175-42093 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 1 
-56 AN3-13A BOLT. vu Ex ene s up cene cm UR ede COURS ewes GŠ ἃ ar 8 
AN960D10L WASHER. . e . 4 + + + + ee ae š 16 
AN365D1021H . NUT- & ὅν ds . - οἱ ay ὁ “ 8 
-57 # 184-42026 BRACKET, “Turbo remota valve : . s: : 2 
ATTACHING PARTS 
-58 # AN365-1032 NUT k ets . . oe ο €) 4 
-59 =# 2W18-10M A WASHER, Plain (NA). s gira bade š Paar er 8 
-60 # AN3-4A . BOLT... πο AES dee ee Ç š s v. ee HE 4 
ο να 
-61 # AN365-1032 e NUT. Z ea ud A ο, ng . y reir. 2 
-62 ἡ 2W18-10M . WASHER, Plain (NA). . . . - "ας x ; . E 4 
-63 # NAS43-3-24 . SPACER, Screw and bolt. . . á S š xd. ss 4 
-64 # AN3-2HA . BOLT. .. Wow cer uy de ὁ o Wu owe ο ιο 9 
-65 # AV11B1414 . VALVE (cco) Beals Dah darles ler dep re ; š - i is d 1 
-66 # AN833-6D . ELBOW. . MA s x > o Eds 1 
-67 # ANQ24-6D . NUP... 2. . o o. . "E > IN Ὁ . 2 
-68 ἡ MS29512-6 © MRINGS Q SUS o9 9 nos δος Us : v. ον Bee x 4 
-69 # AN815-6D .- UNION 2... 02 ὁ ὁ ο. Ὁ Qs a ο 3 -5- ἡ. mom CE m s moe δν 1 
-70 # 146-42801-113 ` LINE ASSY, Turbo solenoid to turbo regulator carburetor out 1 
-71 # AN784D6 a TEE ο <+ 020999 4 4 96$ ο MEAE: ο ο eo A a a 1 
-72 # AN893-2D . BUSHING aas e o - . -5 wow. ο” . 1 
-73 # MS29512-4 . RING... . du Qé: Vea τῷ * . n + 
- ἡ K83501 . VALVE, Drain ` (KOE). Au Lom SS eel. a 1 
NOTE: # Denotes the incorporation of Service Change No. 411 
NN — — — n  — O 
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Group Assembly Parts List 


Sa ee M ——————— A — n r- n M U 


FIGURE & 
INDEX NUMBER 


3 


-31 


Revised 15 September 1955 


PART 
NUMBER 


-54040-51 ᾿ 


146-54040-52 
146-54040-53 
146-54040-54 


AN3108-14878 
AN3057 -6 
AN3108-1283S 
AN3057 -4 
WEE4-210 
AN3108-20-7S 
AN3057 -12 
WM2-354M14 
WM2-354M15 
146-54223 


. WM4-509 


M896 

AN4-21A 
1146-42162 
ΑΝΟΘΟΡΗ16 
AN365-428 
146 -54209 
AN3100-20-27P 
AN3100-18-22P 
146-54241 
AN3108-14S2S 
AN3057 -6 
AN3021-7. 
146-54243 
AFO8A14S7S 
AN3108-18-4S 
AN3057 -10 
AN3108-1485S 
AN3057-6 . 
AN3106 -14528 
AN3057 -6 

No Number 
AN3108-8S1S 
AN3057-3 
AN3106-12S3S 
AN3057 -4 
AN3108-14S7S 
AN3057-6 
AN3108-1482S 
AN3057 -6 
AN515-6R6 
175-54156-3 


175-54156-7 
175-54156-5 
175-54156-9 


175-54155 
175-54154 
175-54154-3 
146-54063 
AN365B624 
AN961-616 
184 -54080-3 
184 -54080 
2W1B28 -26-63 
184 -54081 -3 
2W1B37 -30-64 
175-54154-7 
175-54154-5 
AN515-6R6 
175-54057 -3 
175-54057 -5 
175-54056 


175-54055 


175-54055-3 
146 -54063 
AN365B624 . 
AN961-616 
184 -54080 
184 -54081 -3 
2W1B37 -30-64 


' i ADAPTER (oil diverter valve) . 


1 2 3 4 5 6 7 NOMENCLATURE 


EQUIPMENT INSTALLATION, LH nacelle electrical system. 
(see figure 9 for next assembly 
EQUIPMENT INSTALLATION, RH nacelle electrica! system. 
(see figure 9 for next assembly) 
EQUIPMENT INSTALLATION, LH nacelle electrical system. . 
(see figure 9 for next assembly) 
EQUIPMENT INSTALLATION, RH nacelle electrical system. 
see figure 9 for next assembly) 
NOTE: Quantities are listed per one nacelle 
PLUG (oil cooler duct actuator). D 
ADAPTER (oil cooler duct actuator) . . EE 
PLUG 4. 20x. o6 eode ο) S 0D A Yves ο. Imo δν D -ᾱν se 
ADAPTER. . $e “ὁ 
POWER UNIT ASSEMBLY (an) (intercooler ο. 
. PLUG (intercooler door actuator š 
. - ADAPTER (intercooler door actuator). . 
. SHAFT, Remote control T (intercooler door actuator) 
SHAFT, Remote control (AA) (intercooler door actuator 


TUBE ASSEMBLY, Electrical intercooler flexible shaft ° support 


JACK ASSEMBLY (AA) (intercooler acer actuator) 
CAP, Cowl flap mechanism assembly (AA) 
BOLT .. 
SPACER, Intercooler “actuator attachment. 
WASHER . . . . « «© © © ὁ ` PME 
NUT. 
FAIRLEAD, “Electrical harness ο Z 
RECEPTACLE 4. a A 
RECEPTACLE . . . 
FAIRLEAD ASSEMBLY, Electrical `nacelle "firewall wire. š 
PLUG (fuel, o1l and manifold pressure transmitters). . . 
ADAPTER (fuel, oil and manifold pressure transmitters) : 
. SWITCH... . "E^ 
. BRACKET, Electrical “oil “valve "switch mounting. 


PLUG (fuel emergency boost pump) (LH nacelle). ; . . . ;; 
ADAPTER (fuel emergency boost pump) (LH nacelle)... 

PLUG (oil shut off-valve). . . . e e ee ee ee 
ADAPTER (oil shut off valve) . . . . ....:.... 
PLUG (fuel flow meter) . . . . . + + + + + + «0... . 
. ADAPTER (fuel flow meter). vw ο ον 
. CAPACITOR (Spec No. JAN- 62269)  (6p53Besnliosk) seed: Wes kal be 
. PLUG (oil dilution solenoid) . . . Be Saupe el fag ses GE PT ue 
. ADAPTER (oil dilution solenoid). ......... ° 
. PLUG (oil temperature bulb). . . . . + + + + + + eee 
. ADAPTER (oil temperature bulb) . pends Feira de at So) rae voce ela ate oo 

PLUG (oil diverter valve). . . ἀνα whee 


5 9 t 5 ο n 


PLUG (oil diverter thermostat) . A voe 
ADAPTER (oil diverter thermostat). . . . . + + + + + eee 
SCREW. . . ο elo GA os AR 
COVER, Electrical "firewall disconnect. . 
(used on 146-54040-53 only) 
. COVER, Electrical firewall disconnect. . . . . . . x * 
(used on 146-54040-54 only) š D 
.. COVER, Electrical firewall disconnect. 
(used on 146-54040-53 only) 
COVER, Electrical firewall disconnect. . . . . + + + :: 
(used on 146-54040-54 only) 
SHIELD, Electrical firewall disconnect . . do Sl τς vas eed 
. PANEL ASSEMBLY, Electrical firewall disconnect POE cay wo Ge Δ) 
R PANEL, Electrical firewall disconnect . ow Eine ne. Ja 
STUD, Electrical μονή power PE a ral nat een Tae c 
NUT... 4, 2€ $99 xc . A Gee aes ον 
WASHER. PES T way Wu δὶ ca oe XS 
NUT, Electrical terminal “post spacing ο ο ο ο 
NUT, Electrical terminal post ο ο τών PEL τὴ ο an Cela 
. . WASHER, Plain (NA). . . app MS 
n . SPACER, Electrical terminal post. ei is A 
. . WASHER, Plain (NA). . š 
BUS, Electrical firewall "disconnect panel assembly. zu 
z PANEL, Electrical firewall disconnect . . . . PE 
` SCREW (left nacelle only). . . 
. COVER, Electrical firewall disconnect ` (left nacelle 'oniy). 
. COVER, Electrical firewall disconnect (left nacelle only). 
SHIELD ASSEMBLY, Electrical firewall disconnect. . . . +. + 
(left nacelie only) 
. PANEL ASSEMBLY,.Electrical firewall disconnect . . . . +. + 
(left nacelle only) 
PANEL, Electrical firewall disconnect . . . . + + 
STUD, Electrical ON power Vane. mos ou 
NUM Cow o: Xr ee "uu PX 
WASHER. . . . «qu qa ZS 3 
NUT, Electrical terminal "post Spacing 2S $4 ca. rus 
SPACER, Electrical terminal post. esi recta, feci ο ie Se: 
WASHER, Plain (NA). ... 


`. + + o9 ο 9 n9] 
` 





PLUG (tachometer). . i PA 


UNITS 


PER ASSY. 


Ref 


F rrt RD AAA FO O Op 


= = 


m 


Dd Ν 515119 BP 92Ο Eu DOY HA 


TOTO r> 4m = ro πι 


USEABLE ON 
CODE 


AD 


AD 


TTAB 
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AN 01-60AABA-4 


NACELLE (Cont) 


FIGURE & PART - . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
434-55 175-54055-7 - + BUS, Electrical firewall disconnect . . . . A a 





τ š 2 
-56 175 -54055-5 - . PANEL, Electrical firewall disconnect . . . . . .^. 17 1 
-57 AN3108-18 -49S . PLUG (fuel emergency boost pump) (RH nacelle Only)! . 2 1 
AN3057 -10 . ADAPTER (fuel emergency boost pump) (RH nacelle only). . 1 
-58 AN3100-12S3P . RECEPTACLE (oil cooler actuator) . . . . . . . . . . i | 1 , 
AN3057 -4 - ADAPTER (oil cooler actuator). . . . . . . ο . . ο ο: 1 
-59 47C190 . BOX ASSEMBLY, 011 cooler control (VCH) . . . . . . . ; ; 1 
-60 AN3108-16-10S . PLUG (oil cooler control box). . . . . . . v. de z 1 
AN3057-8 . ADAPTER (oil cooler control box) ........., dee ἃ 1 
-61 AN3108-14S7P . PLUG (oid cooler control box). . . . . . . . . . . . . . . 1 
-62 AN3108-14S2P . PLUG (oil cooler control box). . . . . . . 1 
AN3057 -6 . ADAPTER (oil cooler control box) . . | s 2 
-63 CYLZ2605 -2 . BOX ASSEMBLY, Intercooler control (BCC). . 1 
-64 AN3108-18-1S . PLUG (intercooler control box) SA ορ P : 1 
-. AN3057-10 . ADAPTER (intercooler control DOM) Bo Ru ne, š 3 e us I 
-65 _ No Number . CAPACITOR, (Spec. Νο. JAN-C-25) (CA53B?FC5OlV). . . s 1 
-66 169-54348 + . GUIDE ASSEMBLY, Electrical ground switch wires . . > 1 
(left nacelle only) 
-67 35534-3 . THERMOCOUPLE, Fire detector EDI). 23 
-68 17343-16-415 . THERMOCOUPLE, Fire detector (REN). . . . τ: l Š 1 
-69 17343 -16-550 . THERMOCOUPLE, Fire detector Ὃ ο ο Μο MS 5 
-70 17343-16-725 . THERMOCOUPLE, Fire detector (FEN). . . UC ασε πάη RUPEE 3 
175-54052 . BOX INSTALLATION, Electrical nacelle junction. . . . . . . . Ref AD 
(see figure 435 for detail breakdown) 
175-54052-30 . BOX INSTALLATION, Electrical nacelle junction, . . . . . . , Ref CC 
(see figure 435 for detail breakdown) 
175-54318 . SWITCH INSTALLATION, Electrical main landing gear uplock . . Ref 
(see figure 366 for detail breakdown) 
175-54351-1 . SWITCH INSTALLATION, Main landing gear wheel door open . . . Ref 
(LH side of nacelle) (see figure 367 for detail 
breakdown) ` 
175-54351-2 : . SWITCH INSTALLATION, Main landing gear wheel door open . . . Ref 
(RH side of nacelle) (see figure 367 for detail 
. breakdown) y 
175-54365 . SWITCH INSTALLATION, Electrical main landing gear downlock . Ref 
(see figure. 365 for detail breakdown) 
175-54366 . . SWITCH INSTALLATION, Electrical main landing gear wheel, . . Ref 
doors (see figure 365 for detail breakdown) 
175-54373 . SWITCH INSTALLATION, Electrical main landing gear ground . . Ref 
safety (LH nacelle only) (see figure 369 for detail 
breakdown) 











e 
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AN 01-60AABA-4 
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Section I! 


Group Assembly Parts List 


UNITS USEABLE ON 


CODE 


FIGURE & 
INDEX NUMBER 


435 


-10 
-11 


-16 
-18 


-20 
-21 


-25 


-26 
-27 


-28 
-29 


-30 
-31 
-32 
-33 
-34 
-35 
-36 
-37 
-38 









PART . 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-54052 BOX INSTALLATION, Nacelle junction . ara 


(see figure 434 for next assembly) 

175-54052-30 BOX INSTALLATION, Nacelle junction .` ane 
(see figure 434 for next assembly) 

NOTE: Quantities listed per one junction box installation 


175-54052-5 . COVER, Electrical nacelle junction box. de UE, ο! 
W98292 -1-150 ` STUD (UC)... + + + + + n f t! tn n ° ode oris is 
99836 PIN (UC) . < . . e eoe or š ot om tutt tiu νὰ ἐφ, «'. αι 
175-54052-15 . SUB ASSEMBLY, Electrical nacelle junction box . . +. . + + 
175-54052-25, . SUB ASSEMBLY, Electrical nacelle junction box . . . . 
ATTACHING PARTS 
AN520-10R8 . SCREW... ee ee a om of f t]; tt! t] s | 0 ]| s t + ὍΝ . 
2W18-10L ` WASHER, Flat (NA) . . + + + + + + * + n n . $ 
175-54052-3 . . BOX, Electrical nacelle junction . . . — ç 
175-54052-13 ` . BOX, Electrical nacelle junction . . . ρα ο - 
AN515-8R8 ` , SCREW. . . . + + + so ee cde t ο tT P PM 
237EAU ` . RELAY ASSEMBLY, Oil diverter valve (LR). dec S Beier 
224-943 ` . RELAY ASSEMBLY, Oil shutoff valve (LR) . . « Fa 
AN507-832R12 2 . USCREW. 2.4503 Ὁ Ὁ οἱ 9 oh om fot ue 9 usce eoe e om e m n t om 
.146-54043-10 ` . PANEL ASSEMBLY, Electrical 3/8 inch stud terminal. . . 
AN341-616 zo 5a te NUB & woe € 99 9o ta us s je ἃ à ΝΕ š 
AN935-616L t C “WASHERS esie ice. m US WR e RS -ᾱ oe rot mos 
AN507B624 R32 s. $ SCREW. ; «4.6 a ND iso moe e oes oe ο ce A 
AN365B624 š ας NUTS ο νά τα ον s Be Ὁ ᾱ- Ἔα α T xw Fai e QU IM DS 
2W1B25-20-64 ` i WASHER, Plain (NA) . . +. + + + : ἃ MEC POM 
AN341-616 A μμ es Speen an ate be ce ben te Mio UM nas ter ae BE Sip de FASS 
175-54052-11 "| BUS, Electrical nacelle junction BOX: oe es eee cohesion 
AN931-12-20 x . GROMMET. . . se + + + + * * ° +. ° WDR a AA oer Q 
AN931-12-17 . . GROMMET. . . - + + + + * * * * * n x ars ap U Soya er felt e 
AN931-12-22 . . GROMMET. . . . - + + on * t * n n7 det es 4x os 
AN3-34A 5 we BOLSAS p Su sa c ex Wu ο... 9. ws 
No Number ` . RESISTOR, Type RW34D500 (Spec. JAN-R26). . 2 ee ee 
AN515-8R12 ν΄ zoe wo» LUE COE aye hoe ΙΝ, τ... 
PA5 i ! i CIRCUIT BREAKER (SPT). . . . + + + + + ο τὰς S= wa ος te 9 
AN3136 -h -7 . . TERMINAL-BLOCK ASSEMBLY. . . νο ας "EIE X 
AN515-4R6 . . SCREW. . . + + ... . + + νη Eie 289 cde χάχα 
2W18-4L |o. WASHER, Flat (NA)... + + + + n ° ISSN Yan Tess ΝΡ 
AN365-440 + . NUT. PI Sol ae ο E EC νο 
AN3434-3 . . STRIP. . . . + ees Ta — ee ee a Ta 
AN341-10 . NUT. . . + - 5’. τῷ .-β. ele, d M E Š ee E w: see ow Tes e 
AN961-10 . . WASHER o 
AN936A10B ` . O WASHER . . 2 e < e oS Rm mom entr t t t t | 4 c6 n g 
AN3436-4-6 š TERMINAL BLOCK ASSEMBLY. . . s e s + * ee * * ° t n n 
AN515-4R6 P SCREW. . . . « e ° e C» μι ος de τς SL 3 AR τῷ Qh Q wow e. s 
2W18-4L ` . WASHER, Flat (NA). e.. + ices + ° + ° t ° Sa 
AN365-440 . ¿ NUT. ...o. o... . . n 2 aso δι δν e ys 
AN3434 -3 f . STRIP. . . + 6 . e+ © + * t "D ss. 
AN341-10 e. . NUT. . . +. ere oe (ue wedge we om Ger E 
AN961-10 . . WASHER . . + +. +. © ° I" el. Tu ο ώς ο Reim 
AN936A10B m . WASHER . . + + š; οἱ Hes š, w ww ER EP E up IR 
AN3433-4-2 ec. BUS BAR. . . + + + e o s . . . A τῷ, Ἶψ 
AN3436-4-1 é . TERMINAL BLOCK ASSEMBLY. . e^ eoe £ é, τὰς EE 
AN515-4R6 . e SCREW. , + < eee eee ΕΠ εν Say Vee BURY S 
2w18-4L |? . WASHER, Flat (NA). . < ¿U LT e o ete as ο 
AN365-440 š ΝΟ ο ος a ὁ ο cep a ο Ὁ . pts ade 6p ose mo oy Sea a ὦ 
AN3434-3 . STRIP. . + . .. © +. s i dk ee, Soe see ο oo RT LS E 
AN341-10 e. < NUT. . . + + >. . st- ὦ a uere we -ἃς < sl e μα US 
AN961-10 $ . WASHER . +. + + + . A vr. . o "RE 
AN936A10B . . WASHER... . ο . a κ c o ὃς κοῦ p 48 
AN93 1-24-28 n . GROMMET. . + wwe eae z "o ο "Ὁ . 
AN3054 -4 νην... tee e nen sS 
AN3066-4 a « NUT. . ... +... + ΕΟ š ys zs 
2W1SR10-18-94 ` . WASHER, Plain (NA) πον ME . 
AN3064-4 . . CONNECTOR. . +. - αν Tae rag - . . 
AN3066 -4 7 . NUT. . . - - + = "Dm » . s «oy re 
AN3063-4 . . CONNECTOR. . : . "ODER : 
AN520-10R10 νην." Ι.Ν a μμ 
AN4181-1 ` . VIBRATOR (government furnished, permanently installed) 


+. + ο s. +...» 


PER ASSY. 


Ref 


Ref 
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AN 01-60AABA-4 
LOOSE EQUIPMENT (Cont) 


Group Assembly Parts List 


NN ABLE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
436 175-53075 LOOSE EQUIPMENT INSTALLATION, +. . . . + + +s; E A Ref 
(see figure HH5 for additional breakdown) 
-1 146-53105 PLYWOOD BOX, For E1066-101 and -202 mechanism installation 2 
E1066-301 MECHANISM ASSEMBLY, Wing center spar folding LH (supersedes. 1 
E1066-201for future procurement)(see figure 437 for 
detail breakdown) 
E1066 -302 MECHANISM ASSEMBLY, Wing center spar folding RH (supersedes. 1 
E1066-202 for future procurement)(see figure 437 for 
detail breakdown) 
E1067 . FITTING INSTALLATION, Front spar wing 1ulding hinge. . . Ref 
E1348-5 | . FITTING ASSEMBLY, Front spar wing folding hinge ΜΚ 1 
-2 E1348-3 "s FITTING ASSEMBLY, Front spar wing folding hinge. . η 2 
-3 4B19S6 -008 . . . BUSHING, Press fit plain (NA) tu Gat BV ed ee ; 2 
-4 2C17-7 S ue OLIP (NA) Z: ο ο ue ῳ moe] A RO s 4 
-5 9C1-3-5 . . CHAIN, Bead (ΝΑ). . . + + + + + + + + ° ° * n n : . .8 
-6 AN6-17 . x. BOLT 2 ç + Go 0 é ox 00€ 709 E Ἡ ᾱ- ee ee š 1 
-7 AN960-616 - URCAASHER. voce. S cla ie a ei A a e RA š 5 
-8 AN310-6 ee NUTS 4 ο ὁ mous AR E te 6 Im. sv e i-es M 1 
-9 AN960-6 . « WASHER. . . . ο 4 ο e ὁ ὁ n © t ο ὁ ο ο S: 5 « t α . 12 
-10 E1346 . . PIN, Front spar wing folding hinge pin retaining. . . P 4 
-11 E1132 ., PIN, Front spar wing folding hinge. .... + T d A 4 
-12 146-53106 . CARTON, For E1081-10 jack assembly . . . , + + * * +e: š 1 
-13 E1865 JACK ASSEMBLY, Vertical stabilizer folding . . . . +. + + ὁ 1 
(see figure 440 for detail breakdown) 
-14 175-53060 BOX ASSEMBLY, Bomb shackle stowage Gr ος A 1 
-15 MK1-1 MOUNT RELEASE, Bomb shackle (GFP)... . * 14 AF 
(may be substituted for AERO4B) 
-16 MK1-4 RELEASE, Bomb shackle (GFP)... . ... . 14 AF 
(may be substituted for AEROWB) 
AEROWB RELEASE, Bomb shackle (GFP), 4 x9 Rs ii 14 σα 
-17 MK8-2 . SHACKLE, Bomb (GFP)... e s + + + + + * * n + . 14 
-18 175-53055 . BOX ASSEMBLY, Camera electrical cable stowage. . . . + + + o T 
175-54100 CABLE ASSEMBLY, Electrical camera connecting (-3 thru -15. 68 
one each, -17 two each, -19 thru -73 one each) 
-19 156-73005 . COVER ASSEMBLY, Engine . . . . + + + + so s ee * * t t t t! n 2 
-20 E1332 . PAD ASSEMBLY, J33 engine plenum chamber work . . . . +, + + ° 2 
No Number ` HAND BOOK, Weight and balance (GFP)... + Ην ο 1 
Νο Number ` HAND BOOK, Erecting and maintenance (GPP). , . εν ον 1 
Νο Number ` LOG BOOK, Propellor (GFP)... . + + + eee ee * n * t tà ° 2 
No Number ` LOG BOOK, J33 engine (GFP) . . . . + + + t s + . t ° ° t + ° 1 
No Number ` LOG BOOK, R2800 engine (GFP) . . s ee + t t t ° ee on n n ° 2 
No Number ' INSTRUCTIONS, Engine service J33 (GFP)... . + + ee +... 1 
No Number ` INSTRUCTIONS, Engine service R2800 (GFP)... . +... . + + 1 
-21 108-73089 . COVER ASSEMBLY, Pilot tube . . . + + + so ee * * * * * t t ° 2 
-22 E1068-10 . KIT, Airplane hoisting towing and jacking. . de d de A 1 
(see figure 439 for detail breakdown) 
-23 175-73220-2 COVER ASSEMBLY, Side tri-met position fus camera glass RH. . 1 
175-73220-1 COVER ASSEMBLY, Side tri-met position fus camera glass LH. . 1 
-24 175-73221 COVER ASSEMBLY, Center tri-met position fuselage camera glass 1 
-25 175-73222 COVER ASSEMBLY, Prime vertical position fuselage camera glass 2 
-26 175-73223 COVER ASSEMBLY, Oblique position fuselage camera glass . ` 2 
-27 175-73129 COVER ASSEMBLY, Upper oblique position fuselage camera glass 22 
-28 175-53057 BOX ASSEMBLY, Camera accessories storage . . . + + + + «+ ` 1 
175-73210 HOIST INSTALLATION, Camera (see fig. 445 for detail breakdown) 1 print 
153-73105 TROLLEY ASSEMBLY, Camera hoist . . . . . + * + ec «ο . 1 
(see figure 445 for detail breakdown) 
175-73170 HOIST ASSEMBLY, Camera (see figure 445 for detail breakdown ) 1 
153-73215 SLING ASSEMBLY, Camera hoist . . . . + + + so * * on ot n e 1 
(see figure 445 for detail breakdown) 
1775-73213 ` STRAP ASSEMBLY, Camera trunnion hoist sling. . . . «© see 1 
(see figure 445 for detail αν ONT) 
153-731234 STRAP ASSEMBLY, Camera horizontal carrying . . . + + + * . 1 
(see figure 445 for detail breakdown) 
153-731236 STRAP ASSEMBLY, A-14 magazine carrying . . + - - 1 
(see figure 445 for detail breakdown) 
1175-73197 TRUNNION, Type K38 aircraft camera body. Bret aco Ge Ὃν 4 
(see figure 445 for detail breakdown) 
175-731124 SUPPORT, Forward oblique A10 camera mount upper steady . 1 
(see figure 445 for detail breakdown) 
175-73196 SUPPORT ASSEMBLY, Type A10 camera lens cone. . . ë 1 
(see figure 445 for detail breakdown) 
175-73117-1 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount. . 2 
(see figure 443 for detail breakdown) 
175-73117-2 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount. 2 
(see figure 443 for detail breakdown) 
175-73108 RING ASSEMBLY, T-11 camera clamp . . e . + - + . 3 
(see figure 444 for detail breakdown) 
175-73106 RING ASSEMBLY, K17C camera clamp +. +. . . + - . E 3 
(see figure 444 for detail breakdown) 
175-73105-3 RING ASSEMBLY, CA8 camera mounting complete. . . . .« Wow 3 
(see figure HHH for detail breakdown) 
175-73105-5 . RING ASSEMBLY, CA8 camera mounting complete. ons 3 
(see figure 444 for detail breakdown) 
175-48501 TANK INSTALLATION, Fuselage bomb bay drop. . . + + . . Ref 


(see figure 447 for detail breakdown) 


A 8 ll 
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FIGURE 437 - LH AND RH WING CENTER SPAR FOLDING MECHANISM ASSEMBLY 
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ΑΝ 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 


Section 


Group Assembly Parts List 


M IS. USEABLE ON. 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE I PER ASSY. CODE 
1h37 E1066-301 MECHANISM ASSEMBLY, Wing center spar folding LH (supersedes. s Ref 
E1066-201 for future procurement) (see figure 436 for 
next assembly) 
E1066-302 MECHANISM ASSEMBLY, Wing center spar folding RH (supersedes. . Ref 
E1066-202 for future procurement) (see figure 436 for 
next assembly) 
NOTE: Quantities listed as per one installation except as noted 
-1 AN398-69 PIN oep m a de ens iia IECUR Ad E 2 
=2 AN960-816 WASHER: ο te rom RD ο a ce A ce o S ο 4 
-3 E1350-30 HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding (supersedes. . 1 
E1350-10 and -20 for future procurement) (see figure 
438 for detail breakdown) 
-4 AN365-428 . NEUSTEN sss. s 6 
-5 2w18-416M . WASHER, Flat (ΝᾺ) . . .. + + + + + + + t t n t n n 4 
-6 AN4-30A af) BOLT 2 y eee el se Se el eS O E δι SU RS) το, E, ce 2 
-T E2671 . WASHER, Wing folding mechanism mounting bracket level . 4 
-8 AN509-416R15 SCREW 5 1.4 y ον chee μι τον ας 7 Ὁ νο mS de S eee A - 4 
-9 AN310-12 NUT uk ο SO ee eine! eS ο ο ret ο ο... 3 
-10 NAS143-12 WASHER, 125,000 to 145,000 psi plain type . . . + +. » + 6 
-11 NAS143-12C WASHER, 125,000 to 145,000 psi countersunk type . . : . 3 
-12 NAS152A83 ‘BOLT, Internal wrenching steel 3/14-16. . . + ta 2 
-13 NAS152A61 BOLT, Internal wrenching steel 3/14-16. ἐν len ar uy VET ὕει TOR 1 
F1128 . LINK ASSEMBLY, Wing folding mechanism center spar outboard. 1 
-14 E1128-3 . . LINK, Wing folding mechanism center spar outboard. . . . 1 
-15 4B20812-010 BUSHING, Press fit flanged M τος. NT dere 2 
-16 14B20812-020 BUSHING, Press fit flanged (NA) (supersedes NAS77-12-61 2 
E1129 LINK ASSEMBLY, Wing folding mechanism center spar inboard . 1 
-17 E1129-3 LINK, Wing folding mechanism center spar inboard... + 1 
-18 4B20812-018 BUSHING, Press fit flanged (NA) (supersedes NAS77-12-59) 2 
-19 12B182 NUT (EN). ... ¿ ον sos Rey 9m m mom ee rom es 1 
-20 NAS143-18 WASHER, 125,000 to 145,000 psi plain type . . . e s e s . ° 1 
-21 E1136 SPACER, Center spar wing folding mechanism hinge serrated . 2 
-22 E1788 SPACER, Wing center spar folding mechanism. . . +. + + NC 1 
-23 NAS143-18C WASHER, 125,000 to 145,000 psi countersunk type £x s 1 
-24 NAS158-72 . BOLT, Internal wrenching steel 1-1/8-12 . . .. 4 4 en + 1 
-25 E1789-3 . BOLT, Wing folding mechanism attaching. . . e + s + * * * ° 8 
-26 E1790 . RETAINER, Wing folding mechanism attaching bolt ...... 8 
-27 9C1-3-5 . CHAIN, No. 1 safety (NA). . +. . . + e e oe s e er t ° x 8 
E1127-101 . FITTING ASSEMBLY, Center spar wing folding mechanism. . 2 1 
j outboard hinge LH 
E1127-102 . FITTING ASSEMBLY, Center spar wing folding mechanism. . š 1 
outboard hinge RH 
-28 E1127-3 . . FITTING, Center spar wing folding mechanism outboard . . 1 
hinge LH 
E1127-4 . . FITTING, Center spar wing folding mechanism outboard . . 1 
hinge RH 
-29 4B20812-017 . . BUSHING, Press fit steel (NA). . . e se + soes eeto 2 
E1347 -105 FITTING ASSEMBLY, Wing center section folding mechanism . . 1 
inboard hinge LH 
E1347 -106 FITTING ASSEMBLY, Wing center section folding mechanism . 1 
inboard hinge RH 
-30 E1347 -103 FITTING, Wing center section folding mechanism inboard 1 
hinge LH 
E1347 -104 . FITTING, Wing center section folding mechanism inboard 1 
hinge RH 
-31 E1131 BUSHING, Center spar wing folding mechanism hinge. arf 2 
-32 14B20S12-109 BUSHING, Press fit. steel DAR : ας ας μας 2 
-33 482088-010 BUSHING, Press fit steel (NA). . . + +... + s.s 1 
-34 E1705 . . PLATE, Wing center spar folding LH and RH. . 5 9 ο ο 1 
-35 AN365-1032 ^ x NUDE νην ree Tab len ο n pas 4 
-36 2W1-14-20-32 . . ` WASHER, Plain (ΝΑ)... + + . ç š aval δε 4 
-37 NAS43DD3-27 . . SPACER, Screw and bolt . . . + E r z λος 4 
-38 AN509-10-15 ete ¿SOREW: us α-.ᾱ, aa, ἡ δον a --- . "en 4 
-39 E1372-101 GUARD ASSEMBLY, Hydraulic wing folding cylinder . . š " 1 
-40 AN365-1032 4 ONUT το το ae St aos se a Es moo moe veia. m gare a en N Va a . 3 
-41 2w18-10M . WASHER, Flat (NA)... "νιν ΙΗ i 6 
-42 AN3-10A . BOLT. o. uc) aQ 90e ο ὦ το τῷ, αν Ua] m er eee eh ek og . 1 
-43 AN520-1028 < SCREW Vo Q 098737 τό ce cee gem G OS e ç. 2 
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FIGURE 438 - WING FOLDING HYDRAULIC EQUIPMENT ASSEMBLY 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 












438 E1350-30 HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding. Au RUE l 
(see figure 437 for next assembly) 
` -1 E1156 . CYLINDER ASSEMBLY, Hydraulic wing pin pulling. . . . + + + + 1 
(see figure 441 for detail breakdown) 

-2 AN833-5 το ΜΜ te Sese ht Pisa E, it m Bolt 10 
AN6289 -5D ο σον ox Ya row ᾱ ee HEMDEN 12 
AN6291-5 . RING .... S PS ον " . ¿ 5 N 12 
AN6290-5 . GASKET... ct i š 14 

-3 AN6274 -5-60 ` HOSE ASSEMBLY. . . Sta ντος de Ra E E AE 1 

-4 AN6274 -5-68 . HOSE ASSEMBLY. . . " Ὁ à I 

-5 4776-3 | ΝΑΙΝΕ (SVL). . . . 4 ee ee o on on ot on n ; š 1 
E1164-5 ` PLATE, Hydraulic wing folding. . . . + eseo z 1 

-6 AN501A10-6 5 SCREW. . + < . 2 8o te ee oh om mum t m e t ng 4 
2W18-10M ` WASHER, Flat (NA). . . . + e e t tot ee oc tot tos 4 

-7 E1351-13 . LINE ASSEMBLY, Wing up restrictor to actuator cylinder 1 

-8 1V4-8-30 . VALVE ASSEMBLY, Hydraulic one way restrictor (NA). 2 
AN919-TD πο eoe menm ο ο ο YS eni tar TE SNE Spare eR es ve Cru 3 
AN6290-6 ο: ννν mE OR Sha Re Gh Be IE ea Bes A 8 
AN815-6D 2 UNTON acs S ais er ο a ea! ee Be ο ον... š 1 

-9 3294 -3 "VALVE ASSEMBLY, 4 way selector valve (SVL) . . . . . 1 
£1164-3 ` PLATE, Hydraulic wing folding. . . + . + + PES " 1 

-10 AN501A10-6 T SCREW, . . . poena moo mom mmy rh nett t t t ng. 4 
2W18-10M . WASHER, Flat (NA). Lo. 9 moe mo ϱ ΦΚ SOEUR ce me ten 4 

-11 AN927 -6D . ELBOW. . . . + + +. ° a peg Ym ο Be Br; ee fer Boch “BP we SUE 1 
AN832-6D . UNION. . . + + + + + š š 1 
AN6289-6D . NUT... 2. 2 © © © .. š are bic den, fe . 1 
AN6291-6 . RING . ..oo. o... . . k 58 . n 1 
AN893-7D . BUSHING. . . . 4 6 ee eee om or m m n tm tt t t ng 3 

.  AN6290-6 SIASKET 2-2 0.02 30 09 ver ντο ο BA oue Pese IR IN UE Der ce ct 3 

-12 E1351-9 . LINE ASSEMBLY, Pressure tee on wing valve to elbow on pin. 1 

valve 

-13 E1351-15 . LINE ASSEMBLY, Wing down restrictor to actuator cylinder . 1 

-14 E1351-3 . LINE ASSEMBLY, Wing down restrictor to actuator cylinder . . 1 

-15 AN834-5D Pn ο ne Q8 ο ο. s G: u a 1 

-16 AN6292-5-21 ` HOSE ASSEMBLY. . . . . +, + + + + + m t m t t tt 1 

-17 AN919-3D V. REDUCER a ar w τα Sayan 4, pe m D cel ads ο δρ 4: el b s 1 
AN6290-4 GASKET . ¿ ¿ 5 0x4 0.5 A aa CRAS UP e oe ek ο ΕΓ κα 1 

-18: Ἐ1351 -19 . LINE ASSEMBLY, Return elbow on wing valve to elbow on pin. . 1 

valve 

-19 E1351-23 . LINE ASSEMBLY, Return elbow on pin valve to reservoir. . .. 1 

-20 AN816-6-2r . MNIPPLE Sg X Z Q 0033-009 ies BO et Sie ae ne Se ne EOS 1 

-21 AN833-6D CORBLBOW. nice wo "ιν... 1 

-22 ΑΝ6289 -60 . NT..... RES M ED Ls AO δε we 1 

-23 AN6291-6 . RING. ... Ve deos. ο E T ves ἃ V τῳ lie v ie Q CES 1 

-24 AN6290-6 . GASKET . . « 4. + + + + on ot n f de . "P ae 7 š 1 

-25 AN894D6-5 . BUSHING. ... μ.ο νο Š A sf ie A . ο” š 1 

-26 AN926-5D x PEE. 4-425. ara a S ον“ . Brig onan μες πὲ 1 

-27 AN832-5D . UNION. i Pagel .ᾱ T e 6 Ç . , DET 1 

-28 AN6289-5D « NUT... ... oo. © © © © . 5 5 κ + Re ta, ὁ 2 

-29 AN6291-5 . RING ....- ets . $ 9 š $55 2 

-30 AN6290-5 . GASKET... + P TEE . . š z 2 

-31 AN6292 -8-35 . HOSE ASSEMBLY. d langes om, αν Tam ος cb ats fos ο cen ua a Saas s d 

-32 AN919-12D See REDUCER Σα) ^ moe Sarees ας e Ὁ «5 δι δι US, Pe poro e Din 1 

-33 AN780C8 ;OSNIPPLE.. 3 se a te ues e ο ip ο ο a e de e πα pO 

-34 E1144 . CYLINDER ASSEMBLY, Hydraulic wing folding. . . ms 1 

(see figure 442 for detail breakdown) 

-35 E2654 . RESERVOIR ASSEMBLY, Wing folding mechanism hydraulic . 1 

-36 E2655 " CAP . ο αν ha Tal ο a. RE ec 9 um ο -ᾱ, ecce e di “Ἕν ME SW. SUL in 1 

-31 NAS51-125 n RING, External retainer . . . . + eero sso t ot t t t t n T 

-38 9c1-2-4 ` ` CHAIN, Safety (ΝΑ). . . + + + + t s o t t t t t t ttt t 1 

-39 12044 -7 ° PUMP, Hydraulic hand (AP). . . e s e e s e e e t s oc tot t 1 

-40. E2656 . BRACKET, Wing folding mechanism hydraulic pump mounting. . 1 
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FIGURE 439 - AIRPLANE HOISTING TOWING AND JACKING KIT 
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FIGURE & 


INDEX NUMBER 


439 


PART 
NUMBER 


E1068-20 


E1095 
E1069 
E1178 
E1070-3 
1N1C16 
2W1C68-48-125 
El075-3 
E1071-3 
E1073-3 
E1076-3 
E1074-3 
E1183 
AN320-6 
AN960-616 
E1183-9 
AN320-À 
AN960-116L 


AN320-6 
AN960-616L 
AN26-29 
F1183-5 
F1183-3 
E1182 
E1329 
AN320-8 
AN960-816 
E1330 
E1344 
E1343 
E1328 
E1327-3 
E1603 
E1603-7 


146-33151 
146-33150 
E1605 


146-33150 
E1605-7 


E1604 


146-33150 
E1604 -13 


AN253-1-578 
E1604-11 





1 


Section || 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





UNITS USEABLE ON 


2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


KIT, Airplane hoisting towing and jacking . . . +. . . . . . . . . Ref 


(see figure 436 for next assembly 
BAG ASSEMBLY, Hoisting towing and jacking kit 
PAD ASSEMBLY, Wing jacking. . . . š 
PAD ASSEMBLY, Station O wing Jacking. š 
EYE ASSEMBLY, Wing station O hoisting . 
. NUT, Aircraft castle (NA). . . . . 

WASHER, Plain (ΝΑ), . . . . 
BÓLT, Wing station 0 hoisting. eye. i 
EYE, Wing station O hoisting . . . + 
PLATE, Wing station O hoisting eye 
PIN, Wing station O hoisting eye upper 
PIN, Wing station O hoisting eye lower 
ING ASSEMBLY, Main alighting gear tow. . 
NUT ee oe oar MEE E eps 
WASHER . . +. + + 
PLUG, Main alighting gear "tow. 
s NUD. ee ie, 9.089 0€ v9 ο SUC SY a 
«C WASHER 42 6097803 e wow m muy 
. BOLT... 


* « * 9 t] s | e ὁ 0 ο 5 
ee ὁ 9 ὁ + 4 s 9 95 ο ο 


vc] + Ner + + t, n] 


` * ow 9 n 
` ο 9 s + ο n n 


; BOLT, Main allghting gear tow. 
RING, External retainer. . 


HANDLE, Main alighting gear “tow. 
NUT. . Ὁ $ 50€ ὃς ew ἱ G : ο ele 


e 9 9 o9 | 9 95 | ο £2 9 9$ ο 
9 * 9 9 9 9 s 9 sa s 9 c* à 9 o q a 9 0 9 ο +ç ο 


5 9 9 t o9 t + q « s ο +ç * ο ο 


Oe s c s s e e on on 


* 9 9 9 * s o9 9 s 9 0 s c9 9 9 9 9 ὁ 0 ο ο s 9 0 ο ο o 9 9 ο. 


ITTING ASSEMBLY, Main landing gear mooring attac 
h 


- WASHER > . < a % «ο NUS oes š . ; A 
€ BOLE a ο 1e Usos ow; w τὰ ac ον 5 š š < 
. CLAMP, Main alighting gear tow ey S $ $ T . 
. CLAMP, Main alighting gear tow . . .. $ ‘ . 
FI hin A 
. NUT ASSEMBLY, Main landing gear mooring attaching. . sc ἐκ 
2o NUTUS v wol m S I S eV ce X Go τῷ es T v 
+. WASHER... š βατ Ὅσιος 
. BOLT, Main landing gear “mooring. attaching. * w^ τῷ m" 
. SPACER, Main landing gear mooring ring... ον A 
. SPRING, Main landing gear mooring ring torsion...... 
. PIN, Main landing mooring attaching. . . . . e + e e e ο « 
. RING, Main landing gear mooring attaching. . . e . . + + + 
PIN ASSEMBLY, Main alighting gear ground handling safety. . . 
. PIN SUB ASSEMBLY, Main alighting gear ground handling. . . 


safety 
- . SPRING, Main alighting gear ground safety pin. . . .. 
. STREAMER ASSEMBLY, Main alighting gear ground safety . . . 
STOP ASSEMBLY, Auxiliary alighting gear ground handling... 


FPR PRE. PNP RP PNP REP ERP RP RPP RPP EP A BE BRP RP ENP PNP POUR eRe 


safety 
. STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 
. STOP SUB ASSEMBLY, Auxiliary alighting gear ground... . 
. handling safety 
STOP ASSEMBLY, Main alighting gear wheel door ground. . . . . 
handling safety 
. STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 1 
. STOP SUB ASSEMBLY, Main alighting gear wheel door ground . 2 
handling safety 
e PIN. . . . + c c» 3» ο ὁ e ο . 1 
. PIN, Hinge (make from AN253- -1- 2275) . MEE Νο ES 1 


-- aL. 








Section l! 


AN 01-60AABA-4 


Group Assembly Parts List 





LOOSE EQUIPMENT (Cont) 








H-175-53-41 


FIGURE 440 - VERTICAL STABILIZER FOLDING JACK ASSEMBLY 
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-46 


-52 





PART 
NUMBER 


E1865 


E1870 
E1870-21 


E1870-5 
F1870-23 


E1870-9 
AN365-624 
NAS146-51 
AN960D616 
AN310-4 
AN960D416 
E1090 
AN944-101 
AN365-1032 
AN960D10 
AN3-12A 
E1089 


AN3-5A 
AN960D10 
E1169 


E1168 
NAS51-62 
AN960D1016 
AN2O1KP12A 
E1167 
AN503 -8-4 
E1171 
AN365-428 
AN960D4.16 
E1868 
AN9H4-101 
424-51 
E1871 
9C1-3-15 
E1869 

1511 
NAS221-19 


AN960D10 
AN365-1032 
E1867 
E1086 
E1866 
E1085-3 
E1084 


E1088 
E1088-7 
E1088-3 
E1087 


E1082-5 
SF101-95A16A 
RL24SB7 
RD205SH55L 
RL24SB7 
424-51 

AN944 -101 





AN 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 


Section I! 


Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
JACK ASSEMBLY, Vertical stabilizer folding. . . . . . + + è . Ref 
(see figure 436 for next assembly) 
š BEAM ASSEMBLY, Vertical stabilizer folding jack attaching. . 1 
y . BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. . . . 1 
attaching. 

+ . PIN, Vertical stabilizer folding jack attaching beam. . 1 

š . BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. ... 1 
. attaching beam 

ν + . PIN, Vertical stabilizer folding jack attaching beam. . 1 
° NUT (magnetic inspected). . - 1 

BOLT, Internal wrenching steel 3478: 2} (magnetic inspected). 5 1 
š WASHER. ον, αρ Q: κο, HS S SX UN RU RI. IN CS 2 
š NUT 25.43) eve Ero m SVS ο ea decr ον ο ο we EN T UR 1 
š WASHER. . . M 1 
" GRIP ASSEMBLY, “vertical stabilizer folding Jack handle, e 1 
: FITTING... > š oe κ PECES 1 
" NUT (magnetic inspected). X ED E Oe ores tek aus rk By ee sQ 1 
; WASHER. . + « ie Tes Sat Sani ieee Bo at φ-τᾱ. ce τ; VE TRUE 2 
P BOLT (magnetic " inspected) . š à Qo uta Mee Ses ο. 1 
š ARM ASSEMBLY, Vertical stabilizer folding jack crank. ... . 1 

(magnetic inspected) 

BOLT; o2. «Ὁ es aa verde SS ee ο ο Oe ο 2 

WASHER. . . + š z 4 2 

SHIELD ASSEMBLY, “vertical stabilizer "folding jack handle. š 1 

shaft dust 

š PLATE, Vert stab. folding Jack handle shaft bearing retainer 

RING, External retainer . . . . . + + « + © © e ὁ ο + ww n 

WASHER. τρις 


BEARING, Intermediate duty. ball deep. groove metal shield. 
SPACER, Vertical stabilizer folding jack handle shaft . . 


SCREW... 
SHIELD ASSEMBLY, “vert stab. . folding jack screw "shaft “aust 
NUT (magnetic inspected). Si tate ora Saher e Lanta S (az d ZQ: 


WASHER. . . . 

END ASSEMBLY, Vertical “stabilizer star “fod jack gear case 

» FITTING. « . OPERE ED 

. BEARING, Single ` row `unground radial (NI) ; ; 5 

PIN ASSEMBLY, Vertical stabilizer ο jack attaching. 

. CHAIN, Bead (magnetic inspected) (NA). . . . . + + + . 

SHIM, Vertical stabilizer folding jack thrust A . 

BEARING, Thrust (FAF) . . . . ¿ 

SCREW, Brazier head Phillips recess alloy steel š 
(magnetic Inapectea)” 


.. 5. 9 o9 9 t; 9 9 t9 ὁ 9 ὁ 9$ ο . 


. . . . 
. . © è n 
. PP 


; WASHER. . . + "rA 
κ NUT (magnetic inspected). DT š 
. RING, Vertical stabilizer folding jack. screw "shaft "thrust " 

GEAR, Vertical stabilizer folding Jack. . . . . ira 
š SHAFT, Vertical stabilizer folding jack internal” screw. . . 
. SCREW, Vertical stabilizer folding jack... "Ea . 
š FITTING, Vertical stabilizer folding jack attaching we ral ats, 


(magnetic inspected) 
SHAFT ASSEMBLY, Vertical stabilizer folding jack handle . . 
attaching (magnetic inspected) 
. PIN, Vertical stabilizer folding jack handle attaching . 
(magnetic inspected) 
T . SHAFT, Vertical stabilizer folding jack handle . . . . . 
attaching (magnetic inspected) 
PINION, Vertical stabilizer folding jack . . . . +, + . .- 
(magnetic inspected) 
2 CASE ASSEMBLY, Vertical stabilizer folding Jack gear. 
I . STUD, Two piece locked-in (ROSN) . . . 
. RING, Lock two piece insert 


Š ROSN) . . 
. INSERT, Two piece locked-in (ROSN) . . 
. RING, Lock two piece insert (ROSN . 


BEARING, Single row unground radial (nz) 
FITTING. ο eha es «αν A Be US 


` * c] e 0 9$ t 
4. 0 ο + e 5$ ο 


` ο ot n9 n 
oe ο t n 


Fp FNP RPE nn ο RR 


ΡΟ Pr 
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H-175-53-47 





FIGURE 441 - WING HYDRAULIC PIN PULLING CYLINDER ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
441 E1156 CYLINDER ASSEMBLY, Hydraulic wing pin pulling . . . . . . . . + . Ref 
(see figure 438 for next assembly) 
-1 E1163 n FITTING, Hydraulic wing pin pulling cylinder rod. . . . . . ο 1 
-2 AN316-8R . NUT CLTC ee ee, ee ey ee oP eee WBS νον ώς 1 
-3 TR2-10D š RETAINER, Gland (ΝΑ). . .................... 1 
-4 AN6231-1 5 WIPER 5$ SU νο ο ce E ο ος Vl calci ate SG cece qa q ο. 1 
-5 2W1ALP33-29-64 + WASHER, Plain (NA). s s-e e « cee moè s y èns ο o ss 1 
-6 AN6232C2 . FEDT i304 ο 9 a eet ο cm "as e Im des T ὅν o. των Ver Dal Ὅς lel De. D 1 
-7 7R3-10D : RETAINER, Rod "0" ring (ΝΑ). . . . . . Mq pp 1 
-8 AN6227-10 . PACKING $e x 084 Qo elle τε. e ve thi drca sce le de C verias L 
-9 AN6246-10 £. UBING. e rat fa: οὔ, ο at W vere de ue se evict hae venu: ce By tee we ὅτῳ cg ^ «Ὁ 
-10 AN6244-2 . RING. . . s . š vs an qM ο ο ο at Ha WK νο ο 2 
-11 AN6230-2 - GASKET o μα n sl ena Suse ο AS T Te ο owe, EINE eee ο. ὦ DR 1 
-12 E1157 P END, Hydraulic wing pin pulling cylinder. . . . . . . . + + . 1 
-13 E1158 » NUT, Hydraulic wing pin pulling cylinder jam. . . . . . . . + 2 
-14 E1160 * HEAD, Hydraulic wing pin pulling cylinder . . . . . . . + . . 1 
-15 E1161 A SLEEVE, Hydraulic wing pin pulling cylinder . . . . . . . . . 1 
-16 AN6246-22 so ARING isce D ων... O BUA aoar O 
-17 AN6227-22 ° PACKING: 2 arial a «δις 1 set te. oo. va E a Q. AD eine! series κό κος 2 
-18 E1162 : PISTON ASSEMBLY, Hydraulic wing pin pulling cylinder. . . . . qi 
I (magnetic inspected) 
-19 F1159 * CYLINDER, Hydraulic wing pin pulling. . . s s e . e e + , <, 1 
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AN 01-60AABA-4 Group Assembly Parts List 
LOOSE EQUIPMENT (Cont) ` 


H-175-53-46 





FIGURE 442 - WING FOLDING HYDRAULIC CYLINDER ASSEMBLY 





FIGURE & PART j UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


442 E1144 CYLINDER ASSEMBLY, Hydraulic wing folding . . . e + + + + + + + +. Ref 
(see figure 138 for next assembly 


-17 AN6232 -4 -3-8 FELT. . . 


-18 TR3-23D RETAINER, Rod "O" ring (NA) 


-1 E1152 BRACKET ASSEMBLY, Hydraulic wing folding cylinder . < 
-2 E1152-11 BRACKET ASSEMBLY, Hydraulic wing folding cylinder . $ 
-3 AN365-1032 NUT . . + + +s s s s s o s s s s om s ο: 5 5 m ° ° on . 
-4 AN960-10 WASHER. . . . e + . s e s s a . m + s s s 9 < n ng n9 ç 
-5 NAS221-12 SCREW, Brazier head Phillips recess alloy steel . . . 
-6 E1151 BEARING ASSEMBLY, Hydraulic wing folding cylinder . a 
-T NAS77-12-53 . BUSHING, Flanged press fit steel . . . . . +. + + 2 
-8 E1153 NUT, Hydraulic wing folding cylinder rod check. A " 
-9 E1146 HEAD, Hydraulic wing folding cylinder . . . . . +. + z 
-10 E1149 SLEEVE, Hydraulic wing folding cylinder. . [es . 
-11 AN6246-42 RING; 6e U doo A e (Ὁ ην e Se; Φος . " 
-12 AN6227-42 PACKING . . e e ese + + s * + o oo . . . 
-13 E1150 NUT, Hydraulic wing folding cylinder A M 
-14 7R2-23D RETAINER, Gland (NA). . . . +. +. +» + , 
-15 AN6231-13 WIPER . . « - + +s eer + ee ot on š 
-16 2W1ALP81-53-64 WASHER, Plain (NA). . . . + + ° + a 


-19 AN6246-23 RING. 4 v € £6 € 9 ee 


Que + s + + t ο ο n 


END ASSEMBLY, Hydraulic wing folding cylin 


. + s 9 s s t] q s s 9] 1 1 t 


+ ° Fie s ο . 0 t] o ° 9 


ev va. I eo ο AI CU. URSUS OM 5 a lA 
ο αρ X doce. c ole Des. φον ob ὁ AU aW 6) ἐν. ee IR ὁ 
PME E M 
— ο ο E ο ο ELM EE I See 
PRR E im IO HE B μ’ RUND) PEP jS jS I ES FO FRPP HEN O e£ 


aj 


-20 AN6227 -23 PACKING . . . + + + © © © © © * oo . . 
-21 E1150 NUT, Hydraulic wing folding cylinder. . . 
-22 E1602 * e z . 
-23 NAS77-8-37 . BUSHING, Flanged press fit steel . . i a : 
-24 AN6244-19 RING; S 4 o0 x09 9.05€ 9m A ee è : 
-25 AN6230-19 GASKET, . Q ο aci cA E Ὁ ον mou ms o en (5 " 
-26 E1147 PISTON ASSEMBLY, Hydraulic wing folding cylinder. . . 
-27 E1148 CYLINDER, Hydraulic wing folding (magnetic inspecte . 
-28 E1562 * BUSHING, Hydraulic wing fold cylinder piston rod. . : 
-29 AN6227 -29 = PACKING ¿ç z - S w dw 0€ ο. Ee ᾱ, το. [esi em ϱ Use 5 . 


* E1602 together with E1562 and AN6227-29 supersedes E1145 
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H-175-73-19 


FIGURE 443 - LH AND RH CAMERA STATION 1A AND 1B CAMERA MOUNT ADAPTER ASSEMBLY 
790 


WD i 











AN 01-60AABA-4 
LOOSE EQUIPMENT (Cont) 


Section 1l 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
443 175-73117-1 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount LH. . . . Ref 

(see figure 436 for next assembly) 
175-73117-2 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount RH. . . . Ref 
; : (see figure 436 for next assembly) 
-1 175-73118-1 > YOKE ASSEMBLY, Camera station 1A and 1B adapter LH. . . . + + 1 
175-73118-2 » YOKE ASSEMBLY, Camera.station 1A and 1B adapter ΠΗ... . . + 1 
-2 175-73119-1 2 SUPPORT ASSEMBLY, Camera station 1A and 1B camera mount . . . 1 
forward trunnion LH 
175-73119-2 SUPPORT ASSEMBLY, Camera station 1A and 1B camera mount... 1 
forward trunnion RH 
-3 175-73121-1 . CLAMP ASSY, Camera sta 1A and 1B camera mount camera trun. 2 
LH (See index No. 26 through 33 for breakdown) 
175-73121-2 " 3 CLAMP ASSY, Camera sta 1A and 1B camera mount camera trun. 2 
y RH (see index No. 26 through 33 for breakdown) 
-4 175-73119-3 2 . PLATE, Support assembly camera station 1A and 1B camera. . 1 
mount forward trunnion 
-5 AN365 428 ο μμ μυ ca σι p eee ο το ο 
-6 ΑΝΟΘΟΡΗ16 ç . WASHER . . . + ο ο ο ο ror EE 4 
-7 AN509-416R24 ç SCREW ssc 262 epee Woo cm A a a “Ὁ 
-8 AN4~7A . BOLT. QUA ο sec eines C hel fle? Nem Ye. ^I cee Se λῷ ie ESE tel Ser Mey Q9. Ημ 2 
-9 AN960D416 . WASHER. . . s: S Ix 2 
-10 175-73120 P STRUT ASSEMBLY, Camera station 1A and 1B camera mount . . . . 2 
adapter 
-11 AN24-18 5 BOLT. s ο Qm e del ASA ΟΕ. ΝΙΝ ας 4 
-12 AN320-4 v» NU A a a a ree, Db 
-13 175-73269 " FITTING, Camera station 1A and 1B camera mount adapter. . . . 2 
horizontal adjustment : 
-14 175-73130 5 GUIDE, Camera station 1A and 1B camera mount adapter. . . « . 2 
indexing pin 
A2850-064 . .CLIP, Tubular (TIN) . A 2 
-15 175-73264 * PIN ASSEMBLY, Camera station 1A and in’ camera mount adapter " 2 
depression angle indexing . 
-16 9C1-3-6 . . CHAIN, Bead (λος. uccisi N14 ui SoU iat Noh cte tuus S Cay ο pA e. wes ο 1 
-17 AN4-10A » BOLT. . ... š ἕῳ 2 
-18 175-73131 P LOCK, Camera station 1A and 18 camera mount horizontal. e «0 
adjustment 
-19 175-73271 A HANDLE ASSEMBLY, Camera station 1A and 1B camera mount. . . . 2 
trunnion clamp 
-20 175-73128-1 . BRACKET ASSEMBLY, Camera station lA and 1B case 12" and 20" . 1 
camera trunnion support LH 
175-73128-2 . BRACKET ASSEMBLY, Camera station 1A and 1B case 12" and 20". 1 
camera trunnion support RH 
-21 AN365-428 s NUT ος ὃς o y ο m. η V δν Um lee Ie e Mey ier ce 8 
-22 AN960D4 16 ; WASHER. . +. + . ARA ἂν wy imos de at ee: ea LO 
-23 AN4-23A š BOLT; ο ο ο a sm, a ο ο ο O G ο ο 1 
-24 AN4-24A e BOLT s see A ; — ο ο ο” ο. 1 
-25 AN509-416R22 š SCREW. . . . . . š ers EOD NE ie 6 
-26 175-73121-1 š CLAMP ASSEMBLY, Camera station 1A and 1B camera mount camera. 3 
trunnion LH 
175-73121-2 " CLAMP ASSEMBLY, Camera station 1A and 1B camera mount camera. 3 
trunnion RH 
-27 175-73123-1 š - BASE ASSEMBLY, Camera station 1A and 1B camera mount... 1 
camera trunnion clamp LH 
175-73123-2 a . BASE ASSEMBLY, Camera station 1A and 1B camera mount . . . 1 
camera trunnion clamp RH 
-28 RD206SH6.5L i + + INSERT, Rosan two piece locked in insert internal . . . 1 
threaded type (ROSN) 
-29 RL28SB8 A + . RING, Rosan two piece locked in insert internal . . ... 1 
threaded type (ROSN) 
-30 175-73122 Š - LOCK, Camera station 1A and 1B camera mount camera .... 1 
trunnion clamp 
-31 NAS144 -4 s . BOLT, Internal wrenching steel 1/329. A Bowie: Fonte: ce 1 
-32 NAS184 -4 -8A P , STUD, Fine thread. . . . η 1 
-33 175-73271 n . HANDLE ASSEMBLY, Camera station 1A and 1B camera . . «Rd 1 





mount trunnion clamp 
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LOOSE EQUIPMENT (Cont) 








H-175-73 -18 


FIGURE 444 - CAMERA MOUNTING AND CLAMP RINGS 
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ΑΝ Group Assembly Parts List 
LOOSE EQUIPMENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
444 CAMERA MOUNTING AND CLAMP RINGS 

175-73105-3 . RING ASSEMBLY, CA8 camera mounting complete. . . . . . . . . Ref 

(see figure 436 for next assembly) 
175-73105-5 . RING ASSEMBLY, CA8 camera mounting complete. .-. . . . . . + Ref 

(see figure 436 for next assembly) 
-1 175-73107 . . RING ASSEMBLY, eae camera mounting. ο τᾶν S ai δρ. cay aan 1 
-2 RL28SB8 . . . RING (ROSN). νη os cet s aie cb DeL Tee e T NE Ue 2 
-3 RD206SH6 -5L e « «+ INSERT (ROSN). ese vi ei ον Ke νι eh! as ὅν, kabet pe 2 
-4 NAS183-4-9A . . . STUD, Coarse thread. s š; ag š š 2 
-5 175-73166 . . HANDLE ASSEMBLY, CA8 camera clamping ring trunnion clamp. 1 
-6 175-73271 . . HANDLE ASSEMBLY, Camera station 1A and 1B camera mount. . 1 

trunnion clamp 
-7 NAS144-14 . . BOLT, Internal wrenching steel. . . . s + + + + + s eee 2 
-8 1175-73122 . . LOCK, Camera station lA and 1B camera mount camera. . . . 2 
trunnion clamp 

-9 7-0612-2 . . PIN, Dowl ee nee on 175-73105-3 es SUE RE Wo ees 2 
-10 7-0612-2 5 . PIN, Dowl (DUC used on 175-73105-5 only). . . . . + + < 2 
-11 175-73165-3 Sc NAMEPLATE, Camera station No. 1 CA8 camera mounting . . + 1 

: ring (used on 175-73105-3 only) 
175-73165-5 + . NAMEPLATE, Camera station No. 1 CA8 camera mounting . . . 1 

ring (used on 175-73105-5 only) 
-12 AN535-2-4 ë SCREW.. . . ο ο ο REPORTE 4 
175-73106 . RING ASSEMBLY, nc camera clamp (see fig. 436 for next assy) Ref 
-13 175-73106 -3 + . HALF RING, K17C camera clamp. +. . οποιο a eee Fa) DM 1 
-14 175-73106-5 à . HALF RING, K17C camera clamp. +. +. +. +. + + + © + * + ο 1 
-15 AN310-4 et. «ο NUT 220. ani μι Nal up cu 2e" War «λος ιδ Me, ten 40) “ο, «ὦ wat lat id Z Vue a: N 2 
-16 AN960D416 A + WASHER... + E E A 4 
-17 2W1-20-28-40 ` 1 WASHER; Plain (NA). αλ νε, 2 
-18 175-73132-1 . . LOCK ASSEMBLY, Camera clamping ring ο 1€ 98957 AR $ 2 
-19 ANH -51 sow ο Whereas i-e: UR ο C. Sa Ses DS eee: πας 2 
-20 7-0612-2 . ΕΙΝ (DUC).... "MR Sas A ὃν es SS: es 2 
175-73167-3 + + NAMEPLATE, K17C camera ‘clamp, EE" CAN MIENNE 1 
AN535-2-4 e ον “SCREW ... a W^ wa wem ο ο ter ie, Hel va 4 
175-73108 . RING ASSEMBLY, T11 camera “clamp (see fig. 436 for next assy) Ref 
-21 175-73108-3 . . HALF RING, ΤΙ1 camera clamp ....... + + + + * ° . ° 1 
-22 175-73108-5 . . HALF RING, Tll camera clamp . . . .. + + + + + ee eee 1 
-23 AN310-4 wow σα ο ο lee pes Aie] ο ο es ον ο Cee ο eth βλ Q 2 
-24 AN960D416 + . WASHER... ο ο iow Ra qari ου. 4 
-25 2W1-20-28-40 + . WASHER, Plain (NA). e. τῳ EU enn ο ο E cance 2 
-26 175-73132-1 . . LOCK ASSEMBLY, Camera clamping PING 5.090€» Go ο, ον 2 
-27 ANY-51 BO al tor so SS a Ωμ νο is ο... 2 
-28 7-0612-2 . . PIN (DUC). SUR ler Te Up “ha fa) ὃν Aas e τα. Ve? ο 2 
175-73167-5 | 1 NAMEPLATE, Tll camera clamp... . Goio iliiou. 1 
AN535-2-4 sl “SCREW ο κο ο las sige y de De qu τα Low iat E e le ta ce ers 4 
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FIGURE 445 - CAMERA ACCESSORIES 





AN 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 
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Group Assembly Parts List 


M Llu... — —À— —— ————————— 
FIGURE & 


INDEX NUMBER 


145 


-10 
-11 
-12 
-13 
-14 





PART 


175-73210 
175-73170 
No Number 


153-73105 
153-73109 
AN315-4R 
AN936A416 
2W1C16-24-64 
153-73106 
B57 
153-73107 
AN365-428 
ANQ60-416L 
AN4-7A 
153-73108 
AN365-428 
483-416-24 
ANI -14A 
153-731240 
153-73215 
153-73215-9 
AN365-1032 
AN42-3 
NAS43C3-74 
AN3-16A 
153-73217 
AN393-9 
AN393-17 
AN393-13 
153-73215-3 
153-731237 
153-73216-9 
153-73216-7 
153-73215-7 
153-73215-5 
175-73213 


635-1 
153-731234 


635-1 
153-731236 


635-1 

-2 
175-73197 
175-731124 
175-73196 
175-73196-3 
175-73196-7 


AN253-2-250 
175-53008 
AN365-1032 
AN960D10 
AN3-20A 
175-13127-1 
175-73127-2 
688-3-14FR 
175-73506 


AN505-6R10 
AN960D6 
AN365-632 


. AN7006-1 


1 


2 3 4 5 6 7 


NOMENCLATURE 


LOOSE EQUIPMENT INSTALLATION (see figure 436 for additional 


ry 


breakdown) 


HOIST INSTALLATION, Camera (see figure 436 for next assembly) 
HOIST ASSEMBLY, Camera (see. figure 436 for next assembly) 


HOIST, 1/4 ton capacity "Mighty Midget" with 84 in. 
(Utilities Supply Co. 

TROLLEY ASSEMBLY, Camera hoist (see figure 424 for next 
BRACKET ASSEMBLY, Camera hoist trolley popan E UE 
NUT. e cece ο ee o os Se Noia 

. WASHER. . ο ο ο TE 

. WASHER, Plain (NA) . i 2 ae 
ROLLER ASSEMBLY, Camera “hoist troi1ey. 

BEARING, Needle type DC (TOR) . . 
SHAFT, Camera hojst roller . . . . + 
NUT 4 ç 
WASHER a: uos Elo RUEDA OU E oe oo 
BOUT ¿ e 
BRACKET, Camera hoist “trolley lower. Abies ei, Pa 
NUT. . "cu owe ee ἐς Cus vel m 
SPACER, “Bolt (NA). $eceioa Soe de ED ο EIS en A Wow 
BOLT 4 . 4 « 

LOCK ASSEMBLY, Camera “hoist “trolley "friction y 


SLING ASSEMBLY, Camera hoist (see fig 436 for — 


SPREADER BAR, Sling ad camera hoist. . 
NUT < τος oe eue — κ EE 


BOLT... NR Re cred ο ids ie! CE ο. 
SPACER, Screw. and “bolt ον OR A a tk ον 
BOLT... 
BLOCK, Camera hoist. sling. “Bl planer cable “attaching. 
PIN: Z wu 49e lesus "m ç e 
PTNZ mde A ο ο WQ ο ο ο. 
PIN dere. ἐς, τε αὶ κά’ το e 
PLATE, Sling assembly. camera hoist ο Ter el fes (aE AQ 
. LINK, Camera hoist sling Bl planer cable attaching . 
. CABLE ASSEMBLY, Camera hoist sling ......... 
CABLE ASSEMBLY, Camera hoist sling . . . . +. + í 


. FITTING, Sling assembly camera hoist ........ 
FITTING, Sling assembly camera hoist ...... $ 
STRAP ASSEMBLY, Camera trunnion hoist sling.. . . + + 
(see figure 436 for next .assembly) 
. BUCKLE (na). EPIS 
STRAP ASSEMBLY, Camera "horizontal carrying. AR Re ae ᾱ 
(see figure 436 for next assembly) 
BUCKLE (NJ). . . 
STRAP ASSEMBLY, Camera "All magazine carrying. dna th, ol ος 
(see figure 436 for next assembly) 
+. BUCKLE (NJ). ..... Se er a US ο... 
RING (NJ). . ee Ary. diss cary ὁ 
TRUNNION, Type K38 ` aircraft camera "body a" 
(see figure 436 for next assembly) 
SUPPORT, Forward oblique A10 camera mount upper steady. 
(see figure 436 for next assembly) 
SUPPORT ASSEMBLY, Type A10 camera lens cone . . . + + 
(see figure 436 for next assembly) 
BRACKET ASSEMBLY, Support assembly type A10 camera . 
lens cone 
DOOR ASSEMBLY, Support assembiy type A10 camera . 
lens cone 


` . . . 


» ΡΝ..... oe o. ο on . 
« >» SPRING, Navigator map and data case cover . . 
NUT. X^ Lx € oce UE ᾱ wo» κ.α 6.9 ^ o Αι 3 . 
WASHER . a e èo 9 « © ο: ee «9 0... . . 
BOLT... . .. š 


. SUPPORT, Type “alo camera lens. cone Re do ας ae Se š 

. SUPPORT, Type A10 camera lens cone . . "P 
STRAP ASSEMBLY, Harness bolt type (AP) . ; ὑπο 

SUPPORT ASSEMBLY, Type K37 camera shutter trip “unit a 


oe ae 
. 9 ο 


chain. 


assy) 


%* 9 + ὁ s + ο < ° n ng 


` 9 + + t! ng] 


5 + + + + + + 9 n9 


oe ewe 


ee eee 


UNITS USEABLE ON 
PER ASSY. CODE 
1 print 
1 
1 


+ ro) Pr PR E rir = 


= 


m 
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FIGURE 446 - FUEL BOMB BAY DROP TANK INSTALLATION ——— — 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146 175-48404 TANK INSTALLATION, Fuel bomb bay drop . . . . . . - . . . . . . Ref 
(see figure 447 for next assembly) 
-1 AN6264-8D20 A HOSE: ASSEMBLY. as. ae a a K See Hr lev ae S ο) ο ae Ὁ 2 
-2 ANHHHA . BOLTZ^ 4 x νῷ κῶν ο; 87118. 18 eh es d. Roo e χα. Sp DAE ee ABS Ge de e Ret 52 
-3 ANHH3A 3 BOUES see Z a w ος a we a wy. a) Ua ο CsU tree κος 4 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

E WASHER. . . s.v deris "να 152 

-5 175-48479 . FITTING, Fuel bomb “bay “drop tank probe “grain. Soa) oes 2 
-6 175-48491 κ FITTING ASSEMBLY, Fuel bomb bay tank probe support. . . . . 2 
-7 AN4H5A JC {BOLTS o: 2S v nes” Ze sa Cap robs eno Sah? CoS, Nee m ait Ga oe CASA torr, pa, Nee Soe dogs Yag . . 104 
-8 AN815-8D v UNION S AR 7.9 A AA k a a ROSE T š 2 
-9 AF934-13 . PACKING . . . . + τὸ — tla -ᾱ 2 
-10 1175-51019 » BRACKET ASSEMBLY, Fuel “probe instrument support ε.α, Oe AA 2 
-11 157-51097 š . GROMMET, Fuel probe instrument support . . . . . . a s + . 2 
-12 AN365-1032 vo ANUT S. eae ue c ο πο S. S HL e IR Sende VEL ee Q Se de vr . 8 
-13 AN960D10 © ene oe ο ο ο... 
-14 AF934 -5 F PACKING .... eee SO es 8 
-15 175-48195 š BOLT, Wing outer panel fuel tank vent line support. : 2: Ce 4 
-16 175-48802-7 5 ΓΙΝΕ ASSEMBLY, Fuel bomb bay drop tank climb vent balance MES 1 
-17 3H2-16-20 š HOSE (NA) . ο ο ο να ο ών 2 
-18 163-48261 , GASKET, Fuel "wing celis front spar “vent fitting . ae 1 
-19 175-48498 š FITTING, Fuel bomb bay drop tank dive vent balance. . . ee 1 
-20 ΑΝΠΗΤΑ 2s BOLT. . . . es δν ο ιο Ὁ 
-21 175-48498 4 FITTING, Fuel bomb "pay drop tank dive vent "balance. et Sei Car <2 T 
-22 165-48299 E GASKET, Fuel cell wing outer panel access door. . ολο δρ < 1 
-23 175-48495 A DOOR ASSEMBLY, Fuel bomb bay drop tank access . . . ae 1 
-24 AN507C1032R8 š « “SCREW. ο - e Am é Ka 2 
-25 175-48495-5 : . RING, Door assembly fuel bomb bay drop tank access . . . . 1 
-26 GRA200-6T32 i ` FLANGE (NEUS). > aw ee ΤΝ 1 
-27 175-48474 š . GASKET, Fuel bomb "bày drop tank climb vent balance ao m: Ui. 2 
175-48027-1 FILLER ASSEMBLY, Fuel bomb bay drop tank, . . . e . s . . + . 1 

-28 175-48630 š . PIN, Bomb drop tank check valve hinge. . . . . . a ost na 1 
-29 ` 175-48628 J +. SPRING, Fuel bomb bay drop tank check valve. ....... 1 
-30 175-48627 A +. VALVE ASSEMBLY, Fuel bomb bay drop tank filler check... 1 
-31 175-48624 ; . FITTING, Fuel bomb bay, drop tank filler. ......... 1 
-32 AF931 -40 A . PACKING. . . + AR ο Se ο OSs 1 
-33 175-18626 ^ - WASHER, Fuel bomb “bay drop tank "filler decem a SIE 1 
-34 175-48622 $ . NUT, Fuel.bomb bay drop tank filler. . . . . . , + + + + x T 
-35 175-48623 š . TUBE, Fuel bomb bay drop tank filler , . . . . + . . + + x 1 
-36 AN737RM107 n « CLAMP, © . w a . ο ο. 9 
-37 175-484101 : . BELLOWS, Fuel bomb bay drop tank filler assembly 7 EUN 1 
-38 175-48497 ; . FILLER ASSEMBLY, Fuel bomb bay drop tank . . . . . So, fe 1 

ATTACHING PARTS 
AN3-7A Ὁ. δα BOM EE EDT. 
AN960D10L =: Q ter” ue WASHER: era oc 96€ W eat woe a Sl yes TO etes ow. O 
--2*--- 

175-48606 ; + . CAP ASSEMBLY, Fuel bomb bay drop tank filler. . . . . . 1 
175-48608 s . . GASKET, Fuel bomb bay drop tank filler cap assembly . . 2 
175-48496 * + . RING, Fuel bomb bay tank filler... Wl gto 1 
175-48494 : : FLANGE ASSEMBLY, Fuel bomb bay drop: tank filler. . . . 1 

-39 175-48802-9 N LINE ASSEMBLY, Fuel bomb bay arop tank dive vent balance. . . 1 
-40 3H2-16-20 A HOSE (NA) . . . . . . . 2 
-41 175-48498 ; FITTING, Fuel bomb "bày drop tank dive vent "balance. ie oy 2 
-42 175-48489 N FITTING ASSEMBLY, Fuel bomb bay drop tank rear pump outlet. . 1 
-43 TF51300-6 A BOOSTER PUMP, Variable pressure submerged (TP). . . . ; 1 
-44 175-48473 ‘ SUPPORT ASSEMBLY, Fuel bomb bay drop tank pump to pump "iine + 1 
-45 175-48195 è . BOLT, Wing outer panel fuel tank vent line support . . . . 1 
-46 175-48806 P LINE ASSEMBLY, Fuel bomb bay tank pump to pump. ....... 1 
-47 AF9314-23 ç PACKING è ¿ ¿+ 4 erea E 1 
-48 175-48476 à FITTING ASSEMBLY, ‘Fuel bomb bay drop tank front pump. p 1 
-49 1111-516720 .  . VALVE OVERALL CHECK, Swing flanged size 24 (PA). EM 1 
-50 175-484 75 GASKET, Fuel bomb bay drop tank from. pump housing assembly 2 
-51 175-48477 P HOUSING ASSEMBLY, Fuel bomb bay drop tank front pump . . . 1 
-52 1111-516721 .  . VALVE OVERALL CHECK, Swing flanged size 24 (PA). . . . ... 1 
-53 AN960D416L . 5 WASHER. 4 "ej. oe D» og» ues es dre loss y. Te, cel eR pe ο E xw ues s mw B 
-54 AN924 -4D * NUT . ... SS uid etre ο ο... 2 
-55 TF51300-6 ; BOOSTER PUMP, Variable pressure submerged (TP). ἀνε δν achat Us. ων 1 
-56 175-48802-5 ç LINE ASSEMBLY, Fuel bomb bay drop tank pump to cell ..... 1 
-57 1175-48488 : FITTING, Fuel bomb bay drop tank outlet . . . . . . V κοῦ 1 
-58 AN837 -20D s ELBOW Ες ç Ὅρος Ye τα, MUR Vm oec Te INDIES iw. Se be Get Be aor 
-59 AF934-27 7 PACKING .... ὦν adn 1 
-60 175-48485 E LINE ASSEMBLY, Fuel bomb “bay drop tank dive vent check. . . . 1 
-61 175-48485-5 a GASKET, Fuel bomb bay drop tank dive vent check . . rd gg 1 
-62 AN365-1032 a Ha o MEC A eee lg ee. +Š 
-63 AN960D10 n ο ae oe SOU SLM SQL LEM" 
-64 AN520-10R10 š . SCREW. ... η 3 
-65 Νο Number . . VALVE ASSEMBLY, “Fuel bomb "bày tank dive vent check (PA). . 1 

DIS design dede No. 175-948409) 
-66 AN365-1032 a ΝΤ... "EX EE ο NE ν΄ s 3 
-67 175-48195 ë BOLT, Wing outer pànel “fuel tank vent line support. . Da 3 
-68 AN960D10 a! MASHER. ες τὸ. fel ο τὰς Ges Lal tos le URS RD EU BL, be Bee sep be ad ode n e i» 3 
-69 AN833-1BD ë.” JEBBOWOQI Zt; sey ie rop re Me ces ELS u s YO cete 1 
-70 AF934-7 š PACKING. ... ^ Poy ber soe b 3 
-71 175-48802-27 E LINE ASSEMBLY, Fuel bomb bày drop tank punp to pump seal drain 1 
-72 AN934 -4D " TEE . 1 
-73 175-48802-29 : LINE ASSEMBLY, “Fuel bomb “bay “drop tank pump to "puli- away "seal 1 
-74 24242 ` VALVE ASSEMBLY (KOE). ar ο Tce ARAS Sew ERIS UN UE 
-75 175-48478 p FITTING, Fuel bomb bay drop defuel valve. . ; ; . . "νης 1 
-76 175-48483 N FITTING, Fuel bomb bay tank sump drain. . . . s e . .. . .. 1 
-77 K83501-1 i DRAIN VALVE, 7/16-20 straight thread (KOE). . . . . . . . . . 1 
-78 175-48403 i CELL ASSEMBLY, Fuel bomb bay drop . . . . . . . + , + + , + x 1 
——— ———————————————————— l ii ii ll S 
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Group Assembly Parts List 


AN O1-60AABA-l 
LOOSE EQUIPMENT (Cont) 








H-175-48-2B 
FIGURE 447 - FUSELAGE BOMB BAY DROP TANK INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
T 175-408501 TANK INSTALLATION, Fuselage bomb bay drop . . . . . . . . . . e . Ref 
(sée figure 436 for next assembly 
-1 175-48522 6 NUT, Fuselage bomb bay drop tank sway brace upper end . . η 1 
-2 175-48513 x WASHER, Fuselage bomb bay drop fuel tank support bolt . . š 1 
-3 175-48521 A BOLT, Fuselage bomb bay drop tank sway brace upper end. . S 1 
-4 175-48502 „s~ : CONTAINER ASSEMBLY, Fuselage bomb bay drop fuel tank. . . . . 1 
-5 175-48506-1 š + FITTING ASSEMBLY, Fuselage bomb bay drop fuel tank aft . . 1 
drag LH 
175-48506-2 a + FITTING ASSEMBLY, Fuselage bomb bay drop fuel tank aft .. 1 
drag RH 
-6 175-48507 n + ΕΙΝ, Fuselage bomb bay drop fuel tank aft drag fitting. 1 
-7 175-48511 e FITTING, Fuselage bomb bay drop fuel tank support. . . . . 1 
-8 175-48512 s . ROD, Fuselage bomb bay drop fuel tank support. . . . . . . 2 
-9 AN398-43 s ντ. 9 7. 29 ov. woo ce velie arce cer os ` Q 
-10 AN960D816 . š +> WASHERS > e eh κ. dde Yak ο e ee eee ar Qa lecce wt es. «Ὁ 
-11 AN365-820 B s NU woo S 9. οσο ee ios ey be DI 4-1 o e ὦ. c oA O iE 2 
-12 AN8-21A' á z a BOLT u.s - el ο D SO ah Ae ce A a O A SQ 2 
-13 175-48504 z . FITTING, Fuselage bomb bay drop fuel tank support rod. . . 4 
attaching 
-14 175-48541 2 + FITTING, Fuselage bomb bay drop fuel tank sway brace . . . 1 
attaching LH 
-15 AN397-29 x A CI ΙΙΙ, a a a ΙΙ νη 2 
-16 AN960D716 . + WASHER 2... s s q s s sc s s s s sea f n ew we 4 
-17 175-48505 5 + FITTING, Fuselage bomb bay drop fuel tank sway brace . . . 1 
upper end 
-18 175-48508 . . ‘TUBE ASSEMBLY, Fuselage bomb bay drop fuel tank sway brace  ? 
-19 175-48509 : + + FITTING, Fuselage bomb bay drop fuel tank sway. . . . . 1 
$ brace lower end 
-20 .175-18510 2 + + FITTING, Fuselage bomb bay drop fuel tank sway. . . . . 1 
: brace upper end 
-21 AN365-1032 . ; $i NUTA CIV onis Y I tan IR eee oe I aE e tv, dap etd EPI pag 2 
-22 AN960D10 ç s ὧν WASHERS a 03e etg oe ς᾽ cas ids a te, wees Ne Mirae a T ai νε 2 
-23 AN3-20A A z^ BOLT: uj e ο et qa ο a ο ek h alt ita E 2 
183-54126 š WIRING INSTALLATION, Electrical bomb bay ruel drop tank. . 1 
-2h 9C1-3-22 + + . CHAIN, Safety (ΝΑ).........-........ 1 
175-48404 - + TANK INSTALLATION, Fuel bomb bay drop. . . . . . Ref 
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(see figure HH6 for detail breakdown) 

















Section [| 
Group Assembly Parts List 


ΑΝ O1-60AABA-4 


SYSTEMS 
r 
Index No. i Nomenclature Figure No. 
1. 7-33 ENGINE FUEL SYSTEM |. . . . , + + + + 393 T 
2 J-33 ENGINE FUEL FILTER  . . . . + + + + + 393 V 
3 EXTERNAL DROP TANK ... . . . +... t. 21 
4 FUEL AND AIR LINES WOP . . . Mater. LT 
5 WCS DROP TANK FUEL AND AIR LINES . . . . . 18 
6 FRONT FUSELAGE FUEL AND AIR LINES . . . . . 18 
1 FUSELAGE FUEL SYSTEM . . .. D 
8 R-2800 FUEL SYSTEM .. . ο . . . . . . » 410 





H-175-48-40 





FIGURE 448 - FUEL SYSTEM 
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Section 1i 


-GOAABA-li 
Group Assembly Parts List ia 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
` 
1 REMOTE COMPASS TRANSMITTER . , | . S£ ws 31 
2 PILOTS INSTRUMENTS PANEL , . . . ` ` ! +. 162 
3 AMPLIFIER, Auto-pilot. HM M EE ΒΩ 
4 ADAPTER COMPASS, Auto-pilot. . ο | . . 159 
5 JUNCTION BOX, Auto-pilot . . . |. ` * . 159 
6 AMPLIFIER, Auto-pilot. . . ` ` Bie eas ο wv ¿159 
T AMPLIFIER, Auto-pilot. Pins: Cn ας Meo gn tes) 159 
8 PHOTO TECHNICIANS INSTRUMENTS PANEL. . . . 159 
9 PHOTO RECORDER . . $t dece 9.7» fe ju τῷ. ῳ- cos 350 
10 RUDDER BOOST PRESSURE TRANSMITTER. | +. . 167 
11 ELEVATOR BOOST PRESSURE TRANSMITTER, | | . 167 
12 WATER INJECTION PRESSURE GAGE. . . . . . 33 
13 POWER PLANT INSTRUMENTS. . . ; ` ` | "we. 412 
14 FUSELAGE FUEL QUANTITY GAGE. . . . . . . . 160 
15 FUEL QUANTITY GAGE SYSTEM. . . . . . . . . 32 
16 JET ENGINE EQUIPMENT , . . . . . ` . 2 390 





H-175-51-24 


FIGURE 449 - INSTRUMENT SYSTEM 





Index No. Nomenclature Figure No. 
1 FORWARD FUSELAGE SURFACE CONTROL aia 168 
2 FUSELAGE FRONT SECONDARY SURFACE CONTROLS. 176 
3 FUSELAGE FRONT SECONDARY RH SIDE AND . . . 177 

CATAPULT HOOK SECONDARY CONTROLS 
4 FUSELAGE INTERMEDIATE SECTION SURFACE. . . 179 

CONTROLS i 
5 FUSELAGE REAR SECTION SURFACE CONTROLS . . 184 
6 OUTBOARD WING PANELS SURFACE CONTROLS. . . 38 
7 AILERON OUTBOARD WING BREAK CONTROL. . . . 39 
8 WING CENTER PANEL SURFACE CONTROLS . . . . 40 
9 AILERON CONTROL WING BREAK INBOARD HORN. . 41 
10 DROP TANK RELEASE, "m site? «euis (250 
11 PARKING BRAKE. + . š sks) ow 76 
12 ARRESTING HOOK . . . . . . . . aria? Seo des. LTT 
13 AUTOMATIC PILOT RELEASE. . . " 2c. ce TO 
14 CONTROL LOCK . . . +. +. +. +. + š ja Db 
15 CATAPULT HOLDBACK. . . bal ee WM ewe 369 
16 TIP TANK RELEASE . * š $ ee ας ως 2180 
17 FLAP DRIVE... . . A . zcv. v IBI 


AN 01-60AABA-4 
SYSTEMS (Cont) 


Section || 


Group Assembly Parts List 








FIGURE 450 - SURFACE AND SECONDARY CONTROLS SYSTEM 


H-175-52-26 
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Section || 


i - -h 
Group Assembly Parts List ΑΝ 01-GOAABA 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 QUADRANT ecc Se ee GB 
2 ENGINE THROTTLE CATAPULT . . . . .. vhs 407 
3 SYNCHRONIZER CONTROL UNIT TWO ENGINE + 409 
LIMITED RANGE 
4 ENGINE CONTROL NACELLE FIREWALL CLUSTER : 407 
5 JET ENGINE CONTROL ROD . . . . . . = 3 407 
6 ENGINE MIXTURE CONTROL ROD ..... 2. 407 
7 ENGINE THROTTLE CONTROL ROD. . . . . . . 407 
8 ADJUST AND SECURE TIE ROD. . . . . . . F 407 





Q H-175-43-5 


FIGURE 451 - ENGINE CONTROLS SYSTEM 
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Section | | 


AN 01-60AABA-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 SAFETY VALVE . u x ee ee ee . . . . « 203 
2 HEATER 4... 1 25 5 ος esie eure ee 
3 CANOPY DEFROST MANIFOLD DUCT . . . . . . . 205 
m COOLING DUCT . . . . . + ο vite, mew Ὁ σε. ὃς 1200 
5 SUPERCHARGER . . « s s +. + + + + + + + + 207 
6 CABIN SUPERCHARGER RAM AIR VALVE .... + 209 
7 WINDSHIELD DEFROST MANIFOLD. . . . +. +. +. + 210 
8 CABIN AIR DISTRIBUTION OUTLET. . . . +. + + 211 
9 CAMERA COMPARTMENT WINDOW DEFROST HEADER . 213 
TQ -SWITCH . í, ç + 4 wow wx C red cath ο re eis a tie LO 
ll- BLOWER . 4o τε ος es cm mor uy mss elf 
πο. IGNITION ¿ha ce. mos) A τς Su e s veo 210 
13 -BLOWER 1X 4.90 Swe δι α 4. κ ox A 219 


H-175-53-63A 





FIGURE 452 - HEATING AND VENTILATING SYSTEM 
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Section [| 


e ΑΝ O1-60AABA-4 
Group Assembly Parts List 


SYSTEMS (Cont) 





Index No. Nomenclature Figure No. 
1 POSITION LIGHT ........4.+-2442.4.- 31 
2 APPROACH LIGHT . . « « ......... 3T 
3 TRIM TAB CONTROL BOX . . . . ...... 64 
4 CIRCUIT BREAKER PANEL .......... 228 
5 AUTO PILOT JUNCTION BOX ......... 299 
6 BATTERY tes YE s. de Soe ss m Xp uU Eve, ος hee et ve ον 230 
T VOLTAGE REGULATOR . . . . . . + + + + + s 233 
8 DOME LAMP... . . . .. . +... . . . . . 236 
9 PILOTS INSTRUMENT PANEL EQUIPMENT . . . . 248 
10 LH CONSOLE PANEL . . . . ........ 250 
11 CONTROLLER . . e ........2.2.,^-.. 253 
12 -INVERTER- 4 4 4 $0) xs δι 99 £e es 254 
I3 CONSOLE ο ο ου a RR S Ue lw 255 
14 JET ENGINE DUCT DOOR MECHANISM UPPER . . 267 

: SWITCH 
15 FIRE DETECTOR. ..... + + + + “+ eee 268 
16 GENERATOR . . . . . , + + + + + + + + + + 413 
IT. STARTER. zx ca obi pe He de te cere Ya Aa a 413 
18 NACELLE JUNCTION BOX ........-... 435 





H-175-54-133 





FIGURE 453 - ELECTRICAL SYSTEM 
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Section Il 


AN 01-60AABA-4 Group Assembly Parts List 
SYSTEMS (Cont) 


Index No. I Nomenclature Figure No. 


319 
320 


1 FLOW DIVIDER . . . . +... . 2 ew es 
HYDRAULIC PRIMARY RUDDER BOOST VALVE 


3 RESERVOIR. e . e e s o. 9 x x. £2 ν ο 276 
4 HYDRAULIC EMERGENCY PUMP . ο ον λα 283 
5 ACCUMULATOR. . . « « « « we ee + + + . . 282 
6 RESERVOIR ASSEMBLY . . . . . . . . . . . . 285 
T FLOW DIVIDER . . a . . . . + 4... e e + 314 
8 RELIEF VALVE . . ο ar γιό, niet nhs ος ... 318 
9 HYDRAULIC RUDDER BOOST PUMP. ....... 322 
10 HYDRAULIC AILERON BOOST ACTUATING CYLINDER 50 
11 HYDRAULIC BRAKE CYLINDER . . . . . . . . . 296 
12 HYDRAULIC ELEVATOR BOOST VALVE . . . . . . 327 
13 HYDRAULIC EMERGENCY RUDDER BOOST . . . . . 328 
14 HYDRAULIC RUDDER BOOST FILLER HAND PUMP. . 315 
15 HYDRAULIC UTILITY SYSTEM AND SELECTOR. . . 289 
VALVES 
16 HYDRAULIC FLUID COOLER . . . 4... 4... + 43 
17 HYDRAULIC AILERON BOOST SWIVEL . . . . . . 49 





H-175-58-83 


FIGURE 454 - HYDRAULIC SYSTEM 


805 











Section I! 


. ΑΝ 01-60AABA-4 
Group Assembly Parts List 
SYSTEMS (Cont) 
Index No. Nomenclature Figure No. 

l RADIO EQUIPMENT STA O TO STA 224-5/8 . . . 333 
2 RECEIVER TRANSMITTER . . . . . . e... 333 
3 RADIO COMPASS CONTROL . . . . ` Í Sm Corts 0:333 
- c ΙΙ ΜΕ 
5  DYNAMOTOR . . . TX Bin ie Steg ος 
6 RADIO MARKER BEACON ANTENNA : e. š 333 
f | RADIO EQUIPMENT STA 224- sS TO STA '697 ole BST. 
8 RADIO I.F.F. ANTENNA ; ¿de 2 337 
9 ANTENNA VHF . . SOY Bene es Soren er θὰ 
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FIGURE 455 - RADIO SYSTEM 
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H-175-71-22 








Section [| 


AN 'OTSDORABA I Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 RADAR EQUIPMENT .......... . 339 
2 ANTENNA . . . +. +. +. + + ο ου ο ο Pes 32359 
3 BLOWER UNIT . . . ¿ < « ee ee . . . or « « 339 
H MFGO/APX31 RADAR MODULATOR ........ 340 
5 GYROSCOPE UNIT .......... 5 340 
6 PERISCOPE =e cater stie SSR δ) τος “ers a W Tamus 341 





H-175-74-6 


FIGURE 456 - RADAR SYSTEM 
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Section Ë! 


-60AABA-}4 
Group Assembly Parts List A M 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 PILOT'S FORWARD OBLIQUE CAMERA SIGHT. . . 344 
2 VIEWFINDER. . . . . , + + + + + ον, 348 
3 TARGET RECORDING CAMERA . . . . . . . . . 344 
m FORWARD OBLIQUE CAMERA. . . . . . . . . . 344 
5 CAMERA STATION 3, 3A, 4 and 4A LEFT AND . 345 
RIGHT OBLIQUE AND ALTERNATE VERTICAL 
SIGHT 
6 STATION 2 PRIME VERTICAL CAMERA . . . . . 347 
7 STATION 1 TRI-METROGON CAMERA . . . . . . 343 











H-175-71-21 





FIGURE 457 - CAMERA SYSTEM 
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Stock Number 


Class 
Code 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


Part 
Number 


E1066-201 
E1066-202 
E1069 
E1070 
E1082-5 
E1084 
£1085-3 
E1086 
E1088 


E1089 
E1090 
E1095 
E1127-101 


E1127-102 


E1128 
E1129 
E1132 
E1133-10 


E1133-15 


E1133-30 
E1136 
E1137 
E1138 


E1139 
E1140 
El142 
E1144 
E1146 
E1147 
E1148 
E1149 
E1150 
E1151 
E1152 
E1152-11 
E1153 
E1156 
E1157 
E1158 
E1159 
E1160 
E1161 
E1162 
E1163 
E1165 
E1167 
E1168 


E1169 
E1171 


E1178 
E1182 
E1183 
F1327-3 
E1328 
E1329 
E1330 


AN 01-60AABA-4 


SECTION Ill 


NUMERICAL INDEX 





Description 


MECHANISM ASSEMBLY, Wing center spar folding LH 

MECHANISM ASSEMBLY, Wing center spar folding RH 

PAD ASSEMBLY, Wing jacking 

EYE ASSEMBLY, Airplane hoisting 

CASE ASSEMBLY, Vertical stabilizer folding jack gear 

FITTING, Vertical stabilizer folding Jack attaching 

SCREW, Vertical stabilizer folding jack attaching 

GEAR, Vertical stabilizer folding jack 

SHAFT ASSEMBLY, Vertical stabilizer folding jack 
handle attaching 

ARM ASSEMBLY, Vertical stabilizer folding jack crank 

GRIP ASSEMBLY, Vertical stabilizer folding jack handle 

BAG ASSEMBLY, Hoisting towing and jacking kit 

FITTING ASSEMBLY, Center spar wing folding mechanism 
outboard hinge LH 

FITTING ASSEMBLY, Center spar wing folding mechanism 
outboard hinge RH 

LINK ASSEMBLY, Wing folding mechanism center spar outboard 

LINK ASSEMBLY, Wing folding mechanism center spar inboard 

PIN, Front spar wing folding hinge 

RING ASSEMBLY, Wing outer panel and horizontal stabilizer 
hoisting 

RING ASSEMBLY, Wing outer panel and horizontal stabilizer 
hois ting 

RING ASSEMBLY, Vertical stabilizer hoisting 

SPACER, Center spar wing folding mechanism hinge serrated 

SLING ASSEMBLY, Horizontal stabilizer hoisting 

BRACKET, Horizontal stabilizer station 69 and station 
98.75 hoisting 

BRACKET, Horizontal stabilizer station 83.75 hoisting 

SLING ASSEMBLY, Wing outer panel hoisting 

STAND ASSEMBLY,  J33 engine 

CYLINDER ASSEMBLY, Hydraulic wing folding 

HEAD, Hydraulic wing foiding cylinder 

PISTON ASSEMBLY, Hydraulic wing folding cylinder 

CYLINDER, Hydraulic wing folding 

SLEEVE, Hydraulic wing folding cylinder 

NUT, Hydraulic wing folding cylinder 

BEARING ASSEMBLY, Hydraulic wing folding cylinder 

BRACKET ASSEMBLY, Hydraulic wing folding cylinder 

BRACKET ASSEMBLY, Hydraulic wing folding cylinder 

NUT, Hydraulic wing folding cylinder rod check 

CYLINDER ASSEMBLY, Hydraulic wing pin pulling 

END, Hydraulic wing pin pulling cylinder 

NUT, Hydraulic wing pin pulling cylinder jam 

CYLINDER, Hydraulic wing pin pulling 

HEAD, Hydraulic wing pin pulling cylinder 

SLEEVE, Hydraulic wing pin pulling cylinder 

PISTON ASSEMBLY, Hydraulic wing pin pulling cylinder 

FITTING, Hydraulic wing pin pulling cylinder rod 

SPRING, Horizontal stabilizer access ladder attaching 

SPACER, Vertical stabilizer folding jack handle shaft 

PLATE, Vertical stabilizer folding jack handle shaft 
bearing retainer 

SHIELD ASSEMBLY, Vertical stabilizer folding jack 
handle shaft dust 

SHIELD ASSEMBLY, Vertical stabilizer folding jack 
screw shaft dust 

PAD ASSEMBLY, Wing station O jacking 

FITTING ASSEMBLY, Main landing gear mooring attaching 

RING ASSEMBLY, Main gear tow 

RING, Main landing gear mooring attaching 

PIN, Main landing gear mooring attaching 

NUT ASSEMBLY, Main landing gear mooring attaching 

BOLT, Main landing gear mooring attaching 


RE 


00-00. 4 00.9 nua ae Hd td ο πο 
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Section ΙΙΙ 


Numerical Index of 
Special Tools & Equipment 


Micro- 
Film 
Index 
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Section lll 


Numerical Index of 
Special Tools & Equipment 


Stock Number 


Class 
. Code 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
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Part 
Number 


E1332 
E1343' 
E1344 
E1346 
E1347-105 


E1347-106 


E1348-5 
E1350-20 
E1372-101 
E1562 
E1602 
E1603 
E1604 
E1605 
E1701 
E1702 
E1788 
E1789-3 
E1790 
E1840 
E1866 
E1867 
E1868 
E1869 
E1870 
E1871 
HSP455 
HSP1258 





` HSP1260 


HSP1274 
HSP1274-2 
HSP1276 
HSP1382 
HSP14À1 
PWA2733 
PWA2934 
T71 

T158 

T191 

T243 

T245 

T247. 

T248 

T249 

T250 

T257 

T260 
108-73089 
130-54217 
146-42504 
146-53079 
146-53084 
146-53085 
153-73105 
153-73106 
153-73107 
153-73108 
153-73109 
153-73215. 
153-73216-7 
153-73216-9 
153-73217 
153-731234 
153-731236 
153-731237 
153-731240 
156-53084 
156-73005 
156-73006 
156-73007 
175-73170 


_ 175-73213 





AN O1-60AABA-4 


Description 


PAD ASSEMBLY, J33 engine plenum chamber work 
SPRING, Main landing gear mooring ring torsion 
SPACER, Main landing gear mooring ring 


PIN, 


Front spar wing folding hinge pin retaining 


FITTING ASSEMBLY, WCS folding mechanism inboard hinge 


(forging) LH 


FITTING ASSEMBLY, WCS folding mechanism inboard hinge 


(forging) RH 


FITTING ASSEMBLY, Front spar wing folding hinge (forging) 
HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding 

GUARD ASSEMBLY, Hydraulic wing folding cylinder 
BUSHING, Hydraulic wing folding cylinder piston rod 
END ASSEMBLY, Hydraulic wing folding cylinder 

PIN ASSEMBLY, Main gear safety 

STOP ASSEMBLY, Main gear safety 

STOP SSSEMBLY, Auxiliary gear safety 

HOIST ASSEMBLY, Fuel tip tank sling 

STAND ASSEMBLY, Turbo installation hoist 

SPACER, Wing center spar folding mechanism 


BOLT, 


Wing center spar folding mechanism 


RETAINER, Wing folding mechanism attaching bolt 
SPRING, Compression 
SHAFT, Vertical stabilizer folding jack internal 


RING, 


Vertical stabilizer folding jack screw shaft thrust 


END ASSEMBLY, Vertical folding jack gear case 


SHIM, 


Vertical stabilizer folding jack thrust 


BEAM ASSEMBLY, Vertical stabilizer folding jack attaching 
PIN ASSEMBLY, Vertical stabilizer folding jack attaching 
WRENCH, Dome retaining nut 

HANDLE, Propeller dome lifting 

WRENCH, Stop lever adjusting 

WRENCH, Propeller retaining nut and oil transfusion housing 
ADAPTER, Retaining nut wrench 

WRENCH, Servo piston and dome lap 

WRENCH, Blade seal nut 


SLING, Propeller hoisting 


WRENCH, Propeller shaft plug nut 

SLING ASSEMBLY, R2800 engine 

PROTRACTOR ASSEMBLY, Surface control 
PROTRACTOR ASSEMBLY, Surface control 
CONTAINER ASSEMBLY,  Protractor 

WRENCH ASSEMBLY,  R2800 engine flexible mount 
EXTENSION ASSEMBLY, Spark plug wrench 
WRENCH, Oleo spanner 5 in. to 8 in. 

WRENCH, Socket 3-3/8 hexagon and 4-3/8 pin 
WRENCH ASSEMBLY, R2800 engine flexible mount 
WRENCH ASSEMBLY, R2800 engine flexible mount 
WRENCH, Drop fuel tank front support pin 


GAGE, 


Main landing gear wheel door locks over center 


COVER ASSEMBLY, Pitot tube 

TOOL ASSEMBLY, Electric pressure disconnect fitting 
COVER ASSEMBLY, Jet exhaust pipe - 

LADDER ASSEMBLY, Main entrance 

SPRING, Entrance ladder bumper catch 

BUMPER ASSEMBLY, Entrance ladder 

TROLLEY ASSEMBLY, Camera hoist 

ROLLER ASSEMBLY, Camera hoist trolley 

SHAFT, Camera hoist roller 

BRACKET, Camera hoist trolley lower 

BRACKET ASSEMBLY, Camera hoist trolley upper 

SLING ASSEMBLY, Camera hoist 

CABLE ASSEMBLY, Camera hoist sling 

CABLE ASSEMBLY, Camera hoist sling 

BLOCK, Camera hoist sling bi-planar cable attaching 
STRAP ASSEMBLY, Camera horizontal carrying 

STRAP ASSEMBLY, Camera A-14 magazine carrying 


LINK, 


` Camera hoist sling bi-planar cable attaching 


LOCK ASSEMBLY, Camera hoist trolley friction 
GUARD, Crew entrance door ladder 

COVER ASSEMBLY, Engine 

SPRING, Engine cover propeller opening 


HOOK, 


Engine cover tie-down 


HOIST ASSEMBLY, Camera 
STRAP ASSEMBLY, Camera trunnion hoist sling 


Source 
Code 


= 


P 


"USO UO Sd rg td 


233 
RRE 


= 
Ρα 


Usable 
on 
Code 


Micro- 
Film 
Index 


E-668 
A-307 
A-308 
A-309 





H-194 


XH-1 

XE-253 
XH-314 
XK-384 


XK-385 


XH-403 
P-101 
C-359 

XL-211 








` 
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STOCK NUMBER 


| CLASS CODE | PART NUMBER 










































































































































































































































































































































































































































































































































































































£1066- 1 : 2J-291 
El066- 2 -Pr[p 2J-291 E1157 2| E-664 
E1066- 3 2J-291 E1158 4| Α-297 
E1066-101 23-291 £1159 2 A-298 
E1066-102 24-291 E1160 2| c-522 
E£1066-201 E1161 2| Α-299 
E1066-202 £1162 2| XA-121 
£1066-301 24-291 E1163 2| Α-300 
` Ell64- 3 2 2c-2 
E1066-302 24-291 Ell64- 5 2 20-2 
E1166 1| 22-296 
R82NA £1067 2| 2F-651 Ε1166- 3 1| 22-296 
E1068- 10 1 2c-1 E1166- 5 i| 2J-296 
E1068- 20 1 2cel Ell66- 7 i| 23-296 
R82NA E1069 2| 2F-652 E1166- 9 1| 2J-296 
E1069- 3 2| 2F-652 E1166- 10 1| 234-296 
E1069- 5 2| 2F-652 Ell66- ll . 1| 24-296 
R82NA E1070- 3 3 E1166- 13 ᾿ 1| 24-296 
ΒΒΖΝΑ El071- 3 i| 2F-653 Ell66- 20 : 1| 22-296 
E1073- 3 οἱ 2F-654 E1166- 30 1] 24-296 
R82NA E1074- 3 i| 2F-655 E1166-100 4| 23-296 
E1075- 3 1| C-503 E1166-109 i| 2J-296 
£1076- 3 1| 2F-656 E1166-111 1| 2J-296 
E1082 1 2U-1 Ε1166-113 1| 254-296 
E1082- 5 1 2U-1 E1167 1| 4-303 
R82NA E1084 1 E1168 1| A-304 
R82NA E1085 3| 2F-657 E1169 . 1| ς-524 
R82NA E1085- 23 i| 2F-657 E1169- 3 1| ς-524 
R82NA  |t1086 1| A-2392 Ε1169- 5 1| C-524 
R82NA E1086-201 6| A-232 E1169- 7 i| C-524 
R82NA E1087 i| A-293||R82NA E1171 i| C-527 
£1088 1| C-505||R82NA E1171- 3 i| c-527 
E1088- 3 1 C505 E1171- 5 1 ς-527 
E1088- 5 1 C-505 E1171- 7 1 C-527 
t1088- 7 1| C-505|[Rg2NA E1178 1 26-1 
E1089 1| c-506 E1178- 3 1 26-1 
R82NA E1089- 3 1 C-506 E1178- 5 4 26-1 
E1039- 5 1| C-506||R82NA E1182 4| H-192 
t£1089- 7 1| C-506||R82NA E1183 οἱ 24-297 
E1089- 9 1| C-506 E1183- 3 1| 22-291 
E1090 11| A-294 E1183- 5 1| 21-297 
E1090- 3 1| A-294 E1183- 7 1| 22-297 
E1090- 5 1| A-294 E1183- 9 1| 22-297 
E1095 1| 22-292 A £1183- 11 1| 2J-297 
E1127- 1 2| 22-293| |R82NA E1326 4| C-533 
E1127- 2 1| 22-293||R82NA E1327- 3 4| E-667 
£1127- 3 1| 22-293| | R82NA E1328 4| C-554 
E1127- 4 1|. 22-293 E1329. 4| ς-535 
E1127- 5 2) 22-293 E1329- 3 4| C-535 
E1127-101 1| 22-293 E1329- 5 8| C-535 
R82NA Ἐ1330 4| A2306 
Ε1127-102 1| 24-293] | R82NA E1332 1| E-668 
E1128 4| C-508 E1332- 3 8| E-665 
E1332- 5 1| E-668 
E1128- 3 4| C-508 £1343 4|  A-307 
E1129 4| 20-519 E1344 οἱ A-3208 
E1347- 3 1| 24-2998 
E1129- 4| 20-519 E1347- 4 1| 24-299 
E1131 4| 20-520 E1347- 5 1| 2J-298 
R82NA E1136 4| C-515 E1347- 6 1| 22-298 
R82NA E1137 4 z E1347-103 i| 2J-298 
R82NA E1140 4| 2J9-295 E1347-104 1} 2J-298 
R82NA E1144 \ 2| XH-473 E1347-105 1] 24-298 
E1347-106 i| 22-298 
. E1350 2| 2J-300 
E1146 2 C-517 E1350- 10 
R82NA E1147 2| E-660 E1350- 20 
E1147- 3 2| ` E-660 £1350- 30 i| 22-300 
E1147- 5 2 E-660 E1351- 3 2 26-2 
R82NA £1148 2| E-661 £1351- 7 2 26-2 
RB2NA E1149 2| C-518 E1351- 9 2 26-2 
R82NA £1150 4| C-519 E1351- 13 2 26-2: 
E1351- 15 -2 26-2 
R82NA £1151 2 ς-520 Ε1351- 17 1 26-2 
E1151- 3 2| c-520 E1351- 19 1 26-2 
E1152 2 E1351- 21 1 26-2 
E1152- 3 4 E1351- 23 1 26-2 
E1152- 5 4 £1351-111 1 26-2 
E1152- 7 2 E1352 9|. XH-47^ 
Ε1152- 9 2 E1352- i| XH-474 
E1152- 11 2 E1372 ΄ 1| H-197 
R82NA E1153 E1372- 3 2| H-197 
RB2KA E1156 E1372- 7 4| H-197 
9 2| H-197 


E1372- 
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E1372- 13 
E1372- 15 
Ε1372-101 
Ε1562 
Ε1602 
£1602- 3 
E1603 
E16C3- 5 
E1603- 7 
E1604 
Ειδος- 
El604- 
El694- 
E1604- 
El604- 
E1604- 
E1605 
E1605- 
E1605- 
E1605- 
E1605- 
E1605- 
E1701 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1702 
E1705 
E1705- 
E1705- 
E1706 
E1788 
E1789 
Ε1789- 3 
E1790 
E1832 
E1832- 3 
E1832- 5 
7 
9 







R82NA 
R82NA 





R82NA 





R82NA 


Wr ο 4 ω 


μ.μ 


=. ~ 
OLIGUAW nou 


ww 






R82NA 


E1832- 
Ε1832- 
E1832- 11 
E1832- 13 
E1832- 15 
E1832- 17 
E1832- 19 
E1832- 21 
E1832- 23 
E1832- 25 
E1840 
E1842 
E1844 
El844- 3 
E1844- 5 
E1844- 7 
E1844- 11 
E1844- 13 
E1865 


E1866 

E1867 

E1868 

E1869 

E1870 

E1870- 3 
E1870- 5 
E1870- 7 
E1870- 9 
Ε1870- 11 
E1870- 13 
E1870- 15 
E1870- 17 
E1870- 19 
E1870- 21 
E1870- 23 
E1871 

£1871- 3 
E1871- 5 
E1871- 7 
E1873 
E2654 


812 


STOCK NUMBER 
| PARTNUMBER — | | PARTNUMBER — | 













AN 01-60AABA-4 


FIGURE  |TOTAL|MICROFILM 
AND INDEX | ary. NUMBER 









CLASS CODE 











E2655 
E2656 
E2671 
T120 
T120- 
T120- 
T120- 
T120- 
T120~ 
T120- 
T120- 
T121 
Τ121- 
Ti21- 
Ti21- 
Ti21- 
Ti21- 
T121- 
T121- 
T121- 
T158 
T191 
T191- 
T191- 
T191- 
T7191- 
7245 
T247 
T248 
T248- 
T248- 
T248- 
T249 
T257 
T260 
T71 
10126-1 

































PROPENSO 




























































1F3 
1F3812L 
1F3C6S 









1J1-3-2 









1N1-3 
1N1C14 
1N1C16 
1N1C4 


1N1C5 
1N4-1018 
1N4-1216 
1N4-1614 
1N6-24 
1N6-30 
1N6-34 
1N6-38 
1Ν6-50 
1N7-14 
1N7-20 







24-305 









20-527 










1N7-4A 







1P6 











24-306 
254-306 
2J-306 
24-306 
2J9-306 
2J-306 
20-529 
2D-529 
20-529 
20-529 
20-530 


































1P6s 
1P7 
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STOCK NUMBER 
PART NUMBER 













GO O tU t urn 










OMONOW + Q 








APUN 







































Uu 


|10140-27 
10140-28 


1J1-1-1-3 
1J1-1-1-5 
1J171A2-4 
1J1-1A2-6 
1J1-2-2-4 
1J1-2-2-6 
1J1-2-2-8 


1J1-3-2-6 








1R11-8-065-428 
1R12-6-044-428 
1R11-12-049-524 
1R12-6-049-428 
1R12-8-.049-524 
1R12-8-.035-524 






¡SOURCE 
CODE 





438 - 36 
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FIGURE TOTAL] MICROFILM 
AND INDEX | QTY. | NUMBER 


20-542 
20-542 
20-542 
20-542 
20-542 
20-542 
20-542 
20-542 
20-542 


20-20 
26-20 
26-20 
26-20 
26-20 
20-543 


26-21 
26-21 
26-21 
26-21 
20-544 
C-546 
20-545 
C-538 
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Section Ill 
AN ©1-60AABA-4 Numerical Index of 


Contractor Parts 
AND INDEX | QTY. | NUMBER | | CLASS CODE] — PamrNuMBR |39 AND INDEX | QTY. 
188 - 47 120-58239 ri 70 2 A-331 
RS3NA 120-582414 P 
R82NA 120758242- 
R83HA 120758242 
120-582 44 - 
R828HA 130-31217 
120-31412- 
130-43124 
R82NA 130-48111 
130-48215 











STOCK NUMBER 
[ CLASS CODE | - PART NUMBER 


1R12P12-015-524 
1212P12-065-624 
1R4-10 

184-8 

1R8P4-428 
1R8P5-428 
1R8P8-428 
1V4-14-390 
1V4-20-30 
1V4-3-30 
1V4-32-30 
1V4-6-3C 
1V4-3-30 
1V5-20-30 
1v7-10-30 
1v7-20-30 
1V7-6-30 
1V7-8-15 










ου 
μα 

















ο 
£ 





m 


m i) DO MRR IQ ro 


175 = 18 
AX8-113 
AXB-114 
A-333 
20-561 
A-335 
XH-3 
26-23 


TO γα fo 


One n 


mn 
+ 


e 
ο 
Ρο 














~ 
N 


RB3N 
2.929 
A-2337 


130748453 
130-51066 


U 


20-30 
20-20 
20-562 
20-563 
20-564 
26-921 
2C=32 
20-33 
20-33 


130-52084- 
130-52084- 
R82NA 1307-52106 
R82NA 130-52107 
R82NA 130-52115 
130-52117 
130-52147 
130-52148 
130-52148- 
R82NA 130-52149 
130-53032 
130-53145- 


D om ο Ñ > rn + tQ t> Po SÑ NN 


mun 























10B1 
1081-1-3-4-5 
1CB1-2-4-7 
10B1-3-10 
1081-3-3-3 
10B1-3-3-4 
1061-3-3-5 
1081-3-3-7 
10B1-4-3-11 
10B1-4-3-5 
1051€3-4-7 
1982-4-5-12 
10C2A3-57 
10C2A4=57 
10C2816-62 
10cC2821-153 
10C2821-33 
10C2E4-28 
10C2E6-39 
10C2E8-124 
10C2E8-25 
10C2E8-30 


U zz = Z = Ὅ Ὅ Ὅ 


A-340 


u PERE 3 ΡΕ 


Fi = oo 


130-53145- 
130-53145- 
130-53146- 
130-53446- 
130-55441- 
130-53448- 
130-53455- 
130-53455- 
130-53455- 
130-53456 
130-53456- 
R82HA 130-54217 
130-54217- 
130-54217- 












RITNA 


20-565 
20-566 
20-567 
XA-127 
XA-127 
XA-127 
20-568 
20-565 
XA-128 
ΧΑ-128 
XA-128 


POPE NL NUN pr) ο” 










































vU 


+0 








II > N = A 


102-54256- 3 XE-145 130-54280 A-343 
102-54265- 3 130-58205- 3 C-575 
1068-73089 AXN=31 130-58205- 4 C-575 
108-73089- 2 AXN-31 130-58205- 5 C-575 
108-73089- 3 AXh-31 130-58205- 6 C-575 
1CS-73089- 4 AXN-31 130-56205- 10 C-575 
1059-5460 ς-555ἱ | R83NA 130-58449 

109-63035 20-555) | R83NA 1307-58499 Α-344 
109-63040 E 130-58508 

117-31824- 2 2D-556| | ΑΘ3ΞΝΑ 130-58508- 

117-31324-. 3 20-556 130-71079 20-37 
117-31824- 11 1 2D-556 139-71080 2C-38 
117-31825- 2 26-30 130-71098 26-39 
117-31825- 3 26-30 130-71127 26-34 
117-315625- 4 130-71127- 26-234 
117-31825- 5 130-71127- 26-34 
117-31825- 6 130-71127- 25-34 
117-31625- 7 ΄᾿ 130-71127- 26-34 
117-31825- 9 134-31 423 2C-40 


117-31893 
117-42605 
117-47057 
117-47062 
117-47066 
117-5176 
117-53056 
120-31827 
120-31837 
120-31862 


134731908 A-7350 


134-31916 41 A-351 


134-31918 
134-42115 
134-48063* 
134-48057 i A-352 









m N N UO) i οσο D TF T T N G fO fO e N N NN IND). HARE rS IN S 


R62iNA 


































R82NA 120-33144 1 134-48068 8| A-353 
120-33144- 2 1 
120-33166- 3 1 134-48285 2| XE-146 

RE2NA 120-48526 8 134-48285- 2| xE-146 

REZHA 120-48528 4 134-48285- 2| XE-146 
120-48528- 2 4 134-48285- 2| XE-146 
120-48528- 3 4 134-48301 6| A-354 
120-48528- 4 4 134-48302 6| A-355 
120-48546 4 134-48305 8| C-582 
120-51086 3 134-48305- 8| C-582 
120-54198 REF 134-48305- 8| c-582 
120758257 1 134-48309 4| Α-356 
120-58238 1| 2c-27||R82NA 134-48331 4| 20-572 
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š FIGURE |TOTAL|MICROFILM 
: AND INDEX | QTY. | NUMBER 















STOCK NUMBER 


| CLASS CODE | PART NUMBER 


STOCK NUMBER 
| _ PARTNUMBER —  ] | _ PARTNUMBER —  ] 


Cope | 


CLASS CODE 








R82NA 134-48332 





















R83NA 134-58335 











R83NA 134-58472 
134-58472- 


134-73311 

























































R83NA 14541-58333 






















814 







































































































































142-54102 
142-54122 
142-54122~ 
142~54123 
142-61010 
142-68019 
144-31530 







Gun 













144-58269 












144-958152- 
145-31714-100 


146-11006- 2 














, 4| 20-573 142-31871- 7 4| C-604 
134-54208 hl < 2 142-31871- 9 4 
134-54208- 3 2 142-31871= 11 4 
R82NA 134-54210- 5 1 142-31871- 13 4 
R82NA 134-54210- 6 3 R82NA 142-31871- 15 2 
134-54210- 7 1 R82NA 152-31871- 17 2 
134-54214 1 142-51054 2 
134-58164 1 R82NA 142-51055 1 
R82NA 134-58164- s 2 142-51055- 10 1 
134-58330 6 142-53035 3 
134-58330- 3 4 
R83NA 134-58331 6 


w 


144-47035- 3 
134-73311- 3 3 144-47035- 4 
134-73211- 4 6 144-47035= 5 
134-73311- 5 6 144-47035= 6 
134-73311- 6 6 144-47035= 31 
134-73311- 7 6 144-47035= 30 
134-73311- 8 6 144-48150 
134-73313 1 144-48150= 5 
134-73313- 3 1 144~52135 
12134-73330 2 144-53518 
140-52425 3 144-58136- 3 
144-58140 
140-53040 144-58142 
140-53095- 3 144-58142= 3 
140-53095- 5 144-58152 
140-53095- 6 |144-58152- 7 
140-53096 144-58240 
140-53097 
140-53122 


7 


145-73578 

140-53329- 3 ΧΑ-130 146-00001 AXE-24 
140-53329- 5 146700010 2J-322 

140-54047 146-10001-201 
R83NA 140-58418 146211006 AXE-25 
R82NA 140-68046 146-11006- 1 AXE-25 
14541-43023 146-11006- 2 AXE-25 
146-11006= 3 AXE-25 
14541-47007 146-11006- 4 AXE-25 
141-47007- 3 146-11006- 5 AXE-25 
141-47007- 4 146-11006- 6 AXE-25 
141-47027- 5 146-11006- 7 AXE-25 
141-47007- 6 146”11006- ο AXE-25 
141-56170 1456-11006- ο AXE-25 
R82NA 146-11006- 11 AXE-25 
141-58154- 2 R82NA 146-11006- 12 AXE-25 
14541-58155 146-11006- 15 AXE-25 
14541-58156 146-11006- 17 AXE-25 
R82NA 141-58157 146-11006- 19 AXE-25 
R83NA 141-58158 146-11006- 21 AXE-25 

R83NA 141-58332 


146-11006- 23 AXE-25 
146-11006- 24 AXE-25 
R83NA 141-58334 146-11006- 27 AXE=25 
146-11006- 29 AXE-25 
R83NA 141-58396 1 146-11006- 30 AXE-25 
142-31585 4 146-11006- 33 AXE-25 
R82NA 142-31586 4 146-11006- 34 AXE-25 
142-31587 4 146-11006- 35 AXE~25 
142-31588 4 146-11006- 36 AXE-25 
1462-31589 8 146-11006- 37 AXE=25 
142-31592- 3 4 146-11006- 33 AXE-25 
142-31592- 5 4 146-11006- 39 AXE-25 
142-31593- 3 4 146-11006- 40 AXE-25 
142-31594 4 146-11006- 42 AXE-25 
142-31595 1 146-11006- 44 AXE-25 
142-31595- 3 4 146-11006- 45 AXE-25 
142-31836 2 146-11006- 46 AXE-25 
142-31836- 3 2 146-11006- 47 AXE-25 
142-31836- 5 2 146-11006- 48 AXE-25 
142-31836- 7 2 146-11006- 49 AXE-25 
142-31836- 9 2 146-11006- 50 AXE-25 
142-31871 4 146~11006- 53 AXE-25 
142-31871- 3 4 146-11006- 54 AXE-25 
142-31871= 5 2j- 146-11006- 55 


















FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 





































































































AXE-25 































































AXE-25 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


TOTAL} MICROFILM 
QTY. | NUMBER 







STOCK NUMBER ° FIGURE 
CLASS CODE PART NUMBER 3 S| AND INDEX 
Pl] 12- 5 













































































































































































































































146-11006- 57 2| AXE-25 146-11031-= 1 1| 22-324 
146-11006- 59 8| AXE-25 146-11031- 2 P1| i2 1| 24-324 
146-11006- 63 2| AXE-25 146711032 1| AXE-28 
146-11006- 65 2 146-11032- 1 2| AXE-28 
146-11006- 67 4 146-11032- 2 2| AXE-28 
146-11006- 69 2 146711033 1|AX25-122 
146-11006- 73 2 146-11033- 3 4| AXB-122 
146-11006- 75 2| AXE-25 146-11033- 5 2| AXB-122 
146-11906- 77 2| AXE-25 146711034 1| AXE-29 
12146-11015 1| AXE-26 146-11034- 1 AXE-29 
146-11015- 1 REF| AXE-26 146-11034- 2 AXE-29 
146-11015- 3 AXE-26 14+6-11034- 3 AXE-29 
146-11015- 4 AXE-26 1467110347 4 AXE-29 
146-11015- 6 AXE-26 146-11034- 5 AXE-29 
146-11015- 7 AXE-26 146-11034- 6 AXE-29 
146-11015- 8 AXE-26 146711035 AXE-30 
146-11015- 9 AXE-26 146-11035- 1 AXE-30 
146-11015-,10 AXE-26 146-11035- 2 AXE-30 
146-11015- 11 AXE-26 146-11035- 3 AXE-30 
146-11015- 12 AXE-26 146-11035- 5 AXE=30 
146-11015- 13 ΑΧΕ-26 146-11035- 6 ΑΧΕ-30 
146-11015- 14 AXE-26 156-11035- 7 AXE-30 
146-11015- 17 AXE-26 146-11035- 8 AXE-30 
146-11015- 18 AXE-26 146-11035- 9 AXE=30 
146-11015- 19 AXE-26 146-11035- 10 AXE-30 











AXE-30 
AXE-30 
AXE-30 
AXE-30 
AXE-30 


146-11035- 11 
146-11035- 12 
146-11035- 13 
146-11035- 14 
146-11035- 15 


AXE-26 
ΑΧΕ-26 
ΑΧΕ-26 
AXE-26 
AXE-26 


146-11015- 22 
146-11015- 23 
146-11015- 24 
146-11015- 25 
146-11015- 26 





























146-11015- 27 AXE~26 1465110325” 16 AXE-30 
146-11015- 29 AXE-26 146-11035- 17 AXE-30 
146-11015- 31 AXE-26 146-11035- 18 AXE-30 
146-11015- 33 AXE-26 146-11035- 19 AXE-30 
146-11015- 35 AXE-26 146-11035- 20 AXE-30 

























146-11015- 37 AXE-26 146-11035- 21 AXE-30 
146-11015- 38 AXE-26 146-11035- 22 AXE-30 
146-11015- 39 AXE-26 146-11035- 23 AXE-30 
146-11015- 40 AXE-26 146-11035- 27 AXE-30 
146-11015- 43 AXE-26 146-11035- 28 AXE-30 
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146-11015-102 RE AXE~26 146711036 ΑΧΕ-31 
146-11016- 1 26-39 146-11036- 1 AXE-31 
146-11016- 2 26-39 146-11036- 2 AXE-31 
146-11016- 3 26-39 146-11038- 3 AXE-32 
146-11016- 4 26-39 146-11038- 4 AXE-32 
146-11017- 1 26-40 146711039 . AXE-33 
146-11017- 2 26-40 146-11039- 1 AXE-33 
146-11017- 3 26-40 146-11039- 2 AXE-33 
146-11017- 4 26-40 146-11039- 3 AXE-33 
146-11018- 1 .26-41 156-11039-. 4 AXE-33 
146-11018- 2° 26-41 146-11039- 5 AXE-33 
146-11018- 3 26-41 146-11039- 6 AXE-33 
146-11018- 4 26-41 146-11039- 27 AXE-33 
146-11019 AXB-118 146-11039- 28 AXE-33 
146-11019- 3 AXB-118 146-11039- 31 AXE-33 
146-11019- 4 AXB-118 146-11039- 32 AXE-33 
146-11019- 5 AXB-118 146-11039- 41 AXE-33 
156-11019- - 6 AXB-118 146-11039- 42° AXE-33 
146711020 ΑΧΒ-119 146-11039- 51 AXE-33 
146-11020- 1 ΑΧΒ-119 146-11039- 52 AXE-33 
146-11020- 2 ΑΧΒ-119 146-11040 24-325 
146-11021- 1 20-585 146-11040- 1 24-325 
146-11021- 2 20-585 146-11040- 2 24-325 
146711022 Αχς- 329 146-11040- 3 24-325 
146-11022- 1 AXC-329 146-11040- 4 1| 265-325 
146-11022- 2 AXC-329 146-11040- 5 2| 224-325 
146-11022- 3 AXC-329 146-11040- 7 1| 24-325 
146-11022- 4 AXC-329 146-11040- 8 1| 256-325 
146-11022- 5 AXC-329 146-11040- 59 2| 23-325 
146-11022- 6 AXC=329 156-11040- 13 2| 294-325 
146-11023 AXB-120 146-11040- 19 1| 22-325 
146-11023- 1 AXB-120 146-11040- 20 1| 22-225 
146-11023- 5 AXB-120 146-11040- 23 2| 24-325 
146-11026- 1 20-586 146-11040- 24 2 2-325 
146-11026- 2 20-586 146-11040- 25 2| 22-325 
146-11028 AXD-392 146-11040- 27 2| 24-325 
156-11028- 3 AX0-392 146-11040- 29 1} 24-325 
146-11028- 4 AXD= 392 146-11040- 30 z 1| 2J-325 
146-11029 AXD=393 146-11040- 33 1| 22-325 
146-11029-, 3 AXD- 393 146-11040- 34 1| 22-325 
146-11029- 4 AXD-393 146-11040- 35 2] 24-325 
146-11030 REF] AXE-27 146-11040- 39 4| 24-325 
146-11030- 1 REF| AXE-27 146-11041 1| AXE-35 
146-11030- 2 AXE-27 146-1104i- 1 1| AXE-35 
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Section lll 
, Numerical Index of AN ΟΙ-όΟΑΑΒΑ-4 


Contractor Parts 


STOCK NUMBER 
[CLASS CODE] — PART NUMBER 











STOCK NUMBER 
PART NUMBER 
























CLASS CODE 


























































































































TOTALIMICROFILM 
QTY. | NUMBER 
E=35 






















































































































































































































































146-11041- 2 1| AXE 146-11064- 19 AXE-40 
146-11041- 3 1 -35 146-11064- 20 AXE-40 
1456-11041- 4 1 146-11064- 23 AXE-40 
146711042 1 146-11064- 24 AXE-40 
146-11042- 1 1 146-11064- 25. AXE-40 
146-11042- 2 1 146-11064- 26 AXE=40 
146-11042- 3 1 146-11064- 27 AXE-40 
146-11042- 4 1 146-11064- 28. AXE-40 
R82NA 14546-11043 4 146-11064- 29 AXE-40 
146-11044 1 146-11054- 30 AXE-40 
146-11044- 1 146-11064- 31 AXE-40 
146-11044- 2 146-11064- 32 AXE-40 
146-11044- 3 146-11064- 37 AXc-40 
146-11044- 4 146-11064- 41 AXE=40 
146-11044- 5 146-11064- 42 AXE-40 
146-11044- & 146-11065- 1 C-622 
146-11045 146-11065- 2 C-622 
146-11047 146-11066- 1 C-623 
146-11048 146-11066- 2 C-623 
146*11049 1486-11076 AXE-41 
146-11050 146-11076- 3 AXE-41 
146-11050- 1 146-11076- 4 AXE-41 
146-11050- 2 146-11076- 5 'AXE-41 
146-11050- 3 146-11076- 6 AXE-41 
146-11050- 4 146-11076- 33 AXE=41 
14611051 146-11076- 34 AXE-41 
R82NA 146-11051- 1 146-11076- 35 AXE-41 
R82NA 146-11051- 146-11076- 36 AXE-41 
146-11052 156-11076- 37 AXE-41 
146-11052- 146-11076- 41 AXE-41 
146-11052- AXE-39 146-11076- 42 AXE-41 
146-11052- ΑΧΕ-39 146-11078 23-327 


ΑΧΕ-39 
AXE-39 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
AXE-39 
AXE-29 
AXE-39 
AXE-39 
ΑΧΕ-39 
AXE=39 
AXE-39 
AXE-39 
AXE-39 
AXE-33 
AXE-39 
AXE-39 
'AXE-39 
AXE=39 
AXE=39 
AXE-39 
AXE=39 
AXE-39 
AXE-39 
AXE-39 
AXE-39 
20-587 


146-11078- 
146-11078- 
146-11078- 


1 23-327 
2 
3 
-146-11078= 4 
5 
7 
8 
9 


24-327 
24-327 
24-327 
24-327 
24-327 
23-327 
24-327 
24-327 
24-327 
24-327 
2J-327 
2J-327 
.24-327 
24-327 
24-327 
24-327 
24-327 
23-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
23-327 | 
24-2327 
24-321 
24-327 


146-11052- 

146-11052- 

146-11052- 11 
146-11052- 12 
146-11052- 13 
146-11052- 14 
146-11052- 15 
146-11052- 16 
146-11052- 17 
146-11052- 18 
146-11052- 19 
146-11052- 20 
146-11052- 21 
146-11052- 22 
146-11052- 23 
146-11052- 24 
146-11052- 25 
146-11052- 26 
146-11052- 27 
146-11052- 28 
146-11052- 29 
146-11052- 30 
146-11052- 31 
146-11052- 32 
156-11052- 35 
146-11052- 41 
146-11052- 42 
146-11055 







1 
2 
3 
156-11052- 4 
5 
6 










146-11078- 

146-11078- 

140-11078- 

146-11078- 

146-11078- 10 
146-11078- 11 
146-11078- 12 
146711078- 13 
146-11078- 14 
146711078- 15 
146711078- 16 
146-11078- 17 
14611078 18 
146-11078- 19 
146-11078- 20 
146-11078- 21 
146-11078- 22 
146-11078= 23 
146-11078- 25 
146-11078- 26 
146-11078- 27 
146-11078- 28 
145-11078- 29 
146-11078- 33 
146-11078- 34 
146-11078- 35 
146-11078- 36 
146-11078- 38 


































































































































R82NA 


146211056 
1456-11057 


C-618 
C-619 
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15$711078- 39 23-327 

T 146711058 C-620 146-11078- 41 4| 22-327 
146-11059 26-50 146-11078- 43 2| 22-327 
14546-11060 C-621 145-11088 1|AXB-123 
146-11061 Α- 407 146-11088- 3 6| AXB-123 
1467-11064 AXE-40 146-11088- 4 6| AXB-123 
146-11064- 1 AXE-40 14546-11090 1|AXD-394 
146-11064- 2 AXE-40 146-11090- 1 1|AXD-394 
146-11064- 3 1| AXE-40 146-11090- 2 1|AXD-394 
146-11064- 4 l| AXE-40 146-11091 1| AXE-43 
146-11064- 5 l| AXE-40 166-11091- 1 REF| AXE-43 
146-11064- 6 1| AXE-40 146-11091- 2 REF] AXE-43 
146-11064- 11 l| AXE-40 146-11091- 3 1| AXE-43 
146-11064- 12 1| AXE-40 146-11091- 4 1| AXE-43 
146-11064- 13 1| AXE-40 146-11091- 5 1| AXE-43 
146-11064- 14 1} AXE-40 146-11091- 6 1| AXE-43 
146-11064- 15 l| AXE-40 146-11091- 7 1| AXE-43 
146-11064- 16 1] AXE-40 146-11091- 8 1| AXE-43 
146-11064- 17 1} AXE-40 146-11091- 9 1| AXE-43 
146-11064- 1| AXE-40 146-11091- 10 1| AXE-43 
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MEM S M—sÀÁTQÁ— SS 
























146-11991- 
146-11091- 
146-11091- 
146-11091- 
1456-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11097- 
146-11097- 
146-11097- 
146-11097- 
146-11099 

146-11099- 
146-11099- 
146-11099- 
146-11099- 
146-11099- 
146-11099- 


146-11100- 


146-11100- 
146-11100- 
146-11100- 
146-11100- 
146-11100- 
146-11103 

146-11107- 
146-11107- 
146-11107- 
14í-11107- 
150711107- 
146-11107- 
146-11107- 
146-11108 

146-11108- 
146-11108- 
146-11108- 
146-11108- 
:146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 





















146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
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146-11108- ` 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-11099-111 
146-11099-112 


3 


53 
54 
55 
57 
58 
59 
60 
63 
64 





1955 


AN O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 


AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXEF43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
ΑΧΕ- 43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
C-625 










146-11108- 6 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 



























































1146-11108- 
146711108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11109 

146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11112 

146-711112- 
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146-11112- 
146-11112- 
146-11112- 
146-11112- 
146-11113 

146-11113- 
146-11113- 
146-11113- 
146-11113- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
.146-11115- 
146-11115- 
146-11115- 





























ΧΑ-133 








ΧΑ-133 
XA-133 
ΧΑ-133 
ΧΑ-133 
ΧΑ-133 





















Ε-638 
E-698 
E-698 










































































































































1 146-11115- 
1 146-11115- 
1 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
i| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AxE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1] AXE-45 146-11115- 
8| AXE-45 146-11115- 
2| AXE-45 146-11115- 
2| AXE-45 146-11115- 
2| AXE-45 146-11115= 
i| AXE-45 '46-711115- 
1| AXE-45 146-11115- 
4| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 
2| AXE-45 146-11115- 
2| AXE-45 146-11115- 
1| AXE-45 146-11115- 
1| AXE-45 146-11115- 





146-11108-. 


146-11112- - 


kar = NUMBER 
CLASS CODE | PARTNUMBER | NUMBER 


N 0 - OU LW 


με” 


οσο)” 


= 
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34 
35 
36 
37 
38 


-39 


40 
41 
42 
43 
45 
47 
51 
53 
55 
57 
61 
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FIGURE TOTAL| MICROFILM 
AND INDEX | QTY.| NUMBER 


r Parts 


AXE-45 









AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
'AXE-45 
AXET45 































AXE-45 
AXE-46 
AXE-46 
AXE-46 
AXE-46 
AXE=46 









































AXC=331 
AXC-331 
AXC-331 
AXC-231 
AXC=331 
xF-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3, 
XF=3- 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
XF-3 
ΧΕ-3 
XF-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3) 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
XF-3 
XF-3 
XF-3 
ΧΕ-3 
XF-3 
XF-3 
ΧΕ-3 
ΧΕ-3 
XF-3 
XF-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
ΧΕ-3 
XF-3 
XF-3 
ΧΕ-3 
XF-3 
ΧΕ-3 
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Section III 


Numerical Index of 


Contractor Parts 





STOCK NUMBER 





AN 01-60AABA-4 








CLASS CODE 





146-11115- 
146-11115- 
146-11125- 
146-11125- 
146-11125- 
1146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146-11125- 
146711131 
146-11131- 
146-11131- 
146-1114] 
146-11158 
146-11158- 
146-11158- 
146-11162 
146-11162- 
146-11162- 
146-11167 
146-11167- 
146-11167- 
146-11167- 
146-11167- 
146-11167- 
146-11190 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11190- 
146-11191- 
146-11191- 
146711208 
146-11208= 
146-11208- 
146-11209- 
146-11209- 
146711210 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
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PART NUMBER 


65 
66 
1 


OON PW ο 


10 
11 
12 


13 


14 
17 


3 
4 


Ne ww 


οφ ο 
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FIGURE  |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 
M1 








146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
145-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 
146-11210- 


























146711211 

146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 










146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
146-11211- 
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146-11211-: 


STOCK NUMBER 
CLASS CODE | PARTNUMBER | | PARTNUMBER | 


ER 
30 
31 
32 
33 
37 
38 
39 
40 
41 
42 
43 
44 
45 
55 
56 
57 
59 
63 
64 


65 


66 
71 
72 


146-11210-101 
146-11210-102 
146-11210-103 
146-11210-104 
146-11210-105 
146-11210-106 
146-11210-107 
146-11210-108 
146-11210-109 
146-11210-110 
146-11210-113 
146-11210-114 
146-11210-135 
146-11210-136 


3 
4 














FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE=52 
AXE-52 
᾿ΑΧΕ-52 
ΑΧΕ-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
AXE-52 
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AXE-53 
AXE-53 
AXE~53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
ΑΧΕ-53 
ΑΧΕ-53 
ΑΧΕ-53 
ΑΧΕ-53 
ΑΧΕ-53 
ΑΧΕ-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
AXE-53 
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Section lll 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
μη FIGURE MICROFILM a ie NUMBER FIGURE | TOTAL| MICROFILM 
a] rar 9 °| AND INDEX NUMBER | | CLASS CODE [|  PARTNUMBER — | NUMBER AND INDEX | QTY. | NUMBER 
146-11211- 72 146-11250- 59 H-250 
146-11211- 81 146-11250- 60 H-250 
146-11211- 82 146-11250- 63 H-250 
146-11211-101 146-11250- 64 H-250 
146-11211-102 146-11250- 65 H-250 
146-11211-103 146-11250- 66 H-250 
146-11211-104 146-711250- 67 H-250 
146-11211-105 146-11250-101 H-250 
146-11211-106 146-11250-102 H-250 
146-11211-107 146-11250-105 H-250 
146-11211-108 146711250-106 H-250 
146-11211-112 146-11250-121 H-250 
146-11211-113 146-11250-122 H-250 
146-11211-114 146-11271-102 
146-11211-115 


146-11284- 1 
146-11211-209 



























































































































































































C~633 
C-633 





146-11284- 2 























































146-11212- 13 20-588 146-11285- 24-333 


146-11212- 1 20-588 146-11285 24-333 
146-11212- 2 20-588 146-11285- 1 24-333 
146-11212- 3 2D-588 146-11285- 2 24-333 
146-11212- 5 20-588 146-11285- 3 24-333 
146-11212- 7 20-588 146-11285- 4 24-7333 
146-11212- 9 20-588 146-11285- 5 24-333 
146-11212- 11 2D-588 146-11285- 6 24-333 

7 

8 

9 






























146-11212- 15 20-588 146-11285- 24-7333 
146-11212- 17 20-588 146-11285- 24-333 
146-11212- 19 20-588 146-11285- 10 2J-333 
146-11212- 21 20-588 146-11285- 11 24-333 
146-11212- 23 20-588 146-11285- 12 24-333 
146-11212- 25 20-588 146-11285- 13 24-333 


20-588 
20-588 
C-621 
C-631 
C-632 
C-632 
E-703 
E-703 
H-249 


23-333 
23-333 
24-333 
24-333 
25-333 
24-333 
24-333 
24-333 
29-333 


146-11212- 31 
146-11212- 41 
146-11221- 1 
146-11221- 
146-11222- 1 
146-11222- 2 
146-11223- 1 
146-11223- 2 
146-11236- 1 
146-11236- 2 
3 
4 
5 
6 
7 


146-11285- 14 
146-11285- 15 
146-11285- 16 
146-11285- 17 
146-11285- 19 
146-11285- 20 
146-11285- 21 
146-11285- 22 
146-11285- 27 
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Η- 249 146-11285- 28 2J-333 
146-11236- 1| H-249 146-11285- 29 24-333 
146-11236- 1| H-249 146-11285- 30 24-333 
146-11236- 1| H-249 146-11285- 31 REF| 2J-333 
146-11236- 1| H-249 146-11285- 32 REF| 23-333 
146-11236- 2| H-249 146-11285- 33 2| 24-333 
146-11249 2| E-704 146-11285- 35 4| 2J- 
146-11250- 3 1| H-250 146-11285- 37 1| 22-333 
146-11250- 4 l| Ἡ-250 146-11285- 38 i| 22-333 
146-11250- 7 1| H-250 146-11285- 39 1| 22-333 
146-11250- 8 1| H-250 146-11285- 40 1| 22-333 
146-11250- 9 1| H-250 146-11285- 43 1| 224-333 
146-11250- 11 1| H-250 146-11285- 44 1| 22-333 
146-11250- 12 1| H-250 146-11285- 45 1| 22-333 
146-11250- 13 1| H-250 146-11285- 46 1| 22-333 
146-11250- 14 1| H-250 146-11285= 47 1| 23-333 
146-11250- 15 1| H-250 146-11285- 48 i| 24-333 
146-11250- 16 1| H-250 146-11285- 49 i| 22-333 
146-11250- 17 i| H-250 146-11285- 50 i| 22-333 
146-11250- 18 1| H-250 146-11285- 53 1| 24-333 
146-11250- 19 1| H-250 146-11285- 54 1| 22-333 
146-11250- 20 i| H-250 146-11285- 55 1| 22-333 
146-11250- 23° 4| H-250 146-11285- 56 1| 23-333 
146-11250- 25 2| H-250 146-11285- 57 1| 24-333 
146-11250- 27 2| H-250 156-11285- 58 i] 24-333 
146-11250- 29 2| H-250 146-11285- 59 1| 22-333 
146-11250- 31 REF| H-250 146-11285- 60 1| 22-333 
146-11250- 32 REF| H-250 146-11285- 63 1| 23-333 
146-11250- 33 i| H-250 146-11285- 64 i| 22-333 
146-11250- 34 i| H-250 146-11285- 65 1| 22-333 
146-11250- 35 οἱ H-250 146-11285- 66 1| 22-333 
146-11250- 37 2| H-250 146-11285- 67 1| 22-333 
146-11250- 39 2| H-250 146-11285- 68 1| 24-333 
146-11250- 43 1| H-250 146-11285- 69 1| 23-333 
146-11250- 44 i| H-250 146-11285- 70 1| 23-333 
146-11250- 45 2| H-250 146-11285- 73 2| 22-333 
146-11250- 47- 8} H-250 1456-11285- 75 1| 24-333 
146-11250- 49 1| H-250 146-11285- 76 i| 24-333 
146-11250- 50 1| H-250 146-11285- 77 1| 24-333 
146-11250- 53 1| H-250 146-11285- 78 i| 22-333 
146-11250- 54 1| H-250 145-11285- 85 2| 23-333 
146-11250- 55 1 H-250 146-11285- 87 2| 24-333 
146-11250- 56 1j H-250 146-11285- 89 2| 23-333 
146-11250- 57 1 H-250 146-11285- 93 2| 22-333 
146-11250- 58 1| H-250 146-11285- 97 i| 22-333 
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Section Ill 
Numerical Index of ΑΝ ΟΙ-6ΟΑΑΒΑ-4 


Contractor Parts 
STOCK NUMBER sa| figure |rorat MICROFILM STOCK NUMBER sl FIGURE 
| CLAss CODE | CLASS CODE PART NUMBER 3 S| AND INDEX 
146-11301- Ml 


PART NUMBER AND INDEX | QTY. | NUMBER 
146-11301- 


146-11285- 98 

146-11285-103 

146-11285-105 146-11301- 
146-11301- 
146-11301- 


146-11285-107 
R82HA 146-11301- 


146-11285-108 
146-11285-109 
R82HA 146-11301- 
146-11301- 


146-11285-110 
146-11285-113 
146-11285-114 146-11301- 
146-11285-115 145-11301- 
146-11285-116 146711301- 
146-11285-117 146-11301- 
146-11285-118 146-11301- 
146-11285-119 146-11301- 
146-11285-120 146-11301- 
146-11285-123 146-11501- 
146-11285-124 146-11301- 
146-11301- 
146-11301- 


146-11285-125 
146-11285-127 

146-11301- AXE-57 
146-11301- AXE-57 


146-11285-129 
R82NA 146-11286- 

146-11301- AXE-57 
146-11301- AXE-57 


R82NA 146-11286- 

R82NA 146-11287- 

R82NA 146-11287- 146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 


146-11289- 
146-11301- AXE-57 


146-11289- 
R82NA 146-11290- 

146-11301- AXE-57 
146-11301- AXE-57 


R82NA 146-11290- 
146-11290- 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- ΑΧΕ-57 
146-11290- 146-11301- ΑΧΕ-57 
146-11290- 146-11301- AXE~57 
146-11290- 146~11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE=57 
146-11290- 146-11301=" AXE=57 
146-11290- 146-11301-103 AXE=57 
146-11290- 146-11301-107 ΑΧΕ- 57 
146-11290- 146-11301-109 AXE-57 
146-11290- 146-11301-111 AXE=57 
146-11290- 146-11301-113 ΑΧΕ-57 
146-11290- 146-11301-115 AXE-57 
145-11290- 146-11301-117 AXE-57 
146-11290- 146-11301-123 AXE-57 
146-11291- 146-11301-124 ΑΧΕ-57 
146-11291- 146-11302- H-6 
146-11292 146-11302- H-6 
146-11292- 146-11303- H-7 
146-11292- 146-11303- H-7 
146-11293 146-11305- H-258 
146-11293- 146-11305- H-258 
146-11307- 2U-2 
146-11307- 2U-2 


146-11293- 
146-11294 

146-11308- 
146-11309 


146-11295- 10 
146-11296 E 146-112 
:146-11299 AXE-56 146711310 
146-11299- 3 10 - 11 AXE-56 146-11310- 
146-11299- 10 - 12 AXE-56 146-11310- 
146-11301 10 AXE-57 146-11310- 
146-11301- . 10 AXE-57 146-11310- 
146-11301- 10 AXE-57| |R82NA 146-11310- 
146-11301- AXE=57 146-11310- 
146-11301- AXE-57 146-11310- 
146-11301- AXE-57| | REZNA 146-11310- 
146-11310- 
R82NA 146-11310- 


146-11301- AXE=57 
146-11301- AXE-57 
R82NA 145-11310- 
146-11310- 


156-11301- AXE-57 

146-11301- AXE=57 

146-11301- AXE-57 146-11310- 

146-11301- AXE-57 146-11310- 
146-11310- 
146-11310-100 


TOTAL| MICROFILM 
QTY. | NUMBER 


AXE-57 
AXE-57 
AXE-57 
AXE-5T 
AXE-57 
AXE-57 
AXE-=57 
AXE-57 
ΑΧΕ-5Τ 
AXE=57 
AXE-57 
AXE-57 
AXE-=57 





249-333 
24-7333 
247333 
23-333 
21-333 
23-7333 
24-333 
24-333 
2J-333 
24-333 
24-3233 
24-333 
24-333 
23-333 
2J-333 
24-333 
2495333 
24-7333 
24-333 
24-7333 

E-705 

E=705 

E-706 

E-706 
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24-3234 
247334 
21-334 
24-7334 
227334 
24-334 
247334 
247334 
24-334 
23-334 
247334 
24-334 
23-334 
24-334 
2473234 
24-334 
247334 
24-7334 
24-334 
24-334 
24-334 
24-334 
24-334 
E-708 
E-708 
AXC-334 
AXC= 334 
AXC-334 
AXC-335 
AXC-335 
AXC-335 
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C-634 
24-336 
24-336 
243-336 
24-336 
24-336 
24-2336 
24-2336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-2336 


= 
m 
^n 
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146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 


avn 
mm 
“Ἢ 


146-11310-101 23-336 


00D O O «0 3D iD iO. 


146-11311- XA-307 4 
146-11311- ΧΑ-307 
146-11311- ΧΑ-307 
146-11311- XA-307 


a 15} > e > > μὴ N = 1] 
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Section lll 


"AN 01-60AABA-4 J Numerical Index of 
Contractor Parts 


STOCK NUMBER STOCK NUMBER 
CLASS CODE | PART NUMBER NUMB CLASS CODE [PARTNUMBER | [PARTNUMBER | 


146-11311- 7 146-11419- 
146-11311- 3 146-11419- 
146-11311- 9 146211419- 
146-11311- 11 | 146-11419- 
146-11311- 13 f 146711419- 
| R82NA 146-11313 146-11419- 
RB2NA 146-11314 146-11420 
146-11421 
R82NA 146-11315 146711422 
; 146-11423 
R82NA 146-11316 146-11424 
R82NA 146-11317- 1467211425 AXB-131 
R82NA 146-11318 F 146711426 
R82NA 146-11319 146711427 
146-11321 146711428 AXB-132 
R82NA 146-11323 146-11429- 
R82NA 146-11324 146-11429- 
R82NA 146-11325 146-11429- 
146-11326 ` 1467-11430 ΑΧΒ-133 
146-11327 146-11430- i AXB-133 
146-11329 A 146-11430- ΑΧΒ-133 
146-11401- A 146711431 
146-11401- 146711432 AXB-134 
146-11401- 146-11432- AXB-134 
146-11401- 146-11432= AXB-134 
146-11401- 146-11433- 
146-11401- M 146-11434- 
146-11401- 146-11434- 
146-11401- 146-11435- 
146-11401- 146-11435- 
146-11401- 146-11436- 
146-11401- 146-11436- 
146-11401- : 146-11437- 
146-11401- 146-11437- 
146-11401- 146-11438 ΑΧΒ-135 
146-11401-101 146-11438- AXB-135 
146-11401-102 146-11438- ΑΧΒ-135 
146-11402- 146-11439- 
146-11402- 146711439- 
146-11402- 146-711443- 
146-11402- 146-11443- 
146-11410- 146-11444- 
146-11410-- 146-711444- 
146-11411- ΧΑ-308 146-11445- 
146-11411- XA-308 146711445- 
146-11412- 26-44 156711446 
146-11412- 26-44 146-11450- 23-338 
146-11413- 146-11450- 24-2338 
146-11413- 146-11450- 24-338 
146-11413- 146711450- 24-338 
146-11413- 146-11450- 23-338 
146-11413- 146-11450- 24-338 
146-11413- 146-11450- 24-338 
146-11414 146-11450- 24-338 
146-11414- 146-11450- 23-338 
146-11414- 146-11450- 24-338 
146-11414- 146-11450- . 24-338 
146-11414- 146-11450- 2J-338 
146-11415- 146-11450- 2J2-338 
146-11415- 146-11450- 24-338 
146-11415- 146-11450- i 23-338 
146-11416- 146-11450-101 24-338 
146-11416- 146711451 [ J-5 
146-11417- 146711452 AXC-336 
146-11417- 146-11452- 1 AXC-336 
146-11417- 146-11452= 2 M AXC-336 
146-11417- 146711453 AXC-337 
146-11417- 146-11454 i J-6 
146-11417- 1467-11455 C-652 
146-11417- 146-11456- 
146-11417- 146-11456- 
146-11417- 146711457 26-48 
146-11417- 146-11461- ς-653 
146-11418- 146-11461- C-653 
146-11418- 146-11462 C-654 
146-11418- 146-11463 ς-655 
146- 11418” 146-12001 AXE-59 
146-11418- 146-12001-102 AXE-59 
146-11418- 146-12001-201 AXE-59 
146-11418- 146-12003 AXN-133 
146-11418- 146-12003- AXN-133 
146-11418- 146-12003- AXN=133 
146-11419- 146-12003- AXH-133 
146-11419- 146-12003- AXN-133 
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Section Ill 


Numerical Index of AN O1-60AABA-4 . I 
Contractor Parts . | | | 


STOCK NUMBER FIGURE STOCK NUMBER 
AND INDEX 


| CLASS CODE | PART NUMBER CLASS CODE PART NUMBER 


146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 9 
146-12003- 11 
146-12003-. 13 
146-12003- 
146-12003- 
146-12003- 19 
146-12003- 21 
146-12003- 23 
146-12003- 25 
146-12003- 27 
146-12003- 31 
146-12003- 33 
146-12003- 35 
146-12003- 37 
146-12003- 39 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 53 
146-12003- 55 
146-12003- 57 
146-12003- 59 
146-12003- 63 
146-12003- 64 
146-12003- 65 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12003- 
146-12004 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 
146-12004- 13: 
146-12004- 14 
146-12004- 15 
146-12004- 16 
146-12004- 17 
146-12004- 18 
146-12004- 19 
146-12004- 23 
146-12004- 24 
146-12004- 25 
146-12004- 26 
146-12004- 27 
146-12004- 28 
146-12004- 29 
146-12004- 30 
146-12004- 33 
146-12004- 34 
146-12004- 37 
146-12004- 39 
146-12004- 43. 
146-12004- 45 
146-12004- 47 
146-12004- 49 
146-12004- 53 
146-12004- 55 
146-12004- 57 
146-12004- 59 
146-12004- 63 
146-12004- 65 
146-12004- 67 
146-12004- 69 
146-12004- 73 
146-12004- 75 
146-12004- 77 
146-12004- 79 





146-12004- 83 . 
146-12004- 85 
146-12004- 86 
146-12004- 87 
146-12004- 88. 
146-12004- 95 
146-12004- 96 
146-12004- 97 
146-12004- 98 
146-12004- 99 
146-12004-100 
146-12004-101 
146-12004-102 
146-12004-103 
146-12004-105 
146-12004-106 
|146-12004-107 
146-12004-108 
146-12004-109 
146-12004-115 
146-12004-117 
146-12004-118 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
146-12005- 
24-329 . |146-12005- 
2J-339 : 146-12005- 
2-339 146-12005- 
29-239 146-12005- 
2J-339 146-12005- 
24-3239 i 146-12005- 
24-339 146-12005- 
24-339 146-12005- 
29-339 146-12005- 
24-339 |1456-12005- 
24-339 146-12005- 
24-339 : 146-12005- 
23-339 146-12005- 
24-339 146-12005- 
24-339 146-12005- 
24-339 146-12005- 
247339 146-12005- 
24-339 :146-12005- 
247339 146-12005- 
2J-339 146-12005- 
2J-339 146-12005- 
2J-7 339 ` |1456-12005- 
254-339 146-12005- 
24-339 146-12005- 
29-2339 146-12005- 
24-339 146-12005= 
254-339 146-12005- 
24-339 |146-12005- 
2.-339 146-12005- 
2J-339 146-12005- 
24-339 146-12005- 
25-339 146-12005- 
2J-339 146-12005-. 
24-339 146-12005- ` 
24-339 146-12005- 
24-339 146-12005- 
24-339 146-12005- 
24-339 146-12005- 
24-339 146-12005- 4-10 
25-339 146-12005- J-10 
2J-339 146-12030- 23-340 
24-339 146-12030- : 2J-340 
2J-339 146-12031- 2J-341 
2J-339 146-12031- 2J-341 
2J-339||. 146-12040- 23-342 


N 


2J-339 
2J-339 
24-7339 
254-339 
24-339 
24-339 
24-339 
24-339 
245-339 
224-2239 
224-339 
24-339 
25-339 
24-339 
24-339 
24-339 
24-339 
23-339 
24-3239 
24-339 
23-339 
24-339 
J=10 
J-10 
J-10 
J-210 
J-10 
J-10 
J-10 
J-710 
J-10 
J-10 
J-10 
9-10 
9-10 
J-710 
J-10 
J-10 
J-10 
9-10 
J-10 
4710 5 
4-10 | - 
J=10 
J-10 
«-10 
«-10 
J-10 
J-10 
J=10 
J=10 
J=10 
J=10 
J-10 
J=10 
J-10 
J-10 
J-10 
J-10 
J-10 
J-10 
J=10 
J=10 
J=10 
«-10 
«-10 
J-10 
J-10 
J-10 
4-10 
J-10 
4-710 
J=10 
J=10 
J=-10 
J=10 
J-10 
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: Section lll 
AN ΟΙ-6ΟΑΑΒΑ-4 Numerical Index of 
Contractor Parts 
Ml 


MICROFILM STOCK NUMBER FIGURE | TOTAL 
NUMBER | | CLASS CODE PART NUMBER AND INDEX| QTY. 
50 š 


25-342 146-12101- AXE-67 
24-342 ΑΧΕ” 67 









STOCK NUMBER 
PART NUMBER 


146-12040- 2 
156-12040- 3 










































146-12101- 51 


























































































































































































































































































































































































































































1 
2 
146-12040- 4 2| 22-342 146-12101- 53 M1 1| AXE-67 
146-12040- 13 1| 24-342 146-12101- 54 11 AXE-67 
146-12040- 14 1| 22-342 146-12101- 55 1| AXE-67 
146-12040- 15 1| 22-342 146-12101- 56 1| AXE-67 
146-12040- 16 1| 224-342 146-12101- 57 1| AXE-67 
146-12040- 24 1| 24-342 146-12101- 58 | 1| AXE-67 
146-12040- 25 1| 22-342 146-12101-101 REF| AXE-67 
146-12040- 26 1| 22-342 146-12101-102 REF| AXE-67 
146-12040- 27 1| 24-342 146-12103 2|AX8-136 
146-12040- 28 1] 22-342 146-12103- 3 2|AXB-136 
146-12040- 29 1| 22-342 146-12103- 7 2| AX8-136 
146-12040- 30 1| 22-342 146-121023- 9 2| AXB-136 
146-12040- 33 i| 22-342 146-12103- 11 2| AXB-136 
146-12040- 34 1| 23-342 146-12103- 13 2| AXB-136 
146-12040- 35 1| 224-342 146-12109- 5 1 J-19 
146-12040- 36 1| 23-342 146-12109- 6 1 J-19 
146-12040- 37 1| 23-342 146-12109- 7 1 J-19 
146-12040- 38 i| 22-342 146-12109- 8 1 J-19 
146-12040- 39 «| 23-342 146712109-101 J-19 
146-12040- 43 2| 22-342 146-12109-102 J-19 
146-12040- 45 2| 22-342 146-12109-103 J-719 
146-12040- 47 2| 22-342 146712109-104 4-719 
146-12041 1| AXE-64 146-12109-109 J-19 
146-12041- 1 1| AXE-64 146-12109-110 4-19 
146-12041- 2 1| AXE-64 146-12109-113 J=19 
146-12041- 3 1] AXE-64 146-12109-114 J-19 
146-12041- 4 1| AXE-64 146712201 24-330 
146-12042- 1 1 J-15 146-12201- 1 24-330 
146-12042- 2 1 J-15 146-12201- 2 24-330 
146-12042- 3 1 J-15 146-12201- 3 24-330 
146-12042- 4 1 J-15 146-12201- 4 24-330 
146-12043- 1 1 F-9 146-12201- 5 24-2330 
146-12043- 2 1 F-9 146-12201- 6 24-330 
146-12044- 1 1 F-10 146-12201- 7 24-330 
146-12044- 2 1 F-10 146-12201- 3 24-320 
14546-12050 1| AXE-65 156-12201- 9 24-7330 
146-12050- 1 ΑΧΕ-65 166-12201- 10 24-330 
156-12050- 2 AXE-65 146-12201- 13 24-330 
14546-12051 AXE-66 146-12201- 14 24-330 
146-12051- 1 AXE-66 146-12201- 15 24-330 
146-12051- 2 AXE-66 146-12201- 16 24-330 
146712101 AXE-67 146-12201- 17 24-330 
146-12101- 1 AXE-67 146-12201- 18 24-330 
146-12101- 2 AXE-67 146-12201- 19 23-330 
146-12101- 3 AXE-67 146-12201- 20 . 24-330 
146-12101- 4 AXE-67 146-12201- 23 24-7330 
1456-12101- 5 AXE-67 146-12201- 24 24-330 
146-12101- 6 AXE-67 146-12201- 2 24-330 
146-12101- 7 AXE-67 146-12201- 26 24-330 
146-12101- 8 AXE-67 146-12201- 27 214-330 
166-12101- 9 ΑΧΕ- 67 146-12201- 28 24-330 
146-12101- 10 AXE-67 146-12201- 29 24-330 


24-2330 
24-2330 
24-2330 


146-12201- 30 
146-12201- 33 
146-12201- 2 


AXE-67 
AXE-67 
AXE-67[| 


146-12101- 11 
146-12101- 13 
146-12101- 14 


















146-12101- 15 AXE-67 146-12201- 37 24-330 
146-12101- 16 AXE-67 146-12201- 38 24-320 
146-12101- 17 AXE~67 146-12201- 39 24-330 
146-12101- 18 AXE-6T 146-12201- 40 24-330 





146-12101- 19 AXE-67 146-12201- 43 247330 












146-12101- 20 AXE-67T 146-12201- 44 24-330 
146-12101- 23 ΑΧΕ”-6Τ 146-12201- 45 24-330 
146-12101- 24 AXE-67 146-12201- 46 24-330 
146-12101- 25 AXE-67 146-12201- 47 24-330 
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146-12101- 26 ΑΧΕ- 67 146-12201- 48 29-330 
146-12101- 27 AXE-67 146-12201- 49 23-330 
146-12101- 29 AXE-67 146-12201- 50 23-330 
146-12101- 31 AXE-67 146-12201- 53 23-330 
146-12101- 33 AXE-67 146-12201- 55 1| 24-330 
146-12101- 35 AXE-67 146-12201- 56 1} 243-330 
146-12101- 37 AXE-67 146-12201- 57 i| 224-330 
146-12101- 39 AXE-67 146-12201- 58 i| 22-330 
146-12101- 40 AXE-67 146-12201- 59 2| 23-330 
146-12101- 41 | AXE-6T 146-12201- 61 i| 24-330 
146-121C1- 42 AXE-67 146-12201- 62 1| 22-330 
146-12191- 43 AXE-67 146712202 1| AXE-70 
146-12101- 44 AXE-67 146-12202- 2 REF] AXE-70 
146-12101- 45 AXE-67 146-12202- 3 1] AXE-70| 
146-12101- 46 ΑΧΕ-67 146-12202- 4 i| AXE-70 
146-12101- 47 AXE-67 146-12202- 5 1| AXE-70 
146-12101- 48 AXE-67 146-12202- 6 i| AXE-70 
146-12101- 49 AXE-67 146-12202- 7 1| AXE-70 
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: Section Ill i 
Numerical Index of- AN 01-60AABA-4 


Contractor Parts 
FIGURE TOTAL | MICROFILM 
= —i AND INDEX NUMBER 















STOCK NUMBER 
PART |. PARTNUMBER — | 


146-12202- 
146-12202- 9 
146-12202- 10 
146-12202- 13 
146-12202- 14 
146-12202- 15 
146-12202- 16 
146-12202- 17 
146-12202- 18 
146-12202- 19 
146-12202- 20 
146-12202- 23 
146-12202- 24 
146-12202- 25 
146-12202- 26 
146-12202- 27 
146-12202- 28 
146-12202- 29 
146-12202= 30 ` 
146-12202- 33 
146-12202- 34 
146-12202- 37 
146-12202- 38 
146-12202- 39 
146-12202- 40° 
146-12202- 43 
146-12202- 44 
146-12202- 49 
146-12202- 50 
146-12202- 51 
146-12202- 52 
146-12202- 53 
146-12202- 54 
146-12202- 55 
146-12202-101 - 
146-12202-102 
146-12202-107 
146-12202-108 
146-12224- 
146-12224- 
146-12224- 
146-12224- 















STOCK NUMBER 
[PARTNUMBER =— | [PARTNUMBER =— | 


146-12292- 24 
146-12292- 25 
146-12292- 26 
146-12292- 27 
146-12292- 28 
146-12292- 29 
146-12292- 30 
146-12292- 31 
146-12292- 32 
146-12292- 33 
146-12292- 34 
146-12292- 35 
146-12292- 36 
146-12292- 37 
146-12292- 38 
146-12292- 39 
146-12292- 40 
146-12292- 43 
146-12292- 44 
146-12292- 45 
146-12292- 46 
146-12292- 47 
146-12292- 49 
146-12292- 50 
146-12292- 52 
146-12292- 53 
146-12292- 54 
146-12292- 55 
146-12292- 56 
146-12292- 57 
146-12292- 58 
146-12292- 59 
146-12292- 62 
146-12292- 63 
146-12292- 65 
146-12292- 67 
146-12292- 69 
146-12292- 70 
146712292- 73 
146-12292- 74 
146-12292- 77 
à46-12292- 78 


CLASS CODE 



















































` FIGURE TOTAL| MICROFILM 
| AND INDEX | QTY. | NUMBER 


AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE~71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71. 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
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23-345 
247345 
24-345 
2J=345 



























146-12224- 24-345 146-12292- 79 AXE-71 

2J-345 146-12292- 83 AXE-71 
146-12224- 24-345 146-12292- 89 AXE-71 
146-12224- 247345 146-12292- 93 AXE-71 







146-12224- 
146-12224- 


247345 
247345 


146-12292- 95 
146-12292- 97 






1 

2 

3 

4 

5 

146-12224- 6 
7 

8 

9 

10 


AXE-71 
AXE-71 















146-12224- 11 24-345 146-12292-101 AXE-71 
146-12224- 12 24-345 146-12292-105 AXE-71 
146-12224- 13 23-345 146-12292-108 AXE-71 
146-12224- 14 24-7345 146-12292-109 AXE-71 


146-12224- 15 
146-12224- 16 
146-12224- 17 


24-345 
247345 
23-345 


146-12292-113 
146-12292-115 
146-12292-117 







AXE-71 
AXE-71 
AXE-71 


































































































































































146-12224- 18 24-345 146712293 AXE-72 
146-12224- 19 24-7345 146-12293- 1 AXE-72 
146-12224- 20 29-245 146-12293- 2 AXE-72 
146-12224- 21 2J-345 146-12293- 3 AXE-72 
146-12224- 22 24-345 146-12293- 5 AXE-72 
14546-12292 AXE-71 146-12293- 6 AXE-72 
146-12292- 1 AXE-71 146-12293- 7 ΑΧΕ-Τ2 
146-12292- 2 AXE-71 146-12293- 8 AXE-72 
146-12292- 3 '1| AXE-71 146-12306 AXE-73 
156-12292- 4 1] AXE-71 166-12306- 1 AXE-73 
146-12292- 5 l| AXE-71 146-12306- z AXE-73 
146-12292- 6 l| AXE-71 146-12306- 3 AXE-73 
146-12292- 7 1| AXE-71 146-12306- 4 AXE-73 
146-12292- 8 1| AXE-71 146-12306- 5 AXE-73 
146-12292- 9 l| AXE-71 146-12306- 6 AXE-73 
146-12292- 10 l| AxE-71 146-12306- 7: AXE-73 
146-12292- 11 l| AXE-71 146-12306- 8 AXE-73 
146-12292- 12 1| AXE-71 146-12306- 9 AXE-73 
146-12292- 13 1| AxE-71 146-12306- 10 AXE-73 
146-12292- 14 l| AXE-71 146-12306- 11 AXE-73 
146-12292- 15 1} AXE-71 146-12306- 14 AXE-73 
146-12292- 16 1| AxE-71 146-12306- 21 AXE-73 
146-12292- 17 l| AXE-71 146-12306- 22 AXE-73 
146-12292- 18 1] AXE-71 146-12306- 31 AXE-73 
146-12292- 19 1| AXE-71 146-12306- 32 AXE-73 
156-12292- 20 1| AXE-71 146-12306- 41 AXE-=73|_ 
146-12292- 21 1| AXE-71 146-12306- 42 AXE-73 
146-12292- 22 1} AXE-71 1467-12317 

146-12292- 1| AXE-71 146-12320- 1 21-346 
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STOCK NUMBER 


[ CLASS CODE | 


















































.146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12520- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12336 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12345 
146712345- 
146-123457 
146712345- 
14612345- 
146-1232345- 
146-712345- 
146-12345- 
146712346 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
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PART NUMBER 


Ow + O S iZ 


WOMNOUSWNY 































































STOCK NUMBER 









146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12351 
146-12353 
146-12354- 
146-12354- 
146-12355- 
146-12355= 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 


2J-346 
2J-346 
24-346 
23-346 
23-346 
22-346 
2J-346 
2-346 
2J-346 
2-346 
2J-346 
2J-346 
2J-346 
2-346 
2-346 
2J-346 
254-346 
2J-346 
2J-346 
2J-346 
2J-346 
22-346 
2J-346 
2J-346 
2J-346 
2-346 
2J-346 
24-346 
202-346 
2J-346 
2J-346 
29-346 
29-246 
2J-346 
204-346 
2J-346 
2J-346 
2J-346 
2J-346 
29-246 
- 2J=346 
29-346 
2J-346 
24-346 


























































































































































































































































146712357 

146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12358 

146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 









































































AXE=75 
ΑΧΕ-Τ5 






146-12358- 






































AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
2| AXE-75 146-12358- 
2| AXE-75 146-12358- 
1] AXE-75 146-12358- 
1| AXE-75 146-12358- 


146-12356- * 


146-12358- . 


CLASS CODE PART NUMBER Η 
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Section lll ` 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER ` 
AXE-75 


AXE-75 
AXE-75 
AXE-75 
ΑΧΕ-Τ5 
AX&-75 
AXE-T75 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
AXE-T5 
AXE-75 
AXE-T75 
AXE-75 
AXE-75 
AXE=75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
F657 
C-658 
C-659 
C-659 
9-26 
J-28 
4-28 
J-28 
J-28 
J-28 
J-28 
J-28 
J-28 
J-729 
4-729 
J-29 
4-29 
J-229 
J-29 
J-29 
9-25 
4-729 
AXC-339 
ΑΧς-339 
AXC-339 
AXC-339 
ΑΧς-339 
ΑΧς-339 
AXC-339 
AXE-T6 
AXE-76 
AXE-76 
ΑΧΕ-Τ6 
AXE-76 
AXE-T6 
AXE-76 
AXE=76 
AXE-76 
AXE-T6 
ΑΧΕ-76 
AXE-76 
ΑΧΕ-Τ6 
AKE-76 
AXE-76 
AXE-76 
AXE-76 
AXE-76 
ΑΧΕ”Τ6 
AXE-T6 
AXE-76 
AXE-76 
AXE-76 
AXE=76 
AXE-76 
AXE-76 
AXE-76 
AXE-76 
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Section Ill 
Numerical Index of AN ΟΙ-6ΟΑΑΒΑ-4 


Contractor Parts 
STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| PARTNUMBER | AND INDEX | QTY. | NUMBER 





















STOCK NUMBER 
PART NUMBER 


146-12358- 32 





CLASS CODE CLASS CODE| PARTNUMBER | 




































































































































































































































































AXE-76 146-12401- 54 1| 2J-347 
146-12358- 41 AXE-76 146-12401- 55 l| 24-347 
146-12358- 42 AXE~76 146-12401- 56 1| 24-347 
146-12368- 1 XA-501 146-12401- 57 ` 1] 2J-347 
146-12368- 2 XA=501 146-12401- 58 1| 2J-347 
146-12368- 3 1| XA-501 146-12401- 59 1| 2J-347 
166-12368- 4 1| XA-501 146-12401- 60 1| 23-347 
146-12368- 5 1| XA-501 146-12401- 61 1| 24-347 
146-12368- 6 1| xA-501 146-12401- 62 1| 23-347 
146-12368- 7 1| XA-501 146-12401- 63 1| 22-347 
146-12368- 8 1| XA-501 146-12401- 64 1| 2-347 
146-12368- 9 1| XA-501 146-12401- 65 1| 22-247 
146-12368- 10 1| ΧΑ-501}| - 146-12401- 66 i| 2J-347 
146-12368- 11 1| XA-501|| R82NA 146-12401- 71 1| 204-347 
146-12368- 12 1| XA-501|| R82NA 146-12401- 72 1| 23-347 
146-12368- 21 1| XA-501 146-12401- 73 1| 22-347 
146-12368- 22 1| XA-501 146-12401- 74 1| 21-347 
146-12368- 31 REF| XA-501 146-12401- 81 1| 24-347 
146-12368- 32 REF| XA-501 146-12401- 82 1| 22-347 
146-12385- 1 REF H-11 146-12401- 91 1 
146-12385- 2 REF H-11 146-12401- 92 
146-12385- 4 1 H-11 146-12401-101 
146-12385- 5 1 H-11 146-12401-102 
146-12385- 6 1 H-11 146-12401-107 29-347 
146-12385- 7 1 Η-11 146-12401-108 24-347 
146-12385- 8 1 146-12401-109 23-347 
146-12385= 9 1 146-12401-110 | 25-347 
146-12385- 10 1 146-12401-111 23-347 
146-12385- 11 1 146-12401-112 2J-347 
146-12385- 12 1 146-12401-113 2-347 
146-12385- 21 1 146-12401-115 24-347 
146-12385- 22 1 146-12401-117 2J-347 
146-12385- 31. 146-12401-120 24-347 


146-12385- 32 
146-12401 
146-1240:- 1 
146-12401- 2 
146-12401- 3 
146”-12401- 4 
146-12401- 5 
6 
7 
8 
9 


146-12401-124 
146-12401-141 
146-12401-142 
146-12401-201 


24-347 
24-347 
24-3417 
24-347 

























146-12401-202 24-347 





24-347 
23-347 
2J=347 
247347 
25-347 
25-347 
247347 
21-347 
247347 
247347 
247347 
23-347 
24-347 
25-347 
23-347 
24-7347 



















146-12401- 

146-12401- 

146-12401- 

146-12401- 

146-12401- 10 
146-12401- 11 
146-12401- 12 
146-12401- 13 
146-12401- 14 
146-12401- 15 
146-12401- 16 
146-12401- 17 
146-12401- 18 
146-12401- 19 
146-12401- 20 


146-12402 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 10 
146-12402- 11 
146-12402- 12 
146-12402- 21 
146-12402- 22 


AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD=396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
























WOONOUF WHE 
























































































































































































R82NA 146-12401- 21 2J=347 146-12402- 31 AXD-396 
R82NA 146-12401- 22 29- 347 146-12402- 32 AXD-396 
R82NA 146-12401- 23 25-347 146-12403 AXC=340 
R82NA 146-12401- 24 25-347 146-12403- 3 AXC-340 
146-12401- 25 2J-347 146-12403- 4 AXC-340 
146-12401- 27 2J7347 146-12404- 1 294-348 
146-12401- 29 247347 146-12404- 2 23-348 
146-12401- 30 25-347 146712418 26-49 














R82NA 
R62NA 


146-12401- 31 
146-12401= 32 
146-12401- 33 
146-12401- 34 
146-12401- 35 
146-12401- 36 
146-12401- 37 
146-12401- 38 
146-12401- 39 
146-1240i- 40 
146-12401- 41 
146-12401- 42 
146-12401- 43 
146-12401- 44 
146-12401- 45 
146-12401- 47 


24-347 
2J-=347 
2J-347 
24-7347 
24-7347 
2472347 
23-347 
24-347 
24-7347 
25-347 
2J-347 
23-347 
23-347 
2J-347 
247347 
23-347 


146-12418- 
146-12418- 
146-12421- 
146-12421- 
146-12421- 
146-12421- 
146-12421- 
146-12421- 
146-12421- 
146-12901 

146-12901-201 
145-12901-202 
146-12901-251 
146-12901-252 
146-12901-301 
146-12901-302 


26-49 
26-49 
9-33 
9-38 
9-33 
9-33 
9-33 
9-33 
9-33 
26-50 
26-50 
26-50 
26-50 
26-50 
26-50 
26-50 
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R82NA. 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
































F mn n 1 NI Boe n I e) ci n Ie a N Re I Ri = = ge 


p ee e d e e OS Ον IS p S ha e i IND pu a A NY A o νο κο 


146-12401- 49 2J-3417 14546-15001 AXE-78 
146-12401- 50 2472347 146-1500i- 3 AXE-78 
Re2NA 146-12401- 51 29” 347 146-15001- 4 AXE-78 
R82NA 146-12401- 52 247347 146-15001- 9 AXE-78 
146-12401- 247347 146-15001- 10 AXE-78 
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Section Hl 


Numerical Index of 
Contractor Parts 


AN 01-60AABA-4 













STOCK NUMBER 
CLASS CODE PART NUMBER 2 


146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004=- 
146-15004- 
146-15004- 
146-15004- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146*15005— 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
1467150057 
145-15005- 
146-15005- 
146-15005- 
146-15005- 
156-15uv5- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146715005- 
146-15005- 


. STOCK NUMBER 


| CLASS CODE | PART NUMBER 


146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
156-15201- 
146-15001- 
146-15001- 
146-15091- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 3 
146-15001- 
146-15091- 
146-15001- 
146-15001-- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15021- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 3 
146-15001- 
146-15001- 
146-15001- 65 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001= 
146-15001-7 
146-15001- 
146-15001-105 
146-15001-106 
146-15001-201 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 













































































































































































































































































































































































































































































































































































































146-15001-202 


146-15001-301 


146-15001-302 


ο ο ο. 









146-15001-401 
146-15001-402 


.146-15002- 
146-15002- 
146-15002- 
146-15002- 
146-15002- 











146-15002- 
146-15002- 


146-15002- 


ον p O p O + ον + 









146-15004- 
146-15004- 
146-15004- 
146-15004- 









+£ N »» 
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J-36 
J=36 
9-26 
“-36 
3-36 
| 2-36 
J-36 
--36 
J-36 
J=36 
J=36 
J=36 
J=36 
J=36 
J=36 
9-36 
9-36 
9-36 
9-26 
J-36 
J-36 
9-26 
9-26 
J=36 
J=36 
J=36 
J=36 
J=36 
J=36 
J736 
4-736 
` J=36 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
23-350 
23-350 
24-350 
20-250 
253-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
U2J-350 
24-350 
.24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
249-350 
2J-350 
2J-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
29-2350 
23-350 
243-350 
24-350 
24-350 
24-350 
24-350 
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Section lll 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 
































































































STOCK NUMBER OTAL| MICROFILM 
CLASS CODE PART NUMBER D INDEX | QTY. | NUMBER 


146-15005-177 
1456-15002-176 
146-15005-179 
146-15005-180 
146-15005-181 
145-15005-182 
1465-15005-183 
146-15005-185 
145-15005-1€6 
146-15005-187 
1456-15005-189 
146-15005-190 
146-15005-191 
146-15005-193 
146-15005-195 
146-15005-196 
146-15005-203 
146-15005-204 
146-15006 
146-15006- 
146-15006- 
146715006- 
146-15006- 


STOCK NUMBER 28) FIGURE |TOTAL|MICROFILM 
CLASS CODE PART NUMBER 8 9| AND INDEX | QTY. | NUMBER 


146-15005- 60 2J-350 
146-15005- 63 23-350 
146-15005- 64 247350 
146-15005- 65 243-350 
146-15005- 66 24-7550 
146-15005- 67 24-3509 
146-15005- 68 23-350 
146-15005- 69 24-550 
146-15005- 79 23-350 
146-15005- 73 24-350 
146-15005- 74 24350 
146-15005- 75 24-7350 
146-15005- 76 . 237356 
146-15005- 77 24-7330 
146-15005- 78 24-350 
146-15005- 79 23-350 
146-15005- 80 24-350 
146-15005- 83 24-350 
146-15005- 84 23-350 
146-15025- 85 24-2350 
146-15005- 86 24-2250 
146-15005- 87 2J-350 
146-15005- 88 24-350 
146-15005- 89 24-350 
146-15005- 90 2J-350 
146-15005- 93 24-350 
146-15005- 94 24-350 
146-15005- 95 23-350 
146-15005- 96 `` 2J-350 
146-15005- 97 24-350 
146-15005- 98 24-350! | R82NA 146-15007- 
146-15005- $9 23-350] | RaO2NA 146-15007- 
146-15005-100 23-350] | R82NA 146-15008- 
146-15005-103 29-33) | R82NA 146715008- 
146-15005-104 2J-350| |R82NA 146-15009 
146-15005-105 24-350 146-15009-. 
146-15005-106 24-350 146-15010- 
146-15005-107 23=350 146-15010- 
146-15005-108 247350 Zi 146-15011- 
146-15005-109 24-7350 . 146-15011- 
146-15005-113 24-2350 146-15013- 
146-15005-115 23-350 146-15013- 
146-15005-116 24-350] | R82HA 146-15015- 
146-15005-117 2J-350| |R82NA 1456-15015- 
146-15005-118 23-350 146-15015- 
146-15005-119 ` 24-350 146-15015- 
146-15005-120 24-350| | R82NA 146-15016 
146-15005-123 . 24-350 146715017 
146-15005-124 254-350 146-15017- 
146-15005-125 23-350 146-15017- 
146-15005-126 23-350 146-15018 
146-15005-127 24-350 146-15020- 
146-15005-128 247350 146-15020- 
146-15005-129 24-2350 146-15020- 
146-15005-130 2J=350 146-15020- 
146-15005-133 24-350 146-15020- 
146-15005-134 24-350 146-15020= 
146-15005-135 24-350 146-15020- 
146-15005-137 23-350 146-15020- 
146-15005-138 24-350 146-15020- 
146-15005-139 24-7250 146-15020- 
146-15005-140 24-350 146-15021- 
146-15005-143 23-350 146-15021-. 
146-15005-144 24-250 146-15022 
146-15005-145 23-350 146-15022- 
146-15005-147 224-350 146-15022- 
146-15005-149 24-7350 146-15022- 
146-15005-150 23-350 156-15022- 
146-15005-153. 249-7350 146-15023- 
146-15005-155 23-350 146-15023- 
146-15005-157 24-350 146-15024- 
146-15005-158 23-350 146-15024- 
146-15005-159 23-350 146-15024- 
146-15005-160 24-350 146-15024- 
146-15005-163 24-350 146-15024- 
146-15005-164 249-350 146-15024- 
146-15005-165 24-2350 146-12024- 
146-15005-166 24-350 146-15024- 
146-15005-167 24-350 146-15025- 
146-15005-168 24-7350 146-15025- 
146-15005-169 24-2350 146-15026- 
146-15005-170 24-350 146-15026- 
146-15005-173 24-350 146-15027- 
146-15005-175 24-7350 146-15027- 








24-350 
24-350 
24-350 
24-350 
24-350 
245-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
243-350 
24-7350 
24-350 
24-350 
24-350 
24-350 
AXE-32 
AXE-82 
ΑΧΕ-82 
AXE-82 
AXE-82 
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146-15006- AXE-82 







AXE-82 


146-15006- 







= 
m 
"m 


146-15006- ΑΧΕ-δ2 







4-39 
J=39 
XF-8 
XF-8 
AXB-137 
AXB-137 
F-15 
F-15 
26-31 
26-51 
C-661 
C-661 
24-351 
24-351 
24-351 
24-351 
26-52 
ς-662 
ς-662 
ς-662 
C-663 
F-19 . 
F-19 | 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
Ε-18 
F-18 
F-18 
AXC-344 
AXC-344 
AXC-344 
AXC-244 
Αχς- 204 
F-21 
F-21 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-23 
F-23 
F-24 
F-24 
F-25 
F-25 
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Section Ill 
Numerical Index of 
Contractor Parts 


μμ NUMBER FIGURE |TOTAL| MICROFILM 
CLASS CODE | PARTNUMBER | AND INDEX | QTY. | NUMBER 


AN O1-6OAABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 






STOCK NUMBER 
PART NUMBER 








CLASS CODE 









































Reviged 15 September 1955 

































































































































































































































































































146-15028- 1 1 F-26| |R82NA 146-15104 7-29 2 26-55 
146-15028- 2 1 R82NA 146-15105- 1 1 C-667 
146-15028- 3 1 R82NA 146-15105- 2 1 C-667 
146-15028- 4 1 146-15105- 3 1 C-667T 
146-15028- 5 2 146-15105- 4 1 C-667 
146-15029- 1 1 R82NA 146-15106 4| AXB-138 
146-15029- 2 1 146-15107 1 F-39 
146-15030- 1 1 146-15107- 1 
146-15030- 2 1 146-15108 2 AXN-1 
146-15030- 3 1 146-15108- 3 2 AXN=1 
146-15030- 4 1| 2J-352 146-15108- 5 2 ΑΧΝ-1 
146-15030- 5 2| 24-352 146-15108- 11 2 AXN-1 
146-15030- 7 1| 24-352] | R82NA 146-15109- 1 2 26-54 
146-15030- 8 1| 24-352 146-15109- 3 2 26-54 
146-15030- 9 2| 24-352 1467-15110 77 8 2 F-41, 
146-15031- 1 1 F-28 14615111 7- 18 2 c-670 
146-15031- 2 1 F-28 146715112 7-722 4| 2D-591 
146-15031- 3 1 F-28 146-15201 1| AXE-84 
146-15031- 4 1 F-28 146-15201- 3 5 = 27 1| AXE-84 
146-15031- 5 1 F-28 146-15201- 4 5 1| AXE-84 
146-15031- 6 1 F-28 146-15201- 5 5 = 26 1| AXE-34 
146-15031- 7 1 F-28 146-15201- 6 5 1} AXE-34 
146-15031- 8 1 F-28 146-15201- 7 5 = 23 1| AXE-84 
146-15032- 1 1 146-15201- 8 5 1| AXE-84 
146-15032- 2 1 1&6-15201- 9 5 -= 22 1| AXE-84 
146-15033- 1 1 146-15201- 10 5 1| AXE-84 
146-15033- 2 1 166-15201---11 2 F| AXE-84 
146-15034- 1 1 4 
146-15034- 2 1 5 
146-15035- 1 1 146-15201- 12 2 AXE-84 
146-15035- 2 1 4 
146-15036- 1 1 5 
146-15036- 2 1 146-15201- 13 5 = 28 1| AXE-84 
146-15037- 1 i 146-15201- 14 5 1| AXE-84 
146-15037- .2 1 146-15201- 15 5-21 2| AXE-34 
146-15038- 1 1 146-15201- 17 5-25 2| AXE-84 
146-15038- 2 1 146-15201- i9 5 = 24 2j AXE-84 
146-15039- 1 1 146-15201- 23 a= 3 1] AXE-34 
146-15039- 2 1 146-15201- 24 5 l| AXE-84 
146-15039- 3 1 146-15201- 25 5= 4|. 2| AXE-84 
146-15039- 4 1 146-15201- 27 5 = $ 2| AXE-84 
146-15039- 5 1 145-15201- 29 5 6 2| AXE-84 
146-15039- 6 1 146-15201- 31 od vg 1| AXE-84 
146-15039- 7 1 146-15201- 32 5 1| AXE-84 
146-15039- 8 1 146-15201- 33 5 = B 1| AXE-84 
14546-15047 2 146-15201- 34 5 1| AXE-84 
146-15048 4 146-15201- 35 5 9 2| AXE-84^ 
146-15048- 3 4| 20-590 1456-1520i- 37 Bie 10 2| AXE-84 
146-15049 4 146-15201- 39 3 — li 2| AXE-84 
146-15101 1| AXE-83 146-15201- 41 5-212 1| AXE-84 
146-15101- 1 REF| AXE-83 146-15201- 42 5 1| AXE-84 
146-15101- 2 REF| AXE-83 146-15201- 43 5 = 15 4| AXE-84 
146-15101- 3 1| AXE-83 146-15201- 45 5 - 16 4| AXE-84 
146-15101- 4 1| AXE-83 146-15201-101 2 F| AXE-84 
146-15101- 5 5| AXE-83 5 
146-15101- 6 5| AXE-83 7 
146-15101- 7 6| AXE-83 146-15201-102 2 AXE-84 
146-15101- 8 S| AXE-83 5 
146-15101- 9 1| AXE-82 7 
146-15101- 10 1| AXE-83 146-15202 1| AXE-85 
R82NA 146-15101- 11 1| AXE-83| | R82NA 146-15202- 1 5 2| AXE-85 
R82NA 146-15101- 12 1| AXE-83 146-15202- 3 2| AXE-85 
146-15101- 13 1| AXE-83 146-15202- 5 2| AXE-85 
146-15101- 14 1| AXE-83 146-15202- 7 2| AXE-85 
146-15101- 15 1 146-15202- 9 2| AXE-85 
146-15101- 16 1 R82NA 146-15202- 11 2| AXE-85 
146-15101- 17 4 146-15202- 13 2| AXE-85 
146-15101- 19 1 146-15202- 15 2| AXE-85 
146-15101- 20 1 146-15202- 17 4| AXE-85 
146-15101- 23 1 146-15202- 19 2| AXE-85 
146-15101- 24 1 146-15202- 21 2| AXE-85 
146-15101- 25 2 146-15202- 23 2| AXE-85 
146-15101- 27 2 146-15202- 25 2| AXE-85 
146-15101- 29 1 146-15202- 27 2| AXE-85 
146-15101- 30 1 146-15202- 29 2| AXE-85 
146-15101- 33 1 146-15202- 31 2| AXE-85 
146-15101- 34 1 146-15202- 35 16| AXE-85 
146-15101- 35 2 146-15202- 35 2| AXE-85 
146-15101- 36 2 146-15202- 37 2| AXE-85 
146-15101-137 2 146-15202- 39 ` 2| AXE-85 
146-15103- 1 1 146-15202- 41 2| AXE-85 
146-15103- 2 1 146-15202- 43 2| AXE-85 
146-15103- 3 1 146-15202- 45 2] AXE-85 
146-15103- 4 1 146-15202- 47 2| AXE-85 
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Section Ill 


Numerical Index of AN 01-60AABA-4 : x 
Contractor Parts ' | 


STOCK NUMBER ER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 9 5| AND INDEX NUMBER 
M1 


146-15202- 49 
146-15202- 51 
146-15202- 53 
146-18001 

‘| R82NA 146-18001- 


CLASS CODE PART NUMBER δ o| AND INDEX| QTY. | NUMBER 
146-18004- 21 M1 2J-353 
146-18004- 25 2J-353 
146-18004- 27 24-353 
146-18004- 29 24-353 
146-18004- 31 24-353 
146-18004- 33 24-353 
146-18004- 35 24-353 
146-18004- 37 24-353 
146-18004- 39 24-353 
146-18004- 41 24-353 
146-18004- 43 24-353 
146-18004- 45 24-2353 
146-18004- 47 24-353 
146-18004- 48 24-353 
146-18004- 24-353 
146-18004- 24-353 
146-18004- 24-353 
146-18005 AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- J-49 
146-18006 26-56 
146-18007- 2J-354 
146-18007- 23-354 
146-18008 
146-18009 
146-18010 
146-18011 
146-18012 
146-18012- 
146-18012- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18021 

R82N 146-18021- 

R82NA 146-18022- 

R32NA 146-18024- 

R82NA 146-18024- 
146-18025 
146-18026 
146-18027 
146-18027- 
146-18028- 
146-18028- 
14€ 18041- 
146718041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- ` 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18." = 24-356 
146-180-3- 24-356 
146-18049-- 24-356 
146-18049- 24-356 
146-18049- 24-356 
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R82NA 146-18001- 
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146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001= 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-16001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 54 
146-18001-109 
146-18001-110 
146718002 
146-18002- 1 
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.AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 

| AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-87 
AXE-87 


N 


N = 


AXB=140 
20-592 


4-753 
J=53 
2J-355 
2J-355 
24-355 
24-7355 
24-355 
24-355 
AXE=90 
AXE-90 
J-56 
C-674 
C-674 
AXB-141 
2D-593 
2D-594 
2D-594 
D-3 
D-3 
J=57 
J=57 
J-257 
J=57 
J=57 
J=57 [ 
J=57 
J-257 
J-57 
J-57 
“-57 
ο-57 
J=57 
J=57 
J=57 
J=57 
J757 
4-751 
J757 
J=57 
J=57 
J=57 
J=57 
J=57 
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146-18002- AXE-87 
AXE-87 
AXE-87 
AXE-87 


146-18002- 
146-18002- 
146-18002- 
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146-18003 AXE-88 
146-18003- AXE-88 


146-18003- i AXE-88 


146-18003- AXE-88 
146-18003- : AXE-88 
146-18003- . AXE-88 
146-18003- I | AXE-88 
146-18003- 3 AXE-88 
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146-18003- AXE-88 


146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 


24-7353 
24-7352 
24-353 
24-7353 
24-2353 
24-7353 
'2J-353 
247353 
23-353 
247353 
24-353 
24-353 
24-353 
23-353 
2472353 


2 bh y 2 NO IND Ə a 2 A 2 ge a 4-2 δ) pa νο A am ps 


NNNNN I PER REE ee 
awn 
mm 
nn 


830 ; f : : Revised 15 September 1955 














Section Ill 
AN O1-60AABA-4 Numerical Index of 


Contractor Parts 
STOCK NUMBER I š FIGURE MICROFILM FIGURE MICROFILM 
CLASS CODE - PART NUMBER ° AND INDEX NUMBER AND INDEX NUMBER 
146-18049- 6 2J-356 


AXE-91 
146-18049- 7 22-356 AXE-91 
146-18049- 8 2J-356 AXE-91 
146-18049- 9 29-256 AXE-91 
146-18049- 10 2J-356 AXE-91 
146-18049- 13 2J-356 AXE-91 
146-18049- 14 24-356 AXE-92 
146-18049- 15 2J-356 ΑΧΕ-92 
146-18049- 16 234-356 
146-18049- 17 23-356 
146-18058- J-59 
146-18058- J-59 
146-18058- J-59 
146-18058- J-59 
146-18058- J-59 
146-18058- J-59 
146-18058- 9-59 
146-18058- J-59 
146-18066- J-60 
146-18066- J-60 
















































STOCK NUMBER H Ξ 
CLASS CODE ge 
146-18108- 22 
146-18108- 23 
146-18108- 25 
146-18108- 27 
146-18108- 29 
146-18108- 30 
146-18501 
146-18501- 1 


CODE | 


















































r PRN OOF 














NPR PPR PH He 


146-18501- 2 AXE=92 

































































































AXE-92 
AXE-92 
AXE-92 
AXE-92 
ΑΧΕ-92 
AXE-92 
AXE-92 
AXE-92 
AXE-92 


146-18501- 3 
146-18501- 4 
146-18501- 5 
146-18501- 6 
146-18501- 7 
146-18501- 8 
146-18501- 9 
146-18501- 10 
146-18501- 11 
146-18501- 12 
13 
14 
15 
17 
19 
20 








































146-18066- J-60 AXE-92 
146-18066- J-60 146-18501- AXE-92 
146-18066- J-60 146-18501- AXE-92 
146-18066- J-60 146-18501- AXE-92 


146-18066- «-60 146-16501- AXE-92 
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146-18066- 4760 146-18501- AXE-92 
146-18075- J-61 146-18501- AXE-92 
146-18075- Y-61 146-18501- 21 AXE-92 
146-18075- 4-61 146-18501- 23 AXE-92 
146-18075- 2-761 146-18501- 25, AXE-92 
146-18075- J-61 146-18501- 26 AXE-92 
146-18075- J-61 146-18501-.27 AXE-92 
146-18075= 7 J-61 146-18501- 31 AXE-92 
146-18075- 8 J-61 146-18501- 32 AXE-92 
146-18083- 1 J-62 146-18501- 33 AXE-92 
146-18083- 2 4-762 146-18501- 34. AXE-92 
146-18083- 3 J-62 146-18501- 35 AXE-92 
146-18083- 4 J-62 146-18501- 36 ΑΧΕ-92 
146-18083- 5 J-62 146-18501- 37 AXE-92 
146-18083- 6 J-62 146-18501- 38 AXE-92 
146-18083- 7 J-62 146-18501- 39 AXE-92 
146-18083- 8 J-62 146-18501- 40 AXE-92 
146-18092- 1 24-357 146-18501- 41 . AXE-92 
146-18092- 2 24-357 146-18501- 42 AXE-92 
146-18092- 3 24-7357 146-18501- 43 AXE-92 
146-18092- 4 24-357 146-18501- 44 AXE-92 
146-18092- 5 24-357 146-18501- 45 AXE-92 
146-18092- 7 24-357 146-18501- 46 AXE-92 
146-18092- 8 23-357 146-18501- 47 AXE-92 
146-18092- 10 23-357 146-18501- 48 AXE-92 
146-18100- 1 24-358 146-18501- 49 AXE-92 
146-18100- 2 24-358 146-18501- 50 AXE-92 
146-18100- 3 1| 224-358 146-18501- 51 AXE=92 
146-18100- 4 1| 24-358 146-18501- 52 AXE-92 
146-18100- 5 1| 24-358 146-18501- 53 AXE-92 
146-18100- 6 1| 24-358 146-18501- 54 AXE-92 
146-18100- 7 1| 205-358 146-18501- 55 AXE-92 
146-18100- 8 1| 24-358 146-18501- 56 AXE-92 
146-18100- 9 1| 224-358 146-18501- 57 AXE-92 
146-18100- 10 1| 24-358 146-18501- 58 AXE-92 
146-18100- 13 1| 24-358 146-18501- 59 AXE-92 
146-18100- 15 1| 24-358 146-18501- 60 ' ΑΧΕ-92 
146-18100- 16 1| -2J-358 146-18501- 61 AXE-92 
146-18100- 17 2| 22-358 146-10501- 62 AXE-92 
146-18100- 20 1| 24-358 146-18501- 63 AXE-92 
14546-18108 1| AXE-91 146-18501- 64 AXE-92 
146-18108- 1 REF] ΑΧΕ-91 146-18501- 65 AXE-92 
146-18108- 2 REF| AXE-91 146-18501- 66 AXE=92 
146-18108- 3 1| AXE-91 146-18501- 79 AXE-92 
146-18108- 4 1| AXE-91 146-18501- 80 AXE-92 
146-18108- 5 2| AXE-91 146-18501- 81 AXE-92 
146-18108- 7 1] AxE-91|' 146-18501- 82 AXE-92 
146-18108- 8 1| AXE-31 146-18501-129 AXE-92 
146-18108- ¢ 1| AXE-91 146-18502 ΑΧΕ-93᾽ 
146-18108- 10 1] ΑΧΕ-91 146-18502- 1 AXE-93.| 
146-18108- 11 1| AXE-91 

146-18108- 12 1| AXE-91 146-18502-= 2 AXE-93 
146-18108- 13 2| AXE-91 

146-18108- 15 1| AXE-91 146-18502- 11 AXE-93 
146-18108- 16 1| AXE-91 146-18502- 12 AXE-93 
146-18108- 17 2) AXE-91 146718503 AXE-94 
146-18108- 19 i| AXE-91 146-18503- 1 AXE-94 
146-18108- 20 1| AXE-91 146-18503- 2 AXE-94 
146-18108- 21 1} AXE-91 146-16503- 3 AXE-94 
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Section lli 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER z 8| FIGURE |TOTAL|MICROFILM STOCK NUMBER 28 FIGURE |TOTAL MICROFILM 

| CLASS CODE | 9 9| AND INDEX | QTY. | NUMBER | | CLASS CODE [PARTNUMBER — |38| AND INDEX| QTY. | NUMBER 

AXE-94 146-18504- 80 AXE-95 


146-18503- 11 - 

146-18505- J-71 
146-18503- 12 AXE-94 146-18505- J-71 

146-18505- στα 
146-18503- 21 AXE-94 146-18505- J-71 

146-18505- J-71 
146-18504 : AXE-95 146-18505- J-71 
146-18504- AXE-95 145-18505- J-71 
146-18504- AXE-95 146-18505- J-771 
146-18504- AXE-95 146-18505- J-71 
146-18504- AXE-95 146-18505- : J-71 
146-18504- AXE-95 146-18505- J-71 
146-18504- AXE-95 146-18505- J-71 
146-18504- AXE-95 1456-18505- J-71 
146-18504- ΑΧΕ-95 146-18505- «-Τι 
146-18504- AXE-95 146-18505- J-71 
146-18504- AXE-95 146-18506 AXE~96 
146-18504- AXE-95 146-18506- AXE-96 
146-18504- AXE-95 -|146-18506- * é AXE-96 
'146-18504- AXE-=95| 146-18506- | AXE-96 
146-18504- 4 AXE-95 146-18506- AXE-96 
146-18504- ΑΧΕ-95 146-18506- i ; AXE-96 
146-18504- AXE-95 s 146-18506- ή AXE-96 
146-18504- ú AXE-95 146-18506- 4 AXE-96 
146-18504- ΑΧΕ-95 146-18506- 4 AXE-96 
146-18504- AXE-95 146-16506- 9 4 AXE-96 
146-18504- i AXE-95 146-18506- AXE-96 
146-18504- AXE-95 146-18506- M AXE-96 
1456-18504- M AXE-95 146-18506- AXE-96 
146-18504- M AXE-95 1456-18506- h AXE-96 
146-18504- ? AXE-95 146-18506- - AXE-96 
146-18504- ! AXE-95 146-18506- AXE-96 
146-18504- 14 AXE-95 146-18506- i AXE-96 
146-18504- i AXE-95 146-18506- i AXE-96 
146-18504- AXE-95 146-18506- AXE-96 
146-18504- M AXE-95 146-18506- AXE-96 
146-18504- AXE-S95 146-18506- AXE-96 
146-18504- AXE-95||R62NA 146-18506- - AXE-96 
146-18504- n AXE-95| | R82NA 146-18506- ΑΧΕ-9ό6 
146-18504- | AXE-95 146-18506- iM ΑΧΕ-96 
1456-18504- AXE-95 146-18506- AXE~96 
146-18504- ES AXE-95 146-18506= ή ΑΧΕ-96 
146-18504- š . AXE-95 146-18506- M AXE-96 
146-18504- Mi AXE-95 146-18506- AXE-96 
146-18504- AXE-95 145-18506- AXE-96 
146-18504- M AXE-95 146-18506- š AXE-96 
146-18504- A ΑΧΕ-95 146-18506- š AXE-96 
146-18504- AXE-95 146-18506- : AXE-96 
146-18504- y ; AXE-95 146-18506- hl AXE-S6 
146-18504- AXE-95 146-18506- AXE-96 
146-18504- A AXE-95 146-18506- 4 AXE-96 
146-18504- ΑΧΕ-95| | 146-18506- š AXE-96 
146-18504- A : AXE-95 146-18506- M AXE-96 
146718504- š AXE-95 146-18506- i AXE-96 
146-18504- H AXE-95 146-18506- À ΑΧΕ-96 
146718504- AXE-95 146-18506- ΑΧΕ-96 
146-18504- D AXE-95 146-18506- $ AXE-96 
146-18504- AXE-95| | R82NA 146-18510 XF-11 
146-18504- AXE-95| | R82NA 14565-18511 J=74 
146-18504- AXE-95 146-18511- P s J=74 
146-18504- r AXE-95| | RE2NA 145-18514 AXC-346 
146-18504= L ΑΧΕ-35 146-18517- XE-256 
146-18504- AXE-95 1456-18517- XE-256 
146-18504- 59 f ΑΧΕ-95| | Ra2NA 146-18517- XE-256 
146-18504- å AXE-95| | R82NA 146-18517- XE-256 
146-18504- AXE-95 146-18521- F=45 
146-18504- i AXE-95 146-18521- F-45 
146-18504- ή AXE-95 146-18521- F-45 
146-18504- š AXE-95 146-18521- F-45 
146-18504- AXE-95 146-15522- A-412 
146-18504- AXE-95 
146-18504- š ° AXE-95 146-18522- . A-7412 
146-18504- ΑΧΕ-95 146-18523 i D-4 
146-18504- š AXE-95 146-18524- A=413 
146-18504- AXE-95 146-18524- A-413 
146-18504- š AXE-95 A 146-18520- 294-359 
146-18504- AXE-95 i 146”-16530- 24-359 
146-18504- 1 1456-18532 i H-110 
l46-1£504- i4 E 145-18532- 3 i - H-110 
146-18504- Ë š 156-18532- 4 11 Η-119 
146-18504- M E R82NA 146-18533 f 1 1 D-5 
146-18504- 14546-18554 P 5 28 b-5 
146-18504- i 146-168565- ; ΞΕ J-78 
146-18.504- D ! 146-18565- P J-72 
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AN 01-60AABA-4 






STOCK NUMBER 




















146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 





146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18582 















146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18599- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
1456-18598- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18615- 
146-18615- 
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146-18615- 
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146-18615- 
146-18615- 
146-18615- 
146-18615- 
146-18615- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146718623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18630- 
146-18630- 























146-18630- 
146-18630- 

146-18630- 

146718630- 

146-18620- 

146-18630- 

146-18638- 

146-18638- 

146718638- 

146-18626- 

146-18638- 

146-18638- 

146-18638- 

146-18626- 

146-18646- 

22-360 146-18646- 
29-360 146-18646- 
22-360 146-18646- 
2J-360 146-18646= 
23-360 146-18646- 
AXE-98 146718646- 
AXE-98 146-18646- 
ΑΧΕ-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146718654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
2J-361 146-18654- 
2J-361 146-18662- 
2J-361 146-18662- 
29-361 146-18662- 
2J-361 146-18662- 
2J-361 146-18662= 
24-361 146-18662- 
29-361 146-18662- 
J-83 146-18662- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146718670- 
J-83 146-18670- 
J-84 146-18670- 
J-84 146-18678- 
J-84 146~18678- 
J-84 146-18678- 
J-84 146-18678- 
J-84 146-18618- 
J-84 146-18678- 
J-84 146-18678- 
J-85 146-18678- 
J-85 146-18685- 
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146-18685= 2 REF 4-794 146-21001- 6 24-363 
146-18685- 3 4794 146-21001- 70 24-363 
146-18685- 4 J-94 14€-21001- 71 24-363 
146-18685- 5 4-94 146-21001- 73 24-363 
146-18685- & 4-94 146-21001- 75 24-363 
146-18685- 7 4-94 146-21001- 77 24-363 
146-18685- 8 J-94 146-21001- 79 24-363 
146-18692- 1 2J-362 146-21001- 81 23-363 
146-18692= 2 294-365 146-21001- 82 2J-363 
146~18692- 3 214-362 146-21001- 03 2J-363 
146-18692- 5 24-362 146-21001- 65 24-363 
146-18692- 6 29-362 146-21001- 86 24-363 
146-18692= 7 24-362 146-21001- 87 24-363 
146-18692- 9 24-362 146-21001- 89 294-363 
146-18692- 10 24-362 146-21001- 90 24-363 
146-18692- 11 24-362 146-21001- 91 24-368 
146-18692- 12 24-362 146-21001- 93 24-363 
146-18692= 13 24-362 146-21001- 95 23-363 
146-18692= 14 24-362 146-21001- 97 24-363 
146-18692- 15 2J-362 146-21001- 99 24-363 
146-18692- 16 2J-362 146-21001-101 24-363 
146-18692- 17 24-362 146-21001-103 24-363 
146-18692- 18 2J-362 146-21001-105 24-363 
146-18692- 19 24-362 146-21001-107 23-363 
146-18692- 20 24-362 146-21001-109 24-363 
146-20001 XH=477 146-21001-111 24-363 
146-20001- 10 XH=477 146-21001-113 2J-363 
146-21001- 1 24-363 146-21001-117 2J-363 
146-21001- 2 24-363 146-21001-118 24-363 
146-21001= 3 2U-363 146-21001-119 24-363 
146-21001= 4 - 24-363 146-21001-123 24-363 
j146-21001- 5 2J~ 363 146-21001-125 24-363 
146-21001= 6 24-363 146-21001-126 2J-363 
146-21001= 7 24-363 146-21001-127 24-363 
146-21001= 8 24-363 146-21001-129 24-363 
146-21001- 9 2J=363 146-21001-131 2J-363 
146-21001- 11 24-363 146-21001-133 24-363 
146-21001- 12 2J-26 146-21001-135 2J-363 
146-21001- 13 2J-363 146-21001-137 24-363 
146-21001- 14 2J-363 146-21001-138 24-363 
146-21001- 15 2J-363 146-21001-139 24-363 
146-21001- 17 24-363 146-21001-141 23-363 
146-21001- 18 23-363 146-21001-151 24-363 
146-21001- 19 24-363 146-21001-152 24-363 
146-21001- 20 24-363 146-21001-209 24-363 
146-21001- 21 2J-363 146-21001-210 23-363 
146-21001- 23 24-363 146-21001-251 256-363 
146-21001- 24 2J-363 146-21001-252 24-7363 
146-21001- 25 2J-363 146-21001-301 2J-363 
146-21001- 26 24-363 
146-21001- 27 2J-363]. 146-21001-302 24-363 
146-21001- 28 24-363 
146-21001- 29 24-363 146-21001-307 24-363 
146-21001- 30 24-363 146-21001-308 23-363 
146-21001- 31 24-363 146-21001-309 24-363 
146-21001- 32 24-363 146-21001-311 23-363 
146-21001- 33 24-363 146-21001-313 24-363 
146-21001- 34 24-363 146-21001-314 24-363 
146-21001- 35 24-363 146-21001-327 24-363 
146-21001- 37 24-363 146-21001-328 2J-363 
-|146-21001- 38 24-363 146-21002 24-365 
146-21001- 39 24-363 146721014 24-364 
146-21001- 40 24-363 156-21014- 1 24-364 
146-21001- 41 24-363 146-21014- 2 24-364 
146-21001- 42 23-363 146-21014- 3 23-364 
146-21001- 43 23-363 146-21014- 4 23-364 
146-21001- 44 2J-363 146-21014- 5 24-364 
146-21001- 45 2J-363 146-21014- 7 24-364 
146-21001- 46 23-363 146-21014- 9 25-364 
146-21001- 47 241-363 146-21014- 11 2J-364 
146-21001- 49 24-363 146-21014- 13 24-364 
146-21001- 51 24-363 146-21014- 15 2J-364 
146-21001- 53 241-363 146-21015 AXN=135 
146-21001- 55 23-363 146-21015- 1 AXN-135 
146-21001- 56 23-363 146-21015- 2 AXN-135 
146-21001- 57 2J-363 166-21015- 3 AXN=135 
146-21001- 59 24-7363 146-21015- 4 AXN=135 
146-21001= 60 24-363 146-21015- 5 ΑΧΝ-135 
146-21001- 61 24-363 146-21015- 7 AXN-135 
146-21001- 62 24-363 146-21015- 9 
146-21001- 63 24-363 146-21015- 11 
146-21001- 65 24-363 146-21016 J-101 
|[146-21001- 67 2J-363 146-21016- 3 J-101 
146-21001- 68 24-363 146-21016- 4 J-101 
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146-21019 146-21114 26-76 
146-21027 146-21114- 1 26-76 
146-21028- 1 146-21114- 2 26-76 
146-21028- 2 146-21115- 1 254-310 
146-21029- 1 146-21115- 2 245-370 
146-21029- 2 146-21115- 3 2J-370 
146-210297 3 146-21115- 4 124-370 
146-21029- 4 146-21116 26-71 
146-21030 146721121 26-78 | ` 
146-21033 146-21128 26-79 
146-21040- 1 146-21129- 1 2K-1 
146-21040- 4 146-21129- 2 2K-1 
146-21040- 5 146-21129- 3 2K-1 
146-21041- 1 146-21129- 4 2K-1 
146-21041- 2 146-21129- 5 2K-1 
146-21041- 3 146-21129- 9 2K-1 
146-21041- 4 146-21129- 10 2K-1 
146-21041- 5 146-21129- 11 2Κ-1 
146-21041- 7 146-21129- 31 2K-1 
146-21041- 9. 146-21129- 32 2K-1 
146-21042- 1 146721137 26-80 
146-21042- 2 146721143 26-81 
146-21042- 3 146-21144- 1 ΑΧΝ-144 
146-21042- 4 146-21144- 2 AXN-144 
146-21042- 5 146-21145 26-82 
146-21042- 7 146721151 26-83 
146-21042- 11 146-21158 26-84 
146-21159%- 1 ΑΧΝ-145 


146-21042- 13 
146-21042- 14 
146-21042- 15 
146-21042- 17 
146-21042- 21 






AXN-145 
26-85 
26-86 
26-87 













146-21159- 2 
146-21161 š 
146-21166 
146-21167 

































































































































































































146-21042- 22 146721173 26-88 
146-21042- 31 146-21174- 1 2K-2 
146-21042- 32 146-21174- 2 2K-2 
146-21048 146-21174- 3 2K-2 
146721054 146-21174- 4 2K-2 
146-21055- 1 146-21174- 5 2K-2 
146-21055- 2 146-21174- 7 2K-2 
146-210567 1 146-21174- 8 2K-2 
146-21056- 2 146-21174- 21 2K-2 
156-21056- 3 146-21174- 22 2Κ-2 
146-21056- 4 146-21174- 31 2K-2 
146-21057 146-21174- 32 2K=2 | 
146-21061 146-21179- 1 20-595 
146-21069 146-21179- 2 20-595 
146-21070- 1 146-21181 26-89 
146-21070- 2 146-21185 26-90 
146-21071- 1 24-361 146-21185- 1 26-90 
146-21071- 2 24-367 146-21185- 2 26-90 
146-21071- 3 23-367 146-21189 .2K=3 
146-21071- 4 24-367 146-21189- 3 2K-3 
146721072 . 26-67 146-21189- 5 2K-3 
146-21076 26-68 146721301 AXN=147 
146-21083 26-69 146-21301- 3 AXN-147 
146-21084 26-70 146-21301- 5 AXN=147 
146-21084- 1 26-70 146-21301- 7 AXN-147 
146-21084- 2 26-70 146-21301- 9 AXN-147 
146-21085- 1 23-368 146-21301- 11 AXN-147 
146-21085- 2 24-368 146-21301- 13 AXN=147- 
146-21085- 3 24-368 146-21301- 15 AXN-147 
146-21085- 4 24-7368 146-21301- 17 AXN=147 
146-21085- 2 24-7368 146-21301- 19 AXN=147 
146-21085- 7 24-368 146-21301- 21 ΑΧΝ-147 
146-21085- 13 25-368 146-21301- 23 AXN-147 
146-21085- 15 24-368 146-21301- 25 AXN=147 
146-21085- 17 24-368 146-21301- 27 AXN-147 
146-21085- 21 24-368 146-21301- 29 AXN-147 

146-21301- 33 AXN=147 


146-21085- 22 
146-21085- 31 
146-21085- 32 
146-21091 























AXN-147 
AXN-147 
AXN-147 


146-21301- 35 
146-21301-101 ` 
146-21301-102 































































146-21098 146-21302 2K-4 
146-21099- 1 146-21302- 1 2K-4 
146-21099- 2 146-21302- 2K-4 
146-21100- 1 146-21302- 5 2K-4 
146-21100- 2 239-269 146-21302- 6 2K-4 
146-21100- 3 25-369 146-21302- 7 2K-4 
146-21100- 4 146-21302- 3 2K-4 
146-21101 146-21302- 9 2K-4 


2K-4 
2K-4 
2K-4 
2K-4 


146-21302- ll 
146-21302- 12 
146-21302- 13 
146-21302- 15 


146-21101- 28 
146-21101- 29 
146-21106 
146-21113 
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146-21302- 17 
146-21302- 19 
146-21302- 21 
146-21302- 23 
1456-21302- 25 
146-21302- 27 
156-21302- 28 
156-21302- 29 
146-21302- 31 
146-21302- 33 
146-21302- 35 
146-21302- 37 
146-21302- 39 
146-21302- 41 
146-21302- 43 
146-21302- 44 
146-21202- 45 
146-21302- 47 
146-21302- 48 
146-21302- 49 
146-21302- 50 
146-21302- 51 
146-21302- 52 
146-21302- 53 
146-21302- 54 
146-21302- 55 
1456-21302- 57 
146-21302- 59 
146-21302- 61 
146-21302- 62 
146-21302- 63 
146-21302- 64 
146-21302- 65 
146-21302- 66 
146-21302- 67 
146-21302- 68 
146-21302- 69 
146-21302- 70 
146-21302- 71 












TOTAL| MICROFILM 
QTY. | NUMBER 


AXB-143 
AXB-143 
AXB-143 
AXB-143 
AXB-143 
20-597 
20-597 
20-597 
20-597 
20-597 
20-597 
2D-597 
20-597 
20-597 
20-597 
20-597 
26-91 
20-5598 
20-598 
20-598 
20-598 
20-598 
20-599 
20-599 
20-599 
20-599 
2D-599 
20-599 
20-599 
20-600 
20-600 
20-600 
20-600 
20-600 
20-600 
20-600 
20-600 
J-123 


CLASS CODE 







STOCK NUMBER 
CLASS CODE PART NUMBER + 
17 


146-21312- 
146-21312- 19 
146-21312- 21 
146-21312- 23 
146-21312- 25 
146-21313- 3 
146-21313- 5 
156-21313- 7 
146-21313- 9 
146-21313- 11 
146-21313- 13 
146-21313- 15 
146-21313- 17 
146-21313- 19 
146-21313- 21 
146-21313- 23 
|146-21314 
146-21315= 1 
146-21315- 2 
[146-21315- 3 
7 
9 









































































































































































146-21315- 
146-21315- 
146-21316 
146-21316- 1 
146-21316- 2 
146-21316- 3 
146-21316- ο 
146-21316- 7 
1456-21316- 9 
146-21317- 1 
146-21317- 2 
3 
4 
5 
7 
5 
1 
1 



























146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 1 
146-21402- 

















RANE EPR OR p. P τὸ PJ t: PR ENE NNR NNN ND 






































































146-21302= 73 146-21402- 2 1 J-123 
146-21302- 74 146-21402- 11 l| J-123 
146-21302- 75 146-21402- 12 1 J-123 
146-21302-101 146-21402- 13 1 J-123 
146-21302-102 146-21402- 14 1 J-123 
146-21303= 5 146-21403 1|AXE-111 
146-21303- 7 146”-21403- 1 1|ΑΧΕ-111 
146-21303- 9 146-21403- 2 1) AXE-111 
146-21303- 11 146-21403- 3 1) AXE-111 
1456-21303- 12 146-21403- 4 l|AXE-111 
1456-21303- 13 146721404 4 F-82 
1456-21203- 15 1456721410 1| X&-489 
146-21303- 17 R82NA 146-21411- 3 1 2U-3 
146-21303- 19 R82NA 146-21411- 5 1 2U-3 
146-21303- 21 146-21413 2 F-84 
146-21303- 23 R82NA 146-21430 2 26-92 
146-21303- 25 146-21430- 3 2 26-92 
146-21303- 27 "| R8B2NA 146-21430- 10 2 26-92 
146-21303- 29 R82NA 14546-21431 -> 2 26-793 













146-21303- 31 
146-21503- 33 
146-21303- 35 
1456-21303- 37 
146-21303- 39 
146-21303- 41 
146-21303- 43 
146-21303- 45 
146-21303- 47 
146-21303- 48 
146”-21309- 3 
146-21309- 5 


146-21431-= 3 
146-21431- 10 
146-21432 

146-21432- 3 
146-21432- 10 
146-21433 

146-21433- 3 
146-21433- 10 
146-21436- 1 



























R82NA 
R82NA 


26-93 
26-94 
26-94 
26-94 
20-95 
26-95 
26-95 
20-601 







R82NA 
R82NA 
























NPNNNND fo 






R82NA 

















































N 


R82NA 146-21436- 2D-601 




































20-596 





















































































R82NA 14546-21311 AXN-149 146-21437- 1 1j XK-388 
146-21311- 3 AXN-149 146-21437- 2 i| XK-388 
146-21311- 5 AXN-149 146-21437- 3 1| XK-388 
146-21311- 7 AXN-149 146-21437- 4 1| XK-388 
146-21311- 9 AXN-149 146-21438 11ΑΧς-361 

R82NA 146-21311-101 AXN-149 146-21438- 1 1) AXC-361 
14566-21312 AXB-143 146-21438- 2 1| AXC-361 
146-21312- 3 AXB-143 146-21438- 3 1| AXC-361 
146-21312- 5 AXB-143 146-21438- 4 1|AXC-361 
146-21312- 7 AXB-143 146-21439- 1 2| 20-602 
156-21312- 9 AXB-143 146-21439= 2 2| 22-602 
146-21312- 11 AXB-143 
146-21312- 13 AXB-143 146-22002- 25 









146-21312- 15 146-22021- 9 2U-4 
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146-22021- 11 146-22084- 3 i| 2U-13 
146-22021- 12 146-22084- 4 1] 2u-13 
146-22021- 13 146-22084- 5 2| 2U-13 
146-22021-101 146-22084- 6 2| 2U-13 
146-22021-102 146-22091 i| 26-99 
146-22091- 1 1| 26-99 
146-22021-201 1 146-22091- 2 i| 26-99 
146-22027- 1 1 146-22091- 3 1| 26-99 
146-22027- 2 1 146-22091- 4 1| 26-99. 
146-22027- 3 1 146-22091- 5 οἱ 26-99 
146-22027- 4 1 146-22099 1| 26-100 
146-22027- 5 2 146-22099- 1 1| 26-100 
146-22032- 1 1 146-22099- 2 1| 26-100 
146-22032- 2 1 146-22099- 2 1| 26-100 
146-22032- 3 1 146-22099- 4 1| 26-100 
146-22032- 4 1 146-22099- 5 2| 26-100 
146-22032- 5 2 146722104 1| 26-101 
146-22038 1 146-22104- 1 1| 26-101 
146-22038- 1 1 146-22104- 2 1| 26-101 
146-22038- 2 1 146-22104- 3 1| 26-101 
146-22038- 3 1 146-22104- 4 1| 26-101 
146-22038- 4 1 146-22104- 5 4| 26-101 
146-22038- 5 2 146-22104- 11 146-22194- 2 
146-22038- 9 2 146-22104- 12 146-22104- 2 i 
146-22038- 10 1 146-22104- 13 1| 26-101 
146-22041- 1 1 146-22104- 14 i| 26-101 
146-22041- 2 1 146-22104- 15 2| 26-101 
146-22041- 3 1 146-22104- 16 2| 26-101 
146-22041- 4 1 146-22104- 21 i| 26-101 
146-22048- 1 .1 146-22104- 22 1| 26-101 
156-22048- 2 1 146722108 1| 26-102 
156-22048- 3 1 146-22108- 1 1| 26-102 
146-22048- 4 1 146-221086- 2 1| 26-102 
146-22048- 5 2 146-22108- 3 1| 26-102 
146-22055- 1 1 146-22108- 4 i| 26-102 
146-22055- 2 1 146-22108- 5 4| 26-102 
146-22055- 3 1 146-22108- 11 1| 26-102 
146-22055- ^4 1 146-22108- 12 1| 26-102 
146-22055- 5 2 146-22108- 13 i| 26-102 
146-22061- 1 1 146-22108- 14 1| 26-102 
146-22061- 2 1 146-22108- 21 1| 26-102 
146-22061- 3 1 146-22108- 22 1| 26-102 
146-22061- 4 1 146722114 i| 26-103 
146-22061- 5 2 146-22114- 1 1| 26-103 
146-22067- 1 1 146-22114- 2 1| 26-103 
146-22114- 3 1| 26-103 
146-22067- 2 1 146-22114- 4 1| 26-103 
: 146-22114- -5 2| 26-103 
146-22067- 3 1 1456722120 1| 26-104 
146-22067- 4 1 146-22120- 1 1| 26-104 
146-22067- 5 2 146-22120- 2 i| 26-104 
146-22067- 7 2 146-22120- 3 1| 26-104 
146-22067- 13 1 146-22120- 4 i| 26-104 
146-22067- 14 1 146-22120- 5 2| 26-104 
146-22067- 17 1 146722126 1| 26-105 
146-22067- 19 2 146-22126- 1 1| 26-105 
146-22068- “1 1 146-22126- 2 1| 26-105 
146-22126- 3 1| 26-105 
146-22068- 1 146-22126- 4 i| 26-105 
146-22126- 5 2| 26-105 
146-22068- 3 1 146-22126- 9 1] 26-105 
146-22068- 4 1 146-22126- 10 1| 26-105 
146-22068- 5 2 14546-22129 1| 2U-14 
: 146-22129- 1 55 1| 2U-14 
146-22068- 7 1 56 
146-22068- 8 1 146-22129- 2 55 1| 20-14 
146-22068- 9 1 : 56 
146-22068- 10 1 146-22129- 3 1| 2U-14 
146-22068- 11 2 146-22129- 4 1| 2U-14 
146-22070- 23 8 1456-22129- 5 2| 2U-14 
146-22075- 1 1 146-22135- 1 1| 26-106 
146-22075- 2 1 146-22135- 2 i| 26-106 
146-22075- 3 1 146-22140- 1 1| 26-107 
146-22075- 4 1 156-22140- 2 1] 26-107 
146-22075- 5 2 146-22140- 3 1| 26-107 
146-22081- 1 1 146-22140- 4 i| 26-107 
146-22081- 2 1 146-22140- 5 2| 26-107 
146-22081- 3 1 146-22146- 1 1| 2U-15 
146-22081- 4 1 146-22146- 2 1| 2U-15 
146-22081- 5 2 146-22146- 3 ` 2| 2U-15 
146-22081- 9 1 146-22146- 4 i| 2U-15 
146-22081- 10 1 146-22146- 5 οἱ 2u-15 
146-22084- 1 1 146-22146- 7 2 2U-15 
146-22084- 2 1 146-22146- 9 2| 2U-1i5 
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146-22152- ` 
















































































































































26-108 merus EE -22321- 3 26-118 










































































146- -22152- 2G-108 146-22321= 32 26-118 
146-22158 26-109 146-22321- 33 ` 26-118 
146-22164- | 26-110 146-22321- 34 26-118 
146-22164- 2 26-110 146-22321- 35 26-118 
146-22171 26-111 146-22321- 36 26-118 
156-22171- 1 26-111 146-22321- 37 26-118 
146-22171- 2 26-111 146-22321- 38 26-118 
146-22171- 3 26-111 146-22321- 39 26-118 
146-22171- 4 26-111 146-22321- 40 26-118 
146-22171- 5 26-111 146-22321- 41 26-118 
146-22171- 9 26-111 146-22321- 42 26-118 
146-22174- 1 26-112 146-22324 26-119. 
146-22174- 2 26-112 146-22324= 3 26-119 
146-22177- 1 26-113 146-22324- 7 26-119 
156-22177- 2 26-113 146=22324- 9 26-119 
146-22183- 1 26-114 146-22324- 11 26-119 
146-22183- 2 26-114 146722325 26-120 
146-22189 2U-16 146-22325- 3 26-120 
.146-22189- 3 2U-16 146-22325- 5 2G-120 
146-22189- 5 2U-16 146-22325= 7. 26-120 
146-22189- 6 2U-16 146-22325- 9 26-120 
146-22189- 7 2U-16 146-22325- 11 26-120 
146-22301- 1 2D-603 146-22325- 13 26-120 
146-22301- 2 20-603 146-22327 


26-121 
26-121 
26-121 
26-121 
26-121 

2C-52 


146-22302 





2U-17 
2U-17 


146-22327- 15 
146-22327- 17 
146-22327- 19 
146-22327= 21 
146-22330 


146-22302= 







































146-22302- 2U-17 


2U-17 
2U-17 































1 

2 
146-22302- 3 
146-22302= 4 
146-22302- 5 
146-22302- 6 
7 

8 

9 

10 















146-22332 







26-122 










































































2U-17 146-22332= 3 26-122 

2U-17 146-22332- 5 26-122 
146-22302- 2U-17 146-22332- 7 2G-122 
146-22302- 20-17 146-22332- 9 2G-122 
146-22302- 2U-17 146-22332- 11 205122 
146-22302- 2U-17 146-22332- 13 ` 26-122 
146-22302- 11 2U-17 146-22333 26-123 
146-22302- 12 2U-17 146-22333- 3 2G-123 
146-22302- 13 2U-17 146-22333- 5 26-123 
146-22302- 14 2U-17 146-22333- 7 26-123 
146-22302- 15 2U-17 146-22333= 11 26-123 


:[146-22302- 16 
146-22302- 17 
146-22302- 18 


2U-17 
2U-17 
2U-17 





146-22333- 13 
146-22333- 15 
146-22334 


26-123 
26-123 
26-124 

















146”-22302- 19 20-17 146-22334- 3 26-124 
146-22302- 20 2U-17 146-22334- 5 26-124 
146-22302- 21 2U-17 146-=22334- 7 26-124 
146-22302- 22 2U-17 146-22334- 9 26-124 






2U-17 





146-22302- 25 R82NA 146-22403 2U-20 




















































146-22302- 2U-17| | R82NA 
R82NA 


R82N 


146”-22404- 
146=22404= 1 
146-22405- 


2K-7 
2K-7 
AXN-11 


AXN-11 





row 





146-22302- 2U-17 






























146-22302- 28 2U-17| | ΒΒ2ΝΑ 146-22405- 2 





































































146-22302- 29 2U-17 R82NA 146-22405= 3 = AXN-11 
146-22302- 31 2U-17 - 
146-22303- 1 2U-18 146-22408 - 20-608 
146-22303- 2 2U-18 146-22409 -. 20-609 
146-22305 - 





:2C-751 
































R82NA 146-22311 26-115 146-22409= 3 2D-609 

























146-22311- 3 26-115 146-22410 55 20-610 
146-22311- 5 265-115 146-22411 55 20-611 
146-22312 26-116 56 

146-22313 AXC=370 146-22412 55 12 20-612 
146-22314 26-117 146-22413 55 11 2D-613 
146-22315 20-604 56 13 

146-22316 2D-605 146-22414 55 14 2D-614 
146-22317 20-606 146-22416 53 D=30' 

















146-22319 
146-22319- 3 
146-22321 


20-607 146722417 0-32 































An 
ο 
ο Γον 






58 28 ts 
146-22321- 17 146-22418 55 1 AXB=149 
146-22321- 18 56 1 
146-22321- 19 57 7 
146-22321- 20 58 = 27 
146-722321- 21 146-22429- 10 .57 2 20-616 
156-22321- 22 .58 2 








146-22321- 29 
146-22321- 30 


146-22501- 7 
146-22501= ο 


2K-8 
2K-8 






26-118 
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Section lll 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE MICROFILM 
secon ern — | AND INDEX NUMBER 


STOCK NUMBER ΗΠ FIGURE MICROFILM 
CLASS CODE [| PARTNUMBER — |95| AND INDEX NUMBER 
146-22501- 10 2K-8 


146-23089- 8 F-131 
146-22501- 11 2&-8 146-23089- 9 F-131 
146-22501- 12 2K-8 146-23089- 11 F-131 
146-22501- 15 2K-8 146-23089- 13 F-131 
146-22501- 16 2K-8 146-23097- 3 F-132 
146-22501- 17 2K-8 146-23097- 5 F-132 
146-22501-101 2K-8 146-23097- 9 F-132 
146-22501-102 2K-8 156-23097- 11 F-132 
146-22501-103 2Κ-8 146-23097- 12 F-132 
146-22501-104 2K-8 146-23099- 3 D-44 
146-22501-105 2K-8 


146-23099- 4 D-44 
146-22501-106 2K-8 146-23101 
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146-22501-113 2K-8 146-23102 F-134 
146-22501-115 2K-8 146-23102- 3 F-134 
146-22501-301 2K-8 146-23102- 5 F-134 
146-22501-302 2K-8 146-23102- 7 F-134 
146-22502- 1 2U-21 146723105 D-45 
146723107 G-446 
146-22502- 2 1 2U-21 146-23107- 3 G-446 
146-23107- 5 6-446 
146-22502- 3 2U-21 146-23107- 6 G-446 
146-22502- 4 2U-21 146-23107- 7 6-446 
146-22502- 5 2U-21 146-23107- 9 6-446 
146723113 D-46 
146-22502- 6 2U-21 145-23120 D-47 
146-23121 F-140 
146-22502- 2U-21 146-23121- F-140 
146-23121- 5 F-140 
146-22502- 8 : 2U-21 146-23121- 6 F-140 
146-23122 AXC=372 
146-22503- 1 G-445 146-23122- 3 AXC-372 
146-22503- 2 6-445 146723123 F-142 
146-22507 AXN-14 146-23127 D-48 
146-23128 F-143 
146-23129 AXC-373 






146-23129- 5 AXC-373 
























































146-22508- 1 146-23129-101 AXC-373 
146-22508- 2 146723135 F-146 
146-22509- 1 146-23136 AXC-374 
146-22509- 2 146-23136- 5 AXC-374 
146-22510- 3 146-23136-101 ΑΧς-374 
146-22510- 4 146-23143 F-149 
146-22510- 5 146723144 AXC=375 
146-22510- 6 146-23144- 5 AXC-375 
.[146-22510- 7 146-23144-101 AXC=375 
146-22510- 8 146-23150 26-125 
146-22510- 9 146-23151 26-126 
146-22510- 10 146-23151- 3 26-126 
146-22510- 11 146-23151 Ε-155 
146-225105 12 146-23158 AXC-376 
146-22510- 13 146-23158- 5 AXC-376 


AXC=376 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2Κ-9 
2Κ-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2Κ-9 
2K-9 
2K-9 
2K-9 


146-23158-101 
146-23301- 9 
146-23301- 10 
146-23301- 17 
146-23301- 19 
146-23201- 21 
146-23301- 23 
146-23301- 25 
146-23301- 27 
146-23301- 31 
146-23301- 37 
146-23301- 43 
146-23301- 44 
146-23301- 53 
146-23301- 55 
146-23301- 57 
146-23301- 58 
146-23301- 59 
146-23301- 60 
146-23301- 61 
146-23301- 63 
146-23301- .65 
146-23301- 67 
146-23301- 69 
146-23301- 71 
146-23301-10i 


146-22510- 14 
146-22510- 15 
146-22510- 16 
146-22510- 17 
146-22510- 18 
146-22510- 19 
146-22510- 20 
146-22510- 21 
146-22510- 22 
146-22510- 23 
146-22510- 24 
146-22510- 25 
146-22510- 26 
146-22510- 27 
146-22510- 28 
146-22510- 29 
146-22510- 30 
146-22511- 1 
146-22511- 2 
146-22512- 1 
146-22512- 2 
146-22513 

146-23019 

146-23019- 3 
146-23031 

146-23039 
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146-23052 146-23305 i| 2D-618 
146-23060 146-23305- 3 1| 2D-618 
146-23068 146-23305- 5 1| 20-618 
146-23068- 3 146-23305- 7 i| 20-618 
146-23089 146-23305- 9 i| 20-618 
146-23089- 3 146723308 1 

146-23089- 146-23309 1 20-53 
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Section Hl 
Numerical Index of ` 
Contractor Parts 










STOCK NUMBER 
[PARTNUMBER [PARTNUMBER 


146-23312 
146-23313 
146-23314 
146-23315 
146-23316 
146-23316- 3 
146-23317 
146-23323 
146-23323- 3 
146-23324 
146-23334 
146-23334= 3- 
146-23334= 5 
9 
1 














































































R82NA 


146-23334- 
146-23334- | 
146-23335 
146-23335- 3 
146-23335= 5 
146-23335= 7 
146-23335= 11 
[146-23336- 10 
146-23341 
146-23401 
146-23401- 3 
146-23402 
146-23402- 3 
146-23402— 5 
146-23402- 10 
146-23403= 3 
148-23403-100 
146-23404 
146-23404- 3 
146-23406 
146-23406- 5 
146-23406- 10 
146-23407 
146-23407- 3 
146-23410 
146-23411- 3 
146-23411- 5 
146-23417 
146-23417= 3 
146-23417- 5 
146-23419 
146-23421 
146-23423 
146-23423- 3 
146-23424 
146-23425 
146-23426 
146-23427 
146-23428 
146-23429 
146-23429- 5 
146-23430 
146-23431 
146-24414 
146-24414- 10 


R82NA 


146-24415 
146-24415= 3 
146-24416 
.156-24417 
14546-24430 


146-24434 
146-24452 
146-24453 
146-24453= 3 
146-24458 ` 
146-24458= s 
146-24459 
146-24462 
146-24462= 7 
146-24462- 9 
146-24469 
146-24470 
146-24470- 3 
146-24475- 























146-31010 
146-31010- 10 
146-31010- 63 
146-31010- 65 












ER FIGURE  |TOTAL MICROFILM 
° o| AND INDEX | arty, NUMBER 






















































ΑΝ O1-60AABA.4 





F~163 







146-31010- 6 
Ε-164 145-31010- EH 
F-165 146-31010- 72 
F-166 





146-31010- 73 
146-31010- 74 
146-31010- 75 
146-31010- 76 
146-31010- 77 
146-31010- 78 
146-31010- 79 
146-31010- 30 
146-31010- 81 
146-31010- 82 
146-31010- 83 
146-31010- 85 
146-31010- 87 
146-31010- 89 
146-31010- 91 
146-31010- 92 
146-31010- 97 
146-31010- 99 
146-31010-101 
146-31010-103 
146-31010-104 
146-31010-105 
146-31010-106 
146-31010-107 
146-31010-108 
146-31010-109 
146-31010-110 
146-31010-111 
146-31010-113 
146-31010-115 
146-31010-117 
146~31010-121 
146-31010-123 
146-31010-124 
146-31010-125 
146-31010-126 
146-31010-127 
146-31010-129 
146-31010-130 
146-31010-131 
146731010-132 
146-31010-133 
146-31010-134 
146-31010-135 
146-31010-137 
146-31010-139 
146-31010-141 
146-31010-143 
146-31010-145 
146-31010-146 
146-31010-147 
146-31010-148 
146-31010-149 
146-31010-150 
146-31010-151 
146-31010-152 
146-31010-153 
146-31010-154 
146-31010-155 
146-31010-156 
146-31010-157 
146-31010-158 
146-31010-159 
146-31010-161 
146-31010-163 
146-31010-165 
146-31010-166 
146-31010-171 
146-31010-172 
146-31010-173 
146-31010-174 
146-31010-175. 
146-31010-176 
146-31010-177 
146-31010-179 
146-31010-181 
146-31010-182 
146-31010-183 
146-31010-184 
146-31010-185 
146-31010-186 


F-167 
F-167 















ΑΧΒ-150 
AXB-150 
A-4525 
F-175 
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STOCK NUMBER FIGURE {TOTAL 
CLASS CODE | PARTNUMBER | | PARTNUMBER | AND INDEX | QTY. 
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MICROFILM 
NUMBER 








AN O1-6OAABA-4 




























AND INDEX 











146-31027- 
146-31027- 5 
146-31027- 7 
146-31027- 9 
146-31027- 11 
146-31027- 13 
146-31029- 33 
146-31029-100 
146-31029-101 
146-31030 


146-31010-187 
146-31010-188 
146-31010-189 
146-31010-190 
146-31010-191 
146-31010-192 
146-31010-193 
146-31010-195 
146-31010-196 
146-31010-197 


A A + A = E = e 


















































146-31010-277 146-31030- 3 
146-31010-281 146-31030- 5 
146-31011- 1 REF 146-31030- 7 
146-31011- 2 REF 146-31030- 9 
R82NA 146-31011- 3 146-31030- 11 
R82NA 146-31011- 4 146-31030- 12 
R82NA 146-31011- 5 146-31030- 15 
R82NA 146-31011- 6 146-31030- 17 
146-31011- 7 146-31030- 19 
146-31011- 8 146-31030- 21 
146-31011- 9 146-31030- 30 
146-31011- 10 146-31030- 31 












































































































































































1 
1 
1 
1 
1 
1 
1 
1 
146-31011- 11 1 146-31030-100 
146-31011- 12 1 146-31030-200 
146-31011- 13 L 146-31032 
146-31011- 14 1 146731032- 5 
146-31011- 15 T 146-31032- 7 
146-31011- 16 1 146-31033- 3 
146-31011- 17 i 146731033- 5 
146-31011- 18 1 166-31033- 7 
146-31011- 19 1 R82NA 1467-31036 
146-31011- 20 1 
146-31011- 22 1 
146-31011- 24 1 R82NA 146-31038 
146-31011- 26 1 
146-31011- 28 1 146-31038- 3 
146-31011- 29 1 146-31039 
146-31011- 31 2 146-31066 
146-31011- 33 2 146-31067- 3 
146-31011- 35 2 146-31068- 3 
146-31011- 37 1 146-31068- 5 
146-31011- 38 1 146-31068- 7 
146-31011- 39 1 146-31069 
146-31011- 41 1 146-31069- 3 
146-31011-101 REF 146-31069- 5 
146-31012- 1 1|AXN-151 146-31069- 7 
146-31012- 2 1|AXN-151 146-31069- 19 
146-31012- 3 1|AXN-151 146-31069-100 
146-31012- 4 1|AXN-151 146-31069-101 
146-31012- 5 1|AXN-151 146731070 
146-31012- 6 1|AXN-151 1456-31070- 3 
146-31012- 7 1|AXN-151 146-31070- 5 
146-31012- 8 1|AXN-151 146-31070- 7 
146-31012- 9 1|AXN-151 146-31071 
146-31012- 10 1|ΑΧΝ-151 146-31072 
146-31012- 11 1|AXN-151 146-31073 
146-31012- 12 1|AXN-151 146731074 
146-31012- 13 2|AXN-7151 146-31075 
146-31012- 17 1|AXN-151 146-31076- 1 
146-31012- 168 1|lAXN-151 146-31076- 2 
146-31012- 19 1|AXN-151 146-31076- 3 
146-31012- 20 1|AXN-151 146-31076- 4 
146-31013 1|AXE-113 146-31076- 5 
146-31013- 1 REF|AXE-113 146-31076- 6 
146-31013- 2 REF|AXE-1123 146-31076- 7 
146-31013- 5 1|AXE-113 146-31076- 8 
146-319013- 6 1|AXE-113 146-31078 
146-31013- 7 1|AXE-113 146-31078- 3 
146-31013- 8 1|AXE-113 146-31078- 5 
146-31013- 39 1|AXE-113 146-31078- 9 
146-31013- 10 1|AXE-113 146-31078- 11 
146-31013- 11 1) AXE-113 146-31078- 13 
146-31013- 12 1|AXE-113 146-31078- 15 
146-31013- 13 1|AXE£-113 146-31078- 17 
146-31013- 14 1|AXE-113 146-31078- 19 
146-31013- 15 1|AXE-113 146-31079 
146-31013- 16 1|AXE-113 146-31080- 3 
146-31013- 17 1|AXE-113 146-31083- 5 
146-310123- 18 1|AXE-113 146-31083= 7 
146-310123- 19 11ΑΧΕ-113 146-31083- 9 
146-31013- 20 1|ΑΧΕ-113 146-31083- 11 
146731026 1 ΧΕ-22 146-31083- 13 
146-21026- 3 1 XF-22 146-31083- 15 
146-31027 i| xH-158| | RS2HA 146-31084 
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STOCK NUMBER E FIGURE MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER MBER | [CLASS CODE] PART NUMBER | 
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ΧΗ-158 
ΧΗ-158 
ΧΗ-158 
XH-158 
ΧΗ- 128 
ΧΗ- 128 


ΧΗ- 482 
ΧΗ- 482 
ΧΗ5 482 
ΧΗ- 482 


ΧΗ” 482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 

















XH-482 
AXC-378 
AXC-318 
AXC-378 

F-200 

F-200 

F-200 
ΑΧΑ-13 





AXB-154 






AXB-154 
2C-64 
20-65 

26-130 
XF-23 
ΧΕ-23 
ΧΕ-23 
ΧΕ-24 
ΧΕ-24 
XF-24 
XF-24 
XF-24 
XF-24 
XF-24 

AXB-155 

AXB-155 

AXB-155 

AXB-155 

AXC-319 
2ς-66 
20-67 
2ς-68 
26-69 

K-4 
K-4 
K-4 
K-4 
K-4 
K-4 
K-4 
K-4 

AXE-177 

AXE-177 

AXE-177 

AXE-177 

AXE-177 

AXE-177 

AXE-177 

AXE-177 

AXE-117 



























































2K-12 
2D-619 
20-619 
20-619 
20-619 
20-619 
20-619 
2C-70 
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Numerical Index of AN 01-60AABA-4 
Contractor Parts 


FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 
M1 1 


2C-71 
2C-71 
26=71 
AXN-152 















STOCK NUMBER 


| CLASS CODE | PART NUMBER 


14546-31088 

146-31088- 
146-31088- 
146-31089 













































































































































STOCK NUMBER gu 
CLASS CODE | PARTNUMBER | | PARTNUMBER | FE 
146-31104 
146-31104- 5 
146-31104- 15 
146-31104- 17 
146=31104- 19 
146-31104- 21 
146-31104- 27 
146-31104- 29 
146-31104-103 
146-31104-105 
146-31104-107 
146-31104-109 
146-31104-111 
146731105 
146-31105- 3 
146-31106 
14631107 
146-31107- 3 
146-31108- `3 
146-31108- 5 
146-31108- 7 
1456-31108- 9 
146-31108- 11 
146-31108- 13 
15 
17 
19 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 




















Nw 












































146-31089- 3 
146-31089- 5 
146-31089- 7 
146-31089- 9 
146-31089- 11 
146-31089- 13 
146-31089- 15 
146-31089- 17 
146-31089- 19 
:146-31089- 21 
146-31089- 23 
146-31089- 25 
146-31089- 27 
146-31089- 29 
146-31089- 31 
146-31089= 33 
146-31089- 35 
146-31089- 37 
146-31089- 39 
146-31089= 41 
146-31089= 43 
146-31089- 45 
146-31089- 47 
146-31089- 49 
146-31089- 51 
146-31089- 53 
146-31089= 54 
146-31089- 55 
146-31089- 57 
146-31089- 59 
146-31089= 61 
146-31089- 63 
146-31089- 65 
146-31089- 67 
146-31089- 69 
146-31089- 71 
146-31089- 73 
146-31090 
146-31090- 3 
146-31090- 4 
146-31090- 7 
1 
2 


AXN-152 
AXN-152 
ΑΧΝ-152 
ΑΧΝ-152 
ΑΧΝ-152 
ΑΧΝ-152 
AXN-152 
AXN=152 
AXN-152 
ΑΧΝ-152 
AXN-152 
ΑΧΝ-152 
ΑΧΝ-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
ΑΧΗ-152 
AXN-152 
AXN-152 
ΑΧΝ-152 
ΑΧΝ-152 
AXN-152 
AXN-152 
ΑΧΝ-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN=152 
AXN-152 
AXN-152 
F-201 
Ε-201 
F-201 
F-201 
2C~72 
2ς-72 
2ς-73 
26-131 
AXE-118 





































































R82NA 
























146-31108- 
146-31108- 
146-31108- 
146-31108- 21 
146-31108- 23 
146-31108- 25 
146-31108- 27 
146-31108- 29 
146-31108- 33 
146-31108- 35 
146-21108- 37 
146-31108- 39 
146-31108- 41 
146-31108- 45 
146-31108- 47 
146-31108- 49 
146-31108- 75 
146~31108- 77 
146-31108- 79 
146-31108- 81 
146-31108- 89 
146-31108- 91 
146-31108-147 
146-31108-200 
146-31108-203 
146-31108-205 
146-31108-207 
146-31108-400 
146-31109- 3 
146-31109- 5 
146-31109= 7 
146-31109= 11 
146-31109- 13 
146-31109- 15 
146-31109- 17 
146-31109- 19 
146-31109- 21 
146-31109- 23 
146-31109- 25 
146-31109- 27 
146-31109- 29 
146-31109- 31 
146-31109=-33. 
146-31109= 35 
146-31109- 59 
146-31109- 61 
146-21109- 63 
146-31109- 77 
146-31109-.81 
146-31110- 17 
146-21110- 19 
146-31110- 20 
146-31110- 21 
146-31110- 22 
146-31110- 23 
146-31110- 24 
146-31110- 25 
146-31110- 27 
146-31110- 29 
146-31110- 31 
























































































































146-31092- 
146-31092- 
146-31094 
146-31095 
146-31096 
146-31098 
146-31100  , 
146-31100- $9  . 
146-31100- 11 
146-31100- 13 
|146-31100= 15 
146-31100- 17 
146-31100- 19 
146-31100- 21 
146-31100- 29 
146-31100-300 





146-3106$9- 

























2K-13 
2K-713 
2K-13 
2K-713 
2K-13 
2K-13 
2K-13 
2K-13 
2K-13 
2K-13 

















































146-31100-400 
146-31100-500 













2K-13 
2K-13 







14546-31101 
146-31101-400 







2K-14 
2K-14 












146-31101-500 
146-31101-600 







m 


2K-14 
2K-14 





m 



























146-31103 
146-21103- 3 
146-31103= 5 
146-31103- 7 
146-31103- 13 
146-31103- 15 
146-31103= 17 
146-31103- 21 
146-31103- 23 
146-31103- 25 
146-31103-100 
146-31103-200 




























2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
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| Section Ill 
ΑΝ 01-60AABA-4 Numerical Index of 


Contractor Parts 
STOCK NUMBER d FIGURE  |TOTAL| MICROFILM 
CLASS CODE 39 AND INDEX| QTY. | NUMBER | 
146731118 M1 


146731119 














































































STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-31110- 33 
146-31110- 35 











































2K-19 
2K-19 


































146-31110- 37 2K-19 146-31120- 3 
146-311101- 1 20-620 146-31120- 5 
146-311101- 2 20-620 146-31120- 7 
146-311103 A=553 146-31120- 9 


20-621 
20-622 


146-31120- 11 
146-31120- 13 


146-311104 
146-311105 
























































































































































































































































































































































146-311105- 3 2D-622 146-31120- 15 
146-311105- 5 20-622 146-31120- 17 

RB2NA 146-311106 20-623 146-31120- 19 
RB2NA 146-311108 20-74 146-31120- 21 
146-311109- 3 20-624 146-31120- 23 

R82NA 146-311109- 5 20-624 146731120- 25 
146-311109- 7 20-624 146-31120- 27 

RB2NA 146-311109- 9 20-624 146-31120- 29 
R82NA 146-31111 2U-23 146-31120- 31 
RB2NA 146-311110 146-21120- 33 
R82NA 146-311111 146-31120- 35 
R82NA  |146-311111- 146-31120- 37 
146-311111- 7 146-31120- 39 

R82NA 146-311113 146-31120- 41 
146-311114- 1 146-21120- 43 
146-311114- 2 146-31120- 45 
146-311116 146-31120- 47 
146-311117 146-21120- 48 
146-311118 14631120- 49 
146-311118- 3 146-31120- 51 
146-311119 146-21120- 53 
-|146-31112 146-31120- 55 
146-311122 146-31120- 57 
146-311122- 23 146-31120- 59 
146-311123 20-626 146-31120- 61 
146-311123- 3 20-626 146-31120- 63 
146-311124 AXN-154 146-31120- 65 
146-311125 2c-82 146-31120- 67 
146-311126 26-83 146-31120- 69 
146-311127- 3 2C-84 146-31120- 71 
146-311128 26-85 146-31120- 73 
146-311129- 3 E-379 146-31120- 75 
146-311129- 5 E-379 146-31120- 79 
146-31113 2U-24 146-31120- 81 
146-31113- 3 2U-24 146-31120- 83 
146-31113- 11 2U-24 146-31120- 85 


146-31113- 13 2U-24 146-31120- 87 






















146-31113- 14 2U-24 146-31120- 89 
146-31113- 15 2U-24 146-31120- 91 
146-31113- 17 2U-24 146-31120- 93 
146-311130 20-86 146-31120- 94 


146-31120- 95 
146-31120- 96 
146-31120- 97 
146-31120-101 


Α-573 
Α-573 
Α-573 


146-311131- 1 
146-311131- 2 
146-311131- 3 































146-311131- 4 A=573 

146-311132 2C-87 146-31120-103 
RB2NA 146-311138 XH-60 146-31120-105 

146-311139 20-88 146-31120-107 













































146-31120-109 
146-31120-111 


20-88 
20-88 


146-311139- 3 
146-311139- 4 


R82NA 
R82NA 

















146-31114 AXE-123 146-31120-113 
146-31114- 3 AXE-123 146-31120-115 
146-31114- 5 AXE-123 146-31120-117 
146-31114- 7 ΑΧΕ-123 146-31120-121 







146-31120-127 
146-31120-129 
146-31120-131 
146-31120-133 
146-31120-135 
146-31120-137 
146-31120-139 
146-31120-141 
146-31120-143 
146-31120-200 
146-311201-101 
146-311202 
146-311203 
146-311203- 11 
146-31121 
146-31121- 
146-31121- 
146-31121- 
146-31121- 
146-31121- 11 
146-31121- 13 
146-31121- 15 


AXE-123 
ΑΧΕ-123 
AXE-123 
AXE-123 
AXE-123 
AXE-123 

AXA-16 
AXB-156 
AXB-156 
AXB-156 
2Κ-20 
2K-20 
2K-20 


146-31115- 9 
146-31114- 11 
146-31114- 13 
146-31114- 15 
146-31114-101 
146-31114-103 
146-311140 
146-311141 
146-311141- 3 
146-311141- 10 
146-31115 
146-31115- 5 
146-31115- 7 
146-31115- 9 
146-31115- 11 
146-31115- 13 
146-311157 31 
146-31115-101 
146-31115-103 
146-31116 
146-31116- 3 
146-31117 







































































Οσο 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
i 
1 
1 
1 
1 
1 
1 
& 
8 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
3 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
L 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
L 
1 
1 






843 


Revised 15 September 1955 











Section ili 
Numerical index of AN O1-60AABA-4 


Contractor Parts 
ES - FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 












STOCK NUMBER 
PART NUMBER 


146-31125- 21. 
146-31125- 23 
146-31125- 25 
146-31125- 27 
146-31125- 29 
146-31125- 31 
146-31125- 33 
146-31125- 35 
146-31125-101 
146-311250 





[cLAss CODE] parT NUMBER — | 
| 146-31121- 17 
146-31121- 19 
146-31121- 21 
146-31121- 23 
146-31121- 25 
146-31121- 27 
146-31121- 29 
146-31121- 31 
146-31121- 33 
146-31121- 35. 
146-31121- 37 
146-31121- 39 

















CLASS CODE 





































2K-24 
2k-24 
2Κ-24 
2K-24 
2Κ-24 
2K-24 
2K-25 
2K-24 
2K-24 
AXB-158 




















































































































































































































































































146-31121- 41 R82NA 146-311259 AXB-159 
146-31121- 43 146-=31126- 3 XF=30 
146-31121- 45 146-31126- 5 XF-30 
146-31121- 47 146-31126- 7 ΧΕ-39 
146-31121- 49 146-31126- 9 ΧΕ-30 


146-31121- 51 



























146-31126- 11 XF-30 
146-31121- 53 146-31126- 13 XF-30 
146-31121- 55 146731126- 15 XF-30 
146-31121- 57 1146”-31126- 17 XF-30 


146-31121- 59 
146-31121- 61 


146-31126- 18 XF-30 
















146-31126- 25 XF-30 
146-31121- 63 146-31126- 27 XF-30 
146-31121- 65 1456-31126- 29 XF-30 
146-31121- 67 |146-31126- 31 ΧΕ-30 


146-31121- 69 
146-31121- 71 - 


146-31126- 33 XF-30 











146-31126- 35 XF-30 
146-31121- 73 146-31126- 37 XF-30 
146-31121- 75 146-31126- 39 XF-30 
146-31121- 77 146-31126- 49 ΧΕ-20 


146-31121- 79 


146-31126- 51 
146-31121- 81 


XF-30 



























146-31126- 53 XF-30 
146-31121- 83 146-31126- 57 XF~30 
146-31121- 85 146-31126- 59 XF-30 
146-31121- 87 146-31126- 61 XF-30 


146-311213 
146-311213- 19 


146-31126- 63 XF-30 




















146-31126- 65 XF=30 
146-311213- 23 146=31126- 67 XF-30 
146-311213- 25 146-31126- 71 XF-30 
146-311213- 27 146-31126- 73 XF-30 


146-311213- 71 
146-311213- 81 
146-311213- 91 
146-311215- 1 
146-311215- 5 
146-311216 


146-31126- 75 
146-31126- 77 
146-31126- 79 
146-31126- 80 
146-31126- 81 
146-31126- 82 


XF=30 
XF-30 
ΧΕ-30 
ΧΕ-30 
ΧΕ-30 
XF=30 












































































































AXB-157 
AXB-157 
2U-28 
2U-28 
AXC-380 
















































146-311216- 3 AXC-380 146-31126- 83 XF-30 
146-311217 2D-629 146-31126- 85 XF-30 
146-31122 G-567 146-31126- 87 XF-30 
14546-31123 2U-25 146-31126- 89 XF-30 
156-31123- 3 20-25 146-31126- 90 XF-30 


































































146-311234- 5 206-137 146-31126- 91 XF-30 č 
146-311234- 9 26-137 146-31126- 93 XF-30 
146-311234- 13 26-2137 146-31126- 95 ΧΕ-30 
146-311234- 15 26-137 146-31126- 99 ΧΕ-30 
146-311234- 17 26-137 146-31126-101 XF-30 
146-311234- 19 26-137 146-31126-103 ΧΕ-29 
146-31124- 5 2K-23 146-31126-105 XF-30 
146-31124- 7 2K-23 146-31126-111 XF-30 
146-31124- 9 2K-23 146-31126-113 ΧΕ-30 
146-31124- 11 2Κ-23 146-31126-115 XF-30 
146-31124- 13 2K-23 146-31126-117 XF-30 
146-31124- 15 2K-23 146-31126-118 XF-230 
146-31124- 17 2K-23 146-31126-119 ΧΕ-30 
146-31124- 19 2K-23 146-31126-120 XF-30 
146-31124- 21 2K-23 145-31126-121 XF-30 


146-31124- 23 2K-23 146-31126-122 ΧΕ-20 































146-31124- 25 2K-23 146-31126-123 ΧΕ-30 
146-31124- 27 ` 2K=23 146-31126-127 XF=30 
146-31124- 29 2K-23 146-31126-129 XF-30 
146-31124- 33 2K-23 146-31126-131 XF-30 
146-31124- 35 2K-23 146-31126-133 XF-30 


146-31124-101 
146-31125 



















2K-23 
2K-24 


146-31126-135 
146-31126-137 


XF-30 
XF-30. 





















146-31125- 3 2K-24 146-31126-139 XF-30 
146-31125- 5 2K-24 146-31126-141 XF-30 
146-31125= 7 2K-24 146-31126-183 . XF-30 
146-31125- 9 2K-24 146-31127 2E-1 
146-31125- 11 2K-24 146731128 δ-91 
146-31125- 13 2K-24 14546-31130 AXB-160 
156731125215 2K-24 146-31130- 1 AX82160 


156-31125- 17 
146-31125- 19 


2K-24 
2K-24 


146-31130- 2 
146-31131 






AX8-160 
2K-25 
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STOCK NUMBER 
CLASS CODE | 












146-31131- 3 
146-31131- 5 
146-31131- 7 
146-31131- 9 
146-31131- 11 
146-31131- 13 
146-31131- 15 
146-31131- 17 
146-31131- 19 
146-31131- 21 
146-31131- 27 
146-31131- 31 
146-31131- 33 
146-21131- 35 
146-31131- 37 
146-31131- 39 
146-31131-100 
146-31131-200 
146-31132 

146-31134 

146-31134- 3 
146-31134- 5 
146-31134- 7 
146-31134- 9 
146-21134- 11 





146-31134- 14 
146-31134- 15 
146-31134- 17 
146-31134- 19 
146-31134- 21 
146-31134- 23 
146-31134- 27 
146-31134- 31 
146-31134- 33 
146-31134- 35 
146-31134- 37 
146-31134- 39 
146-31134- 41 
146-31134- 43 
146-31134-101 
146-31134-301 
146-31135 
146-31135- 3 
146-31135- 7 
146-31135- 9 
146-31135- 21 
146-31136 
146-31136- 
146-31136- 
146-31136- 
146-31136- 
146-31136- 1 
146-31137- 
146-31137- 
146-31137- 
146-21137- 11 
146-31137- 13 
146-31137- 15 
146-31137- 17 
146-31137- 19 
146-21137- 21 
146-31137- 23 
146-31137- 25 
146-31137~ 27 
1467311377101 
146-31137-301 
146-31138 
146-31138- 
146721139 
146-31139- 
146-31139- 
146-31139- 
146-31139- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 10 
146-31140- 11 
156-31140- 12 
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PART NUMBER 


146-31134- 13 


DA 
mm 
"nm 





ΑΝ Q1-60AABA-4 


STOCK NUMBER 
CLASS CODE PART NUM! 


BER 
13 





146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31141- 
146-31141- 
146-31142 

146-31143 

146-31144 

146-31145 

146731146 

146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146”31146” 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 



























































R82NA. 


146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-21148- 
146731148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-21148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
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146731149 

146-31149- 
146-31150 

146-31150- 
146-31150- 
146-31150- 
146-31150- 
146-31150- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 




















2F-605 
2F-605 
2F-605 
2F-605 
XF-34 
ΧΕ-34 
XF-34[ 
XF-34 
XF-34 
XF-24 
XF -24 
XF-24 
ΧΕ-34 
ΧΕ-34 
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15 
17 
19 
21 
1 
2 


3 

5 

7 
11 
13 
15 
17 
19 
21 
27 
29 
31 
33 


146-31146-101 


3 
5 
7 
9 


47 
49 


146-731148-101 
146-31148-201 
146-31148-305 
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146-31150- 





MICROFILM 
NUMBER 


.2K=29 


AXC-381 
AXC-381 
AXC-381 
AXC-381 
AXC-381 


XF-34 
XF-34 
ΧΕ-34 
XF-34 
ΧΕ-34 
A-470 
A-410 
A~471 
A-7472. 
G-469 
2Ε-18 
20-31 
20-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2K-28 
2Κ-28 
2Κ-28 
2K-28 
2K-28 
2K-28 
2K-28 
2K-28 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 


















































































2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
Η- 125 
H-125 


2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
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Contractor Parts 
23| FIGURE MICROFILM STOCK NUMBER 
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STOCK NUMBER 


PART NUMBER E 





85] FIGURE | TOTAL! MICROFILM 
99| AND INDEX | QTY. | NUMBER 
-41 


M1 




















































































































































































































































































































146-31153- 12 M1 1 146-31175- 2 
146-31153- 13 1 146-31175- 33 Ml 4 K-41 
146-31153- 14 1 146-31175- 25 | 2 K-41 
146-231153- 15 i 146-731175- 37 1 K-41 
146-31153- 16 1 146-31175- 39 1 K-41 
146-31153- 17 1 146-31175- 43 1 K-41 
146-31153- 18 1 146-31175- 45 1 K-41 
146-31153- 19 1 146-31175- 46 1 K-41 
146-31153- 20 1 146-31175- 47 2 K-41 
146-31153- 21 1 146-31175-100 1 K-41 
146-31153- 22 1 146-31176- 1 i F-210 
146-31153- 23 1 146-31176- 2 1 F-210 
146-31153- 24 1 146-31177- 1 1 D-104 
146-31153- 25 1 146-31177- 2 1 0-104 
146-31152- 26 .1 146-31178 146-311/8-10 
146-31153- 27 2 146-31178- 3 1 2K-32 
146-31153-101 1 146-31178- 5 1 2K-52 
146-31154- 17 l 146-31178- 7 1 2K-32 
146-31155 1 146-31173- 9 1 2X-32 
146-31156 1 146-31178- 13 H 2K-32 
146-31156- 3 1 146-31178- 15 1 2K-32 
146-31156- 5 1 146-31178- 17 2 2K-32 
146-31156- 7 2 146-31178-101 1 2K-32 
146-31156- 39 1 146-31179 - 1 AXF-1 
146731157 1| 26-132 146-31179- 5 1 AXF=1 
146-31157- 3 1| 26-132 146-31179- 7 1 AXF-1 
146-31157- 5 2| 26-132 146-31179- 8 1 AXF-1 
146-31157- 9 1| 26-132 146-731179- 9 1 AXF-1 
146-31157- 11 1| 26-132 146-31179- 10 1 AXF-1 
146-31157- 13 1| 26-132 146-31179- 11 1 ΑΧΕ-1 
146-31157- 14 1| 26-132 146-31179- 12 1 AXF-1 
146-31157- 15 1| 26-132 146-31179- 13 1 AXF-1 
146-31157- 16 1| 26-132 146-31179- 14 1 AXF-1 
146-31157- 17 1| 26-132 146-31179- 15 l AXF-1 
146-31157- 19 1| 26-132 146-31179- 16 1 AXF-1 
146-31159- 1 1 2U-41 146-31179= 19 1 AXF-1 
146-31159- 2 1 2U-41 146-31179- 20 1 AXF-1 
146-31159- 5 1 2U-41 146-31179- 21 1 AXF-1 
146-31159- 6 1 2U-41 146-31179- 22 1 AXF-1 
146-31160 1|AX0-403 146-31179- 25 4 AXF-1 
146-31160- 1 1|AX0-403 146-31179- 26 2 AXF-1 
146-31160- 2 1|AXD-403 146-31179- 27 7 AXF-1 
146-31164 1|AX8-163 146-31179- 29 1 AXF-1 
146-31164- 3 1|AX8-163 146-31179- 32 1 AXF-1 
146-31164- 5 1|AXB-163 146-31179- 35 1 AXF-1 
146-31165- 3 1 28-19 146-31179- 37 1 AXF-1 
146-31165- 7 1 2E-19 146-31179= 39 1 ΑΧΕ-1 
146-31165- 9 1| 26-19 146-31179- 47 1| AXF-1 
146-31168- 13 1 146-31179- 49 1| AXF=1 
146-31168- 15 1 146-31179- 53 1| AXF-1 
146-31169 1} AXC-383 146-31179- 55 1 AXF-1 
146-31170 1 D-101 146-31179- 57 1 AXF-1 
146-31170- 3 1 D-101 146-31179- 59° 1 AXF-1 
146-31171 1|AXB-165 146-31179- 69 1 AXF-1 
146-31171- 3 1] AX8-165 146-31179- 70 2 AXF-1 
146-31171- 5 1|AXB-165 156-31179- 71 1 AXF-1 
146-31171- 7 1|AXB-165 146-31179- 73 1 AXF-1 
146-31171- 9 1] AX8-165 146-31179- 75 1 AXF-1 
146-31172 1| D-103 146-31179- 77 1| AXF-1 
146-31172-= 3 1 D-103 146-31179- 79 1 AXF-1 
146-31172- 5 i| D-103 156-31179- 81 1| ΑΧΕ-1 : 
146-31173- 3 1 K-40 146-31179- 63 1| AXF-1 
146-31173- 5 1 K-40 146-31179- 85 1 AXF-1 
146-31173- 7 1 K-40 146-31179- 87 1 AXF-1 
146-31173- 9 1 K-40 146-31179- 88 1| AXF-1. 
146-31173- 11 1 K-40 146-31179- 89 1 AXF-1 
146-31173- 13 1 K-40 146-31179- 90 1 AXF-1 
146-31173- 15 2 K-40 146-31179- 91 1 AXF-1 
146-31173- 17 2 K-40 146-21179- 92 1 AXF-1 
146-31173- 19 & K~40 146-31179- 93 1 AXF-1 
146-31173- 21 1 K-40 146-31179-. 95 i AXF-1 
146-31173- 23 1 K-40 146-21179- 97 4| AXF-1 
146-31173- 24 1 K-40 146-31179- 99 1| AXF-1 
146-31173- 41 1 K-40 146-31179-100 1 AXF-1 
146-31173-101 1 K-40 146-31179-101 4 ΑΧΕ-1 
146-31173-301 1 K-40 146-31179-103 1 AXF-1 
146-31174 1 146-31179-105 i| AXF-1 
146-31174- 3 1 146-31179-107 2 ΑΧΕ-1 
146-31174- 5 1 146-31179-109 1 AXF-1 
146-31174- 6 1 146-31179-111 2 ΑΧΕ-1 
146-31174- 7 1 146-31179-117 1 ΑΧΕ-1 
146-31174-. 9 1 1467311794119 1 AXF-1 
146-31175- 5 1 146-31179-121 i| AXF-1 
146-31175- 6 1 146-31179-123 1 AXF-1 
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AN O1-6OAABA-4 


FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. | NUMBER 


AXF-1 
ΑΧΕ-1 
AXF-1 
AXF-1 
AXF-1 
ΑΧΕ-1 
AXF-1 
ΑΧΕ-1 
AXF-1 
ΑΧΕ-1 
ΑΧΕ-1 
AXF-1 
AXF-1 
AXF-1 
AXF-1 
D-105 
D-105 
0-105 
D-105 
XH-486 
XH-486 
XH-486 
XH-486 
XH= 486 
XH-486 
XH-486 
ΧΗ- 86 
ΧΗ- 486 
XH-486 
XH-486 
XH-486 
XH-486 
XH-486 
XH=486 
XH-486 
XH-486 
XH=486 
ΧΗ- 486 
ΧΗ” 486 
XH-486 
XH-486 
XH-486 
2K-33 
2K-33 








STOCK NUMBER 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-31179-125 
146-31179-127 
146-31179-129 
146-31179-131 
146-31179-137 
146-31179-141 
146-31179-143 
146-31179-145 
146-31179-147 
146-31179-149 
146-31179-151 
146-31179-153 
146-31179-159 
146-31179-201 
146-31179-203 
146-31180 

146-31180- 3 
146-31180-175 
146-31180-179 
146-31181- 3 
146-31181- 4 
146=31181- 5 
146-31181- 6 
146-31181- 7 
146-31181- 9 
146-31181- 11 
146-31181- 12 
146-31181- 17 
146-31181- 19 
146-31181- 21 
146-31181- 23 
146-31181- 25 
146-31181- 27 
146-31181- 31 
146-31181- 33 
146-31181- 34 
146-31181- 35 
146-31181- 37 
146-31181- 38 
146-31181- 45 
146-31181- 49 
146-31181- 61 
146-31182- 9 
146-31182- 11 








146-31183- 

146-31183- 9 
146-31183- 27 
146-31183- 29 
146-31183- 31 
146-31183- 33 
146-31183- 35 
146-31183- 37 
146-31183- 39 
146-31183- 41 
146-31183- 43 
146-31183- 45 
146-31183- 47 
146-31183- 49 
146-21183- 51 
146-31133- 55 
146-31183-300 




















































































































































146-31183-400 







146-31184- 3 
146-31184- 5 
146-31184- 7 
146-31184- 17 
146-31184- 19 
146-31184- 21 
146-31184- 23 
146-31184- 29 
146-31184- 31 
146-31184- 35 
146-31184- 37 
146-31184- 32 
146-31184- 43 
146-31184- 45 
146-31184- 47 
146-31184- 49 
146-31184- 59 
146-31184- 61 
146-31184-300 





























146-31184-301 
146-31184-303 
146-31184-500 
































146-31182- 13 2K-33 146-31184-501 
146-31182- 15 2K-33 146-31185- 3 
146-31182- 17 2K-33 146-31185- 4 
146-31182- 19 2K-33 146-31185- 5 
146-31182- 21 2K-33 146-31185- 6 
146-31182- 23 2K-33 146-31185- 8 
146-31182- 25 2K-33 146731186 

146-31182- 27 2K-33 146-31186- 3 
146-31182- 29 2K-33 146-31186- 5 
146-31182- 31 2K-33 146-31187- 3 
146-31182- 33 2K-33 146-31187- 5 
146-31182- 40 2K-33 146-31187- 7 
146-31182- 43 2K-33 146-31187- 8 
146-31182- 45 2K-33 146-31187- 9 














146-31187- 11 
146-31187- 12 
146-31187- 13 
146-31187- 15 
146-31187- 18 
146-31187- 19 
146-31187- 21 


2K-33 
2K-33 
2Κ-33 
2Κ- 33 
2K-33 
2K-33 
2K-33 


146-31182- 47 
146-31182- 49 
146-31182- 51 
146-31182- 53 
146-31182- 55 
146-31182- 57 
146-31182- 61 





























146-31182- 63 2K-33 146-31188 
146-31182- 69 2K-33 146-31188- 
146-31182- 71 2K-33 146-31188- 
146-31182- 73 2K-33 146-31188- 
146-31182- 75 2K-33 146-31188- 
146-31182- 87 2K-33 146-31188- 
146-31182- 89 2K-33 146-31188- 
146-31182- 91 146-31188- 
146-31182- 93 146-31188- 
146-31182- 95 146-31189 
146-31182- 97 146-31189- 
146-31182- 99 146-31189- 
146-31182-101 146-31189- 
146-31182-103 146-31189- 


146-31182-105 
146-31182-107 
146-31182-300 
146-31182-400 
146-21183- 3 


146-31189- 11 
146-31189- 13 
146-31189-101 
146-31190 

146-31190- 3 
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Section Ill 
Numericol Index of 
Contractor Parts 


28 FIGURE 
39] AND INDEX 


MICROFILM | 
NUMBER 
M1 










AXN-157 
AXN=157 
AXN-157 
AXN-157 
AXN-157 
AXN-157 
AXN-157 

































AXN=157 
AXN-157 
AXN-157 
AXN-157 


pr) PRP λα 2 2 Pee 2 2 
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AXN=157 































XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-7461 
XL-461 
XL-7461 
XL-461 
XL-7461 
XL-7461 
XL~461 
XL-461 
XL-461 
XL-461 
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XL-461 
XL-461 
XL-7461 





Por 

















XL-461 
ΧΕ-39 
ΧΕ-39 
XF=39 
XF-39 
ΧΕ-39 

AXB-166 
ΑΧΏ-166 
ΑΧΒ-166 

XE-391 

XE-391 

XE-391 

ΧΕ-391 

XE-391 

XE-391 

XE-391 

XE-391 

XE-391 

XE-391 

XE-391 

XE-391 

26-133 

26-133 

26-133 

26-133 

26-133 

26-133 

26-133 

26-133 

26-133 
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146-311p9-1 





AXN-158 
AXi-158 
AXiR-158 
AXH=158 
AXN-158 
AXN-158 
AXN-158 






146-311ϑ0-1 












= Qi > ο i= = ο O N N IS. AR A PRP P RPP N N P A 9S = 


XH-487 


847 











Section III 
Numerical Index of AN O1-60AABA-4 


Contractor Parts 
3| FIGURE MICROFILM STOCK NUMBER. 
AND INDEX NUMBER | [CLASS CODE 
0 





















































































: STOCK NUMBER 
| CLASS CODE |. PART NUMBER 38 












































































































































£3| FIGURE |TOTAL| MICROFILM 
29| AND INDEX | QTY. | NUMBER 








146-31190- 7 XH-487 146-31195- 5 AXN-159 
146-31190- 9 ΧΗ” 487 146-21195- 51 AXN-159 
146-31190- 11 ΧΗ- 487 146-31195- 52 ΑΧΝ-159 
146-31190- 13 XH-487 146-31195- 61 AXN-159 







146-31190- 15 XH-7487 146-31195- 65 AXN-159 









146-31190- 17 XH-487 1146-31195- 66 AXN-159 
146-31190- 23 XH-487 146-31196- XF-42 
146-31190- 25 XH-487 146-31196- XF-42 
146-31190- 27 XH-487 146-31196- XF-42 






146-31190- 31 
146-31190- 33 
146-31190- 35 
146-31190- 37 
146-31190-101 


XH-487 
XH7487|. 
ΧΗ- 487 
ΧΗ- 487 
ΧΗ- 487 


146-31196- 
146-31196- 
146-31197- 


1 
2 
3 
4 XF-42 
5 
1 

146-31197- 2 
3 
4 
5 
6 
3 
5 


XF-42 
2F-607 
2F-607 
2F-607 









146731197- 









146-31191 26-133 146-31197- 2F-607 
146-31191- 3 26-133 146-31197- 2F-607 
146-31191- 5 26-133 |146-31197- 2F-607 
146-31191- 7 26-133 146-31198- 2K-35 
146-31191- 8 26-133 146-31198- 2K-35 
146-31191- 9 26-133 146-31198- 11 2K-35 
146~31191= 10 26-133 146-31198- 15 K-35 






146-31191- 11 
146-31191= 12 
146-31191- 14 
146-31191= 17 
146-31191- 19 
146-31191- 23 
146-31191- 25 
146-31191- 29 
146-31191- 31 
146-31191- 33 
146-31191- 35 
146-31191- 37 
146-31191- 39 
146-31191- 41 
146-31191- 43 
146=31191- 51 
146-31191- 53 


146-31198- 17 
146-31198- 16 
146-31198- 19 
146-31198- 23 
146-31198= 25 
146-31198-/ 26 
146-31198- 27 
146-31198- 28 
146-31198- 29 
146-31198- 31 
146-31198- 33 
146-31198-101 
146-31199 

146-31199- 3 
146-31199- 5 
146-31199- 7 
146-31200 


26-133 
26-133 


2K-35 
2Κ-35 
2K-35 
2K-35 
2Κ-35 
2K-35 
K-35 
2K-35 
2K-35 
K-35 
2K-35 
2K-35 
AXF-2 
AXF-2 
AXF-2 
ΑΧΕ-2 
XA-320 










































































































































































146-31191-101 146-31202 AXC-385 
146-31192- 1 ` 2F-606 146-31202- 3 AXC-285 
146-31192- 2 2F-606 146-31202= 5 AXC-385 
146-31192- 3 2F-606 146-31202- 7 AXC-385 
146-31192- 4 2F-606 146-31202- 9 AXC-385 
146731192- 5 2F-606 146-31202- 13 AXC-385 
146-31192- 6 2F-606 146-31202- 15 AXC-385 
146-31193- 1 26-155 146-31202- 16 AXC-385 
146-31193- 2 26-155 146-31203 26-156 
146731194 AXC-384 146-31203- 1 26-156 
146-31194- 1 AXC-384 146-31203- 2 26-156 
146-31194- 2. AXC-384 146-31203- 3 26-156 
146-31195- 1 AXN-159 |146-31203- 4 26-156 
146-31195- 2 AXN-159 146-31203- 5 26-156 
146-31195- 3 AXN-159 146-31203- 6 26-156 
146-31195- 4 ΑΧΝ-159 146731204 2K-36 
146-31195- 5 ΑΧΝ-159 146-31204- 3 2K-36 
146-31195- 6 AXN-159 146-31204- 5 2K-36 
146-31195- 9 ΑΧΝ-159 146-31204- 7 2K-36 
146-31195- 10 |} AXN=159 146-31204- 9 2K-36 
146-31195- 11 | AXN=159 146-31204- 11 2K-36 


AXN-159 
AXN=159 
AXN-159 
ΑΧΝ-159 
ΑΧΝ-159 


146-31195- 12 
146-31195- 15 
146-31195- 16 
146-31195- 22 
146-31195- 24 


146-31204- 13 
146-31204- 15 
146-31204- 17 
146-31204- 19 
146-31204-101 


2K-36 
2K-36 
2K-36 
2K-36 
2K-36 


146-31195- 25 AXN-159 146-31206 AXC=337 
146-31195- 27 AXN-159 146-31206- 3 REF| AXC-387 
146-31195- 29 ΑΧΝ-159 146-31206- 5 AXC=387 
146-31195- 31 AXN=159 146-31206- 7 AXC-387 
146-31195- 32 ΑΧΝ-159 146-31206- 11 AXC-387 


1456-31195- 33 
146-31195- 35 
146-31195- 37 
146-31195- 38 
146-31195- 39 
146-31195- 40 
146-31195- 41 
146-31195- 42 
146-31195- 43 
146-31195- 44 
146-31195- 45 
146-31195- 46 
146-31195- 47 
146-31195- 
146-31195- 


AXN-159 
AXN-159 
AXN-159 
AXN-159 
ΑΧΝ-129 
ΑΧΝ-159 
ΑΧΝ-159 
AXN-159 
ΑΧΝ-159 
AXN=159 
AXN-159 
AXN-159 
ΑΧΝ-159 
ΑΧΝ-159 
AXN-159 


146-31206- 12 
146-31206- 13 
146-31206-101 
146-31207- 3 
146-31207- 4 
166731207- 5 
146-31207- 11 
146-31207- 12 
146-31207- 13 
146-31208 
146-31209- 1 
146-31209- 2 
146-31210 
146-31211 
146-3121i- 


AXC-387 

AXC-387 

AXC-387 
2U-42 
2U-42 
2U-42 
2U-42 
2U-42 
2U-42 
A-473 
A-474 
A-474 
D-107 
XF-45 
XF-45 
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R82NA 
R82NA 
R82NA 
R82NA 
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Section Ill 


AN 01-60AABA-4 Numerical Index of 
Contractor Parts 


s NUMBER FD FIGURE |TOTAL| MICROFILM STOCK NUMBER HOURS. |TOTAL] MICROFILM 
PART NUMBER i AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER AND INDEX | QTY. 


ERE XF-45 146-31225- 21 K-61 
146-31212 26-157 146-31225- 23 K-61 
146-31212- 26-157 146-31225- 25 K-61 
146-31212- 26-157 146-31225- 27 K-61 
146-31212- 26-157 156-31225- 29 K-61 
146-31212- 26-157 146-31225- 31 K-61 
146-31213 AXC= 389 146-31225- 33 K-61 
146-31213- AXC=389 146-31225= 34 K-61 
146-31213- AXC- 389 146-31225- 35 K-61 
146-31213- - AXC-389 146-31225= 37. K-61 
146-31214 ΑΧΑ-17 146-31225- 39 K-61 
146-31225- 40 K-61 
H-133 146-31225- 41 K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
AXA-18 146-31225- K-61 
AXA-18 146-31225- K-61 
AXA-19 146-31225- K-61 
146-31225- K-61 
Α-478 146-31225- K-61 
A-478 146-31225- K-61 
AX8-167 146-31225- K-61 
AXB-167 |: [146-31225-101 K-61 
AXB-167 146-31225-201 K-61 
AX8-168 i 
AXC=390 146731227 
AXC-390 146-31228- 
AXC=390 146-31228- 
AXC-390 146-31228- 
AXC= 390 146-31228- 
AXC-390 146-31229- 
AXC-390 146-31229- 
AXC-390 146-31230- 
AXC-390 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 i 14631230- 
XL=464 146-31230-100 
XL-464 146-31230-200 
XL-464 
XL-464 146-31231 
XL-464 146-31231- 
XL-464 146-31231- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-7464 146-31232- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-464|| ` 146-31232- 
XL-464 : 1467-31233 
XL-464 146-31233- 
XL-464 146-31223- 
XL-464 146-31233- 
XL-464 146-31233- 
H-134 146-31234 
H=134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
K-61 146-31234- 
K-61 146931235 
K-61 146-31235- 
K-61 146-31235- 
K-61 156-31235- 
K-61 146-31236 
K-61 146-31236- 
K-61 146-31236- 7 
K-61 146-31236- 17 
K-61 146-31236-101 


σ' > (Ñ C e mS mamma 


146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31216 
-146-31216- 
R82NÀ 146-31217 


NPR RPP pp ο 


R&2NA 146-31218- 

RB2NA 146-31218- 
146-31219 
146-31219- 
146-31219- 
146-31220 
146-31221 
146-31221- 
146-31221- 
146-31221- 
146-31221- 15 
146-31221- 17 
146-31221- 19 
146-31221-101 
146-31221-103 
146-31222 * 
156-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146731222-7 
146-31222-7 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
1456-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-21222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223-201 
146-31225 
146-31225- 
146-31225- 
146-31225- - 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 


A i> > r> r> > = = r> = = 


22) 
mm 
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2F-608 
2F-609 
2F-609 
2F-609 
2F-609 
2F-610 
2F-610 
AXN-161 
AXN-161 
AXN-161 
AXN=161 
AXN-161 
AXN-161 
ΑΧΝ-161 
AXN-161 
AXN-161 
ΑΧΝ-161 
AXN-161 
AXN-161 
ΑΧΝ-161 
ΑΧΝ-161 
AXN-161 
ΑΧΝ-161 
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ΑΧΑ-20 
ΑΧΑ-20 
ΑΧΑ-20 
XE-393 
XE-393 
XE-393 
XE-393 
XE-393 
XE-393 
XE-393 
ΑΧΕ-3 
AXF-3 
AXF-3 
AXF-3 
AXF-3 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
.AXC=391 
AXC=391 
AXC-392 
AXC-392 
AXC-392 
AXC- 392 
2K-37 
2K-37 
2K-37 
2K-37 
2K-37 
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Section 


Numerical Index of 
Contractor Parts 





1146-31243- 


850 


STOCK NUMBER 
PART NUMBER 


146-31236-301 
146731237 
146-31238 
146-31238- 3 
146-31238- 5 
146-31238- 7 
9 
1 





146-31238- 
146-31238- 1 
146-31240 
146-31240- 
146-31240- 
146-31240- 11 
146-31240- 12 
146-31240- 21 
146-31240- 23 
146-31240- 25 
146-31240- 27 
146-31240- 28 
146-31240- 51 
146-31240- 55 
146-31240- 57 
146-31240- 58. 
146-31240- 59 
146-31240- 61 
146-31240- 63 
146-31240- 65 
146-31240- 67 
146-31240- 69 
146-31240- 71 
146-31240- 73 
146-31240- 74 
146-31240-200 
146-31241 
146-31241- .5 
146-31241- 7 
146-31241- 10 
146-31242- 1 
146-31242- 2 
146-31242- 11 
146-31242-.12 
146-31243 
146-31243- 
146-31243- 
146-31243- 
146-31243- 
146-31243- 


= 
O O σω 


NN 
Ne 


146-31243- 
146-31244 
146-31244- 
146-31244- 
146-31245 
146-31245- 
146-31245- 
146-31246 
146-31246- 
146-31246- 
146-31246- 
146-31246- 
146-31247 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31248 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31249 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
146-31249- | 
146-31249- 
146-31250 
146-31250- 
146-31251 
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AN O1-60AABA-4 


146-31240-2 


146-31250- 


οι N N £f Fear 


1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
5 
2 
1 
1 
1 
1 
1 
2 
1 
1 
1 
b 
1 
1 
1 
1 
(1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


1 
1 


26-158 
26-158 
26-158 
26-158 
26-158 


AXN-162 
AXN=162 
AXN=162 
AXN-162 
AXN=162 
AXN-162 
AXN-162 
AXN-162 
AXN=162 
AXN-162 
AXN=162 
AXN-162 
ΑΧΝ-162 
AXN=162 
AXN-162 
AXN-162 
ΑΧΗ-162 
AXN=162 
AXN-162 
AXN-162 
ΑΧΝ-162 
AXN=162 
AXN-162 


AXC-397 
AXC-397 
AXC-397 
AXC=397 
AXC-391 
26-159 
26-159 
26-159 
26-159 
26-159 


26-159| 


26-159 
ΑΧς-398 
AXC-398 
AXC-398 
AXC-398 
AXC-398 
AXC=398 
AXC-398 
AXC-398 


D-111 
2E-21 





CLASS CODE 


STOCK NUMBER 
PART NUMBER 


146-31251- 
146-31251- 
146-31251- 
146-31251- 
146-31252 
146-31252- 
146-31252- 
146-31252- 
145-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
145-31253- 
146-31253- 
146-31253- 
146-31253- 24 
146-31253- 25 
146-31253- 26 
146-31253- 28 
[146-31253- 29 
146-31253- 30 
146-31253- 31 
146-31253- 34 
146-31253- 35 
146-31253- 37 
146-31253- 39 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
145-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 83 
146-31253-100 
146-31253-200 
146-31253-300 
146-31254 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
145-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254-= 
146-31254-101 
146-31254-102 
146-31256- 1 
146-31256- 2 
146-31256-= 5 
146-31257- 11 
146-31257- 13 
146-31257- 19 
14631257- 21 
146-31257- 22 
146-31257- 23 
146-31257- 24 
146-31257- 25 


0D JU yw 
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TOTAL| MICROFILM 
QTY. | NUMBER 


2E-21 
2E-21 
2E-21 
2E-21 
F-231 
F-231 
F-231 
F-231 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXH-163 
AXN-163 
AXN-163 
AXN-163 
AXN=163 
AXN-163 
AXN=163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
AXN=163 
ΑΧΝ-163 
2Κ-38 
2K-38 
. 2K-38 
2K-38 
2K-38 
2Κ-38 
2Κ-38 
2K-38 
2Κ-28 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
0-113 
D-113 
0-113 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
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| Section Ili 
ΑΝ O1-60AABA-4 : Numerical Index of 
: Contractor Parts 


STOCK NUMBER FIGURE MICROFILM STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER ` AND INDEX CLASS CODE PART NUMBER AND INDEX NUMBER | 


146-31257- 26 = 
146-31257- AXC-400 
146-31257- AXC-400 
146-31257- AXC=400 
146-31257- AXC-400 
146-31257- K-71 
146-31257-101 K-71 
146-31257-102 K-71 
146231257-202 H-59 
146-31258 H-69 
146-31259 H-69 
146-31260- H-69 
146-31260- 2F-614 
146-31261- 2F-614 
146-31261- 2F-614 
146-31262 2F-614 
146-31262- 2F-614 
146-31262- 2F-615 
146-31263 2F-615 
.146721263- 2F-616 
1467-31264 2F-616 
146-31265 2F-616 
146-31265- 2F-616 
146-31265- 2F-616 
146-31265- 2F-617 
146-31265- 2F-617 
146-31266 2F-618 
146-31267- 2F-619 
146-31267- 2F-619 
146-31268 2F-619 
146-21268- 2F-619. 
146-31268- 2F-620 
146-31268- 2F-620 
146-31268- 2F-620 
146-31268- 2F-620 
146-31268-101 2F-621 
146-31268-102 2F-621 
146-31268-103 2F-622 
146-31268-104 2F-622 
146-31269 . 2F-622 
146-31269- 
146-31269- 
146-31269- 
146-31269- 
146-31269- 
146-31269-101 - 
146-31269-102 
146-31269-103 
146-31269-104 
146-31270 
146-31270- 
146-31270- 
146-31270- 
146-31270- 
146-31270- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
166-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
156-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31272 








146-21272- 
146-31272- 
146-31212- 
146-31272= 
146-31272- 5 


5 
7 
9 
1 
146-31273- 7 
146-31273- 9 
146-31273- 11 
146-31274- 1 
146-31274- 2 
146-31274- 3 
146-31274- 4 
146-31276 
2F-612 146-31276- 3 
2F-612||. 146731276- 5 
AXB=170 146-31276- 7 
ΑΧ8-170 146-31276-101 
ΑΧΒ-170 146731271 
ΑΧΑ-23 146-31277- 
ΑΧΑ-23 146-31278 
A- 484 146-31278= 
AXB7171 146-31278= 
146-31278- 
146-31278- 
146-31279 
146-31279- 
146731280 
146-31281 
146-31281- 3 
146-31281- 5 
146-31281-101 
146731282 
146-31282- 
146-31282- 
146-31282- 
146-31283 
146-31283- 
146731285 
146-31285- 
146-31285- 
146-31286 : 146-31286-1 
146-31286- 
146-31286- 
146-31286- 
146-31286- 
146-31286-10 
146-31287 
146-31288- 
146-31288- 
146-31289 
146-31289- 
146-31289- 
146-31290 
146-31290- 
146-31290- 
146-31291 
146-31291- 
146-31291- 
146-31291- 
146-31292 
146-31292- 
146-31292- 
146-31293 
146-31293- 
146-31293- 
146-31294 
146-31294- 
146-31295 
146-31295- 
146-31296 
146-31296- 
146731296- 
146-31298- 
146-31298- 
146-31298- 
146-31298- 
146-31298- 
146-31299 
146-31299- 
146-31300 
146-31300- 
146-31300- 
146-31301- 
146-31301- 


K-74 
K-74 
K-74 
K-74 
K-74 
D-121 
0-122 
D-122 
ΑΧΝ-165 
ΑΧΝ-165 
ΑΧΝ-165 
ΑΧΝ-166 
ΑΧΝ-166 
AXN-166 
AXB=174 
AXB-174 | 
AXB-174 
ΑΧΒ-174 
AXC-401 
AXC-401 
AXC-401 
XE-356 
XE-356 
ΧΕ-356 
2Ε-623 
2F-623 
2F-624 
2F-624 
AXC-402 
AXC-402 
AXC-402 
2K-40 
2Κ-40 
2K-40 
2K-40 
2K-40 
2F-625 
2F-625 
AXC-403 
AXC-403 
AXC-403 
2K-41 
2K-41 
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Section ili 


Numerical index of 


Contractor Parts 


ao NUMBER 


PART NUMBER 


852 


— UE UE 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301-101 
146-31301-102 
146-31301-201 
146-31301-202 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302-201 
146-31302-202 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 





1 
1 
1 
1 
3 
3 
2 
2 
2 
2 
1 
1 
1 
1 
1 
2 
1 
£ 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
3 
3 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
1 
“a 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
2 
3 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-741 
2K-41 
2K-41 
2K-41 
ZK-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
ΑΧΗ- 167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
AXN-167 
AXN-167 


AXN-167 


ΑΧΝ- 167 
ΑΚΝ”- 167 
ΑΧΝ- 167 
AXN-167 
AXN£167 
AXN-167 
AXN=167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 


CLASS CODE 


R82NA 


R82NA 


146-31322- 


ΒΒΖΝΑ 


ΑΝ 01-60AABA-4 


E 28 URE MICROFILM 
99 AND Í INDEX NUMBER 


STOCK NUMBER 
PART NUMBER 


146-31303- 26 
146-31303- 
146-31304- 


146-31304- 


146-31304- 
146-31304= 
146-31304- 
146-21304- 
146-31304- 
146-31304- 
146-31304- 
146-31204- 
146-31304= 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31204- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31306 

146-31307 

146-31308 

146-31309- 
146-31309- 
146-312310- 
146-31210- 
146-31213 

146-31313- 
146-31313- 
146-31313- 
146-31314 

146-31314- 
146-31314- 
1456-31314- 
146-31314- 
146-31315 

146-31316 

146-31316- 
146-31316- 
146-31316- 
146-31317 

146-31318 

146-31319 

146-31319- 
146-31319- 
146-31319- 
146-31319- 
146-31319- 
146-31320 

146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31321- 
146-31322 
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146-31323 
146-31323- 
146-31323- 
156-31323- 
146731327 
146731333 
156731334 
146-31335 
146-31335- 
146-31335- 
146-31337- 


=u. 





FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


XF-53 
ΧΕ-53 
2K-42 


2K-42 


2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2k-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
AXA-24 
2F-626 
AXB-175 
26-161 
26-161 
D-125 
D-125 
AXB-176 
AX8-176 
AXB-176 
AXB-176 
AXC-404 
AXC=404 
AXC=404 
AXC-404 
AXC-404 
F-240 
AXC-405 
AXC-405 
AXC-405 
AXC-405 
AXB=177 
D-128 
AXN=16 
AXN-16 
AXN-16 
AXN-16 
AXN-16 
ΑΧΗ-16 
AXC-406 
AXC-406 
AXC-406 


AXC-406 
AXC-406 
AXC-406 
D-130 
A-4836 
A-7486 
AXC-407 
AXC=407 
AXC-407 
AXC-407 
2E-23 
AXC-408 
A-4869 
AXA-25 
AXA-25 
AXA-25 
2K-43 
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Section [| 


AN 01-60AABA-4 ` Numerical Index of 
Contractor Parts 





STOCK NUMBER E : STOCK NUMBER 
2 
CLASS CODE PART NUMBER = CLASS CODE PART NUMBER 


146-31337-. 4 146-31351- 93 
146-31337- 7 146-31351- 95 
146-31337- 9 146-31351- 97 
146-31337- 13 146-31352 
146-31337- 15 146-31352- 
146-31337- 17 146-21352- 
146-31337- 19 14546-31353: 
146-31337- 21 146-31353- 
146-31237-101 146-31353- 
146-31337-102 
146-31338 
146-31339 
146-31340 
146-31341 
146-31343- 
146-31343- 
146-31345 
146-31346 
146-321 247 
146731348 
146-31349- 
146-31349- 9 
146-21349- 11 
146-31349- 13 
146-31349- 15 
146-31349- 17 
146-31349- 19 
146-31349- 21 
146-31349- 23 
146-31349- 25 
146-31349- 27 
146-31349- 29 
146-31349- 31 
146-31249- 33 
146-31349- 35 
146-31349- 37 
146-31349- 33 
146-312349- 41 
146-31349- 42 
146-31349- 43 
146-31350- 3 
146-31350- 21 
146-31350- 24 
146-31350- 25 
146-31350- 27 
146-31350- 29 
146-31350- 21 
146-31350- 33 
146-31350- 35 
146-31350- 37 
146-31350-101 
146-31350-102 
146-31351 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
156-31251- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 


AXF-7 
AXF-7 
AXF-7 
A-7493 
A-493 
A-7493 
AXC-409 
AXC-409 
AXC-409 
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2F-627 
2F-621 
2E-29 
2E-29 
G-496 
6-496 
2K-46 
2K-46 
2K-46 
2K-46 
2Κ-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
26-162 
2F-628 
2F-628 
2K-47 
2K-47 
2K-47 
2K-47 
2K-41 
2K-47 
2K-47 
2K-47 
2K-41 
2K-47 
2K-417 
2K-47 
2K-47 
2Κ-47 
2K-47 
2K-47 
2K-47 
2Κ-47 
2K-47 
2K-47 
2K-47 
2K-41 
2K-47 
2K-47 
2K-47 
2K-48 
2K-48 
2K-48 
2K-43 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 


146-31355- 
146-31355- 
146-31356- 
146-31356- 
146-31357- 
146-31357- 
146-31359= 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359= 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-21359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359~ 
146-31359- 
146-31359- 
146-31359-101 
146-31359-102 

R82HA 146-31360 
146-31361 
146-31361- 11 
146-31362- 7 
146-31262- 8 
146-31362- 9 
146-31362- 10 
146-31362- 11 
146-31362- 12 
146-31362- 13 
146-31362- 14 
146-31362- 15 
146-31362- 16 
146-31262- 17 
146-31352- 18 
146-31362- 21 
146-31262- 22 
146-31362- 25 
146-31362- 26 
146-31362- 27 
146-31362- 28 
146-31362- 29 
146-31362- 32 
146-31262- 33 
146-21262- 35 
146-31362- 37 
146-31362-101 
146-31362-102 
146-31363 
146-31363- 
146-31363- 
146-31263- 
146-31363- 
146-31363- 
146-31363- 
146-31253- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
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Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 4 
[CLASS CODE] — PART NUMBER 


146-31263- 29 
146-31363- 30 
146-31363- 33 
146-31363- 34 


AN 01-60AABA-4 


FIGURE MICROFILM STOCK NUMBER FIGURE — | TOTAL| MICROFILM 
AND INDEX NUMBER | | CLASS CODE| —  PARTNUMBER >Ü O | AND INDEX | QTY. | NUMBER 


146-31373-100 
146-31373-200 
146-31374 

146-31374- 11 






































146-31364- 1 
146-31364- 














































































































2F-629 
2F-629 







m 
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146-31363- 35 146-31375= 5 
146-31363- 37 146-31375- 6 
146-31363- 39 146-31375- 7 
146-31363- 41 146-31375- 8 
146-31363- 43 146-31375- 9 
146-31363- 45 146-31375- 10 
146-31363- 47 146-31375- 12 
146-31363- 49 146-31375- 21 
146-31363- 51 146-31375= 22 
146-31363- 53 156-31375- 23 
146-31363- 55 146-31375- 24 
146-31363- 57 1146-31375- 25 
146-31363- 59 146-31375- 26 
146-31363- 61 146-31375- 27 
146-31363- 63 146-31375- 29 
146-31363- 65 146-31375- 31 
146-31363- 66 146-31375- 33 
146-31363- 85. 146-31375- 35 
146-31363-101 146-31375- 37 


146-31375-101 
146-31375-102 


146-31365- 1 H-70 146-31376- 3 
146-31365- 2 H-70 146-31376-" 5 
146-31366- 1 2F-630 146-31376- 7 
146-31366- 2 2F-630 146-31376-= 9 
146-31367- 1 2F-631 146-31376-101 
146-31367~ 2 2F-631| | RE2NA 146-31377 
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146-31368 R82NA 146-31378- 1 
146-31369 R82HA 146-31378- 2 

: 146-31378- 3 
146-31370- 1 146-31378- 4 
146-31370- 2 146-31379- 1. REF 
146-31370- 3 1 146-31379- 2 REF 
146-31370- 4 1 146-31379- 3 1 
146-31370- 5 1 146-31379- 4 1 
146-31370- 6 1 146-21379- 7 1 
146-31370- 7 1 146-31379- 8 1 
146-31370- 8 1 146-31379- 9 1 
146-31370- 9 1 146-31379- 10 1 
146-31370- 10 1 146-31379- 11 1 
146-31370- 11 1 146-31379- 12 1 
146-31370- 12 1 146-31379- 13 1 
146-31370- 13 1 1456-31379- 14 1 
146-31370- 14 1 146-31379- 15 1 
146-31370- 15 1 146-31379- 16 1 
146-31370- 16 1 146-31379- 17 1 
146-31370- 17 1 146-31379- 18 1 
146-31370- 18 1 146-31379- 19 1 
146-31370- 19 .1 146-21379- 20 1 
146-31370- 20° 1 146-31379- 21 1 
146-31370- 21 1 146-31379- 22 1 
146-31370- 22 1 146-31379- 23 4 
146-31370- 23 1 146-31379- 24 ` 2 
146-31370- 24 1 146-31379- 25 2 
146-31370- 25 1 146-31379- 26 2 
146-31370- 26 1 146-31379- 27 1 
146-31371- 1 1 146-31379- 28 1 
146-31371- 2 1 146-=31379- 29 1 
146-31372 2 146-31379- 30 1 
146-31373 y 1 146-31379- 31 1 
146-31373- 3 1 146-31379- 32 1 
146-31373- 5 1 146-31379= 33 1 
146-31373- 11 1 146-31379- 34 1 
146-31373- 13 1 146-31379- 35 1 
146-31373- 15 1 146-31379- 36 1 
146-31373- 17 1 146-31379- 38 1 
146-31373- 19 2 146-31379- 40 1 
146-31373- 21 1 146-31379- 41 2 
146-31373- 23 1 146-31379-.43 1 
146-31373- 25 1 146-31379- 45 1 
146-31373- 27 1 146-31379- 47 1 
146-31373- 29 1 146-31379- 49 1 
146-31373- 31 1 146-31379-101 1 
146-31373- 35 1 146-31379-102 1 
146-31373- 37 1 146-31379-105 i 
146-31373- 39 1 146-31379-106 1 
146-31373- 41 1 146-31379-109 1 
146-31373- 43 1 146-31379-111 1 
146-31373- 45 1 146-31379-115 1 
146-31373- 47 1 146-31379-116 1 
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Section lll 
Numerical Index of 
Contractor Parts 


š FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
M1 


AN 01-60AABA-4 



















STOCK NUMBER 
PART NUMBER 


STOCK NUMBER 


[cuass CODE] Part numee | 


CLASS CODE 




































































































































































































































































146-31379-117 146-31387- 1 i| 2Κ-52 
146-31379-118 146-31387- 2 1| 2Κ-52 
146-31380- 3 146-31387- 3 1| 2Κ-52 
146-31380- 4 146-31387- 4 1| 2Κ-52 
146-31380- 11 166-31387- 5 i| 2Κ-52 
146-31380- 15 146-31387- 6 1| 2Κ-52 
146-31380- 16 146-31387- 7 i| 2K-52| 
146-31380- 17 146-31387- 8 1| 2K-52 
146-31380- 18 146-31387- 9 i| 2Κ-52 
146-31380- 21 146-31387- 10 i| 2K-52 
146-31380- 22 146-31388 1] Χδ-94 
146-31380- 23 146-31388- 3 i| xB-94 
146-31380- 24 146-31388- 5 1| XB8-95 
146-31380- 23 146-31288- 6 1| XB-94 
146-31380- 41 146-31388- 11 2| xB-94 
146-31380- 43 146-31388- 21 i| .xB-94 
146-31380- 45 146-31388- 29 i| Χβ-94 
146-31380- 49 146-31388- 30 1| Χβ-94 
146-31380- 51 -|146-31388- 31 i| x8-94 
146-31380- 53 146-31388- 32 i| xa-94 
146-31380- 54 146-31388- 33 2| Χβ-94 
146-31380- 55 146-31388- 37 i| xB-94 
146-31380- 57 146-31388- 39 i| XB-94 
146-31380- 59 146-31388-135 - i| x8-94 
146-21380- 60 146-31389 11 AXB-181 
146-31380- 63 146-31389- 1 i|AxB-181 
146-31380- 65 156-31389- 2 1|AXB-181 
146-31380- 67 146-21389- 3 1|AXB-181 
146-31380- 69 146-31289- 4 ilAX8-181 
146-31380- 70 R82NA 146-31390 1| 0-151 
146-31380- 71 146-31390- 5 i| D-151 
146-31380- 73 146-31391 2| D-150 
146-31380- 75 146-31391- 3 οἱ D=150 
146-31380- 76 146731292 1| 26-163 
146-31380- 77 146-31392- 3 1| 26-163 
146-31380- 81 146-31392- 5 3| 26-163 
146-31380- 87 R82NA 146-31393 2| A-497 
146-31380- 08 146-31393- 3 2| A-491 
146-31380- 89 R82NA 146-31394 οἱ A-498 
146-31380- 97 146-31395 2| A-499 
146-31380-169 146731397 REF] 2K~53 
146-31380-170 146-31397- 4 1| 2K-53 
146-31380-173 146-31397- 5 i| 2k-53 
146-31380-174 146-31397- 7 οἱ 2Κ-53 






146-31397- 11 2K-53 
146-31397- 13 
146-31397- 15 
146-31397-.17 
146-31397- 19 
146-31397- 21 
146-31397- 23 
146-31397-101 


146-31380-175 
146-31380-177 
146-31380-179 
146-31380-181 
146-31330-193 
146-31380-185 
146-31360-187 
146-31380-169 


2K-53 
2K-53 
2K-53 
2K-53 
2K-53 
2K-53 
2K-53 








































































































146-31380-191 146-31398 XF-61 
146-31380-193 146-31398- 3 XF-61 
146-31380-195 146-31398- 4 XF-61 
146-31380-197 146-31398- 5 XF-61 
146-31380-199 146-31398- 7 XF-61 
146-31380-200 146-31398- 8 ΧΕ-61 
146-31380-203 146-31398- 9 XF-61 
146-31380-205 146-31398- 10 XF-61 









XF-61 
XF-61 
XF-61 


146-21398- 11 
146-31398- 12 
146-31398- 13 
146-31398- 21 
146-31398- 22 
146-31398- 31 
146-31398- 32 
146-31298- 41 
146-31398- 42 
146-31400 

146-31400- 21° 
146-31400- 23 


146-31380-209 
146-31380-211 
146-31380-217 
146-31380-223 
146-31380-225 
146-31380-227 
146-31380-229 
146-31380-231 
146-31380-239 
146-31380-241 
146-31380-247 
146-31380-251 










ΧΕ-61 
XF-61 
XF-61 
XF-61 
XF-61 
ΧΕ-63 
ΧΕ-63 
XF-63 













































R82HA 146-31381 146-31400- 24 xF-63 
146-31381- 5 146-31400- 25 ΧΕ-63 
R82FA 146-31382 146-31400- 26 XF-63 
146-31382- 3 146-31400- 27 XF-63 
146-31383 146-31400- 29 XF-63 








ΧΕ-63 
ΧΕ-63 


146-31400- 30 








146-31383- 












R82N 14546-31384 
146-31384- 
146-31386 


146-31386- 
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7 


146-31383-101 


3 


3 








146-31400- 
146-31400- 
146-31400- 
146-31400- 
146-31400- 










146-31409- 31 














1 
1 
1 
1 
1 
1 
1 
F 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
1 XF-61 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
1 
1 
1 
1 
1 


XF-63 
ΧΕ-63 
XF-63 
xF-63 
XF-63 
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Numerical Index of "AN O1-60AABA-4 ` 
Contractor Parts 


STOCK NUMBER Š 
| CtAss CODE | PART NUMBER 


146-31400- 43 
146-31400- 45 
146-31400- 47 
146-31400- 49 
146-31400- 50 





















STOCK NUMBER 


CLASS CODE PART NUMBER 2 


146-31403-115 
146-31403-119 
146-31403-167 
146-31403-201 





MICROFILM 
NUMBER 






























K-109 
K-109 
K-109 
K-109 








































1457-31404 2K-55 
146-31401- 3 146-31404- 3 2K-55 
146-31401- 5 146-31404- 5 2K-55 
146-31401- 7 146-31404- 7 2K-55 






PNNN EPEN NNE 


146-31403 








146-31404- 9 
146-31404- 11 
146-31404- 19 
146-31404- 21 
146-31404- 23 
146-31404- 25 
146-31404- 27 
146-31404- 29 
146-31404- 3 

146-31404- 43 
146-31404- 45 
146-31404- 47 
146”-31404- 50 
146-=31404- 53 
146-31404- 54 
146-31404- 63 
146-31404- 65 
146-31404- 73 
146-31404- 74 
146-31404- 75 
146-31404- 76 
146-31404- 77 
146-31404- 81 
146-31404- 63 


2K-55 
2Kk=55 
2K=55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 



















































































146-31403- 3 
146-31403- 4 
146-31403- 7 
146-31403- 9 
146-31403- 10 
146-31403- 11 
146-31403- 12 
146-31403- 17 
146-31403- 19 
146-31403- 21 
146-31403- 29 
146-31403- 31 
146-31403- 33 
146-31403- 34 
146-31403- 35 
146-31403- 36 
146-31403- 37 
146-31403- 38 
146-31403- 39 
146-31403- 40 
146-31402- 41 
146-31403- 42 
























































































































146-31403- 43 146-31404- 05 2K-55 
146-31403- 44 146-31404- 86 2K-55 
146-31403- 45 K-109 146-31404=- 87 2K-55 
146-31403= 47 K-109 146-31404- 91 ` 2K-55 

































































146-31403- 49 K-109 146-31404- 93 2K-55 
146-31403- 51 K-109 146-31404- 95 2K-55 
146-31403- 53 K-109 146-31404- 97 2K-55 
156-31403- 55 K-109 146-31404-103 2K-55 
1456-31403- 57 K-109 146-31404-105 2K-55 
146-31403- 58 K-109 146-31404-107 2K-55 
146-31403- 59 K-109 146-31404-109 2K-55 





















































146-31403- 60 K-109 146-31404-111 2Κ-55 
146-31403- 61 K-109 146-31404-113 2K-55 
146-31403- 62 K-109 146-31404-115 2Κ-55 
146-31403- 63 K-109 146-31404-117 2K-55 
146-31403- 64 ' K-109 146-31404-123 2K-55 









146-31403- 65 K-109 146731404-127 2K-55 
146-31403- 67 K-109 146-31404-139 2K-55 
146-31403- 69 K-109 146-31404-400 2K-55 
146-31403- ΤΟ Κ-109 146-31 404-500 2K-55 
146-31403- 71 K-109 146-31409 2Ε-31 






146-31403- 72 K-109 146-31410 D-154 









146731403-.73 K-109 146-31411 D-155 
146-31403- 74 K-109 146-31413 2K-57 
146-31403- 75 K~109 146”-31413- 21 2K-57 
146-31403- 76 K-109 146-31413- 22 2K-5T 
146-31403- 77 Κ-109 146-31413= 23 2K-57 












146-31403- 78 K-109 146-31413- 25 2K-57 
146-31403- 79 K-109 146-31413- 27 2K-57 
146-31403- 80 K-109 146-31413- 29 2Κ-51 
146-31 403- 81 Κ-109 146-31413- 31 2K-57 






146-31403- 83 
146-31403- 85 
146-31403- 87 
146-31403- 88 
146-31403- 89 
146-31403- 95 
146-31403- 96 
146-31403- 97 
146-31403- 99 
146-31403-101 
146-31402-103 
146-31402-105 
146-31403-106 
146-31403-107 
146-31403-108 
146-31403-109 
146-31403-110 
146-31403-111 
146-31403-112 
146-31403-113 
146-31403-114 


Κ-109 
K-109 
K-109 
Κ-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
Κ-109 
K-109 
Κ-109 
K-109 
K-109 
K-109 
K-109 
K-109 


146-31413- 33 
146-31413- 35 
146-31413- 36 
146-31413=, 37 
146-31413- 39 
146-31415- 1 
146-31415- 2 
146-31416. 

146-31417- 1 
146731417- 2 
146-31418 

146-31419 

146-31419- 3 
146-31419- 5 
146-31419- 7 
146-31422-- 7 
146-31422- 13 
146-31422- 15 
146-31422- 21 
146-31422- 22 
146-31422- 23 


2K-=57 
2K-57 
2K-57 
2K-57 
2K-757 
D-157 
D-157 
A-500 
2C=96 
2C-96 
2E-32 
AXA-21 
ΑΧΑ” 27 
AXA-21 
AXA-21 
2K-58 
2K-58 
2K-58 
2Κ-58 
2K-58 
2K-58 
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Section Ill 
AN O1-60AABA-4 . Numerical Index of 


Contractor Parts 
| STOCK NUMBER 23] FIGURE MICROFILM 
| CLASS CODE | ` PART NUMBER 89. AND INDEX NUMBER 


146-31422- 24 2K-58 
156-31422- 25 2K-58 
156-31422- 26 2K-58 
146-31422- 27 2K-58 
146-31422- 28 2K-58 
146-31422- 29 2K-58 
146-31422- 31 2K-58 
146-31422- 39 2K-58 
146-31422- 40 2K-58 
146-31422- 49 2K-58 
146-31422- 51 2K-58 
146-31422- 53 2K-58 
146-31522- 55 2K-58 
146-31422- 57 2K-58 
146-31422- 59 2K-58 
146-31422- 61 2K-58 
146-31422- 63 2K-58 
146-31422- 65 2K-58 
145-31422- 67 2K-58 
146-31422- 68 2K-58 
145-31422- 69 2K-58 
146-31422- 70 2K-58 
146-31422- 71 2K-58 
146-31422- 73 2K-58 
146-31422- 75 2K-58 
146-31422- 77 2K-58 
146-31422- 79 2K-58 
146-31422- 81 2K-58 
146-31422- 83 2K-58 
146-31422- 85 2K-58 
146-31522- 86 2K-58 
146-31422- 87 2K-58 
146-31422- 89 2K-58 
146-31422- 91 2K-58 




















STOCK NUMBER 
PART NUMBER 


146-31424- 25 
146-31424- 21 
146-31424- 29 
146-21424-. 20 
146-31424- 25 
146-31424- 37 
146-31424- 38 
146-31424- 39 
146-31424- 40 
146-31424- 41 
145-31424-101 
146-31424-102 
146-31425 
146-31425- 3 
146-31425- 5 
146-31425= 7 
Š 
9 


CLASS CODE 
































































































2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
AXN=171 
AXN-171 
AXN-171 
AXH-171 
AXN-171 
AXN-171 
ΑΧΝ-171 
AXN=171 
AXN-171 
AXN=171 
AXN-171 
AXN-171 
AXN-171 
ΑΧΝ-171 
ΑΧΝ-171 
ΑΧΝ-171 
AXN=171 
AXN=171 
AXH-171 
AXN=171 
AXN-171 
AXN=171 
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146731425 
146-31425- 
146-31425- 11 
146-31425- 12 
146-31425- 15 
146-31425- 14 
146-31425- 15 
146-31425- 16 
146-31425- 17 
146-31425- 23 
146-31425- 24 
146-31425- 25 
146-31425- 2 
146-21425- 27 
146-31425- 29 
146-31425- 30 
-|146-31425- 41 
146-31425- 43 






























































































































































































































































































































































































146-31422- 93 2Κ-268 146-31426- 3 Η- 1326 
146-31422- 97 2K-58 146-31426-= 4 H-136 
146-31422- 98 2K-58 146-31426= 5 Η-126 
146-31422-101 2-58 146-31426- 6 H-136 
146-31423 2K-59 146-31426- 7 H-136 
146-31423- 3 2K-59 146-31426- 68 H-136 
146-31423- 7 2K-59 146-31426- 9 Η-136 
146-31423- 9 2K-59 146-31427- 1 D-161 
146-31423- 19 2K-59 146-31427- 2 D-161 
146-31423- 11 2K-59 146731428 AXC-411 
146-21423- 12 2K-59 146-31428- 1 AXC-411 
146-31423- 13 2K-59 146-31428- 2 AXC-411 
146-31423- 14 2K-59 146-31429- 1 F-253 
146-31423- 15 146-31429- 2 F-253 
146-31423- 16 146-31430 2K-61 
146-31423- 17 146-31430- 3 2K-61 
146-31423- 18 146-31430- 5 2K-=61 
146-31423- 19 146-31430- 7 K-61 


2&-61 
2K-61 
K-61 
2K-61 
2K-61 
2K-761 
2-61 
2K-61 
2K-61 
2K-61 
2K-61 
2Ε-335 
2E-33 
2E-34 
26-35 
AXB-184 


146-31430- 5 
146-31430- 11 
146-31430- 17 
146-31430- 23 
146~31430— 25 
146-31430- 22 
146-31530- 31 
146-31430- 33. 
146-31430- 35 
146-31430- 39 
146-31430- 41 
146-31431- 1 
146-31431- 2 
146-31432 
146-31433 
146-31434 
146-31434- 1 
146-31434- 2 
146-31434- 3 
146-3:434- 4 
146-31436 
146-31436- 3 
146-31436- 5 
7 
9 
10 


146-31423- 20 
146-31422- 21 
146-31422- 25 
146-31423- 26 
146-31423- 31 
146-31423- 32 
146-31423- 33 
146-31423- 34 
146-31423- 35 
146-31423- 37 
146-31423- 39 
146-31423- 49 
146-31423- 41 
146-31423- 42 
146-31423- 43 
146-31423- 44 
146-31423- 45 
146-21423- 47 
146-31423- 49 
146-31423- 51 
146-31423- 53 
146-31423= 55 
146-31423-101 
146-31424- 3 
146-31424- 9 
146-31424- 19 
146-31424- 11 
146-31424- 12 
146-31424- 13 
146-31424- 15 
146-31424- 16 
146-31424- 17 



























































































146-314p4 
146-314p4- 





















































ΑΧΒ-184 
AXB-184 
K-118 
K-118 
K-118 
K-118 
K-118 
K-118 
Κ-118 
K-118 
Κ-118 
K-113 
K-118 
K-118 




















146-31436- 
146-31436- 
146-31436- 
146-31436- 11 
146-31436- 13 
146-31436- 15 
146-31436- 17 
146-31436- 19 
146-31436- 21 


























2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
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Section III 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


STOCK NUMBER 
[class cove | part numee — d 



















































STOCK NUMBER ER FIGURE — | TOTAL| MICROFILM 
| __ PARTNUMBER |38] AND INDEX| QTY. | NUMBER 


CLASS CODE 









































































































































































































































































































































































































































































































































































146-31436- 23 Κ-118 146-31445- 14 K= 122 
146-31436- 25 K=118 146-31445= 15 -122 
146-31436- 26 K-118 146-31445- 16 EE 
146-31436- 27 K-118 146-31445- 17 K-122 
146-31436- 28 K-118 146-31445- 18 K-122 
146-31436- 29 K=118 146-31445- 19 K-122 
146-31436- 31 K-118 146-31446 ΑΧΝ-173 
146-31435- 33 K=118 156-31446- 3 ΑΧΝ-173 
146-31436- 35 Κ-118 146-31446= 4 ΑΧΝ- 173 
146-31437 ΑΧΝ- 172 146-31446- 5 AXN-173 
156-31437- 5 AXN=172 146-31446- .6 AXN-173 
156-31437- 5 AXN-172 146-31446= 7 AXN-173 
146-31437- 7 AXN-172 146-31445= 9 AXN=173 
146-31437- 9 AXN=172 146-31446- 10 AXN-173 
146-31437- 11 AXN-172 1456-31446- 11 AXN-173 
146-31437- 15 ΑΧΝ-172 146-31446- 12 ΑΧΝ-173 
146-51 437- 18 ΑΧΝ-172 1146-31 4-δ- 15 AXN-173 
146-31437- 19 ΑΧΝ5172|: 146-31446- 14 AXN=173 
146-31437- 21 AXN-172 146-31446- 15 AXH-173 
146-31437- 22 AXN-172 146-31446- 16 AXN-173 






















1456-31437- 24 
146-31437- 25 
146-31437- 27 
146-31437-101 
146-31437-102 
156-31437-201 
11146-31438 


ΑΧΝ-172 
AXN-172 
ΑΧΝ-172 
ΑΧΝ-172 
ΑΧΝ-172 
ΑΧΝ-172 

AXF-12 


146-31446- 17 
146-31446- 18 
146-31446- 19 
146-31446- 20 
146-31446- 21 
I46-31446- 23 
146-31446- 25 


AXN=173 
AXN-173 
AXN=173 
AXN-173 
AXN=173 
AAN=173 
AXN=173 















































































146-31438- 1 ΑΧΕ-12 146-31446- 27 AXN-173 
146-31438- 2 AXF-12 146-31446- 29 pa (5-173 
146-31438- 3 AXF-12 146-31446- 33 XN-173 
146-31436- 4 ΑΧΕ-12 146”-31446- 35 ie 
146-31438- 7 AXF-12 146-31446- 36 AXN=173 
146-31438- 8 AXF-12 146-31446- 37 AXN-173 
146-31438- 9 AXF-12 146-31446- 38 AXN-173 
146-31438- 11 ΑΧΕ-12 146-31446- 39 AXN-173 


146-31438-101 
146-31440 
146-31440- 3 
146-31440= 4 
146-31440- 5 
146-31440- 6 
146-31440- 7 
9 
10 


AXF-12 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
AXF-13 
ΑΧΕ-13 
AXF-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
AXF-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
AXF-13 
AXF-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
ΑΧΕ-13 
| AXF-13 
AXF-13 
AXF-13 


146-31446- 40 
146-31446- 41 
146-31446- 42 
146-31446- 43 
146-31446- 44 
146-31446- 45 
146-31446- 46 
146-31446- 47 
146-31446- 42 
146-31446- 53 
146-31446- 54 
146731446- 57 
146-31446- 59 
146-31446- 60 
146-31446- 61 
146-31446- 62 
146-31446- 63 
146-31446- 65 
146-31446- 67 
146-31446- 69 
146-31446- 70 
146-31446- 71 
146-31446- 72 
146-31446- 73 
146-31446- 74 
146-31446- 75 
146-31446- 77 
146-31446- 79 
146-31446- 31 
146-31446- 85 
146-31446- 87 


AXN=173 
AXN=173 
AXN=173 
AXH-173 
AXN-173 
ΑΧΝ-173 
AXN-173 
AXN=173 
ΑΧΝ-173 
AXN=173 
AXN-=173 
AXN-173 
AXN=173 
AXN=173 
ΑΧΝ-173 
AXH-173 
Auc 7173 
ΧΝ-173 
ARNE 173 
AXN=173 
AXN-173 
AXN=173 
AXN-173 
AXN-173 
AXN=173 
AXN=173 
AXH-173 
AXN-173 
AXN=173 
AXN-173 
AXN-173 






























146-31440- 

146-31440- 

146-31440- 11 
146-31440- 13 
146-31440- 14 
146-31440- 15 
146-31440- 16 
146-31440- 17 
146-31440- 18 
146-31440- 19 
146-31440- 20 
146-31440= 21 
146-31440- 22 
146-31440- 23 
146-31440- 24 
146-31440- 25 
146-31440- 27 
146-31440- 29 
146-31440- 30 
146-31440- 39 
146-31440- 40 
146-31440- 41 
146-31440- 42 
146-31440- 43 










































































































































































146-31440- 59 AXF-13 146-31447 F-254 
146-31442- 3 0-166 146-31448 A-503 
146-31442- 4 D-166 146-31449 K-124 
146-31442- 5 , 0-166 146-31449~ 3 K-124 
146-31442- 6 0-166 146-31449= 5 K-124 
146-31442- 7 D-166 146-31449-= 7 K=124 
146-31442- 9 D-166 146-31449- $ K-124 
146-31442- 11 D-166 146-31449- :10 K-124 
146-31442~ 12 D-166 146-31449- 11 K-124 
146-31442- 13 D-166 146-31449- 13 K-124 


146-31442- 14 D-166 146-31449- 15 K-124 


















146-31443 2E-36 146-31449- 17 K-124 
146731444 2E-37 1456-31449- 19 / K7124 
146-31445- 1 K-122 146-31449- 21 K-124 
146-31445- 2 K-122 146-31449- 23 K=124 
146-31445- 11 Κ-122 146-31449- 24 K-124 


146-31445- 12 
146-31445- 13 


K-122 
Κ-122 


146-31449- 25 
146-31449- 26 


K-124 
K-124 
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146-31449- 27 
146-31449- 29 
14631449- 31 
146-31449- 33 
156-31449- 35 
146-31449- 37 
146-31449- 39 
146-31449- 41 
146-31449- 43 
146-31450- 1 
146-21450- 
1467314507 4 
146-31450- 5 
146-31450- 6 
146-31450- 8 
146-31450- 9 
146-31450- 11 
146-31450- 13 
146-31450-102 
146-31451 
[146-31451- 1 
146-31451- 2 
146-31451- 3 
146-31451- 4 
146-31451- 5 
146-31451- 6 
146-31451-101 
146-31452 
146-31452- 1 
146-31452- 2 
146-31453- 1 
146-31453- 2 
146-31454 
146-31455 
146-31457 
146-31457- 3 
146-31458- 3 
146-31458- 5 
146-31458- 7 
146-31458- 9 
146-31458- 11 
146-31459 
146-31459- 3 
146-31459- 5 
146-31459- 7 
146731460 
146-31460- 3 
146-31461- 1 
146-31461- 2 
146-21462 
146-31462- 3 
146-31462- 5 
146-31462- 1 
146-31462- 9 
146-31462- 10 
146-31462- 11 
146-31462- 13 
146-31462- 15 
146-31462- 17 
146-31462- 19 
146-31462- 21 
146-31462- 23 
146-31462- 25 
146-31462- 26 
146-31462- 27 
146-31462- 28 
146-31462- 29 
146-31462- 31 
146-31462- 33 
146-31462- 34 
146-31462- 35 
146-31463- 1 
146-31463- 2 
146-31463- 3 
146-31563- 4 
146-31463- 5 
6 
7 
8 
3 



























































146-31462- 
146-31463- 
146-31463- 
146-31463- 
146-31463- 10 
146-31463- 11 
146-31463- 12 
146-31463- 13 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 






















































































































AN 01-60AABA-4 












STOCK NUMBER 























































































K-124 146-31463- 
K-124 146-31463- 
Κ-124 146-31463- 
K-124 146-21463- 
K-124 146731464 
K-124 146-31464- 
K-124 146-31464= 
K-124 146-31464- 
K-124 146-31464- 
2K-62 146-21464- 
2K-62 146-31464- 
2K-62 146-31464- 
2K-62 146-31464- 
2Κ-62 146-31464- 
2K-62 146-31454- 

2K-62 146-31464-1 
2K-62 146-31465 
2K-62 146731466 
2K-62 146731461 
AXF-15 146-31468 
AXF-15 146-31469 

AXF-15 146-31469- 

146-31469- 

146-31469- 

146-31469- 

146-31470- 

146-31470- 
146731471 

146-31471- 

146-31471- 

146-31471- 

146-31471- 


146731472 


146731473 
146731474 
146731475 
146-31475= 
146-31475- 
146-31475= 
146-31475= 
146-31475- 
146731475- 
146-31475- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31477 
146-31477- 
146-31477- 
146-31471- 
146-=31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-=31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31471- 
146-31677- 
146-31477- 
146-31477- 
146-31478 
146-31478- 
146-31478= 
146-21478- 
146-31478- 


























































































CLASS CODE PART NUMBER 


14 
15 


17 
19 
00 


B= 
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Section lll 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL! MICROFILM 
AND INDEX| QTY. | NUMBER 


AXN-174 
ΑΧΝ-17 4 
AXN-174 
AXN-174 
AXN=175 
AXN-=175 
AXN=175 
AXN-175 
AXNR=175 
AXN=175 
ΑΧΝ-1Τ5 
AXN=175 
ΑΧΗ- 1715 
ΑΧΗ- 115 
AXN-175 
AXN-175 
A-505 
2c-97 
2F-633 
AXB-188 
ΑΧΑ-29 
AXA-29 
AXA-29 
AXA=29 
ΑΧΑ-29 
Α-508 
A-508 










































Pe m hn hb 
























m 
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"1- 
AXC-412 
AXC-412 
AXC-412 
AXC-412 












117 













76 2E-39 
117 - 27 
1117 - 26 F-258 









0-178 
AXC=413 
AXC=413 
AXC=413 
AXC=413 
AXC=413 
AXC-413 
AXC-413 
AXC-413 
AXN=176 
AXN-176 
AXN-176 
AXN-176 
AXN=176 
AXN-176 
ΑΧΝ-176 
AXN-176 
ΑΧΝ-176 
AXN-1176 
AXN-176 
AXN-116 

XF-79 

ΧΕ-79 

XF-79 

ΧΕ-79 

XF-79 

XF-79 

XF-79 

ΧΕ-79 

XF-79 

XF-79 

ΧΕ-79 

XF-79 

xF-79 

xF-19 

XF-79 

XF-19 

XF-19 

XF-79 

XF-79 

ΧΕ-79 

ΧΕ-79 

ΧΕ-79 

ΧΕ-Τ9 
AXN=177 
AXN-177 
AXH-177 
AXN-177 
AXN-177 









































































117 - 28 
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146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 


146-31479- 
146-31479- 
146-31481- 
146-31481- 
146-21482 
146-31482- 
146-31483 
146-31483- 
146-31484 
146-31485 
146-31485- 
146-31485- 
146-31486 
146-31487 
146-31487- 
146-31487- 
146-31487- 
146-31487= 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-51488- 
146-51488- 
146-31488- 
146-31488- 


146-31489- 
146-31489- 


146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489-1 


860 


146-31489-: 
146-31489- ` 








STOCK NUMBER T 
| CLASS CODE | PART NUMBER 


27 


146-31478-101 


36 


145-31488-101 


58 
01 





AN 01-60AABA-4 


MICROFILM 
NUMBER 


ΑΧΝ-17Τ 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN=177 
AXN=177 
AXN-177 
AXN-177 
AXN=177 






























FIGURE 
AND INDEX 


















































145-31490 

146-31490- 
146-31490- 
146-31491 

146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 





































































































































































AXN=177 146-31491- 
AXN=177 146-31491- 
26-165 146-31491- 


26-165 146-31491- 














































































































































































2K-63 166-51500- 





Α-509 146-31491- 
A-509 146-31491- 
F-261 146-31491- 
F-261 146-31491- 
146-31491- 
i 146-31491- 
A-511 146-31491- 
AXA-30 146-31491- 
ΑΧΑ-30 146-31491- 
ΑΧΑ-30 146-31492 
D-179 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
-133 146-31492- 
Κ-13» 146-31492- 
K-133 146-31492- 
K-135 146-31492- 
K-123 146-31492- 
K-1:3 146-31492- 
K=123 146-31492- 
Κ-133 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
AXN-178 146-31492- 
AXN-178 146-31492= 
AXN-178 146-31492- 
AXN=178 146-31492- 
AXN-178 146-31492- 
ΑΧΝ-178 146-31492- 
AXN-178 146-31492- 
AXN-178 146731493 
ΑΧΝ-178 146-31493- 
AXN-178 146-731493- 
AXN~178 146-31493- 
AXN-178 146-31493- 
AXN-178 146-31493- 
ΑΧΝ-178 146-31494- 
2K-63 146-31494- 
2K-63 146-31494- 
2K-63 146-31494- 
2K-63 146-31455 
2K-63 146-31495- 
2K-63| |R82NA 146-31495- 
2K-63| |R82NA 146-31495- 
2K-63 146-31495- 
2K-63 146-31495- 
2K-63| |R82NA 146-31495- 
2K-63 146731496 
2K-63 146-31496- 
2K-63 146-31496- 
2K-63 14546-31497 
2K-63 156-31497- 
2K-63 146-31497- 
2K-63 146-31427- 
2Κ-63 146-31597- 
2K-63 146-31497- 
2K-63 146-31498 
2K-63 146-31499 
2K-63 146-31499- 
2K-63 146-31499- 
2K-$3 1456-21499- 
2K-63 146-31500- 
2K-63 146-31500- 
2K-63 146-31500- 
2K-63 145-31500- 


STOCK NUMBER 
CLASS CODE | — PARTNUMBER  ě | | — PARTNUMBER  ě | 


146-31489-102 


νο 


Ώσπου 


Ww 


f OS An to 


m 
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°° | AND INDEX | QTY. | NUMBER 
2K-63 
Α-513 
A-513 
Α-513 
2K-764 
2K-64 
2K-64 
2K-64 
2K-64 
2-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-764 
2K-64 
2K-64 
2K-64 
2K-64 
K-64 
2K-64 
2K-64 
2K-64 
ΧΕ-82 
ΧΕ-82 
XF-82 
XF-82 
XF-82 
ΧΕ-82 
ΧΕ-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
ΧΕ-82 
ΧΕ-82 
AX3-190 
ΑΧΕ-190 
AXB-190 
AXB-190 
AXB-190 
AXB-190 






































































































































































































































































































F-262 
F-262 
F-262 
F-262 
F-262 
F-262 
F-262 
AXB-191 
AXB-191 
AXB-191 
AXB-192 
AXB=192 
AXB-192 
AXB-192 
AXB-192 
AXB-192 
2C-98 
“139 
Κ-139 
K-139 
K-139 
K-140 
κ-140 
K-140 
K-140 
K-140 
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STOCK NUMBER 








CLASS CODE PART NUMBER 


146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-31501 

146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31503- 
146-31503- 
146-31504- 
146-31504- 
146721505 

146-31506- 
146-31506- 
146-31507- 
146-31507- 
146-31508 

146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31509- 
146-21509- 
146-31509- 
146-31509= 
146-31509- 
146-31509- 
146-31509- 
146731509- 
146-31509- 
146-31509- 
146731510 

146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31511 

146731512 

146-31512- 
146-31512- 
146731513 

146-31514- 
146-31514- 
146-31515- 
146-31515- 
146-31516 

146-31516- 
146-31516- 
146-31518 

146-31518- 
146-31518- 
146-31519 

146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146721520 

146-31520- 
146-31520- 
146-31520- 


146-31520- - 


146-31521 
146-31521- 
146-31522 
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K=140 
K-140 
K-140 
K-140 
K-140 
ΧΕ-83 
ΧΕ-83 
ΧΕ-83 
ΧΕ-83 
ΧΕ-83 
XF-83 
ΧΕ-63 
ΧΕ-63 
ΧΕ-83 
D-164 
D-184 
26-166 
26-166 
Κ-142 
XF-64 
XF-84 
F-264 
F-264 
K-144 
K-144 
K-144 
K-144 
K-144 
K-144 
K-144 
K-144 
K-144 
K-146 
2Κ-65 
2Κ-65 
2K-65 


AXF-16 
AXF-16 
AXF-16 
AXF-16 
AXF-16 
AXF-16 


STOCK NUMBER 


146-31522- 
146-31522- 
146-31523 

146731524 

146-31524- 
146-=31524- 
146-31525 

146-31526- 
146731526- 
146-31526- 
1456731526- 
146-31526- 
146-31526- 
146-731526- 
146-31526- 
146-31527- 
146-31527- 
146-31527- 
146-31527= 
146-31528 

146-31528- 
146-31528- 
146-31528- 
146731528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 


146-31523- ` 


146-31528- 
146731529 

146-31529- 
146-31529- 
146-31529- 
146-31529- 
146-31529- 
146-31530 

146-31534- 
146-31534-= 
146-31534- 
146-31534- 
146-31534= 
146531224- 
146-31534- 
146-31534- 
146-31535- 
146-31535- 
146-31531- 
14631537- 
14631538- 
14631538- 
14631538- 
14631538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538-= 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31539 

146731539- 
14606-31539- 
146731541 

146-31542- 
146-31542- 
146-31542- 
146-31542- 
146-31542- 
146-31542- 
146-31542- 
145-31542= 
146-31542- 
146-31542- 
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F-269 
F-269 
K-150 
20-99 
262999 
2cs99 
AXA-33 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
2E-41 
25-41 
2E-41 
2E-41 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
ΑΧΕ-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
2K-66 
2K-66 
2K-66 
2K-66 
2K-66 
2K-66 
D-189 
2K-67 
2K-67 
2K-67 
2K-67 
2K-67 
2K-67 
2Κ-67 
2K-67 
A-517 
A-517 
A-7518 
A-518 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
Κ-155 
Κ-155 
K-155 
A-519 
AXN-181 
AXN-181 
AXN-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
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Numerical Index of AN 01-60AABA-4 
Contractor Parts . 


STOCK NUMBER 28] FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER 99| AND INDEX | QTY. | NUMBER 


146-31542- 21 AXN-181 146-31555- 9 
146-31542- 23 AXN-181 146-31555- 10 
146-31542-100 AXN-181 146-31555- 11 
146-31543 AXB-193 146-31555- 12 
146-31543- AXB-193 146-31555- 13 
146-31543- ΑΧΒ-193 146-31555- 14 
146-31544- A-7520 146-31555- 15 
146-31544- A-7520 146731555- 16 
146731545 H 2K-68 146-31555- 17 
146-31545- ἢ 2K-68 146-31555- 18 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31546- AXN-180 146-31555- 24 
146-31546- AXN-180 146-731555- 25 
146-31546- AXN-180 146-31555- 26 
146-31546- AXN-180 146-31556 
146-31546- AXN-180 146-31557- 
146-31546- AXN-180 146-31557- 
146-31546- . AXN-180 146-31557- 
146-31546- ` AXN-180 i 146-31557- 
146-31546- AXN-180 146-31557- 1 
146-31546- ; AXN-180 146-31558- 
146-31546- ; AXN-180 .|146-31558- 
146-31546- AXN-180 146-31559- 
146-31546- AXN-180 146-31559- 
146-31546- : D AXN-180 146-31559- 
146-31546- T AXN-180 146-31559- 
146-31547 ' 2K-69 146-31559- 
146-31547- 2K-69 146-31559= 
146-31547- 2Κ-69| |. 146-31559- 
146731547- 2K-69 146-31559- 
146-31548- Α-521 146-31553- 
146-31548- A-7521 146-31559- 
146-31549- 0-193 146-31559- 
146-31549- D-193 146-31559-100 
146-31550- F=273 146-31560 
146-31550- F-273 146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-273 .|146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-273 š 146-31560=- 
146-31550- F-273 146-31560- 
146-31550- Fe2T3 146-31560- 
146-31550- F-273 146-31560- 
146-31551- 2K-70 146-31560- 
146-31551- 2K-70 146-31560- 
146-31552- 2K-71 146-31560- 
146-31552- ` 1946-3159 146-31560- 
146-31552- 146-3155 ? 146-31560- 
146-31552- 146-3155 146-31560- 
146-31552- . x ; 146-31560- 
146-31552- 146-31560- 
146-31552- 146-31560- 
146-31552- 1496-3155 β 146-31561 
146-31552- 146-3155 146-31563 
146-31552- : 146-31565 
146-31552- 146-31565- 
146-31552- 146-31565= 
146-31552- 146-31566 
146-31552- 146-31566- 
146-31552- 146-31566- 
146-31552- 146-31566- 
146-31552- 146-31567 
146-31552- 146-31567- 
146-31552-100 ξ 146-3155 4 146-31567- 
146-31552-200 2 146-31567- 
146-31553 72 - 14 146-31567- 
146-31554 146-31567= 
146-31554- 146-31573 
146-31554- 146-31574 
146-31554- 146-31575 
146-31555 146-31575- 
146-31555- 1456-31575- 
146-31555- 1456-31575- 
146-31555- 14546-31577 
146-31555- 146-31577- 
146-31555- 1456-31577- 
146-31555- 146-31577- 
146-31555- AXF-19 146-31577- 
146-31555- AXF-19 146-31577- 


AXF-19 
ΑΧΕ-19 
AXF-19 
ΑΧΕ-19 
AXF-19 
ΑΧΕ-19 
AXF-19 
AXF-19 
AXF-19 
AXF-19 
ΑΧΕ-19 
ΑΧΕ-19 
ΑΧΕ-19 
AXF-19 
AXF-19 
AXF-19 
AXF-19 
AXF-19 
A-522 
2K-72 
2K-72 
2K-72 
2K-72 
2K-72 
A-523 
Α-523 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
AXF-20 
- AXF-20 
AXF-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
AXF=20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
A-524 
AXC-417 
2K-73 
2K-73 
2K-73 
AXD-401 
AXD-401 
AXD-401 
AXD-401 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXC-418 
2E-42 
2F-634 
2F-634 
2F-634 
2F-634 
AXF=22 
AXF-22 
AXF-22 
AXF-22 
AXF-22 
AXF-22 


O0 - $ ο 1 O) = S0 -- in O foc 


e 
= 


Οπσ UO N PPO “lin t u 


mm 


2020 p 
rererere a Ea n eo 2 2 3 1-2 iL qi [ὁ ΤῸ DO EPPP eH ἐ- 4-2 Ne p αλα I3 I 18. ITI ITE AD I ec i e e I r L 1» δ} 154 1} Oa P EHH 


90-40 n PR O NE N BP N 2 WAU 


aor 
eno 


οσσυδω νι» 





862 ' | Revised 15 September 1955 








f Section Ill 
AN O1-60AABA-4 - Numerical Index of 


Contractor Parts 
STOCK NUMBER $t FIGURE MICROFILM 
CLASS CODE PART NUMBER 38] AND IND NUMBER 


146-31577- 11 ΑΧΕ-22 
146-31578 K-169 















a S C] NUMBER 
PART [PARTNUMBER | 


146-31601- 301 





CLASS CODE 



































































































2K-78 
































































































































































146-31578- 3 K-169 146-31601-401 1 2K-78 
146-31578- 5 K-169 146-31602- 10 1 2K-T9 
146-31583 AXCT7419 146-31602- 15 2Κ-τ9 


2K-79 
2K-79 


AXC-419 
26-168 


146-31602- 17 
146-31602- 19 


146-31583- 3 
146-31584 




























































146-31584- 3 26-168 146-31602- 21 2K-79 
146-31584- 5 26-168 146-731602- 23 2K-79 
146-31584- 7 26-168 146-31602- 25 2K-79 
146-31584- 9 : 26-168 146-31602-100 2K-79 
146-31584- 11 26-168 146-31610- 3 AXN-182 
146-31586- 3 2K-75 146-31610- 4 AXN-182 
146-31586- 4 2K-75 146-31610- “5 AXN-182 
146-31586- 5 2K-75 146-31610- 6 AXN-182 
146-31586- 7 2K-75 146-31610- 7 AXN-182 
146-31586- 10 2K-75 1456-31610- 9 AXN-182 
146-31587 K-174 146-31610- 10 AXN-182 
146-31587- 3 K-174 145-31610- 11 AXN-182 
146-31587- 5 K-174 146-31610- 12 AXN-182 
146-31590- 3 XH-7494 146-31610- 13 AXN-182 
146-31590- 4 XH-494 146-31610- 14 ΑΧΝ-182 
146-31590- 5 ΧΗ- 494 146-31610- 15 AXN-182 
146-31590- 6 ΧΗ- 494 146-21610- 16 AXN-182 
146-31590- 7 , XH-494 146-31610- 17 10| AXN-182 
146-31590- 8 XH-7494 146-31610- 19 AXN-182 
146=31590= 9 XH-494 146-31610- 21 AXN-182 





146-31590- 10 ΧΗ- 494 146-31610- 23 ΑΧΝ-182 












146-31590- 11 XH-494 146-31610- 25 AXN-182 
146-31590- 13 XH-494 146-31610- 26 ΑΧΝ-182 
146-31590- 15 ΧΗ- 494 146-31610- 39 ΑΧΝ-182 
146-31590- 16 XH-494 146-31610- 40 ΑΧΝ-182 
146-31590- 17 ΧΗ- 494 146-31610- 49 AXN-182 
146-31590- 19 XH-494 146-31610- 50 AXN-182 
146-31590- 25 XH-494 146-31615- 3 







146-31615- 4 
146731616 


XH-494 
χΗ- 494 


146-31590- 27 


146-31590- 29 L-12 
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146-31590- 31 XH=494 146-31616- 3 L-12 
146-31590- 32 XH-494 146-31616- 9 L-12 
146-31590- 33 XH=494 146-31616- 11 L-12 
146-31590- 34 - XH=494 146-31616- 13 L-12 
146-31590- 35 XH-7494 146-31616- 15 L-12 
146-21590- 36 XH-494 1467316167 17 L-12 
146-31590- 37 XH=494 146-31616- 21 L-12 
146-31590- 39 XH-494 146-31616- 22 L-12 
146-31590- 41 XH-494 146-31617-= 1 2K-80 
146-31590- 42 XH-494 146-31617- 2 2K-80 
146-31590- 43 XH-494 146-316177 3 2K-80 
146-31590- 44 XH-494 156-731617- 5 2K-80 
146-31590-100 XH-7494 146-31617- 7 2K-80 
146-31590-200 XH-494 146-31617- 9 2K-80 
14546-31591 2E-43 146-31617- 10 2K-80 
146-31591- 3 2E-43 146-31621 ΧΕ-359 
146-31591- 5 2E-43 146-31621- 3 XE-359 
146-31594 2K-76 146-31621- 5 XE-359 
146-31594- 3 2K-76 146-31621- 7 XE-359 
146-31594- 5 2K-76 146-31621- 9 XE-359 
146-31594- 7 2K-T6 1467316217100 XE-359 
146-31595 F-279 146-31627- 1 2Κ-81 
146-31595- 3 F-279 1456-31627- 2 1 2K-81 
146-31595- 5 F-279 146-31627- 3 1 2K-81 
146-31596- 5 2K-77 146-31627- 4 1 2K-81 
146-31596- 7 2K-71 146-31627- 5 1 2K-81 
146-31596- 10 2K-77 146-31627-= 6 1| '2K-81 
146-31596- 13 2K-77 146-31629- 3 1 L-15 
146-31596- 14 2K-77 146-31629- 5 1 L-15 
146-31598 L-3 146-31629- 6 1 L-15 
146-31598- 3 L-3 146-31629- 13 1 L-15 
146-31598- 5 L-3 146-31629- 15 1 L-15 
146-31598- 6 L-3 146-31629- 17 1 L-15 
146-31599 - XF-98 146-31629- 19 1 L-15 
146-31599- 3 XF-96 146-31629- 23 1 L-15 
146-31599- 4 XF-98 146-31629- 25- 1 L-15 
146-31599- 5 XF-98 146-31629- 27 1 L-15 
146-31601 2K-78 146-31629- 29 1 L-15 
146-31601- 3 2K-78 146-31641 26 
146-31601- 4 2K-78 1467-31642 1| AXB-195 
146-21601- 5 2K-78 146-31642- 1 1| AXB-195 
146-31601- 6 2K-78 146-31642- 2 1| AXB-195 
146-31601- 7 2K-76 146-31643- 1 1 D-202 
146-31601- 9 2K-78 146-31643- 2 1 0-202 
146-31601- 10 2K-T8 146-31646 1| AXF-24 
146-31601- 11 2K-78 146-31645- 3 1| ΑΧΕ- 24 
2K-78 146-31646- 5 1| AXF-24 


146-31601- 12 
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STOCK NUMBER z ` STOCK NUMBER Zs] FiGuRE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE PART NUMBER δ9| AND INDEX| QTY. | NUMBER 








146-31646- 6 1| AXF-24 146-31665- X1 1| XH-497 
146-31646- 7 l| AXF-24 146-31665- 1| XH-497 
146-31646- 9 1| AXF-24 146-31655- 1| XH-497 
146-31646- 11 2| AXF-24 š 145-31665- 1! XH-497 
146-31646- 13 1| AXF-24 146-31665- 1| XH-497 
146-31646- 53 1| AXF-24 146-31665- 1} XH-497 
146-31646- 1| AXF-24 146-31665- 1| XH-497 
146-31647 1| AXF-25 146-31665- 1| XH-497 
146-31647- 1| AXF-25 146-31665- 1| XH-497 
146-31647- 1| AXF-25 146-31665- 1| XH-497. 
146731650 1| XF-102 146-31665- 1| XH-497 
146-31650- 1| XF-102 146-31665- 1| XH-497 
146-31650- 1| XF-102 146-31665- i| XH-497 
146-31650- 1| xF-102 146-31665- ; 1| XH-497 
146-31650- 1| XF-102 146-31665- 2| XH-497 
146-31652 1| XF-103 z |146-31666- 1| XH-161 
146-31652- 1| XF-103 146-31666- 1| XH-161 
146-31652- 1| XF-103 146-31666- 1| XH-161 
146-31652- 1| XF-103 146-31666-- 1| XH-161 
146-31652- 1| XF-103 146-31671 1) AXN-184 
146-31652- 1| XF-103 146-31671- 1|AXN-184 
146-31652- 1| XF-103 146-31671- 1|AXN-184 
146-31652- 1| XF-103 146-31671- l|AXN-184 
146-31653 1 L-23 146-31671- 1|AXN-184 
146-31653- 3 1 L-23 146-31671- 1] AXN=184 
146-31653- 5 1 L-23 146-31671- 1] AXN-184 
146-31653- 7 1 L-23 146-31671- 1|AXN-184 
146-31653- 9 1 L-23 146-31671- 1|AXN-184 
146-31653- 10 1 L-23 146-31671- 1|AXN-184 
146-31654 1 L-24 146-31671- 1|AXN-184 
146-31654- 3 1 L-24 146-31671- 1|AXN-184 
146-31654- 5 1 L-24 146-31671- 1|AXN-184 
14546-31655 1 F-282 146-31671- l|AXN-184 
146-31655- 3 1 F-282 146-31671- l|AXN-184 
146-31655- ` 5 1 F-282 146-31674 1|AXN-185 
146-31655- 6 1 F-282 146-31674- 1|AXN-185 
146-31658- 1 1 2E-45 146-31674= 1|AXN-185 
146-31658- 2 1 2E-45 146-31674- 1|AXN-185 
146-31659 REF| AXF-26 146-31674- 1|AXN-185 
146-31659- 2| AXF-26 146-31674- 1] AXN=185 
146-31659- 1| AXF-26 146-31674- l|AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31659- 2| AXF-26 146-31674- 1|ΑΧΝ-185 
146-31659- 1| AXF-26 146-31674= 1] AXN-185 
146-31659- 1| AXF-26 146-31674- 1¡AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31660 1|AX8-196 146-31674- 1|AXN-185 
146-31660- 1|AXB-196 146-31674= 1|AXN-185 
146-31660- 1|AXB-196 146-31674- 1|AXN-185 
146-31661- 1 2K-83 146-31674- 1¡AXN-185 
146-31661- 1 2K-83 146-31674- 1| AXN-185 
146-31661- . 1 2K-83 146-31674- 1|AXN-185 
146-31661-. 1 2K-83 146-31674- 1|AXN-185 
146-31661- 1 146-31674- 1| AXN-185 
146-31661- 1 146-31674- 1|AXN-185 
146-31661- 1 146-31674- 139 REF] AXN-185 
146-31661= 1 146-31677- 1} AXN-186 
146-31661- 1 146721677- '"1|]AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 1 146-231677- 1| AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 2 146-31677= 1| AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 1 146-31677- 1| AXN-7186 
146-31661- 1 146-21678- H 2Κ-84 
146-31661- I 146-31678- 1 2Κ-δ4 
146-31661- 1 146-31678- 1 2K-34 
146-31661- 1 146-31678- 1 2K-84 
146-31661-103 1 146-31678- 1 2K-84 
146-31661-111 1 146-31678- 1 2K-84 
146-31661-113 1 146-31678- 1 2K-84 
146-31661-117 1 156-31678-. i 2K-84 
146-31661-118 1 1456-31678- 1 2K-84 
146-31661-135 1 146-31578- 1 2K-84 
146-31661-141 2 146-31678- 1 2K-84 
1456-31661-151 1 146-31673- 1 2Κ-Ὁ 4 
146-31661-152 1 156-31678- 1 2K-84 
146-31661-155 1 145-316732- 1 2K-84 
146-31661-200 1 146-31678- 1 2K-84 
146-31661-203 1 146-31678- 1 2K-84 
146-31665- 1 REF 146-31678- 1 2K-84 
146-31665- 3 1 146-31578- 1 2K-84 
146-31665- 4 1 146-31€78- 1 2K-84 
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146-31678- 65 1 2K-84 146-31718- 10 1 20-43. 
146-31678- 67 1 2K-84 146-31718- 20 1 20-49 
146-31678- 69 1 2K-84 146-31719 1| AXN-90 
146-31678- 71 1 2K-84 146-31722 1l AXF-30 
146-31678- 73 1 2K-84 146-31722- 3 1| AXF-30 
146-31678- 75 1 2K-84 14631726 2| 2C-100 
146-31678- 77 1 2K-84 146731721 1 2E-47 
146-31678- 79 1 2K-84 146731728 1| 26-170 
146-31678- 81 1 2K-84 146-31728- 3 1| 26-170 
146-31678- 83 1 2K-84 146731731 1| 26-171 
146-31678- 85 1 2K-84 1467-31732 1 F-293 
146-31678- 87 2 2K-84 146-317232- 3 4 F-293 
146-31678-101 EF 2K-84 146-31733 1|AXC-421 
146-31678-201 1 2K-84 146-31733- 3 1|AXC-421 
146-31679 EF|AXN-187 146-31733- 4 1) AXC-421 
146-31679- 3 1|AXN-187 146-31735 1] AXN-91 
146-31679- 5 1|AXN-187 146-31735- 3 1| AXN-91 
146-31679- 7 1|AXN-187 146-31735-= 4 1] AXN-91 
146-31679- 9 1|AXN-187 146-31736- 3 1| 26-172 
146-31679- 11 2|AXN-187 146-31736- 7 1| 26-172 
146-31679- 13 1|AXN-187 146-31736- 10 1| 26-172 
146-31679- 15 1|AXN-187 146-31736- 20 1| 26-172 
146-31679- 17 1|AXN-187 146-31738 1| 26-173 
146-31679- 16 1|AXN-187 146-31739 1] AXC=422 
146-31679- 31 FIAXN=187 146-31739- 5 1| AXC-422 

: 146-31739- 10 1|AXC-422 
146-31679- 33 1|AXN-187 14631740 1| 2F-636 
146-31680- 13 1 146731741 1|AXC-423 
146-31680- 15 1 146-31741- 3 1|AXC-423 
146-31680- 16 1 146-31741- 5 1|AXC-423 
146-31680- 17 1 146731742 l|AXC-424 
146-31680- 19 1 146-31742- 3 1|AXC-424 
146-31680- 20 1 146-31742- 4 1| AXC-424 
146-31680- 21 1 146-31744 1| AXC-425 
146-31682 1| XL-468 146-31751- 5 1 2K-89 
146-31682- 3 1| XL-468 146-31751- 6 1 2K-89 
146-31682- 5 1| XL-468 146-31751- 7 2 2K-89 
146-31682- 7 1| XL-468 146-31751- 8 1 2K-89 
146-31682- 9 1| XL-468 146-21751- 9 1 2K-89 
146-31682- 13 1| XL-468 146-31751- 11 1 2K-89 
146-31682- 15 1| XL-468 146-31751- 13 1 2K-89 
146-31682- 17 1| XL-468 146-31751- 15 1 2K-89 
146-31682- 19 1| XL-468 146-31751- 17 1 2K-89 
146-31682- 21 1| XL-468 146-31751- 18 1 2K-89 
146-31682- 23 1| XL-468 146-31751- 28 1 2K-89 
146-31682- 25 1| XL-468 146-31751- 29 1 2K-89 
146-31682- 27 1| XL-468 146-31751- 37 ‘1 2K-89 
146-31682- 29 1| XL-468 146-31751- 39 1 2K-89 
146-31682- 33 1| XL-468 146-31751- 41 i 2K-89 
146-31682- 34 1| XL-468 146-31751- 47 1 2K-89 
146-31682- 35 2| XL-468 146-31751- 49 1 2K-89 
146-31682- 37 1| XL-468 146-31751- 51 1 2K-89 
146-31682- 39 1| XL-468 146-31751- 53 1 2K-89 
146-31682- 41 1| XL-468 146-31751- 55 1 2K-89 
146-31682- 43 1| XL-468 146-31751- 57 1 2K-89 
146-31684 1 2E-46 146-31751- 59 1 2K-89 
146-31686 REF 2K-85 146-31751- 61 1 2K-89 
146-31686- 3 1 146-31751- 63 1 2K-89 
146-31686- 5 1 146-31751- 65 2 2K-89 
146-31686- 7 1 146-31751- 67 1 2K-89 
146-31686- 21 REF |146-31751- 69 1 2K-89 
146-31705- 2 1 146-31751- 75 1 2K-89 
146-31705- 3 1 146-31751-100 1 2K-89 
146-31705- 4 1 146-31752 1]AXC-426 
146-31705- 5 1 146731753 1|AXC-427 
146-31705- 6 1 146731755 REF] AXF-31 
146-31705- 10 1 1467-31756 REF 2K-90 
146-31705-100 1 146731751 2 Α-531 
146731707 1 146-31758 2 A-532 
146-31708 1 146721759 1| AXF-32 
146-31708- 3 1 146-31759- 3 1| AXF-32 
146-31709 1 146-31759- 5 1| AXF-32 
146-31709- 10 1 146-31759- 7 1| AXF-32 
146-31713- 2 1 146-31759- 9 1|.AXF-32 
146-31713- 3 1| XL-470 146-31759- 11 1| AXF-32 
156-31713- 5 1| XL-470 146-31759- 13 1| AXF-32 
146-31713- 7 1| XL-470 146-31759- 17 1| AXF-32 
146-31713- 9 1| XL-470 146-31759- 33 + 1| AXF-32 
146-31713-100 1| XL-470 146-31760- 3 1| XF-119 
146-31716- 19 1|AXN-189 146-31760- 5 1| XF-119 
146-31716- 20 1|AXH-189 146-31750- 7 i| XF-119 
146-31717- 1 1| AXN-89 146-31760- 9 1| XF-119 
146-31717- 2 1| AXR-89 146-31760- 11 1| XF-119 
146-31717- 4 1| AXN-89 146-31760- 1| XF-119 
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Section III 
Numerical index of 
Contractor Parts 


nouns 

[cass CODE] PARTNUMBER |38| AND INDEX 
146-31760- 
146-31760- 
146-31760- 
146-31761 
146-31762 
146-31762- 
146-31763 
146-31763- 
146-31764 
146-31764- 
146-31765 
146-31766 
146-31767 
146-31768 
146-31768- 
146-31768- 
146-31768- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31771 
146-31772- 
146-31772- 
146-31772- 
146-31772- 
146-31773 
"146-31774 
146-31775- 
146-31775- 
146-31776- 
146-31776- 
146-3]776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-317 76- 
146-31776- 


AN ΟΙ-όΟΑΑΒΑ-4 


STOCK NUMBER 


CLASS CODE PART NUMBER 


- XF-119 
ΧΕ-119 
XF-119 

2K-91 
2F-637 
2F-637 
2F-638 
2F-638 
2Ε-639 
2F-639 
XE-361 
2F-640 
2F-641 
2F-642 
2F-642 
2F-642 
2F-642 

2K-92 

2Κ-92 

2K-92 

2K-92 


146-31779- 
146-31779- 
146-31779- 
146-31779- 
145-31779- 
146-31779- 
146-31779= 
146-31719- 
146-31779= 
146731779- 
146-31779- 
146-31779- 
145-31779= 
146-31779- 
146-31779- 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779= 
146-731779- 
146-31779- 99 
146-31779-101 
146-31779-103 
146-31779-105 
146-31779-107 
146-31779-109 
146-31779-111 
146-31779-113 
146-31779-115 
146-31779-117 
146-31779-119 
146-31779-121 
146-31779-123 
146-31779-125 
146-31779-127 
146-31779-125 
146-31779-131 
146-31779-133 
146-31779-135 
146-31779-139 
146-31779-141 
146-31779-200 
146-31779-201 
146-31779-203 
146-31779-205 
146-31779-207 
146-31779-209 
145-31779-211 
146-31779-213 
146-31779-215 
146-31779-217 
146-31779-219 
146-31779-221 
146"31779-223 


= 
0 30 AD An AO N An J yw 


ΧΕ-379 
ΧΕ-379 
XE-379 


866 


146-31776-100 
146-31776-201 
146-31777- 1 
146-31778 
146-31779 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146731779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 


1 
1 
1 
1 
1 
1 
i 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
1 
1 
6 
2 
1 
1 
1 
1 
1 
5 
6 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
(1 
1 





146-31779-225 
146-31779-227 
146731779-229 
146-31779-231 
146-31779-233 
146-31779-235 
146-31779-237 
146-31779-239 
146-31779-241 
146-31779-243 
146-31779-245 
146-31779-247 
146-31779-249 
146-31779-251 
146-31779-253 
146-31779-255 
146-31779=257 
146-31779-259 
146-31779-201 
146-31779-265 
146-31779-267 
146-31779-273 
145-31779-253 
146-31779-287 
146-31779-289 
146-31779-291 
146-31779-293 
146-31780 


[2 N . 
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Section Ili 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
i FIGURE MICROFILM mC — 7 NUMBER FIGURE MICROFILM 
—— αρα L 2%] AND INDEX NUMBER [PARTNUMBER  |39|AND INDEX 
146-31783- 3 146-31793- 7 H-138 
146-31783- 5 146-31793- 9 
146-31783- 11 


146-31793- 11 
146-31783- 13 146-31793-101 
146-31783- 19 . 


146-31794 
146-31783- 21 146-31795 
146-31784- 3 146-31796 
146-31784- 5 146-31796- 3 
146-31784- 11 146-31796- 5 
146-31785 146-31796- 7 
146-31785- 3 146-31796- 9 
146-31785- 5 146-31796- 11 
146-31785- 7 

9 

1 

















CLASS CODE 










































































































































XE-380 
XE-380 
ΧΕ-380 
XE-381 
XE-381 


PUO PS RPE 




















146-31796- 13 
146-31785- 146-31796- 15 
146-31785- 1 146-31796- 17 
146-31786 146-31796- 19 
































146-31786- 3 26-174 146-31796-101 
146-31786- 5 26-174 146-31800 
146-31786- 7 26-174 146-31809 RE 
146-31787 AXC-7430 146-31817- 15 
146-31787- 3 AXC-430 146-31825- 1 
146-31787- 5 AXC=430 146-31825- 2 
146-31787- 7 AXC=430 146-31854- 13 
146-31789- 3 L-58 146-31854- 14 
146-31789- 5 L-58 146-31854- 15 
146-31789- 7 L-58 146-31854- 16 
146-21789- 9 L-58 146-31854- 17 


L-58 
L-58 
L-58 
L-58 
L-58 
L-58 
L-58 
L-58 


146-31854- 18 
146-31854- 19 
146-31901 
146-31902 
146-31903 


146-31789- 11 
146-31789- 13 
146-31789- 15 
146-31789- 17 
146-31789- 19 
146-31789- 20 
146-31789- 21 
146-31789- 23 








D-218 
XA-146 
A-551 














XA-147 
2Ε”48 


146-31904 
146-31906 


















Prim iii NI iZ > κ; 5 |» = r: i> 2 N “Tl P Z 2 I 2 i+ 2 155 + [5 [25 












146-31789- 25 L-58 14631907 2E-49 
146-31789- 26 L-58| 146731908 2C-101 
146-31789- 27 L-58 146-31909 D-223 
146-31789- 31 L-58 146-31910 XE-272 
146-31789- 33 L-58 146-31911- 1 M XA-340 
146-31789- 35 L-58 146-31911- 2 ΧΑ-340 
146-31789- 37 L-58 146-32001-201 AXN-191 






L-58 
L-58 


146-31789- 39 
146-31789- 40 
146-31789- 41 
146-31789- 43. 
146-31789- 45 
146-31789- 47 
146-31789- 49 
146-31789- 51 
146-31789- 52 
146-31789- 53 
146-31789- 55 
146-31789- 57 
146-31789- 59 
146-31789- 61 
146-31789- 63 
146-31789- 65 
146-31789- 71 
146-31789- 73 
146-31789- 75 
146-31790 

156-31790- 3 
146-31790- 4 
146-31791 

146-31791- 3 
146-31791- 5 
146-31791- 7 
146-31791- 9 
146-31791- 11 






146-32001-211 AXN-191 





































ΑΧΝ-191 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 


146-32001- du 
146-32002- 
146-32002- 2 
146-32002- 3 
146-32002- 4 
146-32002- 9 
146-32002- 10 
146-32002- 13 
146-32002- 14 
146-32002- 15 
146-32002- 1 
146-32002- 17 
146-32002- 18 
146-32002- 19 
146-32002- 20 
146-32002- 27 
146-32002- 28 
146-32002- 29 
146-32002- 30 
146-32002- 23 ` 
146-32002- 34 
146-32002- 57 
146-32002- 59 
146-32002- 61 
146-32002- 63 




































= = — N = = δ} = 17 => = > > e > oll 2 > 1-2 2 ED — 






























































νου ουσ ου — = — = = — R2 iaa daa PRR RP HRP 15} RM RS PPP 


146-31791- 21 .146-32002-101 REF 2K-97 
146-31791- 23 146-32002-102 REF 2K-97 
146-31792- 7 146-32002-205 1 2K-97 
146-31792- 23 146=32002-206 1 2K-97 
146-31792- 27 146-32002-207 1 2K-97 
146-31792- 29 146-32002-208 1 2K-97 
146-31792- 31 146-32002-223 1 2K-91 
146-31792- 33 AXN-190 146-32002-224 1 2K-97 
146-31792- 35 AXN-190 146-32002-225 1 2K-97 
146-31792-100 AXN-190 146-32002-226 1 2K-97 
146-31792-200 AXN-190 146-32002-235 1 2K-97 
156-31793 H-138 146-32002-236 1 2K-97 
146-31793- 3 H-138 146-32002-237 1 2K-97 
146-31793- 5 H-138 146-32002-238 1 2K-97 
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Section lll 
Numerical index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER 
CLASS CODE] PART NUMBER | | PARTNUMBER | NUMBER 
75 








STOCK NUMBER 28] runt MICROFILM 
CLASS CODE PART NUMBER E AND INDEX NUMBER 
146-32008- 


146-32002-239 
146-32002-240 146-32008- 77 
146-32002-243 146-32008- 81 
146-32002-244 146-32008- 83 
146-32002-245 146-32008- 85 
146-32002-246 146-32008-. G 
146-32002-247 146-32008- 3 
146-32002-248 146-32008-101 
146-32002-249 1456-32008-102 

146-32008-103 


1467320027251 
146-32002-301 146-32008-104 































































ΑΧΝ-192 
AXN-192 
AXN-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ- 192 
AXN-192 
AXN-192 
AXN=192 
































































































1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
F 
4 
2 
2 
2 
2 
2 
1 
1 
1 
1 




































































146-32002-311 146-32009 L-78 
146-32007- 73 146-32009- 1 L-78 
146”-32007- 75 146-32009- 2 L-78 
146-32007- 77 146-32009- 3 L-78 
146-32007- 79 146-32009- 4 L-78 
156-32007- 83 146-32009- 11 L-78 
14632007- 85 146-32009- 12 L-78 
146-32007-103 146-32009- 15 L-78 
146-32007-104 146-32009- 16 L-78 
146-32007-105 146-32009- 17 L-78 
146-32007-106 146-32009- 18 L-78 
146-32008 REF | AXN-192 146-32009- 19 L-78 
146-32008- 1 * REF|AXN-192 146-32009- 20 L-78 
146-32008- 2 * REF[AXN-192 146-32009- 23 L-78 
146-32008- 3 M 1|AXN-192 146-32009- 25 L-78 
146-32008- 4 M 1] AXN-192 146-32009- 26 L-78 
146-32008- 5 M 1| AXN-192 146-32009- 27 L-78 
146-32008- 6 4 1] AXN=192 146-32009- 28 L-78 
146-32008- 7 M 1|AXN-132 146-32009- 29 L-78 
146-32008- 8 M 1|]AXN-1S2 146-32009- 30 L-78 
146-32008- 9 m1 1|AXN-192 146-32009- 33 L-78 
146-32008- ή 1|AXN-192 146-32009- 34 L-78 
146-32008- 2|AXN-192 146-32009- 35 L-78 
146-3200908- 1|AXN-192 146-32009- 26 L-78 
146-32008- 1|AXN-192 146-32009- 37 L-78 
146-32008- 1|AXN-192 146-32009- 38 L-78 
146-32008- 1|AXN-192 146-32009- 39 L-78 
146-32008- 1|AXN-192 146-32009- 40 L-78 
146-32008- 1|AXN-192 146-32009- 41 L-78 
146-32008- 1|AXN-192 146-32009- 42 L-78 
146-32008- 1|AXN-192 146-32009- 43 L-78 
146-32008- 2|AXN-192 146-32009- 44 L-78 
146-32008- 2|AXN-192 146-32009- 45 L-78 
146-32008- 2|AXN-192 146-32009- 46 L-78 
1456-32008- 2| AXN-192 146-32009- 47 L-73 
146-32008- 1} AXN-192 146-32009- 48 L-78 
146-32008- 1|AXN-192 146-32009- 49 L-78 
146-32008- 2|AXN-192 146-32009- 50 L-78 
146-32008- 1|AXN-192 146-32009- 53 L-78 
146-32008- 1|AXN-192 146-32009- 54 L-78 
146-32008- 2| AXN-192 146-32009- 55 L-78 
146-32008- 1|AXN-192 146-32009- 56 L-78 
146-32208- JL] AXN=192 146-32009- 57 L-78 
1&6=32008=- 1] AXN-192 146-32009- 58 L-78 
146-32008- l[AXN-192 146-32009- 59 L-78 
146-32008- 1|AXN-192 146-32009- 60 L-78 
146-32008- 1|AXH-192 146-32009- 63 L-78 
146-32008- l|AXN-1892 146-32009- 64 L-78 
146-3200ε- 1] AXN=192 146-32009- 71 L-78 
146-32008- 1|AXN-192 146-32009- 72 L-78 
146-32008- 1|AXN-192 146-32009- 75 

146-32008- 1|ΑΧΝ-192 146-32002- 74 

146-32008- 1|AXN-192 146-32009- 75 

146-32008- 1|AXN-192 146-32009- Τό 3 
146-32008- 1|AXN-192 146-32009- 77 EL 
146-32208- 1|AXN-192 146-32009- 78 1 
146-32008- 1] AXii-192 146-320092- 75 1 
146-32008-- l|AXN-192 145-32009- 50 1 
146-32008- 1|AXN-192 146-32009- 65 1 
146-32008- 1] AXN=-192 1&6-32009- 86 1 
146-32008- 1| AXN-192 146-32009- 91 2 
146-32008- 1] AXN-192 146-32009- 93 4 
146-329068- 1|AXN-192 146-32009- 95 1 
146-32008- 1) AXN=192 146-32009= 96 1 
146-32002- 1|AXN-192 146-32009- 97 1 
146-32008- 1] AXN-192 146-32009- 93 1 
146-320928- 1|AXN-192 146-32009- 99 1 
146-32008- 1|ΑΧΙΝ-192 146-32009-100 1 
146-3209008- 1|AXN-192 146-32009-103 2 
146-32008- 8| AXN-192 146-32009-109 1 
146-32008- 4| AXN-192 146-32009-115 1 
146-32008- 6|AXN-192 146-320092-116 1 
146-32008- 2| AXN-192 146-32009-117 1 
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Section [Il 
ΑΝ 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE MICROFILM STOCK NUMBER FIGURE —. | TOTAL] MICROFILM 
[crass cone] PARTNUMBER | 88| AND INDEX NUMBER | [CLASS CODE] PARTNUMBER [68] AND INDEX| Gry. NUMBER 
146-32009-118 L-78 146-32014- 12 AXF-36 
146-32009-167 L-78 146-32014- 13 ΑΧΕ-36 
146-32009-165 L-78 146-32014- 14 AXF-36 
146-32009-169 L-78 146-32014- 17 ΑΧΕ-36 
146-32009-170 L-78 146-32014- 18 ΑΧΕ-36 
146-32009-205 L-78 146-32015 AXC-431 
146-32009-206 L-78 146-32015- AXC-431 
146-32009-207 L-78 146-32015- AXC-431 
146-32009-208 L-78 146-32016- 2K-101 
146-32099-213 L-78 146-32016- 2K-101 
146-32009-214 L-78 146-32016- 2K-101 
146-32009-215 L-78 146-32016- 2K-101 
146-32009-216 L-78 146-32016- 2K-101 
146-32009-217 L-78 146-32016- 2K-101 
146-32009-218 L-78 146-32016- 2K-101 
146-32009-223 L-78 146-32016- 11 2K-101 
146-32009-229 L-78 146-32016- 13 2K-101 
146-32009-231 L-78 146-32016- 16 2K-101 
146-32009-233 L-78 146-32016- 17 2K-101 
146-32009-235: L-78 146-32016- 19 2K-101 
146-32009-237 L-78 146-32016- 21 2K-101 
146-32009-265 L-78 146-32016- 22 2K-101 
146-32009-266 L-78 146-32016- 23 2K-101 
146-32010- 1 2K-98 
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146-32016- 24 2K-101 





























146-32010- 2 2K-98 146-32016- 26 2K-101 
146-32010- 3 2K-98 146-32016- 27 2K-101 
146-32010- 4 2K-98 146-32016- 28 2K-101 
146-32010- 5 2K-98 146-32016- 29 2K-101 
146-32010- 6 2K-98 146-32016- 2K-101 
146-32010- 7 2K-98 2K-101 
146-32010- 8 2K-98 2K-101 
146-32010- 9 2K-98 2K-101 
146-32010- 10 2K-98 2K-101 























































146-32010- 11 d E: ee E 2| 2K-98| 2K-101 



























































146-32010- 13 2K-98 146-32019 2K-102 
146-32010- 15 2K-98 146-32019- 1 2K-102 
146-32011- 1 2K-99 146-32019- 2 2K-102 
146-32011- 2 2K-99 146-32019- 3 2K-102 
146-32011- 3 2K-99 146-32019- 4 2K-102 
146-32011- 4 2K-99 146-32019- 15 2K-102 
146-32011- 5 2K-99 146-32019- 17 2K-102 
146-32011- 6 2Κ-99 146-32019- 15 2K-102 
146-32011- 7 2K-99 146-32020- 3 2K-103 
146-32011- 8 2K-99 146-32020- 5 2K-103 
146-32011- 9 2K-99 146-32020- 7 2K-103 
146-32011- 11 2K-99 146-32020- 3 2K-103 
146-32012 2K-100 146-32020- 9 2K-103 
146-32012- 1 2K-100 146-32020- 13 2K-103 
146-32012- 3 2K-100 146-32020- 15 2K-103 
146-32012- 7 2K-100 146-32020- 17 2K-103 
146-32012- 8 2K-100 146-32020- 23 2K-103 
146-32012- 9 2K-100 146-32020- 29 2K-103 
146-32012- 13 2K-100 146-32020- 33 2K-103 
146-32012- 15 2K-100 146-32020- 35 2K-103 
146-32012- 17 2K-100 146-32020-100 2K-103 
146-32012- 19 2K-100 146-32022- 35 2K-105 






























2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 


146-32023- 3 
146-32023- 5 
146732023- 7 
146-32023- 9 
146-32023- 11 
146-32023- 13 
146-32023- 17 
146-32023- 19 
146-32023- 20 
146-32023- 21 
146-32023- 23 
146-32023- 31 
146-32023- 33 
146-32023- 37 
146-32023- 39 
146-32023- 47 
146-32023- 49 
146-32023- 55 
146-32023- 57 
146-32023- 59 
156-32024- 3 
146-32024- 5 
146-32024- 7 
146-32024- 9 
146-32024- 11 
146-32024- 13 
146-32024- 15 
146-32024- 17 


2K-100 
2K-100 
2K-100 
2K-100 
2K-100 
2K-100 
2K-100 
` AXF-35 
ΑΧΕ-35 
AXF-35 
AXF-35 
ΑΧΕ-35 
AXF-35 
AXF=35 
AXF-35 
ΑΧΕ-35 
ΑΧΕ-35 
ΑΧΕ-35 
ΑΧΕ-35 
ΑΧΕ-35 
ΑΧΕ-35 
ΑΧΕ-36 
ΑΧΕ-36 
ΑΧΕ-36 
AXF=36 
ΑΧΕ-36 
ΑΧΕ-36 
ΑΧΕ-36 


146-32012- 21 
146-32012- 31 
146-32012- 41 
146-32012- 51 
146-32012- 61 
146-32012-101 
146-32012-105 
146-32013 
146-32013- 1 
146-232013- 3 
146-32013- 5 
146-32013- 7 
146-32013- 9 
146-32013- 11 
13 
17 




























146-32013- 
146-32012- 
146-32013- 21 
146-32013- 31 
146-32013- 41 
146-32013- 51 
146-32013- 61 
146-32014 
146-32014- 3 
146-32014- 4 
146-32014- 5 
7 
S 
1 


















156-32014- 
146-32014- 
146-32014- 1 
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Section Ill 
Numerical Index of AN O1-60AABA-4 


Contractor Parts 
ES] πουκε MICROFILM 

Š| AND INDEX NUMBER 
2K-107 


| CLASS CODE | PART NUMBER δῦ 
2Κ-107 


146-32024- 19 
146-32024- 21 
146-32024- 23 2K-107 
146-32024= 25 2K-107 
146-32024- 27 2K-107 
146-32024- 29 2K-107 
146-32024- 31 2K-107 
146-32024- 33 2K-107 
156-32024- 35 2K-107 
146-32024- 37 2Κ-107 
146-32024- 39 2Κ-107 
146-32024- 41 2Κ-107 
146-32024- 51 2K-107 
146-32024- 61 2K-107 
146-32024- 71 2K-107 
146-32024- 81 2K-107 
146-32024- 91 2K-107 
146-32025- 7 L-91 
146-320625- 9 L-91 
146-32025- 11 L-91 
146-32025-. 17 L-91 
146-32025- 19 | L-91 
146-32025- 23 L-91 
146-32025- 25 L-91 
146-32025- 31 L-91 
146-32025- 33 L-91 
146-32025- 43 L-91 
146-32025- 45 L-91 
146-32025- 47 L-91 
146-32025- 49 L-91 
146-32025- 53 L-91 
146-32025- 55 L-91 
146-32025- 57 L-91 
146-32025- 59 L-91 
146-32025- 63 L-91 
146-32025- 65 L-91 
146-32025- 67 L-91 
146-32025- 69 L-91 
146-32025- 71 L-91 
146-32025- 77 L-91 
146-32025- 79 L-91 
146-32025- 85 L-91 
146-32025- 87 L-91 
146-32025- 93 L-91 
146-32025- 95 . L-91 
146-32025- 99 L-91 
146-32025-101 L-91 
146-32025-103 L-91 
146-32025-107 L-91 
146-32025-109 L-91 
146-32025-111 L-91 
146-32025-113 L-91 
146-32025-115 L-91 
146-32025-117 L-91 
146-32025-119 L-91 
146-32025-121 L-91 
146-32025-123 L-91 
146-32025-125 L-91 
L-91 
L-91 


























































STOCK NUMBER 


CLASS CODE PART NUMBER 


146-32026- 31 


zŠ FIGURE | TOTAL| MICROFILM 
29| AND INDEX} QTY. | NUMBER 


























































7 
146-32027- 9 
146-32027- 11 
146-32027- 13 
146-32027- 15 
146-32027- 17 
146-32027- 19 
146-32027- 21 
146-32027- 23 
146-32027- 25 
146-32027- 27 
146-32027- 29 
146-32027- 31 
146-32027- 33 
146-32027- 43 
146-32027-101 
146-32027-103 
146-32027-105 
146-32027-107 
146-32027-109 
146-32028- 17 
146-32028- 20 
23 






















































146-32028- 27 
146-32028- 30 
146-32028- 33 
146-32028- 35 




















































146-32028- 48 
146-32028- 51 
146-32028- 57 
146-32028- 59 
146-32028- 61 
146-32028- 63 
146-32028- 65 
146-32028- 67 
146-32028- 69 
146-32028- 71 
146-32028- 73 
146-32028- 75 
146-32028- 



































































146-32028- 83 
146-32029- 3 
146-32029- 5 
146-32029- 7 
146-32029- 9 
146-22029- 11 
146-32029- 13 
146-32029- 15 
146-32029- 21 
146-32029- 23 
146-32029- 25 
146-32029- 27 
146-32029- 29 
146-32029- 21 
146-22029- 33 
146-32029- 35 
146-32029- 37 
146-32029- 39 
146-32029- 41 
146-32029- 43 
146-32029- 45 
146-32029- 47 
146-32029- 49 
146-32029- 53 
146-32029- 55 
146-32029- 57 
146-32029- 59 
146-32029- 63 
146-32029- 65 
146-32029- 67 
146-32030- 3 
146-32030- 5 
146-32030- 7 
146-32030- 9 
146-32030- 













146-32025-127 
146-32025~129 
146-32025-133 
146-32025-135 
146-32025-137 
146-32025-139 
146-32025-141 
146-32025-143 
146-32025-145 
146-32025-165 
146-32025-203 
146-32025-205 
146-32025-227 
146-32025-233 
146-32025-235 
146-32025-273 
146-32025-275 
146-32025-279 
146-32025-297 
146-32025-299 
146-32025-301 
146-32025-303 
146-32025-305 
146-32025-307 
146-32026 

146-32026- 
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Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE | TOTAL] MICROFILM| 
CLASS CODE PART NUMBER 38] AND INDEX| QTY. | NUMBER 
M1 


AN 01-60AABA-4 














STOCK NUMBER 


| CLASS CODE | PART NUMBER 
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146-32030- 13 146-32032-163 1 L-98 
146-32030- 15 146-32032-165 1 L-98 
146-32030- 17 146-32032-167 1 L-98 
146-32030- 19 146-32032-169 1 L-98 
146-32030- 21 146-32032-171 2 L-98 
146-32030- 23 146-32033- 3 1| 2k-108 
146-32030- 25 146-32033- 5 1| 2K-108 
146-32030- 27 146-32033- 7 1] 2K-108 
146-32030- 31 146-32033- 9 1| 2K-108 
146-32030- 41 146-32033- 11 1| 2K-108 
146-32031- 3 146-32033- 15 1| 2K-108 
146-32031- 5 146-32033- 17 1| 2K-108 
146-32031- 7 146-32033- 19 1| 2K-108 
156-32031- 9 146-32032- 21. 1] 2K-108 
146-32031- 11 146-32033- 25 1| 2K-108 
146-32031- 13 146-32033- 26 1| 2K-108 
146-32031- 15 146-32033- 29 1| 2K-108 
146-32031- 17 146-32033- 30 1| 2k-108 
146-32031- 19 146-32033- 34 1| 2K-108 
146-32031- 21 146-32033- 35 2| 2K-108 
1456-32031- 23 146-32033- 37 2| 2K-108 
146-32031- 31 146-32033- 45 1| 2K-108 
146-32031- 41 146-32033- 46 1| 2K-108 
146-22031- 51 146-32033- 49 1| 2K-108 
146-32032 146-32033- 50 1| 2K-108 
146-32032- 1 146-32033- 53 1| 2k-108 
146-32032- 3 : 1] 2K-108 
146-32032- 5 1 1| 2k-108 
146-32032- 7 1 1| 2K-108 
146-32032- 9 1 1| 2K-108 
146-32032- 11 1 146732033- 1| 2Κ-108 
146-32032- 13 1 146-32033- 64 1| 2K-108 
146-32032- 15 1 146-32033- 65 1| 2K-108 
146-32032- 17 1 146-=32033- 67 1| 2K-108 
146-32032- 19 1 146-32033- 69 1| 2Κ-108 
146-32032- 21 1 146-32033- 71 2 | 2K-108 
146-32032- 23 1 146-32033- 73 1| 2K-108 
146-32032- 25 1 146-32033- 74 1| 2K-108 
146-32032= 27 2 146-32033- 77 1| 2k-108 
146-22032- 29 1 146-32033- 79 1| 2K-108 
146-32032- 31 1 146-32033- 81 2| 2K-108 
146-32032- 33 1 146-32033- 83 1| 2K-108 
146-32032- 35 2 146-32033- 84 1| 2K-108 
146-32032- 37 1 146-32033- 87 1| 2k-108 
146-32032= 43 1 146-32033- 89 2| 2K-108 
146-32032- 45 1 146-32033- 91 1| 2K-108 
146-32032- 47 1 146-32033- 92 1| 2Κ-108 
146-32032- 49 1 146-32034- 1 1| L-100 
146-32032- 53 1 146-32034- 2 1| L-100 
146-32032- 55 1 146-32034- 3 1| L-100 
146-32032- 63 1 146-32034- 4 1| L-100 
146-32032- 65 1 146-32034- 5 1| L-100 
146-32032- 67 1 146-32034- 6 1| L-100 
156-32032- 69 1 146-32034- 7 1| L-100 
146-32032- 73 1 146-32034- 8 1| L-100 
146-32032- 75 1 146-32034- 9 1| L-100 
146-32032- 77 1 146-22034- 10 1| L-100 
156-32032- 79 1 146-32034- 11 1| L-100 
146-32032- 83 1 146-32034- 12 y| L-100 
146-32032- 85 1 146-32034- 13 1| L-100 
146-32032- 87 1 146-32034- 14 1| L-100 
146-32032- 89 1 146-32034- 15 1| L-100. 
146-32032- 93 1 146-32034- 16 1| L-100 
146-32032- 95 2 146-32034- 17 1| L-100 
146-32032- 97 1 146-32034- 18 i| L-100 
146-32032-103 1 156-32034- 19 1| L-100 
146-32032-105 1 146-32034- 21 1] L-100 
146-32032-107 1 146-32034- 22 1| 1-100 
146-32032-109 1 146-32034- 23 1] L-100 
146-32032-113 1 146-32034- 24 i| L-100 
146-32032-115 1 146-32034- 25 1| L-100 
146-32032-117 1 146-32034- 26 1| L-100 
146-32932-119 1 146-32034- 27 2| L-100 
146-32032-125 1 146-32035 1| AXF-39 
146-32032-133 1 146-32035- 1 1l ΑΧΕ-29 
146-32032-135 1 146-32035- 2 1| AXF-39 
156-32032-137 1 146-32035- 3 1| ΑΧΕ-29 
146-32032-139 1 146-32035- 4 1l AXF-39 
1456-32032-7151 1 146-32035- 5 1} AXF-39 
146-32032-153 1 146-32035- 6 1| AxF-39 
146-32032-155 1 146-32035- 7 2| AXF-39 
146-32032-157 1 146-32035- 9 4| AXF-39 
146-32032-159 1 13 1| AXF-39 
146-32032-161 1 14 1| AxF-39 














































































































































871 








Section Ili 


Numerical Index of - AN 01-60AABA-4 


STOCK NUMBER A 
CLASS CODE ` PART NUMBER 


146-32044- 
146-32044=- 
146~32044= 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 


Contractor Parts 


STOCK NUMBER Š 
| CLASS CODE | PART NUMBER 


146-32035- 15. 
146-32035- 16 
146-32035- 17 
146-32035- 18 
146-32035- 19 
146-32035- 20 
146-32035- 25 
146-32035= 26 
146-32037 
146-32037- 1 
146-32037- 2 
146-32037- 3 
146-32038- 5 
146-32038-101 
146-32039 
146-32039- 
146-32039- 
146-32040 
146-32040- 1 
146-32040- 2 
146-32040- 5 
146-32040- 6 
146~32040- 7 
8 
9 
10 


























ww 










146-32040- 
146-32040- 
146-32040- 
146-32040- 11 
146-32040= 12 
146-32040- 15 
146-32040- 17 
146-32040- 19 
146-32040- 21 
146-32040- 22 
146-32040- 23 
146-32040- 24 
146-32040- 31 
146-32040- 32 
146-32040- 35 
146-32040- 36 
146-32041 
146-32041- 1 
146-32041- 2 
146-32041= 5 
146-32041- 6 
146-32041- 7 
146-32041- 8 
146-32041- 9 
146-32041- 10 
146-32041- 11 
12 
15 
16 
18 
20 





























R82NA 
R82NA 




















146-32041- 

146-32041- 

146-32041- 

146-32041- 

146-32041- 

146-32041- 33 
146-32041- 35 
146-32041- 36 
146-32044- 3 
146-32044- 5 
146-32044- 7 
146-32044- 9 
146-32044- 11 
146-32044- 13 
146-32044- 15 
146-32044- 17 
146-32044- 19 
146-32044- 23 
146-32044- 25 
146-32044- 27 
146-32044- 29 
146-32044- 31 
146-32044- 33 
146-32044- 35 
1456-32044- 37 
146-32044- 39 
146-32044- 43 
146-32044- 45 
146-32044- 47 
146-32044- 49 
146-32044- 51 
1456-32044- 53 
146-32044- 55 
146-32044- 57 
146-32044- 
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145-32044- 
146-32044-121 
146-32044-141 
146-32045- 
146-32045= 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
























146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32043- 
146-32048- 
146-32048- 


2 dg d am S r ο 13 ο pd pus κα 


























































146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 




























146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
156-32048- 
146-32048- 


146-32050- 
146-32050- 


146-32051- 




















146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
145-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
145-22051- 
156-32051- 
156-32051- 
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S3| FIGURE |TOTAL| MICROFILM 
99| AND INDEX | QTY. | NUMBER 


XH-501 
XH-501 
XH-501 
XH-501 
XH-50 
XH-501 
XH-501 
XH-501 
ΧΗ- 501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
2K-109 
2K-109.| 
2K-109 






























































AXN-194 
AXN=194 
AXN-194 
AXN=194 
AXN-194 
ΑΧΝ-194 
AXH-194 



















N=194 
AXN-194 
AXN=194 
AXN=194 
AXN-194 
AXN=194 
AXi-194 
AXH-194 
AXN-194 
AXN-194 
AXN-194 

















AXC-432 
AXC-432 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
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STOCK NUMBER 





CLASS CODE 





146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32951- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 







146-32055 






146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
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146-32055-" 











PART NUMBER 





















































































21 
22 
23 
24 
26 
27 
28 
41 
42 
43 


29 
35 
37 
41 
43 
45 


146-32053-101 
146-32053-103 
146-32053-105 
146-32053-107 
146-32053-109 
146-32053-111 
146-32053-113 





AN O1-60AABA-4 





STOCK NUMBER 


















































1 146-32055- 93 
1 146-32055- 95 
1 146-32055- 97 
1 146-32055- 99 
1 146-32055-101 
1 146-32055-103 
1 146-32055-105 
1 146-32055-107 
1 146-32056 
1 146-32056- 1 
1 146-32056- 3 
1 146-32056-= 5 
1 146-32056- 7 
1 146-32056- 9 
1 146-32056- 11 
1 145-32056- 13 
1 146-32056- 15 
REF 146-32056- 17 
REF 146-32056- 19 
1 146-32056- 21 
1 146-32056- 23 
1 146-32056- 24 
1 146-32056- 25 
1 146-32056- 27 
1 146-32056- 29 
1 146-32056- 31 
T 146-32056- 32 
1 146-32056- 23 
1 1#6-32056- 35 
1 146-32056- 37 
1 146-32056- 41 
1 146-32056- 43 
1 146-32056- 45 
i 146-32056- 47 
1 146-32056- 49 
1 146-32056- 51 
1 146-32056- 53 
1 146-32056- 55 
1 146-32056- 56 
1 146-32056- 57 
i 146-32056- 59 
1 146-32056- 61 
1 146-32056- 63 
1 146-32056- 65 
REF| 2K-110 146-32056- 67 
REF| 2K-110 146-32056- 69 
2K-110 146-32056- 71 


146-32056- 73 
146732057 
146-32091- 
146°32057> 
1&6-32057- 
146-32057= 


2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 


2K-110 146-32057= 











2K-110 146-32057= 
2K-110 146-=32057- 
2K-110 146-32057- 
2Κ-110 146-32057- 11 


2Κ-110 146-320577 13 












2K-110 146732057- 15 
2K-110 146-32057- 17 
2K-110 146-32057- 18 
2K-110 146-32057- 19 





146-32057- 20 
146-32057- 21 
146-32057- 25 
146-32057- 26 
146-32058 


2K-110 
2K-110 
2Κ-110 
2Κ-110 
2K-110 




















2K-110 146732059 
2K-110 146-32059- 3 
2K-110 146-32059- 5 
2K-110 146-32060 






2K-110 
2K-110 
. 2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-11C 
2K-110 


146-32060- 3 
146-32061 
146-32062 
146-32064 
146-32064- 1 
146-32054- 4 
1246-32065 
146~32065- 3 
146-32065-= 5 
146-32065- 7 
146-32065- 9 
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1 

2 

3 

κα. 
146-32051- 5 

6 

7 

8 

9 


Section ΙΙΙ 
Numerical Index of 
Contractor Parts 











































2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
AXN-196 
AXN=196 
AXN-196 
2 |AXN-196 
AXN-196 
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AXN-196 
AXN-196 
ΑΧΝ-196 
AXN-196 
AXN~196 
AXN-196 
AXN-196 
ΑΧΝ-196 
ΑΧΝ-196 
























































ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 






































AXN-196 
ΑΧΝ-196 
AXF-43 
AXF=43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 














































































AXN=92 
AXC-435 
AXC-436 
AXC-438 
AXC-438 
AXC=438 
2K-111 
2K-111 
2K-111 
2K-111 
2K-111 
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Section ili 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER FIGURE MICROFILM STOCK NUMBER FIGURE |TOTAL MICROFILM 

| CLASS CODE | PART NUMBER AND INDEX NUMBER | [CLASS CODE] PARTNUMBER | AND INDEX | QTY. | NUMBER 

146-32081 -357 


146-32065- 2K-111 
146-32065- 2K-111 |146-32081- 13 F-351 
146-32081- 15 F-357 


146-32065- 2K-111 

146-32065- 2K-111 146-32081- 17 F-32357 

146-32065- 2K-111 146-32082 26-178 

146-32065- 2Κ-111 146-32084 F-360 

146-32065- 2K-111 146-32055 XK-395 
146-32086- 26-179 


146-32065- 2K-111 
146-32065- 2K-111 146-32086- 26=179 
146-32065- 2K-111 146-32087 26-180 
146-32065- 2K-111 146-32087- 26-180 
146-32065- 2Κ-111 146-32087- 26-180 
146-32065- 2K-111 146-32087- 26-180 
146-32066 2K-112 146-32087- 26-180 
:|146=32087- 26-180 


146-32066- 
146-32066- 146-32087- 26-180 
146-32066- 1146-32087- 26-180 
146-32066- 146-32088 AXF-45 
146-32066- 146-32083- ΑΧΕ- 45 
146-22066- 146-32088- AXF-45 
146-32066- 146-32088- ΑΧΕ-45 
146-32066- 146-32089 L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32091 2K-116 
146-32066- 146-32092 L-125 
146-32066- L-125 
146-32066- L-125 
146-32067- L-125 
146-32067- L-125 
146-32067= L-125 
146-32067- L-125 
146-32067- L-125 
146-32067- L-125 
146-32068 L-125 
146-32068- L-125 
146-32068- F-364 
146-32069 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2Κ-117 
146-32069- 2K-117 
146-22069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 

2K-117 


146-32069- 
146-32069- 146-32094- 2K-117 
146-32069- .1146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32070- 146-32094- 2Κ-117 
146-32070- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32072- 146-32094- 2K-117 
146-32094- 2K-117 


146-32072- 
146-32072- 2K-115 146-32094- 2K-117 
146-32094- 2K-117 


146-32072- 2K-115 
146-32078- AXN7197 146-32096 AXF-46 
156-32096- ` ΑΧΕ-46 


146-32078- ΑΧΝ-197 

146-32078- AXN-197 146-32096- AXF-46 
146-32078- ΑΧΝ-197 146-32096- AXF-46 
146-32078- AXN-197 146-32096- AXF-46 
146-32078- AXN-197 146-32097 2K-118 
146-32078- ΑΧΝ-197 146-32097- 2K-118 
146-32078- AXN-197 146-32098 L-129 
146-32080- 26-177 146-32098- L-129 
146-32080- 26-177 146-32098- L-129 
146-32080- 26-177 146-32098- L-129 
146-32080- 26-177 146-32098- L-129 
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2Κ-112 
2Κ-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2K-112 
2Κ-112 
2Κ-112 
2Κ-112 
F-353 
F-353 
F-353 
F-353 
F-353 
F-353 
AXC-439 
AXC-439 
AXC-439 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2Κ-113 
2Κ-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-7113 
2K-113 
26-176 
26-176 
2K-114 
2K-114 
2K-114 
2K-114 
2K-115 
2K-115 
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zm 
m 
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146-32092- 
146-32092- 
146-32092- 
146-32093 

146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
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ADD 
mmm 
τι τι τι 


2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
τ Ὁ 
2 
2 
2 
2 
2 
2 
2 
4 
2 
2 
- 2 
2 
2 
-2 
1 
1 
1 
1 
1 
1 
2 
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AN 01-60AABA-4 Numerical Index of 
' Contractor Parts 


STOCK NUMBER MERC CIT mem NUMBER FIGURE  |TOTAL| MICROFILM 
CLASS CODE [PARTNUMBER | AND INDEX | QTY. | NUMBER 
































































































































































































































































































































































































































































—— σπα 8 
146-32098- 13 L-129 146-32129- 1 1 Α-590 
146-32098- 15 L-129 146-32129- 3 1 A-590 
146-32099 AXF-48 146-32130 2 A-591 
146-32099- 3 1] AXF-48 146-32131 2 A=592 
146-32099- 5 1| AXF-48 146-32131- 1 1 A-592 
146-32099- 7 1| AXF-48 146-32131- 3 2 A-592 
146-32099- 39 1| AXF-48 146-32132 1 D-234 
146-32099- 13 1| AXF-48 146-32132- 3 2 D-234 
146-32099- 15 1} AXF-48 146-32132- 5 2 0-234 
146-32100 4 2E-50 146-32133 1 F-374 
146-32101 4 2E-51 146-32135- 3 1 F-375 
146-32102- 1 2 F-365 146-32135- 4 1 Ε-315 
146-32102- 2 2 F-365 146-32135- 5 1 F-375 
146-32103- 1 2 F-366 146-32135- 6 1 F-375 
146-32103- 2 2|: F-366 146-32138- 1 2| XE-382 
1467-32104 4 0-227 146-32138- 2 2| XE-382 
146-32104- 3 4 0-227 146-32139 4 A~593 
1467-32105 1|AXB-199 146-32141- 3 2) 26-186 
146-32105- 1 2|AX8-199 146-32141- 5 2| 26-186 
146-32105- 2 2|AXB-199 146-32141- 7 2| 26-186 
146-32105- 3 4| AXB-199 146-32141- 9 2 
146-32105- 4 2|AX8-199 146-32143 REF 
146-32106- 1 2| 26-181 146-32143- 3 2 
146-32106- 2 2| 26-181 146-32143- 5 2 
146-32107 REF| 26-182 146-32143- 7 2 
146-32110- 3 :8 0-229 146-32143- 9 2 
146-32110- 17 8 D-229 146-32145 1 
146-32110- 19 8 0-229 146-32145- 3 146-32145- 2 
146-32114 4 2E-52 146-32145- 5 146-32145- 23 
146-32114- 3 4 2E-52 1456-32145- 6 146-32145- 2d 
146-32114- 5 4 26-52 146-32145- 7 4 
146-32114- 7 2 2E-52 146-32145- 9 2 
146-32114- 9 6 2E-52 146-32145- 10 2 
146-32114- 13 4 2E-52 146-32145- 11 8 
146-32114- 15 2 2E-52 146-32145- 13 8 
146-32114- 17 2 2E-52 146-32145- 23 4 
146-32114- 19 2 2E-52 146-32145- 25 2 
146-32115- 3 4|; 0-231 146-32145- 26 2 
146-32115- 4 4 0-231 146-32145- 27 4 
146-32116 1] AxB=201 146-32145- 29 2 
146-32116- 5 2|AXB-201 146-32145- 30 2 
146-32116- 6 2|AX8-201 146-32146 2 
146-32116- 9 1|AXB-201 146732149 2 
146-32116- 13 2|AX8-201 146732150 2 
146-32116- 14 1|AX8-201 146-32151- 1 1 
146732118 18] AXA-36 146-32151- 2 1 
146-32119- 1 REF] 2K-119 146-32151- 3 1 
146-32119- 2 REF] 2K-119 146-32151- 4 1 
146-32119- 3 11 2K-119 146-32151- 5 1 
146-32119- 4 1| 2K-119 146-32151- 6 1 
1467-32119" 5 1} 2K-119 166-32151- 7 1 
146-32119- 6 1| 2K-119 146-32151- 8 1 
146-32119- 7 2| 2K-119 146-32151- 9 1 
ΟΙ "146-321197 8 2| 2K-119| 146-32151- 10 . IM 1 

146-32119- 11 1| 2K-119 146-32151- 13 1| 2K-120 
146-32119- 12 1| 2K-119 146-32151- 14 1| 2K-120 
146-32119- 21 1| 2K-119 146-32151- 15 2| 2K-120 
146-32119- 22 1| 2K-119 146-32152- 1 L L-133 
146-32120 1¡4XC-441 146-32152- 2 1 L-133 

R82HA 146-32120- 1 1|AXC-441 146-32152- 3 1 L-133 

R82NA 146-32120- 2 1|AXC-441 146-32152- 4 1 L-133 
146-32120- 3 l|AXC-441 146-32152- 5 L L-133 
146-32120- 4 1|AXC-441 146-32152- 6 1 L-133 
146-32120- 5 1|AXC-441 14546-32153 1 2E-55 
146-32120- 6 1|AXC-441 146-32152- 1 1 2E-55 
146-32120- 7 4|AXC-441 146-32153- 1 2E-55 
146-32120- 9 2|AXC-441 146-32154 2 F-381 
146-32120- 11 2|AXC-541 146-32155- 1 1| 26-188 
146-32121- 1 2 A-585 146-32155- 2 1| 26-188 
146-32121- 2 2 A-585 146-32155- 3 1| 26-186 
14546-32122 4 Α-586 146-32155- 4 1| 26-188 
146-32123- 1 2 A-587 146-32156 1 |AXC-444 : 
146-32123- 2 2 A-587 146-32156- 1 1 ¡AXC-444 
146-32124- 1 2 A-588 146-32156- 2 1 [AXC=444 
146-32124- 2 2 A-588 146-32156- 3 1|AXC-444 
146-32125 1| 26-184 146-32156- 4 1 [AXC-444 
146-32125- 3 2| 26-184 146-32157 4 D-238 
146-32125- 5 2} 26-184 146-32157- 3 4 D-238 
146-32125- 7 2| 26-184 146-32157- 4 4 D-238 
146-32125- 9 2| 26-184 146-32502- 3 1 2K-121 
14632126 5| AXA-37 
146-32128 1 F=373 146-32502- 4 2K-121 
146-32128- 3 1 F-373 
146-32128- 5 1 F=373 146-22504- 
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- 28 1 


STOCK NUMBER 
| CLASS CODE | PART NUMBER ` 
2K-125 
2K-125 































CLASS CODE 






146-32504- 45 
146-32504- 

































46 
146-32508- 3 6| 26-189 146-32532- 2K-125 
146-32508= 5 26-189 146-32532- 2K-125 
146-32508- 7 26-189 146-32532- 2K-125 
146-32508- 9 26-189 146-32532- 2K-125 










146-22532- 
146-32532- 
146-32533- 
146-32533- 
146-22533- 
146-32533- 
146-32534- 


2K-125 
2K-125 
D-252 
D-252 
D-252 
D-252 
2E-61 











146-32508- 11 
146-32509 


26-189 
2C-102 


m 
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R82HA 
R82NA 




























146~32510 
146-32513 


A-595 
20-103 










fO p pg I O Co p t penn 








ν 











N 


2E-61 











: 146-32534- 
146-32514- 1 ` 

146-32514- 2 
146-32515 


XL-245 
XL-245 
2C-104 









146-32534- 
146-32534- 
146-32534- 
146-32535 

146-32535- 
146-32535- 













new 








146-32516 2E-56 





















146-32517 
146-32518 
146-32519 
146-32520 
146-32521- 1 


D-240 
D-241 
2E-57 
D-243 
28-58 


Q+ mp + 









‘1146-32521- 2E-58 





146-32525 2E-59 











146-32525- 3 
146-32526 

146-32526- 3 
14546-32527 


2E-59 
XL-251 
XL-251 
A-7598 
































146-32546= 1 
146-32546- 2 
146-32547- 11 
146-32547- 12 






FENNO 

































146-32528 0-250 



















146-32529 2K-123 146-22547- 15 
146-32529- 3 2K-123 146-32547- 16 
146-32529- 5 2K-123 146-32547- 17 
146-32529- 7 2K-123 146-32547- 18 


146-32529- 11 
146-32529- 13 
146-32529- 21 
146-32529- 25 
1456-32529- 27 
146-32529- 29 
146-32529- 31 
146-32529- 33 


146-32547- 19 
146-32547- 20 
146-32547- 21 
146-32547- 23 
146-32547= 24 
146-32547- 25 
146-32547- 26 
146-32547- 27 


2K-123 
2Κ-123 
2K-123 
2K-123 
2K-123 
2K-123 
2K-123 
2K-123 






































































































































































146-32529- 35 2K-123 146-32548- 1 XH-504 
146-32529- 37 2K-123 146-32548- 2 XH-504 
R82NA 146-32529-100 2K-123 146-32548- 3 XH-504 
R82NA 146-32530 _ 28-60 146-32548- 4 XH-504 
R82NA 146-32531- 1 2K-124 146-32548- 5 XH-504 
146-32531- 2 146-32548- 6 XH-504 
146-32531- 3 2K-124 146732551 AXF-49 
146-32531- 4 2K-124 146-32551= 3 ΑΧΕ-49 
1%6-32531- 5 2Κ-124 146-32551- 4 AXF-49 
146-32531- 6 2K-124 146-32551- 5 AXF-49 
146-32531- 7 2Κ-124 146-32551- 6 AXF-49 
146-32531- 8 2K-124 146-22551- 11 AXF-49 
146-32531- 9 2K-124 146-32551- 12 AXF=49 








146-32531- 10 
146-32531- 11 
146-32531- 15 
146-32531- 16 
146-32531- 17 
146-32531- 18 
146-32531- 19 
146-32531- 21 
146-32531- 22 
146-32531- 23 
146-32531- 24 
146-32531- 25 
146-32531- 27 
146-32531- 28 
146-32531- 29 
146-32531- 30 
146-32531- 31 
146-32531- 32 
146-32531- 51 


2K-124 
2K-124 
2K-124 
2K-7124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 






146-22551- 13 
146-32551- 14 
1&6<32551- 15 
146-32551- 16 
146-32551- 17 
146-32551- 18 
146-32551- 19. 
146-32551- 20 
146-22551- 21 
146-32551- 22 
146-32551- 23 
146-32551- 24 
146-22551- 25 
146-32551- 27 
146-32551- 23 
156-32552 

146-32553- 
146-32553- 
146-32553- 


AXF=49 
AXF-49 
AXF=49 
ΑΧΕ-49 
AXF=49 
AXF-49 
AXF=49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
A-607 
χη-ό 
XM-4 
XM-4 
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146-32531- 52 2K-7124 146-32553- XM-4 
146-32532- 1 2K-125 156-32553- XM-4 
146-32532- 2K-125 145-32553- ΧΜ- 4 
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CLASS CODE 
























































































































































































































146-32554 2| 2C-106 146-32582- 4 X1|404 - 1 XJ-2 
146-32555 2| 2C-107 146-32582- 5 4 XJ-2 
146732556 4| 2C-108 146-32582- 6 4 XJ-2 
146-32557 2| ος-109 145-32582- 7 4 XJ-2 
146-32558 i| AXF-50 146-32582- 8 4 XJ72 
R82NA 146-32558- 1 1| AXF-50 146-32582- 9 4 XJ-2 
R82NA 146-32558- 2 i| AXF-50 145-32582- 10 4 XJ-2 
R82NA 146-32558- 3 1| AXF-50 146-32582- 11 4 XJ-2 
R82NA 146-32558- 4 11 AXF-50 146-32582- 12 4 XJ-2 
146-32558- 5 4| AXF-50 146-32582- 13 4 XJ-2 
146-32558- 6 4| AXF-50 146-32582- 14 4 XJ-2 
146-32558- 71 4| AXF-50| IR82NA 146-32583- 1 404-7 3 1| XL-260 
146-32558- 8 4| AXF-50| |R82NA 146-32583- 2 404 1| XL-260 
146-32558- 9 4| AXF-50 146-32583- 3 4| XL-260 
146-32558- 10 4| AXF-50 146-32583- 4 4| XL-260 
146-32558- 13 4| AXF-50| [R82NA 146-32584 404 - 5 1| XL-261 
146-32558- 14 &| AXF-50 146-32584- 3 8} XL-261 
146-32558- 15 4| AXF-50| |R82NA 146732585 404 — 10 1 | xL-262 
146-32558- 16 4| AXF-50 146-32585- 3 8 | XL-262 
146-32558= 17 4| AXF-50 146-32586- 1 4 D-271 
146-32558- 18 4| AXF-50 146-32586- 2 4 D-271 
146-32558- 23 4| AXF-50 146-32587- 1 4 0-272 
146-32558- 24 4| AXF-50 146-32587- 2 4 D-272 
146-32558- 25 8| AXF-50 146732589 2 22-70 
146-32558- 27 8| AXF-50 146-32590- 1 4| XL-264 
146-32558- 29 "4| AXF-50 146-32590- 2 4| XL-264 
146-32558- 30 4| AXF-50 146-32591- 1 2| XL-265 
146-32558- 31 4| AXF-50 146-32591- 2 2| XL-265 
146-32558- 32 4| AXF-50 146732592 1|AXC-445 
146-32558- 33 4| AXF-50| |R82NA 146-32592- 3 1|AXC-445 
146-32558- 34 4| AXF-50| [R82NA 146-32592- 4 1 [AXC-445 
146-32558- 35 2| AXF-50 146-32592- 5 394 - 14 ` 2 [AXC=445 
146-32558- 35 2| AXF-50 146-32592- 6 394 2 |AXC-445 
146-32559 2 146-32592- 7 2 |AXC-445 
146-32559- 3 2 146-32592- 8 2 |AXC-445 
1467-32560 1 146-32592- 9 2 ΙΑΧς- 445 
146-32560- 3 2 146-32592- 10 2 |AXC-445 
146-32560- 5 2 146-32592- 11 16 |AXC-445 
146-32560- 7 2 146-32592- 13 2 |AXC-445 
146-32561 .2 146-32592- 14 1 [AXC-445 
146-32561- 3 2 146-32592- 15 4 |AXC-445 
146-32561- 5 4 146-32592- 17 2 [AXC=445 
146-32562- 1 1 146-32592- 10 2 ΙΑΧς- 445 
146-32562- 2 1 146-32592- 21 2 |AXC-445 
146-32566 2 146-32592- 23 2 |AXC-445 
146-32567- 1 4 146-32592- 25 1 [AXC-445 
146-32567- 2 4 146-32592- 26 1 [AXC-445 
146-32568- 1 4 146-32592- 30 394 - 13 2 |AXC-445 
146-32568- 2 4 146-32592- 40 394 2 |AXC-445 
146-32572- 1 3 |146-32593- 1 2 0-277 
146-32593- 2 2 0-277 

156-32572- 2 3 146732594 1 2bE-71 
156-32594- .1 4 2E-71 

1456-32573- 1 146-32594- 2 4 2E-71 
1146-32573- 2 146-32595- 1 < 2 2E-72 
146-32574- 1 146-32595- 2 2 2E-72 
146-32574- 2 146-32597 401 - 54 1 ΧΜ-Τ 
146-32575 146-32598 2| AXF-51 
146-32598- 3 2| AXF-51 

146-32575- 3 2K-126 156-32598- 5 2| AXF-51 
146-32575- 5 2K-126 146-32599 2 XJ=4 
146-32575- 7 2K-126 146-32599- 2 2 XJ-74 
146-32575- 9 2K-126 146-32599- 5 2 XJ-4 


146-32575- 10 2K-126 146-32600 404 — 11 4| 2C-112 
146-32575- 11 
146-32575- 12 
146-32576- 1 
146-32576- 2 
146-325767 3 
146-325767 4 
146-32577 


146-32577- 3 





1 [AXN-198 

REF |AXN-198 

REF |AXN-198 

9 REF [AXN-198 








146732601 
146-32601-101 
146-32601-102 
146-32601-201 














146-32601-202 9 REF |AXN-198 
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1467-32578 146-32601-301 1 [AXN-198 

146-32579 1 146-32601-302 1 |AXN-198 
146-32580 146-32702 2 

146-32703 56 | 2C-113 

146-32704 16 2E-73 

R82NA 1146-32581 : 146-32705- 1 4 2E-74 

146-32581- 2 146-32705- 2 4 2E-74 

Re2NA 146-32582- 1 146-32706- 1 4 A-618 

146-32706- 2 4 Α-618 

R82HA 146-32582- 2 146-32706- 3 4 A-618 

146-32706- 4 4 A-618 

146-32582- 146-32707- 1 4| 2C-114 
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CLASS CODE 
























































































































































































































































































146-32909- 
146-32909- 
146-32916 

146-32916- 3 
146-32916- 7 


Α-625 
Α-625 
AXC-446 
AXC-446 
AXC-446 


160-331 
358 - 39 
358 - 37 
358 - 36 


146-33117 


146-32707- 2 4| 2C-7114 146-32952- 2K-127 
146-32707- 3 4| 2C-114 146-32952- 4| 2K-127 
146-32707- 4 4| 20-114 146-32952- 4 | 2K-127 
146-32708 1| AXA-40 146-32952- 4 | 2K-127 
146-32708- 3 8| AXA-40 146-32952- 4| 2Κ-127 
146-32708- 5 8| AXA-40 146-32952- 2| 2K-127 
R82NA 146-32709- 1 1| F-393 12| 2K-127 
R82NA 146-32709= 2 1| F-393 4 |AXB-206 
146-32709- 3 2| Ε-393 146-32954 4| 25-75 
146-32709- 4 2| F-393 146-32956- 2| 2Ε-Τ6 
| R82NA 146-32710- i 4| 26-190, 146-32956= 2| 2E-76 
R82NA 146-32710- 2 4] 26-190 146-32957 1| 26-194 
146-32710- 3 4| 26-190 146-32958 2 | 26-195 
146-32710- 4 4| 26-190 146-32962 1 XM-9 
R82NA 146-32711- 1 4| 26-191 146-32962- 2 XM-9 
ΒΒΖΝΑ 146-32711- 2 4| 26-191 146-32962- 2 XM-9 
146-32711- 3 4| 26-191 146-32962- 2 XM-9 
146-32711- 4 4| 26-191 146-32962- 4 XM-9 
R82NA 146-32712- 1 1| F-396 146-32962- 2 XM-9 
R82NA 146-32712- 2 1| F-396 4 |AXB-208 
146-32712- 3 2| F-396 8 [AXB-208 
146-32712- 4 2| F-396 8 
146-32713 2| AXA-41 4 
146-32713- 3 4| AXA-41 8 
146-32713- 5 8| AXA-41 146-32964- 8 
146-32717 2|Ax8-205 146-32965 8 
146-32718 8| AXA-42 146-32966 1 
146-32719 1| 2ς-115 146-32966- 3 2 
1467-32720 1| 0-284 146-32966- 7 4 
146-32721 1| 0-285 146-32966- 9 2 
146-32722- 1 1| A-624 146-32966- 10 2 
146-32722- 2 1| A-624 146-32966- 11 2 
146-32735 4| 20-116 146-32967 1 
146-32736 8| 2C-117 146-32967- 1 1 
146-32737- 1 2| 2C-118 146-32967- 2 1 
146-32737- 2 2| 2C-118 146-32967- 3 2 
146-32738- 1 2| 2¢-119 146-32967- 4 2 
146-32738- 2 2| 2ς-119 146-32967- 5 2 
146-32751- 3 2| XE-276 146-32967- 6 2 
146-32751- 5 2| xE-276 146-32967- 7 2 
146-32756- 1 2| 2c-120 146-32967- 8 2 
146-32756- 2 2| 26-120 146-732967- 9 1 
146-32901- 1 1 XM-8 146-32967= 11 1 
. 146-32967- 13 1 
146-32901- 2 1 XM-8 146-32967- 21 2 
: 146-32967- 22 2 
146-32901- 3 XM-8 146-32968- 1 2 
146-32901- 5 XM-8 146-32968- 2 2 
1«46-32901- 7 XM-8 146-32968- 3 2 
146-32901- 11 XM-8 146-32968- 4 2 
146-32901- 12 XM-8 146-32968- 5 4 
146-32902- 1 XH-320 6 4 
146-32902- 2 XH-320 9 4 
146-32906- 1 26-192 10 4 
146-32906- 2 26-192 11 1 
146-32907- 1 L-156 146-32968- 12 1 
146-32907- 2 1-156 146-32969- 3 2 
146-32907- 3 L-156 146-33001- 20 REF 
146-32907- 4 L-156 146-33109 1 
146-32907- 5 L-156 146-33109- 10 1 
146-32907- 6 L-156 146-33110 1 
146-32908- 1 L-157 146-33110- 10 1 
146-32908- 2 L-157 146-33111 1 
146-32908- 3 L-157 146-33111- 10 1 
146-32908- 4 L-157 146-33112 1 
146-32908- 5 L-157 146-33112- 10 1 
146-32908- 6 L-157 146-33116 
3 
5 














146-33122- 









146-32952 

146-32952- 
146-32952- 
146-32952- 
146-32952- 


878 





146-32951-107 


0 JUL 
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2K-127 
2K-127 
2K-127 
2K-127 
2Κ-127 








146-33124= 
1467-33127 
146-33123 
146-33128- 
146-33123- 
146-33128- 


Revised 
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146-32917 26-193 146-33122- AXB-212 
146-32917- 15 26-193 146-33123 38, AXB-213 
146-32917- 17 14633124 1 F-405 
14546-32919 146-33124- F2405 
146-32919- 3 146-33124- Ε-405 
146-32919- 5 146-33124- F-405 


F-405 
AXB=214 
F-406 
F-406 
F-406 
F-406 
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146-33301-217 2K-129 
146-33301-219 2K-129 
146-33301-221 2K-129 
146-33301-223 2K-129 
146-33301-224 2K-129 
146-33301-225 2K-129 
146-33301-227 2K-129 
1467233303 26-197 
146-33304- 3 F-410 
146-33306- 4 









STOCK NUMBER vel FIGURE 

[cuass cope] PARTNUMBER | 8%| AND INDEX 
146-33128- 9 M1 

146-3313) 
146-33136 
146-33138 
14633139 
146-33149 
146-33150 





































































R82NA 
R82NA 


















R82NÀ 










2C-121 
XH-166 
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146-33150- 3 1| XH-166 F-410 
146-33151 1| AXA-43 146-33305 AXC-451 
146-33201 F|AXC-450 146-33305- 3 AXC-451 
146-33301- 6 2| 2K-129 146-33305- 5 AXC-451 
146-33301- 7 2| 2K-129 146-33306 AXC-452 
146-33301- 8 2| 2K-129 146-33306- 3 AXC-452 
146-33301- 9 2| 2K-129 146-733306- 5 AXC-452 
146-33301- 10 2K-129 146733307 AXC-453 
146-33301- 11 2K-129 146-33307- 3 AXC-453 
146-33301- 12 2K-129 146-33307- 5 AXC-453 
146-33301- 13 2K-129 146-33308 AXA-44 
146-33301- 15 2Κ-129 146-33309 Α AXA~45 
146-33301- 17 2Κ-129 146-33310 AXC-454 
146-33301- 18 2K-129 146-33311 AXC=455 
146-33301- 29 2K-129 14633312 ΑΧΒ-215 
146-33301- 30 2K-129 146-33312- AXB-215 
146-33301- 31 2Κ-129 146-33312- AXB-215 


AXB-215 
AXB-215 
AXB-215 
AXB-215 
AX8-215 
AXB=215 


2K-129 
2K-129 
2K-129 
2K-129 
2Κ-129 
2K-129 
2K-129 
2K-129 


146-33301- 35 
146-33301- 37 
146-33301- 38 
146-33301- 39 
146-33301- 41 
146-33301- 43 
146-33301- 45 
146-33301- 47 














146-33312- 15 
146-33312- 17 
146-33312- 19 
146-33312- 27 
























































146-33301- 48 2K-129 146-33313 

146-33301- 49 2K-129 146733314 AXD-404 
146-33301- 50 2K-129 146-33314- AXD-404 
146-33301- 55 . 2K-129 146-33314- AXD~404 


























AXD-404 
AXD-404 
AXD-404 
AXD-404 


146-33314- 
146-33314- 
146-33314- 11 
146-33314- 15 


2K-129 
2K-129 
2K-129 
2K-129 


146-33301- 57 
146-33301- 59 
146-33501- 62 
146-33301- 63 


















TN N B OUPRIONIOININ IN INO Z0 P ONO £O PO PO PO I) P DEEN 













146-33301- 65 2K-129 146-33314- 17 AXD-404 
146-33301- 66 2K-129 146-33315 AXB-216 
146-33301- 73 2K-129 146-33315- 1 AXB-216 
146-33301- 74 2K-129 146-33315- 2 AXB-216 
146-33301- 75 2K-129 146-33315- 3 AX8-216 
146-33301- 76 2K-129 146-33315- 4 AXB-216 











146-33301- 77 2K-129 146-33316 AXB-217 
146-33301- 78 2Κ-129 146-33316- 3 AX8-217 
146-33301- 79 2K-129 1467332317 AXA-46 
146-33301- 80 * 2K-129 146-33317- AXA=46 










3 
146-33301- 81 2Κ-129 146-33317- 5 ΑΧΑ-46 














146-33301- 82 2Κ-129 146-33319 AXB-218 

146-33301- 83 2K-129 146-33319 3 AXB-218 

146-33301- 84 2K-129 146-33319- 5 AXB-218 

146-33301- 85 2Κ-129 166-33319- 7 ΑΧΒ-218 
9 



















146-33319- 
146-33320 
146-33320- 3 
146-33321 
146-33321- 3 
146-33321- 5 
7 
9 


AXB-218. 
AXB-219 

AXB-219 
AXB-220 
AXB-220 
AXB-220 
AXB-220 
AXB-220 
F-416 


2K-129 
2K-129 
2K-129 
2Κ-129 
2Κ-129 
2K-129 
2K-129 
2K-129 
2Κ-129 


146-33301- 86 
146-33301- 87 
146-33301- 95 
146-33301-101 
146-33301-103 
146-33301-“107 
146-33301-109 
146-33301-111 
146-33301-112 












146-33321- 
146-33321- 
146-33322 


















146-33301-113 2K-129 146-33322- 3 F-416 
146-33301-114 2K-129 146-33323- 3 A-7632 
146-33301-115 2K-129 146-33323- 5 A=632 
146-33301-116 2K-129 146-33324 AXC-456 







146-33301-201 2K-129 146-33324- 3 AXC-456 




































146-33301-202 2K-129 146-33325 AXA-47 
146-33301-203 2K-129 146733326 A-7634 
146-33301-204 2K-129 

146-33301-205 2K-129 146-33327 AXC-457 
146-33301-206 2K-129 146-33327- 3 ΑΧς-451 





AXC-458 
AXC-458 
AXC-458 
AXC-458 
AXB-221 
AXB-221 
A-635 
6-518 


2Κ-129 146-33328 
146-33328- 3 
146-33328- 5 
146-33328- 7 
146-33329 
146-33329- 3 
146-33330 
146-33340 


146-33391-207 
146-33301-208 
146-33301-209 
146-33301-211 
146-33301-212 
146-33301-213 
146-33301-214 
146-33301-215 


ΝΙΝΟ 
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| Section III 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER FIGURE | TOTAL| MICROFILM 
CLASS CODE - PART NUMBER AND INDEX | QTY. | NUMBER 


ET XIAMEN NUMBER FIGURE  |TOTAL|MICROFILM| 
PART NUMBER AND INDEX | QTY. | NUMBER 
146-33549 ΑΧΑ--52 


Sa (oie 10 

146-33549- AXA~52 
146-33549- AXA=52 
146-33550 ΑΧΑ-53 


146-33342- 
146-33342- 
146-33342- 
146-33343 
146-33343- 
146-33345 
146-33345- 
146-33351- 
166-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
R82NA 146-33351- 


ενώ»: 


146-33550- 
146-33551- 
146-33551- 
146-33552 
146-33552- 
146-33552- 
146-33553 
146-33553- 
146-33553- 
146-33554 
146733555 


AXA-53 
D-327 
D-327 

AXB-229 
AXB-229 
AX8-229 
D-329 
D-329 
D-329 
A-665 
26-198 


NNNNNNA= man 4 


D-330 
D-330 
0-330 
2E-78 
2E-78 
2E-78 


146-33556 
||]1456-33556- 
146-33556- 
146-33557 
146-33557- 
146733557- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-34031 
146-34032 


NNFFEFNNMNNNNNN PENN N 


ww 


R82NA 146-33352 
R82NA 146723355 
146-33353- 
R82NA 146733354 
i 146-33354- 
146-33404 
145-33404- 
1467-33406 
146-33 406— 
146-33406- 
146-33406- 
R82NA 146733407 
R82NA 146-33408 
146-33409 
146-33410 
146-33412 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33413 
146-33413- 
146733416 
146-33416- 
146-33417 
146-33418 
146-33418- 
146-33418- 
146-33420 
146-33421 
146-33421- 
146-33421- 
146-33424 
R82NA 146-33525 


PRP > r= p S IN Ñ IÑ AP 


GU F OP HUW 


2K-131 
AXF-54 


aw 
mm 
mmn 


146-34121 
146-34123 
146-34124 
146-34126 
146-34127 
146-34201 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 


M-13 
D-333 
D-334 
D-335 
A-666 

. 2U-48 
2U-48 
2U-48 
2U-48 
2U-48 


TRRPRPNNNNNRP RPE δω 


=> 
m 


2U-48 
2U-48 


RPRPN EP ER IS I a qR IND p rN 


AXN-93 
AXN-93 


146734202 
146-34202- 
1467234203 
146-34204 
146-34205 
146-34206 
146-34207 
146-34208 
146-34209 
146-34209- 3 
146-34209- 5 
146-34209- 10 
146-34210 
146-34210- 10 
146-34211 
146-34212 
146-34214 
146-34214- 3 
146-34215 
146-34216 
146-34217 
146-34218 
146-34218- 
146-34219 
146-34221 
146-34222 

- [1456734223 
146-34224 
146-34225 
146-34226 
146-34303 
146-734303- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34312- 


AXB-224 
AXB-224 

2C-124 
AXB-225 
AXB-225 
AXB=225 


ΑΧΒ-230 
ΑΧΒ-230 
AXB-230 
AXB-230 
AXA~54 
ΑΧΑ” 24 
XK-102 
A-671 
A-672 
A-612 
AXA-55 
AXA-56 
AXA-57 
2E-79 
2E-79 
A-676 
A~677 
A-678 
A-679 
A-680 
2C-126 
AXB-231 
AXB-232 
AXB-232 
A-685 
A-685 
A-685 
A-685 
A-685 
A-686 


AXB-226 


146-33525- 
146-33526 
146-33527 
146-33528 

R82NA 146-33529 
R82NA 146-33530 
146-33530- 

R82NA 146-33531 
R82NA 146-33534 
146-33534- 

R82NA 146-33538 
146-33538- 
:[146-33539 
146-33540 
146-33541 
146-33542 
146-33543 
146-33543- 
146-33543- 
146-33543- 
146-33543- 
146-33545 
146733546 

R82NA 146-33547 
R82HA 146-33548 


ΑΧΒ-226 
Α-651 
Α-652 
Α-653 
A-654 

AXC-461 

AXC-461 

ΧΗ-168 
D- 320 
D-320 
AXB-227 
AXB-227 
2C-125 
A-659 
AXA-51 
A-661 

AXC-462 

AXC-462 

ΑΧς-462 

AXC-462 

AXC-462 
A-662 
0-324 
0-325 

AXB-228 


NNNNNNNNNNY POS 4 f SNn€NÓSINBPPNIPMSIDISPSY Ν 5"! p ia g p ES 152 B p RS N IS P P R2 N IS IS 52 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
































































































































































Revised 15 September 




























































































































































146-34312- 2 1| A-686 146-42028- 5 1|AXB-234 | 
146-34312- 3 i| A-686 146742029 - 21 1|AX8-235 
146-34312- 4 l| A-686 146-42029- 1|AX8-235 
146-34312- 5 2 A-7686 146-42030 16 1 XE-25 
R62NA 146-34314 1 F-431 146-42030- 2 XE-25 
: 146-54501 .1| AXF-55 146-42030- 2 XE-25 
146-34501- 10 1| AXF-55 146-42031 2 A-698 
R82NA 146-34503 1 D-356 146742032 2| XL-269 
R82NA 146-34504 1 F-438 146-42032- 2| XL-269 
146-42032- 2| XL-269 
146-34505 1|AXC-565 146-42033 2| XL-270 
R82HA 146-34506 1 D=357 146-42033- 2| XL-270 
146-34507 1|AXB-233 . |146742033- 2) XL-270 
146-34508 2 Α-692 146742034 2 ΙΑΧ0- 936 
146-34509 1|AXC-466 146-42034- 4 |AXB-236 
146-34509- 5 2|AXC-466 146742040 1| AXN-95 
R82NA 146-34509- 10 1] AXC=466 146-42040- 2| AXN-95 
146-34509- 13 1|AXC-466 146-42040- 2| AXN-95 
146-34509- 17 1|AXC-466 146-42040- 2| AXN-95 
R82NA 146734510 ` 1| 26-199 146-42040- 2| AXN-95 
146-34510- 3 1| 26-199 14642047 2 
146-34511 2 D-359 146-42077 3 2E-97 
146-34512 1 F-442 . Š 
146-34512- 3 1 F-442 146-42081 .3| XL-158 
146-34512- 5 1 F-442 1146-42086 2| AXA~61 
R82ÑA 146-34513 1| AXA-59 146-42086- 3 2] AXA-61 
R82NA 146-34514 1 A-7694 146-42086-100 -2 | AXA-61 
R82NA 14634520 1|AXC-467 146-42100 REF | 2K-137 
146-34521 1]Αχς- 467 146- 42102 2| 26-206 
146-34521- 3 1] Αχς- 467 146” 42103 1 JAXC-477 
146-34521- 4 1|AXC-467 146-42103- 8 |AXC-477 
146-34522 1|AXC-468 146-42103- 2 |AXC-477 
146-34522- 3 1|AXC-468 146-742103- 2 |AXC-477 
146-34522- 4 1|AXC-468 146-42106- 4| 26-207 
R82NA 146-34523 1 A-695 
R82NA 146-34525 1|AXC-469 146-42106- 4 | 26-207 
146-34525- 3 1|AXC-469 . 
146-34525- 5 1| AXC-469 146-42106- 2| 26-207 
146-34526 1| AXC-470 146-42106- 2| 26-207 
146-34531 1|AXC-471 146-42108 2| XK-397 
146-34531- 3 1|AXC-471 146-42109 1| AXF-57 
146-345317 5 2|AXC-471 146-42109- 1| AXF-57. 
146-34531- 7 1|AXC-471 146-42109- * 1| AXF-57 
146-34531- 15 1) AXC-471 146-42109-. 2| AXF-57 
146-34532 1 146-42109- 2| AXF-57 
146-34532- 3 1 146-42109- 2| AXF-57 
146-34532- 5 1 146-42109- οἱ AXF-57 
146-34532- 10 1 146-42109- 8| AXF-57 
146-34533 1 146-42109- 8| AXF-57 
146-34533- 3 1 146-42109- 4 | AXF-57 
146-34533= 5 1 146-42109- 4 | AXF-57 
R82NA 146-34533- 10 1 146-42109- 4| AXF-57 
R82NA 1146-34534 1 146-42109- 16| AXF-57 
R82NA 146-34535 1 146-42109- 2| AXF-57 
R82NA 146-34537 1| AXA-60 146-42109- 2| AXF-57 
146-40501- 10 1| 2K-134 146-42109- 2| AXF-57 
146-40501-100 REF} 2K-134 146-42109- 49) AXF-57 
146-450510- 10 1| 2K-135 146-42109- 2| AXF-57 
146-40510- 20 1| 2K-135 146-42109- 2| AXF-57 
146-41801- 74 1 146-42109- 2| AXF-57 
146-42026 1| 2K-136 146-42109- 2| AXF-57 
146-42026- 21 2| 2Κ-136 146-42109- 4| AXF-57 
146-42026- 22 2| 2K-136 146-42111 146-421]1- ὁ 
146-42026- 27 2| 2K-136 146-42111- 2| 2Κ-139 
146-42026- 29 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 31 2| 2K-136 146-42111- - 2| 2K-139 
146-42026- 33 2| 2Κ-136 146-42111- 4| 2K-139 
146-42026- 35 2| 2K-136 146-42111- 2 | 2K-139 
146-42026- 37 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 39 2| 2K-136 146-42111- 2 | 2K-139 
146-42026- 41 2| 2K-136 146-42111- 4| 2K-139 
146-42026- 45 οἱ 2K-136 146-42111- 2| 2K-139 
146-42026- 47 2| 2K-136 146742111- 2| 2K-139 
146-42026- 53 2| 2K-136 146-42111- 2| 2Κ-139 
146-42026- 55 -1| 2K-136 146-42111- 2| 2K-139 
146-42026- 57 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 59 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 61 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 63 2| 2K-136 146-42111- 2| 2K-139 
146-42027 146-42111- 2| 2K-139 
146-42027- 3 146-42111- 2| 2K-139 
146-42028 146-42111- 2| 2K-139 
146-42028- 146-42111- 2 | 2K-139 
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146-42159- 13 M=35 
146-42159- M-35 
146-42159- M=35 
146-42159- M-35 
146-42159- M-35 
-1146-42159- M-35 
146-42159- M-35 
14642159- M-35 
146-42159- M-35 
146-42159- 4-35 
146-42160 D-408 
146-42162 A-1707 
146-42169 2C-132 
146-42170 F=479 
146-42173- XL-160 
XL-160 
AXC-479 
XL-273 
XE-175 
XM=16 
XM-16 
XM-16 
XM-16 
XM-16 
XM=16 
XM-16 
XM-16 
ΧΜ-16 
XM-16 
XM-16 
XM-16 
XM-16 
XmM=17 
ΧΜ-17 
ΧΜ-17 
XM=17 
XM=17 
XM-17 
XM=-17 


STOCK NUMBER FIGURE  |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER > U| AND INDEX | QTY. | NUMBER 
i M1 : 


146-42111- 49 2K-139 
146-42111- 51 2K-139 
146-42111- 2K-139 
146-42111- 2K-139 
146-42114-101 2K-140 
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2K-140 
2K-140 
XK=398 
ΧκΚ-398 
Μ-31 
M-31 
M-31 
Μ-31 
Μ-31 
Μ-31 


146-42114-102 
146-42114-202 
146-42117- 3 
146-42117- 5 
R82NA 146742120 
146-42120- 
146-42120- 
146-42120- 
146-42120- 
146-42120- 1 
146-42123- 
146-42124 
R82NA 146-42124- 
R82NA 146-42124- 
R82NA 146742125 
146-42133- 
146-42133- 
146-42136 
146-42136- 
146-42140 
146-42141 
146-42141- 
146-42142 
146-42142- 
146242142- 
146-42142- 
146742142- 
146742143 
146-42143- 
146-42143- 
146-42143- 
146-42143- 
146-42144 
146742144- 
146742144- 
146-42144- 
146-42144- 
146-42144- 
146-42144- 
146-42144-100 
146742147 
146742147- 
146-42147-. 
146-42147= 
146742147- 
146-742147- 
146- 42195 
R82NA 146-42155- 
R82NA 146-42155- 
R82NA 146-42157- 
R82NA 146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42158- 
146242158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
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146742175 
146742176 
146742171 
146-42177- 
146-42171- 
146742171- 
146-42177- ` 
146-42177- 
146-42177- 
146-42177- 
146-42177-= 
146-42171- 
146-42177- 
146-42177- 
146-42177- 
146-42178 
146-42178- 
146-42178- 
146-42178- 
146-42178- 
146-42178- 
146-42178- 
146-42179 
146-42181 
146-42181- 


AXC-478 
AXC-478 
AXC-478 
0-398 
2C-131 
20-131 
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F-472 
AXB=238 
AXB-238 

F-24173 

F-473 

F-413 

F-473 

F-473 

D-401 

D-401 

0-401 

0-401 

0-401 

XJ-9 
XJ-9 
XJ-9 
XJ-9 
XJ=9 
XJ-9 
XJ-9 
XJ-9 
26-208 
26-208 
26-208 
26-208 
26-208 
26-208 
AXB-239 


AXC-480 
AXC-480 
AXC-480 
26-209 
26-209 
26-209 
26-209 
26-209 
26-209 
26-209 
2L-1 
.XJ-11 
XJ-11 
XJ-11 
XJ-11 
XJ-11 
M-40 
M-40 
M-40 
M-40 
M-40 
ΧΚ-103 
B-6 
2C-133 
B-8 
F-481 
B-9 
2E-100 
8-10 
8-11 
B-11 
D-412 
D-413 
D-414 
F-482 
F-483 
D-415 
F-484 
F-484 
F-484 
F-484 
F-484 
F-484 
F-485 


146-42182- 
146-42182- 
146-42182- 
146-42182- 
.|146742182- 
146-42201 
146742203 
146-42203- 
146-42203-- 
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146-42204- 
146-42204- 
146-42204- 
146-42204- 
146-42205 , 
146-42206. 
146742207 
1467-42209 
146-42210 
146-42211 
146-42212 
146-42214 
146-42215 
146-42215- 3 
146-42218 
146-42219 
146-42220 
146742221 
14546-42222 
146742223 
146742224 


146-42224- 
146-42224- 
146-42224- 
146-42225 
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146-42225- 1 146-42329 XK-106 
146-42225- 5 2 146-42330 REF XM-21 
146-42225-7 7 1 146-42330- 3 2 XM-21 
146-42225- 9 2 146-42330- 5 2 XM-21 
146-42225- 11 4 146-42330= 7 2 ΧΜ-21 
146742233 . -9 146-42330- 9 2 XM-21 
146-42234 2 146-42330- 11 2 XM-21 
146-42234- 3 2 146-42330- 13 pra XM-21 
146-42234- 5 2 146-42330- 15 2 XM-21 
146-42234- 7 2 146-42330- 17 2 XM-21 
146-42235 2 146-42330- 19 2| XM-21 
R82NA 14546-42236 4 146-42330- 2 xmM-21 
Ë 146742304 REF 2 XM-21 
: y 1 XM-21 
146-42306 REF 146-42331 1 2L-6 
R82NA 146-42308 1 146-42331- 3 2 2L-6 
146-42308- 3 2 146-42331- 5 2 2L-6 
146-42308- 5 2 146-42332 1 
146-42308- 7 2 146-42332- 3 2 
146-42308- 9 4 146-42332-. 5 1 
146-42311 1 146-42332- 10 1 
146-42311- 3 2 146-42333 1 
146-42311- 5 2 146-42333- 3: 2 
146-42311- 7 2|: 146-42333- 5 2 
146-42311- 9 2 146-42334 1 
146-42311- 11 .2 146-42334- 3 2. 
146-42311- 12 2 146-42334- 5 2 
146-42311- 13 2 146-42334- 7 2 
146-42311- 15 2 146-42334- 9 2 
146-42312 1 146-42334- 11 2 
146-42312- 1 ` 2 146-42334- 12 1 
146-42312- 3 2 146-42334- 15 1 
146-42312- 5 2 146-42334- 17 1 
146-42312- 7 2 146-42334- 19 1 
146-42312- 9 2 146-42335 2| 26-210 
146-42312- 11 2 146-42335- 3 4| 267210 
146-42312- 12 2 146-42335- 5 4| 26-210 
146-42314- 3 2]. 146-42335- 7 4| 267210 
146-42314- 5 2 146-42335- 9 4| 26-210 
146-42314- 7T 2 146-42335- 11 4| 26-210 
146-42314- 9- 2 146-42336 3 |AXB-242 
146-42314- 11 2 146-42336- 3 2 |AXB-242 
146-42314- 13 2 146742337 1| XL-274 
146-42314- 15 8 .146-42337- 3 1| XL-274 
146-42314- 31 2 146-42337= 5 1| XL-274 
146-42314- 41 2 146-42337- 15 REF | XL-274 
146-42315 2 146-42338 REF |AX8-243 
146-42315-__3 2 146-42338- 3 1 |AX8-243 
146-42315- 5 2| XF-129 156-42338- 5 1 JAXB-243 
146-42315- 7 4| XF-129 146-42338- 15 1 ¡AX8B-243 
146-42315- 9 2| XF-129 146-42339 1| AXA-63 
146-42315- 15 2| XF-129 146-42340 1|AXC-483 
146-42315- 19 2| XF-129 146-42340- 3 2 |AXC-483 
146-42315- 21 2| XF-129 146-42340- 5 2 [AXC=483 
146-42315- 23 2| XF-129 146-42341- 3 2 M-54 
146-42315- 50. .2| XF-129 146-42341- 5 2 M-54 
146-42317- 3 2| XL-361 1467423241” 7 2 M-54 
146-42317- 5 2| XL-361 146-42341- 9 2 M-54 
146-42317- -7 4| XL-361 146-42341- 11 2 M=54 
146-42317- 9 4| XL-361 146-42341- 13 2 M-54 
146-42317- 11 2| XL-361 146-42341- 15 2 M-54 
146-42317- 12 2| XL-361 146-42341- 16 2 M-54 
146-42317= 13 14) XL-361 146-42341- 17 2 M-54 
146-42317- 31 - 20 2} XL-361 146-42344 2 [AXB-244 
146-42317- 41 = . 2 146-42345 4| 2C-134 
146242319 - 6 146-42345- 3 2| 20-134 
146-42320 = 2 146742346 AR . B=24 
146-42321 - 4 14642347 2 2L-8 
146-42323- 3 - 2 146-42347- 2 2 2L-8 
146-42323- 5. = 4 146-42347- 5 2 2L-8 
146-42323= 7 = 2 146-42347- 7 2 
146-42324 . - . 146-42347- 9 2 
146-42324- 3 8 146-42347- 11 2 
146-42324- ΄ 5 & 146-42347- 13 2 
146-42324- 7 ` 28 146742348 2 
156-42325 4 14567-42349 1 
146-42325- 3 - 47 146-42349- 3 2 
146-42325- 5 4 146-42349- 5 4 
146-42326 2 146-42350 2 
146-42326-= 3 2 146-42350- 3 1 
146-42327 2 146-42350- 5 1 
146-42327- 3 2 146-42351 1 
146-42328 2 -[146-42351- 3 -2 
146-42328- 3 2 146-42351-° 5 1 
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STOCK NUMBER ΕΠ FIGURE |TOTAL|MICROFILM STOCK NUMBER 
| CLASS cope | PART NUMBER 9 °| AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER 


146-42353 4 B-28 146-42540- 
146-42354 20-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U=49 146-42540- 
146-42354= 2U-49 146-42541 
146-42357 AXA=64 146-42543 
146-42358 ΑΧΑ-65 146-42563- 
146-42359 AXC-485 146-42543- 
146-42359- AXC-485 146-42544 
146-42360 XL-276 146742545 
146-42360- XL-276 
146-42360- XL-276 146-42547 
146-42360- XL-276 146-42606 
146-42360- XL-276 146-42606- 
146~42361 0-427 1146-42606- 
146-42361- D-427 146-42606- 
146-42361- D-427 146-42611 
146-42361- D-427 146-42612 
146-42361- D-427 146-42615 
146-42363 ΑΧΑ-66 146-42615- 
146-42363- AXA-66 156742616 
1467242364 B-33 146742617 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 145-42618= 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618= 
146-42366- 26-211 146-42618= 
146-42366- 26-211 146742618- 
146-42366- 26-211 146-42618- 
146-42366- 146-42618- 
146-42367 146-42618- 
146-42367- 146-42618- 
146-42367- 146-42618-113 
146-42367- 146-42619 
146-42367- 146-42702 
146-42367- . 
146-42368 
146-42368- 
146-42368- 
146-42368- 
146-42369 
146-42370 
146-42370- 
146-42370- 
146-42370- 
146-42370- 
146-42371. 
146-42372 
146-42373 
146-42374 
146-42375 
146-42375- 
146-42504 
146-42504- ` 
146-42504- 
146-42532- 
|146742532- 
146-42532- 
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AXN-97 
AXN=97 
ΑΧΝ- 97 
ΑΧΝ- 97 
AXN-97 
2C-137 
XA-24 
ΧΑ” 24 

XA-24 
XL-162 
XE-177 
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8-39 
26-213 
26-213 
26-213 
26-213 

D-431 
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AXB=248 
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26-214 
26-214 
26-214 
26-214 
26-7214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
2E-104 


26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
AXF-58 
AXF-58 

2L-10 


146-42801- 
146-42801- 
146-42801- 


146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
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146-42801-107 
146-42801-113 
146-42801-117 
146-42801-119 
146-42801-155 
146-42801-156 
146-42801-157 
146-42801-517 
146-42801-519 
146-43001 

146-43001- 10 
146-43005- 50 


146-42532- 


146-42532- 
146-42532- 
146-42532- 
146-42532= 1 
146-42533~ 
146-42533= 
146-42533- 
146-42533- 
146-42533= 
|146-42533- 
146-42532- 
146-42533- 
| 1146-42538 
146-42540- 
146-42540- 
146-42540- 13 


POR > ων»ννω W 
f? > m N P i i TO. i 2 12 tS N PS i> EO Ñ PS N) N) N P > S I) IS > eS POP ERNE > PO) N) IO PO IO IO IO. IO FO PO IO PO J INO PO S) N) (Q NJ) Z P) N) N) N) fo ο 


146-43005- 60 
146-43005- 70 


Po 


2L-10 


146-43006 |  2L-11 
2E=103 -[146743006- 2L-11 
AXN-97 146-43006- 2L-11 
AXN-97 i 146-43006- 2L-11 
AXN-97 146-43006- 2L-11 
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146-43006- 11 2 2L-11 146-43066- 3 408 — 43 1] 2E-111 
146-43006- 13 2 2L-11 146-43067 M1 |408 = 47 1 D=377 
146-43006- 15 2 2L-11 146-43067- 3 1 0-377 
146-43007 408 - 2 1 F-505 146-43067- 5 1 D-377 
146-43007- 3 1 F-505 146-43067- 7 1 D-377 
146-43007- 5 A Ε-505 146-43067- 9 . 1 0-377 
146-43008 408 = 3 1 F-506 146743068 2 407 — 67 1|AXC-492 
146-43008- 3 i F-506 146-43068-= 3 407 — 70 1|AXC-492 
146-43009 146-430 1 146-43068- 5 1 [AXC-492 
146-43009- 3 146-43068- 7 1 [AXC-492 
146-43009- 5 1| AXF-59 146-43068- 9 1 [AXC=492 
146-43009- 10 408 =- 4 1| AXF-59 146-43068- 10 1|AXC-492 
1467-43011 408 - 21 1| 2E-105 146743069 408 — 91 1| 2C-148 
146-43012- 3 408 - 26 1| 2£-106 146743075 407 - 37 2 6-519 
146-43012- 5 408 1| 2E-106 146-43075- 2 G-519 
146-43013- 4 1 146-43075- 2 6-519 
1467-43014 408 - 25 1| 2E-107 146-43076 407 = 49 2 D-379 
146-43015 499 - 15 1| AXA-68 146-43076- 2 0-379 
146-43016 $ 409 1| 26-216 146-43076- 2 D-379 
146-43016- 3 1 146-43078 : 407 - 17 1 B-67 
146-43017 408 1 146-43078= 2 B-67 
146-43017- 3 1 146-43078- 2 B-67 
146-43017- 5 1 146-43073- 2 B-67 
146-43019- 11 1 R82NA 146-430380 407 — 23 1 D-380 
146-43019-200 1 R82NA 146-43081 41 |407 - 24 1 D-381 
146-43020 1 146-43081- 2 D-381 
146-43020- 3 1| XK-401 146-43081- 2 D-381 
146-43020- 5 1| Χκ-όοι 146-43083 407 - 25 2 B-68 
146-43020- 7 1| XK-401 146-43084 407 - 12 2 D-382 
146-43021 1 D-373 146-43084- 2 D-382 
146-43022 1 D-438 146-43084- 4 D-382 
146-43023 1] 26-218 146-43085- 3 D-383 
146-43023- 3 1| 26-218 146-43085- 2 D-383 
146-43023-= 5 1| 26-218 146-43086 407 - 16 2 F-514 
146-43028- 10 1| 2C-139 146-43087- 2 D-384 
R17NA 146743029 1| XK-275 146-43087- 2 D-384 
R82NA 146743030 1| 2E-108 146-43088 407 - 26 2 B-69 
146-43030- 3 1| 2Ε-108 146-43088- 4 B-69 
146-43030- 5 1) 2E-108 146-43090- 1 
146-43031 1 B-45 146-43091 407 - 54 1 D-385 
R82NA 146743032 1| 2C-140 146-43092 407 = 47 4 B-70 
R82NA 146-743033 1 8-47 146743093 2 8-71 
R82NA 146-43034 1| 2ς-141 146743094 1 XA-26 
146743035 1| 2E-109 146-43094- 1 XA-26 
146-43035- 3 1| 2E-109 146743095 2 B-73 
146743036 1 D-443 146743096 407 - 20 1 F-516 
146743037 1 14546-43101 178 - 37 1| AXA-TO 
146-43038 1| 146-43101- š 1| AXA-TO 
146-43039 1 146-43102 178 - 30 1| 20-149 
146-43040 146-43102- 1| 2C-149 
146-43041 2 146-43103 178 - 41 1| AXA-71 
146-43042 10 146-43103- j 1| AXA-71 
146-43043- 3 2 1467-43104 178 - 18 1| AXA-72 
146-43043- 5 1 146-43104- 1] AXA-72 
146-43043- 7 1 146-43105 178 - 16 1 | AXA-73 
14643044 1| XK-110 146-43105- 1| AXA-73 
146-43045 1| 2C-145 146-43106 180 - 18 1| AXA-74 
146-43046 1| XE-286 146-43106- 1 | AXA-74 
146-43047 3 B-58 146-43107 180 - 16 1| AXA-75 
146-43048 1 D-445 146-43107- 1| AXA-75 
146-43049 1 D-446 146-43108 180 - 19 1| AXA-76 
146-43050 1 B-59 146-43108- 1| AXA-76 
1467-43051 1 F-511 146743109 180 - 17 1| ΑΧΑ-ΤΤ 
146743052 1 F-512 146-43109- 1| AXA-77 
146-43053 1 D-447 146-43110 180 - 8 1| AXA-78 
146-43054 1 8-60 146-43110- 1| AXA-78 
146-43055 5| 20-146 146-43111 1 | AXA-79 
146-43055- 3 5| 2C-156 146-43111- 1| AXA-79 
146743056 1| XK-111 146743114 180 - 27 1| AXA-80 
146-43057 1| AXA-69 146-43114- 1| AXA-80 
146-43059 p9- 14 146-43121 1| XH-326 
146-43060 1 8-65 146-43121- 1| XH-326 
146-43061- 1| xL-278 146-43121- 1| XH-326 
146-43062 2| XK-402 146-43121- 1| XH-326 
146-43062- 3 2| XK-402 146-43122- 179 - 48 1| AXN-98 
1456-43062- 5 2| XK-402 146-43123 1| 26-219 
146-43062- 7 2| XK-402 146-43123- 1| 26-219 
146743062- 9 2| XK-402 146-43123- 1| 26-219 
146-43063- 3 i B-66 146-43123- 1| 26-219 
146-43063- 5 1 8-66 146-43123- 1| 26-219 
146-43063- 7 i B-66 146743125 1 B-90 
2146-43065 1|AX8-251 146-43125- 1 B-90 
146-43065- 10 1] AXB-251 146-43125- 1 8-90 
R82NA 146-43066 1| 22-111 146-43126 1 8-91 





Revised 15 September 1955 885 











`Section III : 
Numerical Index of ` AN O1-60AABA-4 


Contractor Parts 

Σα] FiGURE MICROFILM 
| CLASS cope | PARTNUMBER _| 32 AND INDEX NUMBER 
M1 : 













































































STOCK NUMBER " 
20 


PART NUMBER v 





CLASS CODE 





MICROFILM 
NUMBER 


































































































































































































































































































































































































































































































































































































































146-43126- 3 1 8-91 146-47004- 35 2L-14 
146-43126- 5 M1 1 B-91 146-47004- 36 2L-14 
146-43127 M1 1| 0-386 146-47004- 39 2L-14 
146-43127- 3 M1 1| D-386 146-47004= 41 2L-14 
146-43127- 5 M1 1| D-386 146747004- 43 2L-14 
14546-43128  . Μι 1| 26-220 146-47004- 44 2L-14 
146-43128- 3 μι 1| 26-220 146-47004- 45 2L-14 
1456-43128- 5 M1 1| 26-220 146-47004- 47 2L-14 
146-43128- 7 M1 1| 26-220 146-47004- 49 2L-14 
146-43128- 9 M1 1| 26-220 146-47004- 51 ` 2L-14 
146-43128- 11 M1 1| 26-220 146-47004- 53 2L-14 
146-43128= 13 M1 1| 26-220 146-47004- 54 2L-14 
146-43129 M1 1 146-47004- 55 2L-14 
146-43129- 3 M1 1 146-47004- 57 2L-14 
146-43129- 5 M1 1 146-47004- 58. 2L-14 
146-43129- 7 M1 1 2L-14 
146-43129- 9 M1 1 2L-14 
146-43129- 11 M1 1 146-47004- 2L-14 
146-43129- 13 Mi 1 146-47004- 67 2L-14 
146-43134 M1 1|Ax8-252 146-47004- 71 2L-14 
146-43135 M1| 407 1| XK-403 146-47004= 73 2L-14 
146-43135- 5 M1 1|] xK-403 146”-47004- 77 2L-14 
146-43135- 7 M1 1| xK-403 146-47004- 79 2L-14 
146-43135- 8 M1 1| XK-403 146-47004- 81 2L-14 
146-43136 Mi|407 = 65 2 146-47004- 83 2L-14 
146-43136- 3 M 2 146-47004- 85 2L-14 
146-43137 * REF] 2E-112 146-47004- 87 2L-14 
146-43138 M 4 B-95 146-47004- 95 2L-14 
146-43139 M 1 B-96 146-47004- 2L-14 
146-43140 | :41 1| 6-520 2L-14 
146-43140- 3 41 1| 6-520 146747004-103 2L-14 
146743142 Hae 1| AXA-81 146-47004-125 ` 2L-14 
146-43143 M 2 B-98| 146-47004-129 2L-14 
146-43201 M1|408 = Τ5 1] 2c-150 146-47004-131 2L-14 
146-43201- 10 P1 1| 2c-150 146-47004-133 2L-14 
146-43202 ΜΙ 1| 8-100 146-47004-145 2L-14 
146-43203 M1 2| D-389 146-47004-146 2L-14 
146-43204 M1 . 1| XL-163 146-57005-147. 2L-14 
14546-44004 Ρ1|399- 2 1| XA-357 146-47004-149 2L-14 
146-44006 P 12| 2ς-151 146-47004-151 2L-14 
146-44007 2C-152 146-47004-155 2L-14 
146-44007- 3 . [μι 2C-152 146-47004=157 2L-14 
146-44008 M1 XL-279 146-47004-167 2L-14 
146-44008- 3 mij. XL-279 146747004-169 2L-14 
146-44009 . M1 XL-280 146-47004-175 2L-14 
146-44009- 3 M1 XL-280 146-47004-177 2L-14 
146-44010 AXF-60 146-47004-179 2L-14 
146-44010- 31 X1 ΑΧΕ-60 146-47004-180 2L-14 
146-44010-. 73 X1 ΑΧΕ-60 146-47004-181 2L-14 
146-44010- 91 M1 AXF-60 146-47004-183 2L-14 
146-44010- 92 M1 ἈΧΕ-60 146-47004-185 2L-14 
146-44010-100 P1]399 = 1 AXF-60 146-47004-187 2L-16 
146-44011 P1|]399 = 3 2L-12 146-47004-189 21-14 
146-44011- 3 Χ1 2L-12 146-47004-190 2L-14 
146-44011-= 5 X1 2L-12 146-47004-191 2L-14 
146-44011- 6 x1 2L-12 146-47004-193 2L-14 
146-44011- 7 xi 2L-12 146-47004-195 2L-14 
146-44011- 9 X1 2L-12 1467470047197 2L-14 
146-44011- 11 xi 2L-12 146-47004-199 2L-14 
146-44011- 13 M1 2L-12 146-47004-201 2L-14 
146-44011- 14 M1 2L-12 146-47004-203 2L-14 
146-44011- 15 M1 2L-12 146-47004~205 2L-14 
146-44011- 17 x1 2L-12 146-47004-207 2L-14 
146-44011- 18 X1 2L-12 146-47004-209 2L-14 
146-44011- 21 x1 2L-12 146-57004-211 2L-14 
146-44011- 23 μι 2L-12 1467579249213 - 2L-14 
146-44011- 25 MI 2L-12 146-47004-215 2L-14 
146-44011- 27 M1 2L-12 146-47004- 217 2L-14 
146-44011- 28 M1 2L-12 146-47004-215 2L-14 
146-44011- 29 X1 2L-12 146-47004-221 2L-14 
146-44011- 31 x1 2L-12 146747004-223 2L-14 
146-44011- 33 M1 2L-12 146-47004-225 2L-14 
146-44011- 35 X1 2L-12 146-47004-227 2L-14 
146-44011- 37 M1 2L-12 146-47004-229 2L-14 
146-47002-100 . δι 146-47004-231 2L-14 
146-47002-207 M1 146-47004-233 2L-14 
146-47002-217 X1 . 146-47005- 46 J-15 
146-47004- 3 P1|422 - 13 146-47007- 1 -199 
146-47004- 5 P1|422 

156-47004- 7 Mil. 146-47007- 

146-47004- 9 MI 

146-47004- 11 M1 146-47007- 3 4 [AXN~199 
146-47004- 13 μι 146-47007- 4 4 |AXN-199 
146-47004- 33 Μι 146-47007- 5 2 [AXN-199 
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146-47033- 31 2L-16 
146-47033-100 
146-47033-107 
146-47036 
146-47037 
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146-47007- 7 
146-47007- 8 
146-47007- 11 
146-47007- 12 
146-47007- 19 
146-47007- 23 
146-47007- 24 
146-47007- 25 
146-47007- 26 
146-47007- 27 
146-47007- 31 
146-47007- 32 
146-47007- 33 


CLASS CODE 










































ΑΧΝ-199 
ΑΧΝ-199 
AXN-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN-199 
ΑΧΝ-199 




























146747038 


































2Ε-115 






























146-47038- 3 
















ΠΥ 
+ 
+ 























146-47007- 34 AXN-199 14647039 18 14 B-111 
146-47007- 37 AXN-199 11 

146-47007- 39 ΑΧΝ-199 146-410 40 4| XL-167 
146-47007- 43 AXN=199 146-47041 4 D-453 
146-47007- 45 AXN-199 146-47042 2 F-525 
146-47007- 47 ΑΧΝ-199 146-47042- 3 2| F-525 
146-47007- 49 AXN-199 6747043 4 D-454 
146-47007- 53 ΑΧΝ-199 146-47043- 3 4 0-454 
146-47007- 54 AXN=199 146-47044 4 D=455 
146-47007= 55 AXN-199 146-47045 8| AXA-84 



































































AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199|. 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
'AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN=199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 


146-47007- 57 
146-47007= 59 
146-47007- 61 
146-47007- 62 
146-47007= 63 
146-47007- 64 
-|146-47007- 67 
146-47007- 68 
146-47007- 72 
146-47007- 73 
146-47007- 77 
146-47007- 79 
146-47007- 81 
146-47007- 83 
146-47007= 85 
146-47007- 87 
146-47007- 89 
146-47007- 91 
146-47007- 93 
146-47007- 95 
146-47007- 97 
146-47007- 99 
146-47007-101 
146-47007-103 
146-47007-104 
146-47007-105 
146-47007-106 
146-47007-107 
146-47007-108 
146-47007-109 
146747007-110 
146-47007-111 
146-47007-112 
146-47007-113 
146-47007-123 
146-47007-124 
146-47007-125 
146-47007-127 
146-47019, 
146-47019- 7 
146-47019- 9 
146-47019- 11 
146-47019- 13 
146-47022-100 
146-47022-200 
146-47023 
146747028- 3 
146-47028= 5 
= 


















































































AXA-84 
2E-116 : 
2E-116 
XL-282 
XL-282 
XL-282 
XL-282 
XL-282 
2E-117. 

B-114 
AXA-85 
ΧΑ-358 
ΧΑ-358 
26-222 
26-222 
26-222 
26-222 


146-47045- 3 
14647046 
14647046- 3 
146747047 
146-47047- 3 
146-47047- 5 
146-47047- 7 
146-47047- 9 
146-47048 
146-47049 
146-47050 
146-47057 
146-47057- 3 
146-47058 
146-47058- 3 
146-47058- 5 
9 
1 

































































146-47058- 
146-47058- 1 
146-47059 
146-47059- 3 
146-47059- 5 
9 
1 














146-47059- 
146-47059- 1 
146-47060 
146-47060- 3 
146-47062 
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146-47062- 
146-47065 
146-47067- 3 
146-47068 

146-47068- 3 
146-47068- 7 
146-47068- 9 
146-47068- 11 
146-47068- 12 
146-47068- 13 
146-47068- 17 
146-47068- 19 
146-47070 

146-47072- 7 
146-47072- 9 
146-47072-100 
146-47073 

146-47073- 3 
146-47073- 





































146-47019- 








2E-113 
2E-113 
2E-113 
2E-113 
































20-153 
2E-114 
2E-114 
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146-47028- 2E-114 

146-47029 D-451 146-47073- 

146-47029- 3 D-451 146-47074 

146-47029- 5 D-451 146-47074- 3 

146-47031 ΑΧΒ”- 224 146-47074- 5 

146-47031- 3 AXB-254 146-470714- 7 

146-47032 AXB-255 146-47074- 

146-47032- 3 AXB=255 

146-47033 2L-16 AXF-74 
146-47033- 3 2L-16 146-47074- ὰ AXF-74 
146-47033- 5 2L-16 146-47014- 17 AXF-76 
146-47033- 7 2L-16 146-47075 XL-285 
146-47033- 9 2L-16 146-47075- 3 XL-285 
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1456-47091- 30 














































































146-47075- 5 2| XL-285 146-47405- D-478 
146-47075- 10 1| XL-285 146-47405- 9 3 D-478 
146-47076 2} 2C-160 146-47410 2| 2C-168 
146-47077 1| 2C-161 146-47410= 2 2| 20-168 
146-47078 4|. XL-168 2] 2C-168 
146-47079 4| XL-169 | AXA-92 
146-47080 1] 2C-162 REF | AXF-63 
146-47081 2| XL-171 2 | AXF-63 
146-47081- 3 2| XL-171 146-47416- 2 | AXF-63 
146-47081- 5 2| XL-171 146-47416- 2 | AXF-63 
146-47082- 3 2| 20-163 2 | AXF-62 
146-47082- 5 2| 20-163 2| AXF-63 
'146-47083 4 B-127 2| AXF-63 
14647084 4 B=128 2| AXF-63 
146747085 4 B-129 146-47417 1| 26-227 
14546-47086 4| AXA-87 146-47417= 3 2| 26-227 
146-47087 &| AXA-88 1146-47417- 5 2| 26-227 
146747088- 1 2| XL-174 146747418 1 F535 
146-47088- 2 2| XL-174 146-47418- 3 2 F-535 
146-47089 4 B-133 146747418- 5 2 F-535 
146-47089- 3 5 B-133 146-47418- 7 2 F-535 
146-47090- 1 2 0-466 146-47419 2| 2E-122 
146-47090- 2 2 0-466 146-47420- 5 2 
146-47091 2 146-47420-100 2 
l46-47091- 3 2 146-47421 I 1| XL-288 
146-47091= 5 2 146-47421= 3 2| XL-288 
146-47091- 7 2 146-47422- 3 2 M-76 
146-47091- 9 2 146-47422= 5 2 M=76 
146-47091- 11 2 146-47422- 7 2 M-76 
146-47091- 13 4 146-47422- 9 2 M=76 
146-47091- 15 4 146-47422- 11 4 M-76 
146-47091- 17 2 146-47422= 13 2 M-76 
146-47091- 18 2 146-47422- 15 2 M-76 
146-47091- 19 2 146-47422- 17 2 M-76 
146-47091- 20 2 146-47422- 21 2 M-76 
146-47091- 21 2 146-47422- 25 2 M-76 
146-47091- 23 2 146-47422-100 1 M-76 
146-47091- 25 2 146-47423 3 D-481 
146-47091- 27 2 
146-47091= 29 2 146-47424 3| 28-123 

2 

4 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

1 

2 

2 

2 

4 

4 

1 
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146-47091- 31 146747425 4 D-483 
146-47092- 3 146747426 2 D-484 
146-47092- 146-47426- 3 2 D-484 
146-47092- 5 1467247428 1 F-536 
146-47092- 6 26-224 146-47428- 3 2 F-536 
146-47092- 7 26-224 146-47428= 5 6 F-536 
146-47092- 8 26-224 146-47428- 7 3 F-536 
146-47092-. 9 26-224 146-47429 1| XL-289 
146-47092- 10 26-224 146-47429= 3 2| XL-289 
146-47093 AXB-259 156-47431- 3 4| 2E-124 
146-47094 2C-164 146-47431- 7 4| 2E-124 
146-47094- 3 2C-164 146-47431= 9 4| 2E-124 
146-47095- 3 2C-165 146-47431- 12 n 4| 2E-124 
|146-47096- 10 146-47431- 15 1| 2£-124 
146-47097 20-166 146-47431= 17 4 | 2E-124 
146-47098 "D-469 146-47432- 3 1| XL-290 
146-47100 146747433 2 B-145 
14546-47108 D-473 146-47434 4| AXA-93 
146747112 2C-167 146-47707- 71 4 ΙΑΧΝ-199 
` 146-47801 1| 26-228 
14546-47115 1 146-47801- 7 1| 26-228 
146-47115- 3 1 146-47801- 11 2| 26-228 
146-47115- 5 uk 146-47601- 27 1| 26-228 
146-47116- 1 2 XM-29 146-47801- 29 2| 26-228 
146-47116- 2 2 XM-29 146-47801- 31 2| 26-228 
146-47116- 3 2 XM-29 146-47801- 35 1| 26-228 
146-47116- 5 2 ΧΜ- 29 146-47801- 95 2| 26-228 
146-47116- 6 2 XM—29 146-47801- 97 l| 26-228 
146-47116- 7 2 XM-29 146-47801-101 1| 26-228 
146-47116- 9 2 XM-29 146-47801-103 2| 26-228 
146-47116- 11 4 XM-29 146-47801-105 2| 26-228 
146-47117 1] AXN-99 146-47801-115 2| 26-228 
146-47117- 3 2| AXN-99 146-47801-119 2| 26-228 
146-47117- 5 2] AXN-99 146-47801-127 2| 26-228 
146-47118 1] AXN=100 146-47801-205 1| 26-228 
146-47118- 3 2| AXN-100 146-475802- 11 1 Ε-538 
146-47118- 4 2| AXN-100 146-48001 REF M-77 
146-47118-= 5 2| AXN-100 146-48002 1 2L-21 
146-47121 2] AXA-90 146-458002- 3. 1 2L-21 
146-47122 8| AXA-91 146-48002- 5 2L-21 
146-47123 4 8-142 146-48002- 7 2L-21 
146-47405 1 D-478 146-48003- 1 XJ-19 
146-47405- 2 D-478 
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NUMBER 
REF 



















STOCK NUMBER 
PART NUMBER 
























FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


STOCK NUMBER y 
CLASS CODE PART NUMBER 9 







28| FIGURE 
8 οἱ AND INDEX 
28 


a 
* 

























































































146-48003- XJ719 3 2| XH-340 
5 1| XH-340 
146-48003- 3 1 XJ-19 146-48124- 6 1| XH-340 
1456-48003- 4 1 XJ-19 146-48124- 7 11 XH-340 
146-48003- 5 4 XJ-19 146-48124- 8 '1| XH-340 
146-48003- 7 V XJ-19 146-48125 4 | AXA-97 
146-48003- 9 2 XJ-19 146-48127 1 JAXB-262 
146-48003- 11 1 XJ-19 146-48127- 1 1 [AXB-262 
146-48003- 13 1 XJ-19 146-48127- 2 1 JAXB-262 
146-48003- 15 1 XJ=19 146-48127- 3 2 |AXB-262 
146-48C03- 17 1 XJ-19 146-48127- 4 2 |AXB-262 
146-48003- 18 1 XJ-19 146-48128 1 [AXC-499 
146-48003- 19 4 XJ-19 146-48128- 11 2 [AXC-499 

R82NA 146-48003- 20 1 XJ-19 š 
R82NA 146-48004- 1 2 XJ-20 146-48130 AXF-64 
146-48130- 1 AXF-64 





XJ-20 


N 






R82NA 










146-748004- 


146-48130- 2 AXF-64 
























































146-48004-= 3 1 XJ-20 
146-48004- 4 i XJ-20 146-48132- 1 ΧΑ-367 
R82NA 146-48004— 5 & XJ-20 146-48132- 2 XA-367T 
R82NA 146-48004- 7 4 XJ-20 146-48132- 23 ΧΑ-367 
R82NA 146-48004- 9 3 XJ-20 146-48132- 5 XA-36T 
R82NA 146-48094- 10 2 XJ-20 146-48132- 6 XA-367 
R82NA 146-48005- 1 1 XJ-21 146-48132- 7 ΧΑ-367 
146748132- 8 ΧΑ-367 




































146-48133 
146-48134 
146-48134- 11 
146-48134- 13 


N 


XJ-21 







N 


R82NA 146-48005- 
































XJ=21 
XJ-21 












146-48005- 
.|146-48005- 





AXB-263 














































nm 
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3 1 
4 1 
R82MA 1456-48005- 5 2 XJ-21 146748136 
146-48005- 6 1 XJ-21 1467-48137 AXB-264 
R82NÀ 146-48005- 7 1 XJ-21 146-48137- 1 AXB-264 
R82NA 146-48005- 9 2 XJ-21 146-48137- 2 AXB-264 
R82NA 146-48027 1| AXA-94 146-48137- 3 AXB-264 
R82NA 146-48047 4| AXB-260 146-48137- 5 AXB-264 
146748138 ΑΧΑ-99 
146-48048 ` 2C-169 146748139 D-498 
146-48048- 3 146-48140- 1 R M-85 
146-48050- 15 26-230 146-48140- 2 RE MW85 
146-48050- 30 26-230 146-481407 3 1 4-85 
146-48101 AXC-494 146-48140- 5 z 2 M-85 
146-48101- 3 AXC-494 146-48142 - 20 1 |AX8-265 
146-48101- 4 AXC-494 1456748144 - 20 4| XE-180 
146-48101- 5 AXC-494 146-48145 - 8 4 B-157 
146-48101- 6 AXC-494 - 37 
146-48101- 15 ΑΧς- 494 146748146 1 8-150 
146-48101- 17 AXC-494 146-48148 1 ΧΗ-29 
146-48101- 19 AXC-494 146-48149 60 27 |ΑΧΒ-266 








AXC-494 67 


AXC-494 
AXC-494 


146-48101- 31 
146-48101- 32 
146-48101- 33 











64 
71 


- 6 
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146-481017 34. AXC-494 

146748102 = AXC-495 30 

14546-48103 = 18 AXC-496 35 

14546-48104 - 14 AXB-261 146-48149- 

146-48105 eu AXC=-497 146-48150 - 59 

146-48106 - 13 D-490 - 63 

14567-48107 -.9 B-148 $8 

146-48108 * 10 0-491 = 28 
- 40 146-48151 - 17 AXA-101 

146-48109 - 11 2 146-48152- 2E-125 
- 41 146-48152- 2E-125 




















146-48155 




























































146-48110 
146-48111 26-231 146-48156- 4 | 26-232 
146-48112 ΑΧΑ-95 146-48156- 8| 26-232 
146-48112- 7 AXA-95 146-48156- 4| 26-232 
R82NA 146-48113- 1 XH-338 146-48156- 4 | 26-232 
R82NA 146-48113- 2 ΧΗ- 338 146-48156- 1 4| 26-232 
146-48113- 3 ΧΗ-338 146-48157- 2 D-503 
146-48113- 4 ΧΗ- 238 146-48157- 2 0-503 
146-48116 AXC-498 146-48157- 2 2 D-503 
156-48116- 10 AXC-498 146” 48161” XJ-23 
146-48116- 21 AXC-498 146-48161- XJ-23 











XF-137 
XF-137 
XF-137 
XF-137 
XF-137 
ΧΕ-137 
XF-137 
XF-138 
ΧΕ-138 
ΧΕ-130 


146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48163- 
146-48163- 
146-48163- 


146-48117- 10 
146-48118 
146-48118- 11 
146-48119 
146-48119- 10 
146-48119- 11 
146-48121 
146-48123 
146-48124- 
146-48124- 


B-151 
,B-151 
2C-170 
2C-170 
2C-170 
XE-287 
2C-171 
ΧΗ-340 
ΧΗ-340 
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Section II! 
Numerical Index of 
Contractor Parts ` 


. _ STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-48163- 5 
146-48163- 7 
146-48163- 9 
146-48163- 11 
146-48163- 13 
146-48163- 15 
146-48163- 17 
146-48163- 19 
146-48163- 21 


AN 01-60AABA-4 


MICROFILM STOCK NUMBER 
NUMBER | | CLASS CODE] PARTNUMBER | PART | PART NUMBER | 


XF-138 146-48185 
ΧΕ-138 146~48186 
ΧΕ-138 146-48190 
XF-138 146-48190- 1 
XF-138 
XF-138 
ΧΕ-138 
ΧΕ-138 
XF-138 
























23 FIGURE FIGURE TOTAL| MICROFILM 
9 | AND INDEX AND INDEX | QTY. | NUMBER 


265-233 


































































146-48190- 2 












146-48190- 
146-48190- 














uw pu 
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146-48164- 1 XE-385 146-48190- AXC-500 
146-48164- 2 XE-385 146-48191 D-507 
146-748164- 3 XE-385 
146-48164- 4 XE-385 146-48192 2| 0-508 
146-48164- 5 XE-385 
146-48164— 6 XE-385 146748193 2| 2Ε-126 
146-48164= 7 XE-385 146-48193- 3 2| 26-126 
146-48164-' 8 4| XE-385 |146748193- 4 2| 2E-126 
146-48164- 9 2| XE-385 146-48193- 11 ` 2| 2Ε-126 

R82NA 146-48165- 1 1| xE-291 146-48196 1 |AXB-268 

R82NA 146-458165- 2 i| x&-291 146-48196- 3 1|AX8-268 
146-48165- 3 2| XE-291 146-48196- 7 1 
146-48165- 5 4| XE-291 146-48196- 11 1 
146-748165- 7 10| xE-291 146-48197- 3 2 

R82NA 146-48166 2| XH-344 146-48197- 5 2 

R82NA 146-48167- 1 1| xE-182 146-48198 1 

R82NA 146-48167- 2 1| x&E-182 146-48198- 1 1 
146-48167= 3 2| xE-182 146-48198- 2 1 
146-48167= 5 6| xE-182 146-48199 5 

R82NA 146-48168 16 - 10 2| F-562 

RB2NA 146948169 16- 8 2| XH-178 146-48199- 10 18 

R82NA 146948379 16 - 9 2| 0-506 146-48201 

R82NA 146-4B1T1e Y 16 - 18 1| XJ-24 146-48203- 10 

RO2NA 146-48171- 5 16 - 17 1| XJ-24 1146-48206 
146-48172- 1 145-481] 146-48206- 3 
146-48172- 2 146-481] 146-48206- 7 
146-48172- 3 2L-23 146-48206- 10 
146-48172- 5 2L-23 146748207 
146-48172= 7 146-48208- 5 
146-48172- 9 146-48208- 7 






146-48172- 11 
|[146-48172- 13 
146-48172- 15 
146-48172- 17 
146-48172- 19 
146-48172- 21 
146-48172-101 
146-48172-102 


146-48208- 9 
"1146-48208- 11 
1456748208- 13 
146-48208- 17 
146-48210 
146-48211 
146-48211- 3. 
146-48211- 5 
7 
9 







2E-127 
2bE-127 
2E-127 
2E-127 
2C-173 
8-175 
B-175 
B-175 
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R82NA 146-48173- 1 146-48211- B-175 

R82NA 146-48173- 2 146-48211- 8-175 
146-48173- 3 146-48216 AXC-501 
146-48173- 5 146-48216- 3 AXC-501 
146-48173- 7 146-48216- 5 AXC-501 
146-48173- 9 146-48216- 7 AXC-501 
146-48174- 1 146-48216- 9 AXC-501 
146-48174- 2 146-48218 2ς-174 
146-48174- 3 146-48219 2ς-175 
146-48174&- 5 146-48219- 10 2C-175 
146-48174- 7 146-48221 D-515 
146-48174- 9 








146-48174- 11 XE-386 





146-48222 2Ε-128 





146-48174= 13 
146-48174- 15 
146-48174- 17 
146-48174- 19 
146-48174- 21 
146-48174- 23 
146-48174- 25 
146-48175 

|146-48176- 
146-48176- 
146-48181 

146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48183 

146-48184- 
146-48184- 
146-48184- 
146-48184- 
146-48184- 


uu 
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XE-386 
XE-386 








146-48223 





XE-386 146-48223- 
ΧΕ-386 

XE-386 146-48224 
XE-386 





XE-386 
2U-50 


1456748225 








Η- 145 146748226 
H-145 
XJ-125 146-48227 
| XF-140 





XF-140 146-68228 










XF-140 

XF-140! 146-48229 
ΧΕ-140 146-48240 
XF-140 146-48241 
XF-140 146748294 
XH-345 146748303 


XE-292 146748307 
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XE-292 146748308 
XE-292 146-48312 
XE-292 146-48313 
XE-292 1456748315 









15 















tres 
ω 
° 














AXC-502 
AXC-502 


XA-175 






B-178 








43 AXA-103 
27 
&2 8-180 
26 


AXA-104 























AXB-271 
2E-129 









ΧΗ-348 
D-520 
XE-186 
XE-43 
26-235 
ΧΗ-30 
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Section Ill 


AN O1-6OAABA-4 Numerical Index of 
ΜῊΝ Contractor Parts 


TOTAL| MICROFILM 
QTY. | NUMBER 










STOCK NUMBER MICROFILM FIGURE 
NUMBER AND INDEX 






PART NUMBER 


STOCK NUMBER Ü 
CLASS CODE PART NUMBER > 
"S 




































































































2U-51 
2U-51 
2U-51 


'|146-48620- 15 
|146-48620- 16 
146-48620- 17 























F-575 
XH-31 
26-218 
26-218 
26-218 
26-218 









146-48321 
146-48322 
146-48323 
146-48323- 11 
146-48323- 21 
146-48323- 31 
















146-48316 1|AXB-273 1467-48503 1 |AXB=276 

146-48316- 3 1|AX8-273 146-48503- 1 1 

146-48316- 7 1|ΑΧΒ-2731, 146-48503- 2 1 

146-48316- 9 1|AXB-273 146-48503- 3 1 
146-483167 11 2 146-48503- 4 3 [AXB-276 
R82NA 146-48316- 21 '1|AXB-273 146-48503- 7 1 [AXB-276 
R82NA 146-48318 ilAXxc-504 8 1 JAXB-276 
146-48318- 3 1|AXC-504 1| 2E-130 
146-48318- 5 1|AXC-504 146748601 1 2L-26 
146-48318- 7 1|AXC-504 146-48601- 11 1 2L-26 
146-48318- 9 1|AXC-50^ 146-48601- 12 1 2L-26 
146-48320 2|AXC-505 146-48620 1 2U-51 

REF 

REF 

1 

1 


146-48620- 18 2U-51 













XH-187 


e d 


146-48629- 
146-48630-- 3 
146-48630- 4 
146-48630- 11 
1467486231 i 
146-48632 






























[P 
WU wW mr IPS 






26-238 
26-238 
26-238 


146748324 
146-48324- 12 
146-48324- 21 











ree 































146-48324- 31 1| 26-238 146-48633 v 
146748325 * L]AXN=102 1146-48637 = 
146-48325- 11 1|AXN-102 146-48644- 7 





146-48644- 9 
146-48644- 11 
146-48645- 1 
146-48645- 9 
146-48645- 12 

















146-48325- 12 AXN-102 




















F-579 
F-579 












146-48326- 
146-48326- 2 






























146-48327 0-525 146-48650- 3 XJ-28 
146-48328 D-527 146-48650- 7 XJ-28 
146-48329 2C-176 146-48650- 13 XJ-28 







146-48650- 51 XJ-28 
146-48651 


146-48652 

































146-48330 ` XK=494 26-241 


















































































146-48653 Χς-39 

146-48331- 1 26-239 146-48653- 3 Χς-39 
146-48331- 2 26-239 1467486537 .5 XC-39 
146-48331- 3 . 26-239 146-48653- 6 XC-39 
146-48331- 4 26-239 146-48653- 7 XC-39 
146-48333 ΑΧΑ-106 |146-48653- 8 XC-39 
146-48653- 9 XC-39 


























tere 
ο 
ο 
























































































































146-48334 12 F-582 146-48653- 11 χς-29 
1467-48336 XH-183 146748653- 13 XC-39 
146-48336- 3 ΧΗ-183 146-48653- 15 Χς-39 
146-48337 - ΧΗ-184 146-48653- 19 χς-29 
146-48338 - 47 XH-185 146-48653- 21 XC-39 

R82NA 146-48339 - 11 AXB-274 146-48653- 23 XC-39 
R82NA 146-48340 - 4 AXB-275 146-48653- 24 XC-39 
- 34 146748653- 25 XC-39 

R83NA 146-48341- - 20 XE-189 146748654 F-589 
R83NA 146-48242- 12 - 40 XE-189 146-45655 26-242 
146748243 - 25 B-189 146748656 F-591 

- 44 146748657 F-592 


























































































































































































































: . 146-48657- 3 F-592 
R83NA 146-48344 AXA~107 146-48657- 3 F-592 
146-48657- 7 F-592 

146748345 AXA-108 146-48658 B-193 
146-48346 | 146-48659 D-548 
146-48346- 6 26-240 146-48660 2E-131 
146-48346- 7 26-240 146-48660- 3 28-131 
156-48346- 8 26-240 146-48661 D-550 
146-48346- 9 26-240 1467-48662 XH-356 
146-48346- 10 146-48662- 3 ΧΗ-356 
146-48346- 11 26-240 146-48662- 5 ΧΗ-356 
146-48246- 20 146-48662- 7 XH-356 
146-48347 i| XE-190 146-48663 ΧΑ- 273 
146-48349- 1 1 XE-192 
146-48349- 2 1 B-194 
146-48361 1 XA-375 

R&2NA 146-48262 2 XA-314 
R82HA 146-48363 1 ΧΑ- 274 
R82h 1467-48264 2| .XH-355 XC-40 
R82NA 146-48365 1| XH-186 XC-40 
R82HÀ 146-48366 1) AXD-405 XC-40 
R82NA 146-48367 1| XH-465 XC-40 
146-48501- 21 REF 2L-25 146-48667- 10 XC-40 
146-48667- 11. XC-40 

2L-25 146-48667- 12 XC-40 


146-48501- 
146-48592 
146-48502- 21 


XC-40 


146-48667- 13 
XC-40 


146-48667- 15 
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Section Ill 


Numerical Index of 


Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER | 





146-48667- 
146-48667- 
146-48667- 
156-48667- 
146-48667- 
146-48668 
146-48668- 
146-48670 
146-48670- 
146-48671 
146-48672- 
146-48672- 
146-48672- 
156-48672- 
146-42672- 
146-48672- 
146-48673 
146-48674- 
146-48674- 
146-48675 
146-48677 
146-48679 
146-46679- 
146-48679- 
146-48679- 
146-48679- 
146-48679- 
146-48579= 
146-48680 
146-48680- 
146-45680= 
146-48580- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48681 
146-48682 
146-48683 
146-48684 
146-48685 
146-48686 
146-48687 
146-48688 
146-48689 
146-48690 
146-48690- 
146-48690- 
156-48690- 
1456748691 
146748692 
14546-48693 
146-48693- 
146-43693- 
146-48693= 
146-48693- 
146-48693- 
146-48693- 
1456-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48696 
146-48696- 
146-48696- 
146-48696- 
146-48696- 
146-48696- 
146-48596- 
156-48696- 
146-48696- 
146-48696- 
146-48696- 
146-48596- 
146~-48696— 
















R82NA 









.R82NA 












R82NA 
R82NA 











R82NA 
R82NA 










R82NA 
RB2NA 













R82NA 
R82NA 


146-48696- 
146-48696- 


892 


146-48696-. 


17 
19 
21 
23 
25 
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uu GUN 
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FIGURE  |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 


XC-40 
XC-40 
XC-40 
XC-40 
XC-40 
F-597 
F-597 

26-243 

26-243 
F-599 
F-600 
F-600 
F-600 
F-600 
F-600 
F-600 
0-551 
F-601 
F-601 
8-195 
8-196 
F-602 
F-602 
F-602 
F-602 
F-602 
F-602 
F-602 
2L-28 
2L-28 
2L-23 
2L-28 
2L-28 
2L-28 
2ἱ-28 
2L-28 
2L-28 
2L-28 
2L-28 
2L-28 
2L-28 
B-197 
8-198 
F-603 


F-604 

B-199 

F-605 
2C-177 

B-201 

F-606 

F-606 

F-606 

F-606 

F-607 

F-608 
AXF-65 
AXF-65 
AXF-65 
AXF-65 
AXF-65 
AXF-65 
AXF-65 
ΑΧΕ-65 
ΑΧΕ-65 
ΑΧΕ-65 
ΑΧΕ-65 
AXF-65 
ΑΧΕ-66 
ΑΧΕ-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF~66 
AXF~66 


= 


AN 01-60AABA-4 




















CLASS CODE [PARTNUMBER ]38 AND INDEX | QTY. | NUMBER 
146-48696- 36 21- 9 1 
146-48696- 39 
146-48696- 40 
146-48697 
146-48698 
146-48699 
146-48700 
146-48700- 3 
146-48751- 1 
























146-48751- 2 






146-48752 
1456-48752- 3 
146-48753 











14648754 

146-48754- 3 
146-48754- 4 
146-48754- 7 
146-48754- 9 
146-48754- 11 
146-48754- 13 









146-48756 
146-48757 
146-48758 
146748759 
146-748759- 
146748760 
146748761 
146-48762 
146-48763 
146”-4Ε763- 


26-244 
2E-132 
D-555 
F-610 
F-610 






























vU 









ω 
















































































































































146-48764 
146-48764=- 3 
146-48764= 7 
146-48764- 10 
146-48765 20-179 
146-48766 20-180 
146748767 AXA-109 
146748768 8-208 
146-48769 F-611 
146-48769- 3 F-611 
146-48770- 3 2E-135 
156-48770- 5 2E-135 
146-48770- 7 2E-135 
146-48770- 3 2E-135 
R82NA 146-48771= 1 2E-136 
R82NA 146-458771- 2 2Ε-136 
146-48771- 3 26-136 
146-48772 2€-137 
146-48772- 3 2E-137 | 
146-48772- 5 26-137 
146748773 2C-181 
146748774 F-612 
146-48774- 3 F-612 
146748775 AXC-510 
146-48775- 3 AXC~510 
146-48776 26-245 
146-48776- 3 26-245 
146748776- 5 26-245 
146-48776- 7 26-245 
"1146-48777 XA-380 
146-48801 AXA-110 
146-48801- 





146-48602- 
146-48803 
145-48803- 
156-48803- 
146-48805 
14546-48506 
146”-48806- 32 
146-48807 
146-48807-= 23 
146-48£08 
146-48808- 3 
146-48809 






we, 




























“111 
AXA-112 
AXA-112 
AXA~113 
AXA-113 
AXA-114 
































146-48810 AXA-115 


146-48810- 3 ΑΧΑ-115 
146-4£81l1- 1 2E-138 
146-488l1- 2 2Ε-138 
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κ. Section Ill 


ΑΝ ΟΙ-6ΟΑΑΒΑ-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER poe Nume | NUMBER 
| CLASS CODE | PART NUMBER CLASS CODE [PARTNUMBER | 


146-48811- 2E-138 146-48862- 86 
146-48811- 2E-138 146-48862- 80 
146-48811-7 2E-138 146-48862- 92 
146-48811- 2E=138 146-48862- 96 
146-48811- 2E-138 146-48862- 97 
146-48811- 2E-138 146-48862- 98 
146-48812- 2E-139 146-48862- 99 
146-48812- 2E-139 146-48862-100 
146-48812- 2E-139 146-48862-102 
146-48812- 2E-139 146-48862-104 
146-48814 B-217 1467488627106 
146-48814- 8-217 146748862-120 
146-48815 ΑΧΒ-281 146-48862-122 
146-48815- ΑΧΒ-281 1146-48862-123 
146-48815- AXB-281 146-48862-124 
146-48815- ΑΧΕ-281 146-48862-125 
146-48815- ΑΧΒ-281 146-48862-126 
146-48815- AX8-281 1467488622127 
146-48815- AXB-281 . |146-48862-129 
146748816 XK-126 146-48863- 6 
146-48816- XK-126 146-48863- 6 
146-48817 XK-127 146-48863- 11 
146-48817- XK-127 146-48864- 19 
146748819 XL-179 146-48864- 21 
146-48820 D-569 146-48864= 27. 
146-48820- D-569 146-48864- 35 
146-48820- D-569 146-48864- 36 
146-48821 D-570 146-48867- 4 
146-48822 AX8-282 y 146-48861- 
146-48322- AX8-282 146-48867- 11 
146-48822- AXB-282 146-48869- 5 
146-48822- AXB-282 146-48869- 
146-48822- AXB=282 146-48869- 
146-48822- AX8-282 146-48569- 
146-48822- AX8-282 146-48869- 
146748824 2E-140 146-48869- 
146-48824- 28-140 146-48869- 
146-48824- ` 2E-140 146-48869- 
146-48825 8-221 

14567-48826 B-222 

14546-48827 B-223 146-48869- 
146-48828 2C-184 146-48869- 
146-48829 AXA-116 146-48869- 
146-48829- ΑΧΑ-116 146-48869-100 
146-48829- AXA-116 146-48869-101 
146-48851 XH-357 146-48870- 19 
146-48851- XH=357 146-48870- 21 
146-48851- ΧΗ- 357 146-48870- 25 
146-48851- ΧΗ- 357 146-48870- 29 
146-48860- XE-298 146-48870- 40 
146-48860- XE-298 146-48870- 41 
146-48860- XE-298 146-48870- 45 
146-48860- XE-298 146-48870- 62 
146-48860- XE-298 146-48870- Τι 
146-48360- XE-298 146-48870- 73 
146-48860- XE-298 146-48870- 79 
146-48860- XE~298 146-48870- 80 
146-48860- XE-298 146748871 
146-48860- XE-298 146-48871- 
146-48860- XE-298 146-48871- 
146-48860- XE-298 146748874 
146-48860- XE-298 146-48874- 
146-48860- XE-298 146-48874- 
146-48860-121 XE-298 146-48875- 
146-48860-167 XE-298 146-48875- 11 
146-48862- 12 ΧΗ- 359 146-48875- 13 
146-48862- 14 XH-359 146-48875- 15 
146-48862- 16 ΧΗ- 359 146-48875= 17 
146-48862- 19 XH-359 146-48875- 25 
146-48862- 21 XH-359 146-48876-= 9.. 
146-48862- 28 ΧΗ-359 146-48876- 11 
146-48862- 33 XH-359 146-48876- 13 
146-48862- 37 XH-359 146-48876- 15 
146-48862- 39 XH-359 1456748878 
146-48862- 42 XH-359 146-48878- 
146-48862- 43 XH-359 146-48878- 
146-48862- 53 XH-359 146-48878- 
146-48862- 55 ΧΗ-359 146-48879- 
146-48862- 56 XH-359 146-48879- 
146-48862- 59 XH-359 146-48879- 
146-48862- 60 XH-359 146-48879- 10. 
146-48862- 66 ΧΗ-359 146-48879- 11 
146-48862- 74 XH-359 146-48879- 12 
146-48862- 80 xH=359|| 146-48879- 13 


XH-259 
XH-359 
ΧΗ-359 
XH-359 
XH=359 
XH=359 
XH=359 
XH-359 
XH=359 
XH-359 
XH-359 
ΧΗ-359 
ΧΗ-359 
XH-359 
XH-359 
XH-359 
XH-359 
XH-359 
XH-359 
26-241 
26-247 
26-247 
D-573 
D-573 
D-573 
D=573 
D-573 
2F-644 
2F-644 
2F-644 
XH~360 
XH-360 
XH-360 
ΧΗ-360 | 
XH-360 
XH-360 
XH-360 
XH-360 
ΧΗ-360 
ΧΗ-360 
XH-360 
XH-360 
XH-360 
XH-360 
XH=360 
XH-361 
XH-361 
XH-361 
ΧΗ-361 
ΧΗ- 361 
ΧΗ- 261 
ΧΗ- 361 
XH-361 
XH-361 
XH-361 
XH-361 
XH-261 
ΧΕ-303 
XE-303 
XE-303 
2£-141 
2E-141 
2E-141 
6-2 
6-3 
6-3 
G-3 
G-3 


Ui U IN) S 0 OS Ui PU 


w 


AXB-283 
AXB-283 
26-248 
26-248 
26-248 
26-248 
26-248 
26-248 
26-248 


AAA idad € 


2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
-ᾱ 
1 
1 
1 
1 
1 
l 
1 
1 
1 
2 
2 
2 
2 
2 
+1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
I 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
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Contractor Parts 







146-48879- 
146-48880 
146-48880- 
146-48880- 
146-51010 
146-51010- 
146-51010- 
146-51028 
146-51033 
146-51039 
146-51041 
146-51042 















146-51043- 
146-51043- 
146-51043- 






146-51043- 
146-51043- 
146751044 

146-51044- 
146-51044- 
146-51044- 
146-51044- 
146-51044- 
146-51044- 
146-51045 

146-51046 

146-51046- 
146-51047= 
146-51047- 






1456-51047- 








146-51047- 
146-51048- 
146-51048- 
146-51049 
146-51050 
146-51050- 
146-51050- 
146-51051 
146-51052 
146-51056 
146-51056- 
146-51056- 
146-51056- 
146-51057 








R82NA 
R82NA 
R82NA 










R82NA 
R82NA 





R82NA 


146-51057- 
146-51057- 
146-51058 

146-51058- 
146-51058- 
146-51058- 
146-51060 

146-51060- 
146-51061 

146-51061- 
146-51061- 
146-51061- 


146-51062 
156-51062- 
146751063 






1456751065 

146-51064- 
146-51064- 
"'146-91064- 
146-51064- 
*1146-51064- 
146-51064- 


.[196751064- 
14567251065 
146-31066 
146-831066- 
156-51067- 






146-51067- 
146-51068- 


: B94 
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55 FIGURE  |TOTAL 
AND INDEX | QTY. 
M1 1 





STOCK NUMBER 
| CLASS CODE | PART NUMBER 


PERIIT | NUMBER 


MICROFILM 


FIGURE TOTAL 
AND INDEX | QTY. 









< πο 



















146-51069- 


Ww w 











146-51073- 





















NNR prrr 


146-51075- 













146-51075- 
146-51075- 
146-51075- 







146-51043- ] 1146-51075- 


146-51075- 






















146-51075- 
146751076- 
146-51076- 
146-51076- 
146-51078- 














NN = 
NUWPFWOKDKrF ONAN PO may 


[T andl = 
un ο 












AXB-285 
AXB-285 
AXB-285 


146-51079- 
146-51079- 
146-51083- 
146-51083- 






pan 


fO rn οω 























146-51047- 







146-51047-. 















146-51096- 
'|1456-51096- 
146-51096- 
146-51096- 
146-751096- 
146-51096- 
146-51096- 
146-51096- 
146-51096- 
146-51096- 
146-51096- 
146-51096- 













Nw 










146-51057-. 


146-51096- 
146-51097- 
146-51097- 
146-51097- 
146-51097- 
146-51097- 
- $146"51097— 











Uv << σω μου uy 
















146-51061-. 
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146-51102- 
146-51102- 









146-51063- - 


0d Junu v wv x no 







146”-51543- 






146-51544- 
146-51544- * 
146-51544- 






| 146751064- : 
1196-5106ὁ- 







CR RNP PEE era e p. 2? ENN NNN ENE λα 2 OQ — λα ENN BE UNE tQ O > B In i PERE EEN RE EE Eee 2 IO pp 


















AXB-287 










146-51548- 
146-51548- 
146-51548- 
146-51801- 
146-51801- 






146-51067- 






AXB-287 






146-51067= . 


PA mang ΟΛ N IE N > > I9 pu 9 s> pa 


Ρο ON 












NUMBER 








D-600 
D-600 
D-601 
D-601 
D-602 
D-602 
















M-128 
M=128 
M-128 
M-128 
M-128 
M-128 
M-128 
M-128 
M-128 
Μ-128 
Μ-128 
M-128 
Μ-128 
2E-146 
2E-146 
2E-146 
2E-147 














B-238 
:B-238 
8-239 
XE-46 
B-241 
D-606 
D-607 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
2E-148 
M-129 
M-129 
M-129 
M-129 
Μ-129 
Μ-129 
26-251 
26-251 
26-251 
26-251 
26-251 
M-130 
M-130 
M=130 
XK-128 










































26-252 
26-253 
D-611 
D-611 |: 
2U-53 

2U-53 
2U-53 
2U-53 
2E-150 



























2L-31 
2L-31 
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"AN 01-60AABA-4 Numerical Index of 
| Contractor Parts 


STOCK NUMBER FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER AND INDEX| QTY. | NUMBER 
M I 


146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-21 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801= 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-21 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801-101 2L-31 
146-51801-102 2L-31 
146-51801-111 2L-31 
146-51801-112 2L-31 
146-51801-113 2L-31 
146-51801-114 21-31 
146-51801-115 2L-31 
146-51801-116 21-31 
146-51801-117 2L-31 
146-51801-118 2L-31 
146-51801-122 2L-231 
146-51801-123 2L-31 
145-51301-124 : 2L-31 
146-51801-125 2L-31 
146-52003 2L-33 
146-52003- 20 2L-33 


STOCK NUMBER 








146-52008 
146-52009 
146-52009- 20 
146-52009- 40 
146-520100 
146-520100- 3 
146-520100- 5 
146-520100- 7 
146-520101 
146-520102 
146-520104 
146-520105 
|146-7520106 
1467520108 


ΑΧΑ-138᾽ 
AXA-138 
AXA-138 
AXA-138 
AXA-139 
2E-152 
2E-153 
2C-188 
2C-189 
AXA-140 


Ur fi N NON N (OD E Am a 


+ 


146-520108- ΑΧΑ-140 


x= 
m 
^n 


AXC-513 
AXC-512 
AXA-141 
2ς-190 
ΑΧΑ- 142 
2L-36 
2L-36 
2L-36 
2L-36 
XE-59 
AXA-143 
AXA-143 
AXA-143 
ΧΚ-166 


146-520109 
146-52011 
146-520110 
146-520111 
146-520112 
146-520115 
146-520115- 
146-520115- 
146-520115- 
146-520116 
1467520117 
146-520117- 
146-520117- 
146-520118 
146-520119 
146-520121 
1467520124 
146-520124- 
146-520124- 


B-411 
ΑΧΑ”- 144 
ΑΧΑ”- 144 
AXA-144 
AXA-145 
ΑΧΑ-145 
AXA-145 
AXA-146 
ΑΧΑ-146 
ΑΧΑ-146 
AXA-147 
AXA7147 
ΑΧΑ-147 
AXA-148 
ΑΧΑ” 148 
ΑΧΑ” 148 

26-254 

M-155 

M-155 

M-155 

Μ-155 

M-155 

M-155 

M-155 

Μ-155 

Μ-155 
ΑΧΑ-149 

B-418 

2C-192 
AXA-121 
AXB-288 
ΑΧΑ-122 
2U-54 
2C-193 
AXB-289 
XL-181 
XL-181 
2E-154 


5 
1 
1 
1 
1 
1. 
1 
2 
1 
1 
8 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


146-520126- 
146-520127 
146-520127- 
146-520127- 
1467520128 
146-520128- 
146-520123- 
R82NA 146-520129 
146-520131 
146-520131- 
146-520131- 
146-520131- 
146-520131- 
146-520131- 11 
146-520131- 13 
146-520131- 15 
146-520131-100 
146-520132 
1467520133 
1467520134 
146-52015 
146752016 
146752022 
146-52025- 
146-52033 
146752034 
146752035 


PA — κ} Ee συ ου αλ”. ἶκΔ μι 2 2 INL I 


SU J N OS meN N Φε RP RR RRP A A HRP RPP PRP PRP 


= 


AXA-124 
AXA-124 
8-267 
6-20 
6-20 
6-20 
6-20 
6-20 
ΑΧΑ-125 


146-52038 
146752038- 
145752039 
146752043 
146-52043- 
146-52043- 
146-52043- 
146-52043- 
146752044 


Dr > > > = = i= λος r: IND > = => = + E > > — 


2 
m 


146-52005 2L-34 


146-52006- XF-152 


N μὴ 152 [ὁ δ) am Io -» 





146-52006- XF-152 
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"Numerical Index of . I AN 01-60AABA-4 


Contractor Parts 
FIGURE |TOTAL|MICROFILM STOCK NUMBER ° FIGURE | TOTAL! MICROFILM 
AND INDEX | QTY. NUMBER | | CLASS CODE |. PART NUMBER AND INDEX | QTY. | NUMBER 


146-52086- 1 
AXA-125 


| CLASS CODE | PART NUMBER 
146752087 
AXA-126 


146-52044- 3 
146-52045 146-52087- 
: 146-52087- 


146-52088 
146-52080- 
146-52088- 
146-52089 
146-52089- 
146-52089- 
146-52090 
146-52090- 
146-52090- 
146-52091 
146-52091- 
146-52091- 
146-52094 
146-52094- 
146-52094- 
146-52094- 
146-52094- 
146-52095 
146-52095- 
146-52096 
146-52096- 
146-52097 
146-52097- 
146-52097- 
146-52098 
146-52098- 
146-52099 
146-52059= 
146-52155- 
146-52158 
146-52158- 
146-52158- 
146-52204 
146-52205 
146-52206 5 
146-52207 
146-52209 











win 


146-52045- 
R82NA 146-52046 
1486-52047 
R82NA 1946-5204 8 
R82NA 146-52048- 
146-52049 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049-101 
146-52051 
146-52051- 
| 146752053 
146-52053- 
146-52053- 
146-52053- 
146-52053- 
146-52054 
146-52054- 
146-52054- 
146-52055 
146-52055- 
146-52055= 
146-52056 
146-52056- 
146-52056- 
146-52057 
146-52057- 
146-52057- 
146-52057- 
146-52057- 
146-52058 
146-52059 
146-52059- 
146-52059- 
146752069 
146752072 
146-52072- 
146-52072- 
146-52073 
146-52073- 
146-52074 
146-52074- 
146-52074- 
146-52074- 
146-52075 
146-=52075- 
146-52075- 
146-52077 
146-52077- 
146752078 
146-52078- 
146-52078- 
146-52078- 
146-52079 
146-52079- 
146-52079- 


AXA-126 
B-273 
20-194 
2E-155 
2E-155 


OP Ú) Q) Q) » 


Ὁ 
' 
> 


AXC-514 
AXC-514 
AXC-514 
'AXC-514 
AXC-514 
AXC-514 
AXC-514 
AXC-514 
ΑΧΑ-128 
AXA-128 
G-24 


ΑΧΑ-133 
AXA-134 


AXA-136 
AXA-136 
AXA-137 
AXA-137 


M-148 
D-643 


2 a PO IND (9. IND I2 PPR INN PRP RPP PRP PRP PH RP γα PREP PPP PPP 


B-307 
B-308 

AXB-294 

146752216 

146752218 

146-52218- 

146-52218- 

146-52218- 

146-52218- 

146-52218- 

146-52219 

146-52219- 

146-52219- 

156752224 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-752224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146752225 

146-52228 

146-52229 

146-52235 

146-52237 

146-52239 P : 

146-52240 P1|186 - 26 

146-52241 

156-52242 

146-52243- 

146-52243- 

156-52242- 

146-52243- 

1946-5224 4 


M-150 
M-150 
M-150 
Μ-150 
Μ-150 
Μ-150 
6-32 
6-32 
6-32 
ΧΕ-154 
XF-15& 
XF-154 
XF-154 
XF-154 
XF-154 
XF-154 
ΧΕ-154 
ΧΕ-154 
XF-154 
XF-154 
ΧΕ-154 
XF-154 
XF-154 
ΧΕ-154 
XF-154 
XF-154 
XF-154 
ΧΕ-155 
8-313 
8-314 
B=319 
XL-7371 
20-199 
2E-161 
G-35 
6-36 
D-652 
D-652 
D-652 
D-652 
XH-363 


XK-411 
XK-411 
XK-411 
ΧΚ-411 

0-624 
. D-624 

D-624 
AXB-292 
AXB-292 
ΑΧΒ- 2393 
AXB-293 
AXB-293 
AXB-293 
ΑΧΑ-130 
AXA-130 
ΑΧΑ-130 
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AXA-131 
2ς-196 
ΑΧΑ-132 
6-27 
6-27 
6-27 
6-27 
6-27 
6-27 
6-27 
2E-156 
2E-156 
2E-156 
2E-157 
2E-157 
2E-157 
D-629 
D-629 


146-52080 
146-52081 
146-52082 
146-52083 
146-52083- 
146-52083- 
146-52083-. 
146-52083- 
146-52083- 
146-5208 3- 
146-52084 
146-52084- 
146-52084- 
146-52085 
146-52085- 
146-52085- 
146-52086 
146-52086- 
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Section lll 


AN O1-60AABA-4 - Numerical Index of 
Contractor Parts 















STOCK NUMBER 3 
° 








1467-52249 
146-52250 
146-52251 
146-52251- 
146-52251- 
146-52252 
146-52252- 
146-52252- 
146-52253 
146-52255 
146-52256 
146752257 
146-52258 
146752258- 
146752259 
146752261 
146-52261- 
146-52261- 
146-52271 
146-52308 
146-523100 
146-523100- 
146-523101 
146-523101- 
146-523101- 
146-523102 










146-523103 





| 146-523104 











146-523106 
146-523107 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
1467523109 

146-523112 

146-523112- 
146-523112- 
146-523112- 
146-523112- 
146-523112- 
146-523114 

146-523115 

146-523117 

146-523118 

146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523120 

146-523120- 
146-523120- 
146-523121 

146-523122 

146-523122- 
146-523122- 
146-523123 

146-5231237 
146-523123- 
146-523124 

146-523124- 
146-523124- 
146-523125 

146-523126 

146-5231267 
146-523126- 
146-523127 

146-523127- 
146-523127- 
146-523128 

146-523128- 
146-523128- 
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STOCK NUMBER z 
CLASS CODE PART NUMBER 
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ww 
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CLASS CODE PART NUMBER 


146-523129 
146-523129- 5 
146-523129- 10 
146-523130 
146-523130- 3 
146-523131 
146-523131= 3 
1467523132 
146-523133 
146-523134- 3 
146-523134- 5 
146-523135 
|146-523135- 3 
1156-523135- 5 
1467523140 
1467523141 
146-523142- 3 
146-523142- 5 
1467522144 
146-523144- 3 
146-523145 
146-523145- 3 
146-522146 
146-523148 
1467523150 
1467522151 
146-523151- 3 
146-523152 
146-523152- 3 
146522152- 5 
146-523153 
146-523154- 1 
146-523154- 2 
5 

































































2ς-200 
8-320 



























AXA=151 
ΑΧΑ-151 
B-331 
20-201 
: 2C-201 
2ς-201 
2ς-202 
2E-162 
ΑΧΑ-160 
AXA=160 
ΑΧΑ-161 
ΑΧΑ-161 
AXA=161 
ΑΧΑ-162 
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ΧΗ-63 


ω 





























ω 


XH-64 



















146-523159- 3 
146752316 


2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
XH-65 
M-179 
M-179 
Μ-179 
14-179 
Μ-179 
M-179 
AXA-163 
AXA-164 
AX3-296 
AXF-69 
AXF-69 
AXF-69 
AXF-69 
AXF-69 
AXF-69 
ΑΧΕ-69 
2E-163 
2E-163 
2E-163 

B-428 
2£-164 
2E-164 
2E-164 





4 B-424 

1 146-523156- 
1 2L-39 146-523157 
1 2L-39 146-523159 
1 

1 













146-523160- 1 
146-523160- 3 
146-523160- 5 
146-523161 

146-522162- 1 
146-523162- 2 
146-523162- 3 
146-523162- 4 
146-523163 

146-523164- 1 


























































































146-523164- 2 

























146-523165- 1 
146-522165- 2 
146-523166- 3 
145-523166- 5 
146-523166- 10 












146-523166- 20 


1467523167 
146-523168- 1 
146-523168- 2 
146752317 
146-52317- 3 
146-52317- 7 
9 
1 






R82NA 





146-52317- 
146-52317- 1 


















E-423| |R82NA 146-523170 
E-423| |R82NA 146-523171 
E-423| IR82NA 146-523172 


































26-257 146-523173 

26-257 146-523174- 1 

26-257 146-523174- 2 
AXA-165| |R82NA 1467523175 
AXA-166 146-523177 
AXA-166 146-523177- 3 





Re2NA 146-523178 


R82NA 


AXA-166 
AXA-167 
AXA-167 
AXA-167 
ΑΧΑ”-168 
ΑΧΑ-168 
AXA-168 













146-52318. . 
146-52318- 3 
146-52318- 5 
146-523180 


R82NA 
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x FIGURE OTAL| MICROFILM 
38| AND INDEX | QTY. 
























1 |AXA~169 
1 |AXA-169 
ΑΧΑ-169 
8-434 
B-434 
XK-170 
ΧΚ-170 
B-436 
B-437 
2C-203 
2C-203 
AXC-515 
AXC-515 
AXC-515 
AXB-297 
AXA-170 
E-425 
E-425 
B-440 
B-440 
8-441 
B-441 
E-426 
XH-202 
XH-66 
AXB-298 
ΑΧΒ-298 
AXA-171 









































AXA-173 
ΑΧΝ-128 
` 6-70 
G-70 
G-70 
G-70 
E-429 
20-205 
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20-209 







E-430 
E-430 
2L-44 
2L-44 
2L-44 












2L-44 






XJ-39 
8-449 
B-449 
26-258 







































26-258 
26-258 
26-258 
XJ~40 
AXA=174 
AXC-518 

XH-67 ` 

E-431 

E-431 

XE-66 
ΑΧΒ-299 
ΑΧΒ-299 
AXC-519 
ΑΧΒ-300 
AXB-300 
XH-199 
XH-199 
XH-199 
AXA-175 
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Section {11 
Numerical Index of AN O1-60AABA-4 


Contractor Ports 
23 FIGURE MICROFILM STOCK NUMBER 
° °| AND INDEX NUMBER | [ctass CODE] PART NUMBER | |” PARTNUMBER | NUMBER 


š STOCK NUMBER 
| CLASS CODE | PART NUMBER 
























FIGURE TOTAL] MICROFILM 
AND INDEX | QTY. | NUMBER 












































146-523181 1 B-455| |ΒΒΖΝΑ 146-52371 26-263 
146-523183 . 1| 2C-206 146-52371- 3 26-263 
146-523190-= 5 :2| 2C-207 146-52371- 5 26-263 
146-523196- 1 1 E7437 146-52375- 1 Χω”- 27 
146-523196- 2 1 E-437 146-52375- 2 XJ-37 
146-523197- 3 1| 2C-208 146-52375- 3 XJ=37 
146-523197- 5 1| 2ς-208 146-52375- 4 XJ-37 
146-523198- 3 1| 2E-166 1ᾳ6-52375- 5 XJ-37 
146-523214 1 B-473 146-52375= 6 XJ=37 
146-523215 2 B-474 146-52375- 7 Χο” 37 
146-523216' 1|AX8-301. 146-52375= 8 XJ-37 
1467523217 1|AXB-302 146-52375- 9 XJ-37 
146-523217- 3 1 AXB= 302]: 146-52375- 10 XJ-37 
146-52329- REF? 2L-40 146-52375- 11 XJ-37 












146-52375- 12 
146752377 
146752578 





XJ-731 
AXC-520 
AXB-304 






146-52329- 






























146-52330 146-52378- 3 AXB-304 
146-52330- 146-52378= 5 ΑΧΒ-304 
146-52378- 13 AXB-304 






146-52379 

146-52379- 
146-=52379- 
146-52379= 


2E-167 
2E-167 
2E-167 
2E-167 


146-52330- 

























146-52333- 1 
146-52333- 2 























146-52337 146-52379= 2E-167 
146-52339 ΧΗ- 57 ὦ G-49 
146752340 AXA-152 146-52380= 6-49 



















6-49 
6-49 
6-49 
6-49 
6-49 
ΑΧΒ-305 
AXB-305 


146-52340- 3 146-52380- 
146-52340- 4 
1467523414 
146752344 
146-52344-.11 
146-52344- 13 


146-52345 


ΑΧΑ-152 
ΑΧΑ-152 






146-52380- 
146-52380- 









3 
5 
T 
9 
146-52380- 1 
3 
5 
7 
9 









2L-41 
21-41 
2L-41 
26-259 







































146-52382 
146-52382- 3 
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1 

1 

1 

2 

1 

2 

2 

1 

1 

1 

1 

1 
146-52345- 3 1| 26-259 146-52383 AXA=156 
146-52345- .5 1| 26-259 146752384 ΑΧΑ-157 
146-52346 1|: 2t-42 146752385 XL-293 
146-52346- 3. 1| 2L-42 146-52386-— 1 H-158 
146-52346- 5 1| 2L-42 146-52386- 2 H-158 
146-52347 1 M-163 146-52387 AXA-158 
146-52347- 3 1| M-163 146752388 2C-210 
146-52347- 5 1| M-163 1467-52389 B-349 
146-52347- 7 1 146-52390 B-350 
146-52347- 9 1 146-52390- 3 B-350 
146-52347- 11 . 1 146-52390- 5 B-350 
146-52347-. 12 1 146-52391 XK-412 
146-52347- 13 3 146-52391- 3 XK-412 
146-52347- 15 1 146-52392- 1 2L-43 
146-52348- 1 1 146-52392- 2 2L-43 
146-52348- 2 1 146-52392- 3 2L-43 
146-52348- 3 1 146-52392- 4 1| 2L-43 
1467523487 4 1 146-52392- 5 1| 2L-43 
146-52348- 5 1 146-52392- 6 1 2L-43 
146-52348- 6 1 146-52392- 7 1| 2L-43 
146-52352 1| XK-142 146-52392- 8 1 2L-43. 
146-52352- 3 1| xk-142 146-52392- 9 1| 2L-43 
146752353 1|AXA-153 146-52392- 11 2| 2L-43 
146-52353- 3 1|AXA-153 146-52392- 12 1 2L-43 
146752355 1[ AXA=154 146-52392- 13 1| 2L-43 
146-52355- 3 1|AXA-154 146-52392- 14 1 2L-43 
146-52356 1|AXA-155 146-52393 2 |AXA=159 
146-52356- 3 1|AXA-155 146-52394 1| xk-144 
146-52357 2| B-342 146-52394- 3 1 
146-52357- 3 1| 8-342 146-52395 1 
146-52359- 1 1| 0-660 146-52395- 1 1 
1446-52359- 2 1| D-660 146-52395- 2 1 
146-52359- 5 2| PD-660 146-52395- 3 1 
146-52360- 1 Μ-164 146-52395= 4 1|AXC-521 
146-52360= 2 M-164 146-52395- 5 1 [AXC-521 
146-52363- 1 1| 26-261 146-52395- 6 1|AXC-521 
146-52363~ 2 1} 26-261 146-52396 1|AX8-306 
146-52363- 3 1| 26-261 146-52396- 1 1|AX8-306 
146-52363- 4 i| 26-261 146-52396- 2 1|AX8-306 
14546-52364 2| 26-262 146-52396- 3 1 |AXB-306 
146-52364- 3 2| 26-262 146-52396- 4 1 |AXB-306 
146-52365 2] XL-373 146-52397- 1 1| 2E-168 
146-52365- 3 2| XL-373 146-52397- 2 1| 2€~168 
146-52365- 5 2| xL-373 146-52398- 1 1| 20-211 
146-52365- 7 2| XL-373 146-52398- 2 1| 2C-211 
146-52365- 9 2| XL-373 146-52399 2| B-355 
146752366 1 146-52401- 1 1| M-167 
146-52366- 3 
146-52366- 5 146-52401- 1| M-167 
146-52366- 10 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-52402 
146-52402— 1 
146-52402- 2 
146-52 402-100 
146-52 403- 
146752404 
146-52405- 
146-52405- 
146-52405- 
146-52405- 
146-52406 
146752407 
146-52407- 
146-52407- 
146-52408- 
146-52408- 
146-52408- 
146-52408- 
146-52408- 
146752409 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


An F O) 2 2 (n O 


146-52410 
146-52411 
146-524117 
146-524118 
146-524119 
146-52412 
146-52412- 
146-524120 
146-524121 
146-524123 
146-524124 
146-524125 
146-524126 
146-524126- 3 
146-524129 
146752413 
146-52413- 3 
146-524132 
146-524133 
146-524133- 3 
146-524132- 5 
146-524134 
146-524135 
146-524139 
1146-52414 
146-52414- 
146-5241 4- 
146-524143 
146-524144 
146-524145 
146-524147 
146-524148 
146-52415 


448-324139 
146-524153 
146-524157 
146-524158- 
146-52416 
146-524160 
146-524160- 
146-524162 
146-524163- 
146-924163- 
146-524164 
146-524168 
146-524169 
146-524169- 
146-52417 
146-524171 
146-524174 
146-524176- 
146-52418 
146-524187 
146-524188 
146-52419 
146752420 
146-52421 
146-52422 
146-52623 
146752424 
156752425 
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AN O1-60AABA-4 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


268-264 
26-264 
26-264 
26-264 
XJ-41 
2Ε-169 
D-669 
D-669 
D-669 
D-669 
6-524 
6-535 
6-535 
6-535 
2F-645 
2F-645 
2F-645 
2F-645 
2F-645 
D-670 


B-356 
B-357 
B-475 
B-476 
2L-46 
2F-646 
2F-646 
20-212 
B-478 
20-214 
ΑΧΑ-183 
2ς-215 


2E-171 
2bE-171 
2Ε-171 


2E-172 
E- 449 
XA-197 
E-451 
E-451 


CLASS CODE 


CT NUMBER 
PART [| PARTNUMBER | 


146-524 26 


146-524 2Τ΄ 
146-52428 
146-52429 
146-52430 
146-52431 
146-52432 
146-52433 
146-32434 
146752435 
146752436 
146-52436- 
146-52436- 
146-52437- 
146-52437- 
14567524238 
146752439 
146-52441- 
146-52441- 
146-52442. 
146-52443 


146-52444- 
146-52444=- 
146-52445 
146-52446 
146-52446-. 
146-52446- 
146-52446- 
146-52449 
146-52450 


146-52456 
146-52456= 
146-52457 
146~52458 
146752459 . 
146752460 
146752461 
146752462 
146752462- 
146-52462= 
146-52463 
146-52464 
146-52464- 
146-52464= 
146-52466 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466- 
146-52466= 
146-52466- 
146752466- 
1467524667100 
146752469 
14652469- | 
146-52469- 
146-52469- 
146752470 
146-52470= 
146752410- 
146-52410- 


146-52472- 
146-52472- 
146-52412- 
146-52472- 
146-52473= 
146-524732- 
146-5247323- 
146-52473- 
146752474 

146-52474= 
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Section ill 
Numerical Index of 
Contractor Parts 


FIGURE  |TOTAL 
AND INDEX | QTY. 
6-56 | 


B-362 
B-363 
B-364 
8-365 
B-366 
B-367 
ΑΧΑ-171 
8-369 
XL-186 
XE-376 
XE-376 
ΧΕ-376 


AF O. — OO 2 Q) LO. 


Ne 
N N N ο... 


ww 
Fw 


2C-218 
2G-266 
D-677 
D-677 
8-373 
2L-47 


ow 
== 

D 

m 

ΙΤ pu et a 


= o 
- 00 


2L-47 


2E-174. 
2E-174 
25-175 
XE-6%, 
AXB=308 
ΑΧΑ-178 
ΧΗ-367 
26-267 
26-267 
26-267 
26-268 
6-61 
6-61 
6-61 
2L-48 
2L-48 

^ 2L-48 
2L-48 
21-48 
2L-48 
21-48 
21-48 
21-48 
2L-48 
2L-48 
21-48 
2L-48 
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AXA-179 
AXA-179 


AXA~180 
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Section II 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


Ica 
PART NUMBER AND INDEX | QTY. NUMBER 
146-52474- 5 
146-52475 
146-52475- 3 
146752475- 5 
146-52476 
146-52476-= 5 
146-52476- 10 
146-52477 
146-52478 
146-52479 
146-52492 
146-52493 
146-52494 
146-52495 
14652497 
146-52497= 
146-52497- 
146-52497- 
146-52498 
146-52499- 
146-52499- 
146-52499- 
146-52601- 
R82NA 146-52601- 
R82NA 146-52601- 
146-52601- 
146-52601- 
R82NA 146-52602 


STOCK NUMBER 
CLASS CODE PART NUMBER 


146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
RE2NA 146-53006- 
146-53006- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-53007-200 
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AXN=202 
AXN-202 


146-53009 
|146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
_|146-53009- 
146-53009- 
146-53010 
146-53010- 
146-53010- 
146-53014 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 


AXN-202 
AXN-202 
AXN-202 
AXB-314 
AXB-314 
AXB-314 


XH-467 
XH-467 
XH-467 
AXB-309 
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R82NA 146-52603 2E-176 


146-52604 2E-177 


AXB-312 
XH-206 
XE-208 


146-52605 
146-52607 
146-52608 


ΑΧΗ-203 
ΑΧΝ-203 
ΑΧΝ-203 
ΑΧΝ-203 
ΑΧΝ-203 
ΑΧΝ-203 
ΑΧΝ-ΖΟ3 
ΑΧΝ-203 
2U-56 
26-272 
26-272 
AXA-106 


pro 


XE-208 
XE-208 
XE-208 
AXB-313 
AXB-313 
AXB-313 
AXB-313 
AXB-313 
D-691 


146-52608- 
146-52608- 
146-52608- 
146-52609 
146-52609- 
146-52609- 
146-52609- 
|146-52609- 
R82NA 146-52610 
146-52610”- 
146-52611- 
146-52611- 
146-52612 
146-52612- 
146-52612- 
146-52612- 
146-52612- 
146-52613 
R82HA 146-52614- 
R82NA 146-52614- 
146-52614- 
146-52614- 
146-52614- 
146-52614- 
146-52616- 
146-52616- 
146-52616- 
146-52617 
146-53002 
146-53002- 


146-53014- 
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146-53017 


D-691 
D-692 
D-692 
2L-52 
21-52 
2L-52 
2L-52 
2L-52 
B-395 
26-269 
26-269 
26-269 
26-269 
26-269 
26-269 


ΑΧΑ” 187 
AXA-188 


146-53018 
146-53020 


+ 


2L-57 
2L-57 
2L-57 
2L-58 
2L-58 
2L-58 
21.358 
2L-58 
2L-58 
2E-178 
2E-178 
2E-178 
2E-178 
2E-178 
2L-59 
2L-59 
21-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-759 
2L-59 
2L-59 
2L-59 
21-59 
2L-59 
2L-59 
2L-59 


146753022 
146-53022- 
146-52022- 
146-53023 
146-53023- 
146-53023- 
146-53023~ 
146=53023- 
146-53023- 
146-53024 
146-523024- 
146-53024- 
146-53024- 
146-53024- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-52025- 
146-53025- 


NO Yu» An O) ω 
N +i N iDN PN T ee NNNNEPNN 


ο ο ο ο N — 


N 


146-53003- 
146-53004- 


AXN-201 
AXN-201 
AXN-201 
AXN=201 
AXN-201 
AXN-201 
AXN-201 
AXN-201 


R82NA 146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53096- 

R82NA 146-53006- 


NP PEE Eee 


146-53006- AXN-201 
146-53006- E 2|AXN-201 


= 
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Section IH 

AN O1-6OAABA-4 Numerical Index of 
Contractor Parts 
rie ore a 


x. 
19 


ocur Τε 
[class cope] — PARTNUMBER — |8% 

146-53025- 49 M 
146-53025- 51 
146-53025- 53 
146-53025- 55 
146-53025- 57 
146-53025- 59 
146-53025- 61 
146-53025- 63 
146-53025- 65 
146-53025- 67 































STOCK NUMBER 
CLASS CODE PART NUMBER 


146-53045- 9 
146-53045- 



















AXF-74 
AXF-74 
AXF-74 
AXF~74 
AXF-74 
- AXF-74 
AXF-74 
AXF-74 
AXF-74 
AXF-74 





















146-53045- 
146-53045- 32 
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146-53025- 69 146-53046- 3 
146-53025- 71 146-52046- 5 2L-63 
146-53025- 75 
146-53025- 81 146-53046- 1| 2L-63 
146-53025- 83 146-53046- 1 2L-63 
146-53025- 85 1 2L-63 
146-53025- 87 1 2L-63 
146-53025- 89 146-53047- 
146-53025-200 RE 146-53047- 3 1 |AxF-318 
146-53048 196 - 20 2 
146-53026- 3 1 146-53049 19 2 |AXB-219 
146-53026- 4 1 146-53049- 2 š 1 
146-53026- 5 1 146-53049- 3 1 
146-53026- 6 1 146753050 78 2 |AXC-525 
146-53026- 9 2 146-53050- 3 1lAXC-525 
146-53026- 11 1 146-53050- 5 1|AXC-525 
140-53026- 12 1 146-53050- 7 1 |AXC+525 
146-53026- 13 ` 1 146-53050- 9 1 ΙΑχς- 525 
146-53026- 15 1 146-53050- 11 2 |AXC-525 
146-53026- 16 1 146753051 2 |AXB-320 
146-53026- 17 1 146-53051- 2 |AXB-320 
146-53026- 18 1 146-53052 2 |AXB-321 
146-53026- 23 1 146-53052- 3 2 |AXB-321 
146-53026- 24 1 146-53053 1 21-64 
146-53026- 25 1 146-53053- 3 1| 2L-64 
146-53026- 27 4 146-53053- 5 2| 2L-64 
146-53026- 29 1 146-53053- 7 2| 2L-64 
146-53026- 31 ilb 146-53053- 9 1| 2t-64. 
146-53026- 33 1 146-53053- 11 i| 2L-64 
146-53026- 65 1 146-53053- 13 1| 2L-64 
146-53026-101 1 146-53054- 3 2 |AXB- 322 
146-53026-102 1 146-53054- 5 2 |ΑΧ8-322 
146-53027- 7 2 146-53055- 25 2 Μ-17 
146-53027- 8 2 146-53056 4 |AXB-323 
146-53027- 17 2 146-53056- 23 4 |AX8-323 
146-53027- 33 2 14567523057 1 |AXB-327 
146-53027- 35 1 146-53058 2 |AXB-325 
146-53027- 36 1 
146-53027- 37 1 146-53060- 
146-53027- 38 1 1| 28-179 
R82NA 146-53027- 39 1 146-53061 5| 0-709 
: Re2NA 146-53027- 40 1 146-53061-100 1| 0-709 
146-53027- 41 2 146-53063 2 |AXC-526 
146-53027- 43 2 146-53065 3 [AXA-190 
146-53027- 45 1 
146-53028 2 1 ¡AXA-190 
146-53028- 2 2 1 ΙΑΧΑ-190 
146-53028- 3 2 146-53065- 1 |AXA-190 
146-53028- 4 2 146-53069 2| D-710 
146-53032 2 146-53070 2] 0-711 
146-53035 2 146-53071 2 |AXB-328 
146-53039- 1 1 146-53071- 3 2 |ΑΧ8--328 
146-53039- 2 1 146-53072 οἱ D-713 
146-53040- 1 1 146-53072- 3 |2]|] 0-713 
146-53040- 2 1 146-53073 1| 2£-180 
146-53041- 1 1 146-53076 2 |AXB-329 
146-53041- 2 1 146-53076- 3. 1 |AX8-329 
146-53061- 3 1 146-53078 ` 2 |AXA-191 
146-53041- 4 1 146-53079 1| 2L-66 
146-53041- 5 1 : 
146-53041- 6 1 146-53079- 3 2| 2ἱ-66 
146-53041- 7 1 146-53079- 5 1| 2L-66 
146-53041- 8. 1 146-53079- 7 1 2L-66 
146-53041- 9 1 146-53079- 9 3| 2L-66 
146-53041- 10 1 146-53079- 11 3| 2L-66 
146-53041- 11 1|/ 146-53079- 13 1 21-66 
146-53041- 12 1 146-53079- 40 i| 21-66 
146-53042 2 146-53079- 1 21-66 
146-53045- 3 1 : 
146-53045- 4 i| 146-53080 2| 26-273 
146-53045- 5 b| AXF-74 Es 
146-53045- 6 1| AXF-74 146-53081 
146-53045= 7 1| AXF-74 : 
146-53045- 8 1| AXF-74 1467523084 
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Section II! 
Numerical index of AN 01-60AABA-4 


Contractor Parts I ; 
STOCK NUMBER = FIGURE MICROFILM STOCK NUMBER ir FIGURE | TOTAL! MICROFILM 
| CLASS CODE | 29| AND INDEX NUMBER | | CLASS CODE] — PARTNUMBER — | | PARTNUMBER | NUMBER FE AND INDEX | QTY. | NUMBER _ 
146-53312- 45 


2L-67 146-53312- 


146-53085 
146-53312- 


2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146~53312- 
2L-67 146-53312- 
2L-67 146-53312- 
D-717 146-53312- 
2E-181 146-53312- 
26-274 146-53312-103 
26-274 146-53312-107 
B-522 146-53312-127 
2Ε-182 146-53312-129 
146-53312-131 
26-275 146-53312-133 
26-275 146-53312-137 
26-275 146-53312-139 
26-275 146-53312-141 
26-275 146-53312-143 
26-275 146-53312-145 
26-275 146-53314 
26-275 
26-275 
26-275 : 
26-275 146753319 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-215 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146753320 
26-275 146-53321- 
. 26-7275 
26-275 
26-276 
26-276 
26-276 146-53321- 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 






ν 


146-53085- 
146-53085- 
146-53085- 
146-53085- 
146-53085- 
146-53085- 
146753086 
146-53088 
146-53089- 
146-53089- 
146-53097 
146-53101 


NN S | Οι κο EM! 


146-53105 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105-. 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53106 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106-᾽ 
146-53111- 
146-53221- 
146-53301 
146-53303- 
146-53303- 
146-53303- 
146-53303- | 
146-53304 ` 
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AXC-530 


XXXEXEZXXEXXXXXXXEZIXEXEXEEIXIEXXEXI 


< === 


G-92 


N-21 . i 

N-21 146-53321- 
N-21 

N-21 

2L-68 
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146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305-100 
146-53305-300 
146-53306- 5 
146-53306- 9 
146-53306- 13 
146-53306-300 
146-53308 
146-53308- 11 
146-53308- 13 
146-53308-.15 
146-53308- 17 
146-53308- 43. 
146-53308- 45 
146-53308- 47 
146-53308- 49 
146-53310 
146-53310-200 


AXN=204 146-53321- AXC-530 

ΑΧΝ-204 | . 

AXN=204 146-53321- 

AXN-204 

ΑΧΝ- 204 

ΑΧΝ- 204 

ΑΧΝ- 204 

ΑΧΝ- 204 

ΑΧΝ- 204 146-53321- 

ΑΧΝ-204 146-53321- 
146-53321- 


ς 
AXC-530 


TWN 


m 
m 


AXC=530 
AXC-530 


146-53321- 
146-53321- 


a 
m 
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26-277 
26-277 
26-217 . 
26-217 146-53321- 
26-277 146-53322- 
26-277 146-53322- 
26-277 146-53322- 
26-217 146-53322- 
26-277 146-53322- 
2L-69 146-53322- 
2L-69 146-53322- 


SEUA sas aaa 


AXC-530 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF=78 
AXF-78 
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Section Ill 


AN ΟΙ-6ΟΑΑΒΑ-4 | ^ Numerical Index of. 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM μμ NUMBER FIGURE | TOTAL| MICROFILM] ` 
CLASS CODE PART NUMBER AND INDEX NUMBER | | CLASS CODE [ PARTNUMBER | AND INDEX| QTY. | NUMBER 


146-53322- 23 146-53351 26-280 
146-53322- 27 146-53351- 26-280 
146-53322- 29 146-53351- 26-280 
146-53322- 31. 146-53351- 26-280 
146-53322- 35 AXA-193 
146-53322- 37 ΑΧΑ-193 
146-53322- 39 26-281 
146-53322- 41 26-281 
146-53322- 43. 26-281 
146-53322- 45 26-281 
146-53322- 47 AXC-535 

R82NA 146-53322-100 AXC=535 
R82NA 146-53323 AXC-535 
146-53323- AXC-535 
146-53323- AXC-535 
146-53323- AXC-535 
156753324 AXC=535 

AXC=535 

AXC=536 
AXC-536 
AXC-537 
AXC=537 
AXC=537 
AXC=537 
E-189 
E-190 





AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 

2L-71 

2L-71 

21-71 

2L-71 
26-278 


146-53359 
146-53359- 
146-53359- 
146-53359- 
146-53360 
146-53360- 
- |146-53360= 
|146-53360- 
146-53360- 
146-53360- 
146-53360- 
146-53360- 
146-53361 
146-53361- 
146-53362 
146-53362- 


146-53324- 
146-53324- 
146-53324- 

R82NA [146-53325 
146-53325- 3 
146-53325- 5 
146-53325- 6 
146-53325- 7 
146-53325- 9 
146-53325- 11 
146-53325- 13 
146-53325- 15 
146-53325- 17 
146-53325- 19 

R82NA |146-53325-100 
146-53326 
146-53326- 
146-53326- 
146-53326- 
146-53326- 

RO2NA  |146-53327 
146753328 

.R82NA :]|146-53331 

RB2NA  |146-53332 
146-53332- 
146-53332- 
146-53332- 
146-53332- 
146-52332- 
146-53332- 

R82NA =: | 1146-53333 
146-53333- 
146-53333- 
146-53333= 
146-53333- 
146-53333- 
146-53333- 
146-53333- 
146-52223- 
146-53334 
146-53334= 
146-53334- 
146-53334= 
146753334" 
146-533347 

R82NA |146-53335 

146-53335- 
146-53335- 
146-53337 
146753338 

R82NA [146-53339 

R82NA  |146-53340 

R82NA [146-53341 
146-53341- 
146-53342 

ΒΘ2ΝΑ  |146-52343- 

R82NA |146-53343- 
146-53343- 
146-53343- 

R82NA  |146-53347 
146-53347- 
146-53347~ 
146-53347= 
146-53347- 

R82NA  |146-53350- 

R82NA [1ό6-53350- 


26-278 
26-278 
26-278 
AXC-532 
AXC=532 
AXC-532 
AXC=532 
AXC-532 
ΑΧς-532 
ΑΧς-532 
AXC=532 
AXC=532 
AXC-532 
AXC-532 
AXC=532 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
- ΑΧΕ-39 
B-530 
Β-531 
B-533 
2G-279 
26-279 
26-219 
26-279 
26-279 
26-279 
26-279 
21-73 
2L-73 
2L-73 
2L-73 
2L-73 
21-73 
2L-73 
2L-73 
2L-73 
AXC=533 
AXC=533 
AXC-523 
AXC=533 


146-53363 
146-53364 


DI gea EPP EPP PE PPP RPE PREP NI A t 


146-53364- ` 
146-53365 
146-53365- 
146753367 
146-53368 
146753369 
146-53370 
146-53372 


E-190 
AXC-538 
AXC~538 
AXA-194 

B-546 
AXA=195 
AXB-334 

B-548 


N P: > N) > > > ro 


AXB-335 
AX8-335 


1467533172 
146-53373= 
146-52373- 
146-53373- 
146753314 
146-53374- 
146-53374- 
146-53375 
146-53376. 
146-53377- 
146-53377- 
146-53377- 
146-53377- 
146-53377- 
146-53378 
146-53379 
146-53380 
146-53381 
146-53382 
146-53383 
146753384 
146-53386 
146-53386- 
146-53386- 
146-53386- 
146-53387 
146-53388 
146-53390- 
146-53390- 
146-53391 
146-53392 
146-53395 


XE-211 
-ΧΕ-211 
B-549 
E-20 
B-550 
Β-551 
E-21 
B-552 


AXB=337 
AX8-337 
AXB-337 
AXB-337 
AXA-196 
2E-191 
8-555 
8-555 
B-556 
8-557 
AXA-198 


Εαν NA HI RE p N IB AA AA A Re 


146-53396 
146-53397 
146-53397= 
146-53400 


ΑΧΑ-199 
ΑΧΑ-199 
B-561 
2E-192 
2E-192 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 


ω 


PUNE 


2E-186 
2E-186 
2E-186 
2E-186 
2E-186 

B-541 

8-541 


53402- 
146753402- 
146-53402- 
146-53402- 
146-53402- 


2 
1 
1 
1 
1 

“1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
3 
3 
3 
3 
1 
2 
2 
2 
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1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
1 
i 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
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Section III 
Numerical Index of: 
Contractor Parts 










STOCK NUMBER 
PART NUMBER 


146-53402= 19 
146-53402-100 
146-53402-200 
146-53403- 3 
146-53403= 5 
146-53404= 1 
146-53404- 2 
146-53405 
146-53405- 3 
5 
7 
10 








CLASS CODE 











R82NA 









146-53405- 
146-53405- 
146-53405- 
146-53405- 13 
146-53405= 15 
146-53405- 17 
146-53406 
146-53407 
146-53409 





R82NA 


146-53410- 17 
146-53410- 21 
146-53410- 25 
146-53410- 27 
146-53410- 29 
146-53410- 31. 
146-53412- 5 
146-53412- 11 
146-53412- 13 
146-53413' 
146-53413- 3 
146-53413- 5 
146-53413= 7 
146-53414 
146-53414- 3 
146-53414= 25 +. 
146-53415 
146-53415- 3 
146-53416 
146453417 
146-53418- 3 
146-53418- 5 
146-52418- 7 
146-53418- 9 
146-53418- 11 
13 
15 
17 





146-53418- 
146-53418- 
146-53418- 
gu 146-53418- 18 
|146-53418- 19 
"| 146-53418- 20 
146-53418- 21 
146-53418- 33 
146-53419 
146-53422- 3 
146-53422- 5 
146-53422- 7 
146-53422- 9 
146-53423 
146-53423- 
146-53423- 
146753424 
146753425 
146-53426 
146-53426- 3 
146-53426- 5 
146-53426- 7 
9 
1 


uw 


146-53426- 
146-53426- 1 
146-53427 > 
146-53428 
146-53432- 3 
146-53432= 5 
146-53432- 7 
146-53432= 9 
146-53432- 10 
146-53432- 11 
146-53432- 13 
146-53432- 15 
146-53432- 21 
146-53432- 25 
146-53532- 27 
146-53432- 29 
146-53433 
146-53433- 









R82NA 
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ΑΝ 01-60AABA-4 


FIGURE [TOTAL 
AND INDEX | QTY. 
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MICROFILM 
NUMBER 


AXF=80 
AXF-80 
ΑΧΕ-δ0Ο 
20-223 
20223 
AX8-339 
AXB-339 
B-563 
B-563 
B-563 
85563 
B-563 
B-563 
8-563 
B-563 
B-564 


AXA-200 





2E-193 
2E-193 
2E-193 
2Ε-193 
2E-193 
2E-193 
AXA-201 
AXA-201 
AXA-201 
AXC-539 
AXC-539 
AXC-539 
AXC-539 
G-112 
6-112 
6-112 
26-282 
26-282 
6-114 
` G-115 
- 2L-76 
2L-76 
2L-76 







AXF-81 
AXF-81 
AXF-81 
AXF-81 
AXF-81 
AXF-81 





















2L-75| 






































CLASS CODE 


STOCK NUMBER 
PART NUMBER 


146-53433- 5 
146-53433- 7 
146-53433- 9 
146-53433- 11 
146-53433- 13 
146-53433- 15 
146-53434-300 
146-53434-400 


146-53435 
146-53435- 
146-53435- 
146-53435= 
146-53435- 
146753438 


|146753440- 


146-53440- 
146-53440- 
146-53443 


146-53445 
146-53500 
146-53501 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-753501- 
146-53501- 
146-53501- 
146-53501- 
146753501-: 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-5350]- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501- 
146-53501-100 
146-53501-101 
146-53501-102 
146-53501-103 
146-53501-300 
146-53502- 3 
146-53502- 5 
146-53502- 7 
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E-32 
E-32 
JE-32 
E-32 
E32 
E-32 
2L-77 
2L-277 


N-42 
N-42 
N=42 
N-42 
N-42 
ΑΧΒ-341 


AX8-342 
AXB-342 
AXB-342 
AXB-343 


20-224 
2L-79 
2L-79 
2L=79 
eL-79 
2L-79 
2U-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
21-79 
2L-79 
2L-79 
21-79 
2L-79 
2L-79 
2L-79 
2L-79- 
2L-79 
2L-79 
2L-79 
2L-79 
21-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 


2L-79 


2L-79 
21-79 
21.-79 
21-79 
2L-79 
2L-79 
2L-79 
2L-79 
21-79 
21-79 
` 2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
.2L-79 
2L-79 
2L-79 
21-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-80 
2L-80 
2L-80 
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Section Ili 


AN O1-60AABA-4 i - Numerical Index of 
: conector Parts 





STOCK NUMBER _ ` $2| FIGURE MICROFILM 
CLASS CODE PART NUMBER | 39| AND INDEX NUMBER 


146-53502- 11 2L-80 
146-53502- 16 2L-80 
146-53502- 18 21-80 
146-53502- 19 2L-80 
146-53502- 21 2L-80 
146-53502-200 - 2L-80 
146-53504- AXN-205 
146-53504- , AXN=205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- ij AXN-205 
146-53504- å AXN-205 
146-53504- A AXN-205 
146-535047. ή | AXN=205 
146-53504- M ΑΧΝ-205 
146-53504- AXN-205 
146753504- ή ΑΧΝ-205 
146753504- i AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- š AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- AXN=205 
146-53504- "Ú AXN-205 
146-53504”- : ΑΧΝ-205 
14-46-5350 4- AXN=205 
14653504 AXN-205 
146-53504- AXN-205 
146-53505 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-01 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
|146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-31 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505-- 2L-81 
146-53505- 2L-81 
146-55505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- .2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53506- 25-82 
146-53506- 2ἱ-62 
146-53506- 2L-82 
146-53506- 2L-82 
146-53506- . 2L-82 


i STOCK NUMBER FIGURE |TOTAL| MICROFILM 
CLASS CODE [PARTNUMBER | | PARTNUMBER ὁ AND INDEX | QTY. | NUMBER 


12146-53506- s 2L-82 
2L-82 
2L-82 

146-53506- 2L-82 

146-53506- : 2L-82 

146-53506- 2L-82 

146-53506- 2L-82 
2L-82 
2L-82 
2L-82 

146-53506- t: 2L~82 

146-53506- ; 2L-82 

146-53506- 2L-82 

1146-53506- ` IH '?L-82 

146-53506- | 2L-82 

146-53506- 2L-82 

146-53506- š : 2L-82 

146-53506- I 2L-82 

146-53506- "i 2L-82 

146753506- 2L-82 

146-53506- j 2L-82 

146753507 26-284 

146-53509- 21-83 

146-53509- : 2L-83 

146-53509- 2L-83 

146-53509- b 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53509- 9 2L-83 

146-53509- e 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53510- ' 2L-84 

146-53510- 2L-84 

146-53510- 2L-84 

146-53510- 2L-84: 

146-53510- 2L-84 

146-53510- 2L-84 

146-53511 AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- ΑΧΕ-82 

146-53511- AXF-82 

146753511- AXF-782,.|. 

146-53511- .AXF-82> 

146-53511- AXF-82 

1467525117 . AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

1467523512 2E-195 

146-53512- 2E-195 

2E-195 

2E-195 
2E-195 
2L-85 
2L-85 
2L-85 
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1146-54013- 
146-54013- 
146-54013- 
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146-54014- 2L-86 
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146-54014- 2L-86 


146-54014- 2L-86 
146-54020- 

146-54020- 

146-54020- 

146754021 d : 
146-54021- : 2| 26-285 
146-54023 N-58 
146-54023- Ν-58 
146-54023- N-58 
1456754023- N-58 
146-54024- N-59 
146-54024- Ν- 59 
146-540 27 ; AXB-344 
146-54028- . N-60 
146-54028- N-60 


“Τὶ > dd κ.) 2 > od > 1} = > τ} > > χ5λ 15} pd 15} 


2L-87 
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146-54030- 
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Section " 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


tdem NUMBER 


PART NUMBER 


146-54030- 7 2L-87 
146-54030- 50 2L-87 


STOCK NUMBER 
CLASS CODE] PARTNUMBER | | PARTNUMBER | NUMBER 


146-5403231- 3 η XF-168 
146-54031- 
146-54032 
146-54032- 
146-54033 
146-54033- 
146-54033-, 
146-54033- 
146-54033- 
146-54033- 
146-54033- 
146-54033- 
146-54036- 
146-54038 
146-54039 
146-54040- 
146-54040- 
146-54040- 
146-54040- 


146754064 ; 2L-94 
146-54064- ! 2L-94 
146-54064- d 2L-94 
146754064- 26-94 
N-75 
N-76 
20-227 
2E-199 
2E-199 
2E-199 
2L-95 
2L-=93 
2L~95 
2L-95 
2L-95 


146754068 

146-54071 

146-54071- 
146-54071- 
146-54074- 
146-54074- 
146-54074- 
146-54074- 
146-54074= 
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B-584 
Ν-78 
26-287 
26-287 
26-287 
AXC-541 
AXC-541 
AXC-541 
AXC-541 
XG-1 


146754077 
146-54080 
146754082 
146-54082- 
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146-54040- 


146-54040- E 
146-54033- 
146-54083- 
146-54083- 
146-54084- 


146-54040- 
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146-54042- 
146-54042- 
146-54042-. 
146754042- 
146-54042- 
146-54042- 
146-54042- 
146-54042- 
146-54043- 
146-54043- 
146-54043- 


XG-1 
XG-1 
XG-1 
Χ6-1 
XG-1 
XG-1 
XG-1 
Χ6-1 
XG-1 
XG-1 
XG-1 
XG-1 
2E-200 
2E-200 
8-585 
2L-96 
2L-96 
20-229 
2C-231 
Ν-81 
Ν-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 
N-81 


146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084= 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084= 
146-54085 

146-54085- 
146-54086 

146-54088 

146-54088- 
146-54089 

146-54093 
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2C-225 
2C-225 
2C-225 


146-54048- . 2L-90 
146-54048- : 2L-90 
146-54048= 2L-90 
146-54048-. 2L-90 


zu 
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146-54050- 2L-91 
146-54050- 2L-91|. 
146-54052 B-577 
146-54053- 

146-5405 4- A ^ 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- -2L-92 
146-54054- 
146-54055- 
146754056 
146-54057- 
146-54058- 
146-54058- 
146-54058- 
156-54058- 
146-54058- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54060 


146-54094= 
146-54094- 
146-54094- 
145-54094- 
146-54094- 
146-24094- 
146-54094- 
146-54094- 
146754094- 
146-54094- 
146-54094-100 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
F 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
11 
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B-589 
AXA~207 
20-232 
20-233 
AXF-84 


14546-54095 
1456754096 
146-54098 
146-54099 
146-54100 


B= 


ο 
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AXF-84 
N-83 


146-54100- 3 
146-54101 
146-54101- 3 
146-54101- 11 
146-54101- 13 
146-54101- 15 
146-54101- 20 
146-54104 
146-54105 
146-54105- 
146-54105- 
146-54105- 
146-54107 
146-54110 
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146-54060- 
146-54060- 
146-54060- 
146-54061 2E-198 
146-54061- Ç 2£-198 
146-54062- AXC-540 
146-54062- AXC-540 
146-5406 2- : ΑΧς- 540 
146-54062- AXC-540 
14546-54063 2C-226 
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146-54110- 
146-54110- 
146-54110- 
146-54111 






















146-54113 
146-54118 
146-54119- 
146-54120- 
146-54120- 
146-54120- 
146-54120- 
146-54120- 
146-54126- 
146-54126- 
146-54126- 
146-54126- 







146-54126- 
146-54126- 


146-54127 
146-54131- 
146-54132 

146-54135 

146-54137 

146-54137- 
146-54137- 
146-54138- 
146-54144- 
146754145 

146754146 

146754149 

146-54152- 
146-54154 

146-54154- 
146-54155- 
146-54155- 
146-54157 

146-54158 

146-54203 

146-54203- 
146-54203- 
146-54203- 
146-54203- 
146-54203- 
146-54203- 
146-54203- 
146-54206- 
146-54206- 
146-54206- 
146~54206= 
146-54206- 
146-54208 
146754209 







































146-54209- 
146-54209- 
146-54212 
146-54217 
146-54220 
1146-54222 
146-54223 
146-54223- 
146754224 
146-54224- 
146-54224- 
146-54224- 
146-54224- 
146-54225 
146-54226 
146-54226- 
146-54226- 
146-54231- 
146-54233 
146754234 
146-54234- 
146-54235 
146-54236- 
146-54236- 
146-54237- 
146-54237- 
146-54237- 
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FIGURE MICROFILM 
AND INDEX NUMBER 


4 N-85 
N-85 
N-85 
2U-59 





















2F-648 
6-126 
ΑΧ8” 347 
N-86 
N-86 
Ν-86 
Ν-86 
Ν-86 























2ς-236 

























26-291 
ΑΧς-545 
AXC-565 
26-293 
26-293 
26-294 
26-295 




























2L-98 

37 17 2L-38 
18 2L-98 

11 2L-98 
2L-98 


II. l |] 
~ 


12 2L-98 
16 2L-98 
6 21-98 
7 AXC-547 


AXC-547 
AXC-547 
AXC=547 
AXC=547 

B-598 
2E-203 























2E-203 
2E-203 







XH-45 
26-296 
XE-213 
26-297 
26-297 
AXF-85 
ΑΧΕ-85 
AXF-85 
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STOCK NUMBER 
PART NUMBER 








146-54237- 
146-54237- 
146-54237- 
146-54231- 
146-54237- 
146=54237- 
146-54237- 
146-54237- 
146-54237- 
146-54237- 
146-54231- 
146-54237- 
146754231- 
146-54237- 
146-54231- 
146-54231- 
146754240 

146754241 


146-54250- 
146-54250- 
146-54250- 
146-54250- 
146-54250- 
146-54250- 
146-54250- 
146-54250- 
146-54250= 
146-54250- 
146-54250-101 


146754250-102 
1467542507201 


146-54250-202 


146-54251 
146-54252 
146-54255 
146-54256 
146-54257 
146-54257- 
146-54257= 
146-54258 
146-54259- 
146-54258- 
146-54258- 
146-54262 


146-54262- 
146-54262- 
146-54262= 
146-54262- 
146-54262- 
146-54262- 
146754262- 
146754264 
1467542647 
146-54264- 
146-754264- 
1467542647 
146-54264- 
146-54264- 
146-54264- 
146-54264- 
146-54264- 
146-54264- 
146-54264- 
146754265 
146-54264-100 
146-54265- 1 


146-54265= 2. 


146-54269 
146-54269- 3 
146-54269- 5 
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Numerical Index of 
Contractor Parts 


FIGURE TOTAL 
AND INDEX | QTY. 


26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-204 
ΑΧΒ-350 
AXB-350 
ΑΧΒ-350 
. E-63 
REF | 2L-100 
REF | 2L-100 
1| 21-100 
1| 2L-100 
1| 21-100 
1| 21-100 
1| 2L-100 
1| 2L-100 
1 
1 
1 
1 
1 


N f 5 tÑ N = = > => = N I = i= i> ο RRR IND > errre 


2L-100 
2L-100 
2L-100 
2L-100 
2L-100 


1| 2L-100 
1| 2L-100 
1| 2L-100 


2| 8-601 
3 |AXA-208 
5 E-65 
2 |AXC-548 
4 |AX8-351 
4 JAXB-351 
8 |AXB-351 
8 |ΑΧΒ-352 
8 |AXB-352 
8 |AX8-352 
8 |AX8-352 

N-96 


F 

1 N-96 
1 N-96 
1 N-96 
1 N-96 
1 N-96 
1 Ν-96 
Ε Ν-96 
1} AXF-86 
1| AXF-86 
2| AXF-86 
2| AXF-86 
1| AXF-86 
1 

1 

1 

1 

1 

1 

1 

1 

F 

1 

1 

5 

5 

1 


= 
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AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
᾿ΑΧΕ-86 
ΑΧΕ-86 
ΑΧΕ-86 
ΑΧΕ-86 
B-603 
B-603 
AXB-353 
AX8-353 
AXB-353 
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Numerical Index of AN 01-60AABA-4 
Contractor Parts 


EU OR NUMBER fs FIGURE MICROFILM STOCK NUMBER 23] run | TOTAL) MICROFILM 
PART NUMBER ° o| AND INDEX NUMBER CLASS CODE PART NUMBER 59] AND INDEX | QTY. | NUMBER 


πρὸ - : 146-54 428 ΑΧΕ- 357 
146-54270- 2L-101 146-54428- ΑΧΒ-357 
146-54270- à 2L-101 146-54428- AXB-357 
146-54270- : 2L-101 6754428- ΑΧΒ-357 
146-54270- 2L-101 E-93 
146-54270- š 2,7101 146754430 E-94 
146-54270- M 2L-101 146754431 E-95 
146-54270- 2L-101 146-54432- 3 AXC-553 
146-54270- 2L-101 146-54432- 5 AXC-553 
146-54270-101 CF] 2L-101 146-544532- 7 AXC=553 
146-54270-102 2L-101 146-54432- 11 AXC-553 
1456-54270-301. 2L-101 146-54432- 13 AXC-553 
146-54271 2Ε-205 146-954 432- 15 AXC-553 
146-54272 2L-102 146-54432- 17 AXC-553 
146-54272- 23 i 2L-102 š 146754433- E-96 
146-54272- 25 š 2L-102 146-54433- E-96 
146-54272- 27 2L-102 146-54433- E-96 
146-54272- 29 2L-102 146-54433= E-96 
146-54272- 31 2L-102 146-54433= E-96 
146-54272-100 2L-102 146-54434- E-97 
i 146-54434- E-97 

2L-102 146-54435= E-98 
2L-102 146-54435- E-98 
AXA=209 146754437 6-156 
6-134 146754438 E-100 
6-134 146-54438- E-100 
6-134 146-54438- E-100 
146-54438- E~100 

146-54438- E-100 

146-54441 XH=47 

146-54441- XH-47 

146-54442 XE-216 

146754442- XE-216 

146-54488 


146-54272-201 
146-54272-901 
146-54274 
R82NA 146-54 277 
146-754277- 
146-54277- 
146-54278 
146-54278- 
146-54279 
146-54279- 
146-54281 
146-54282- 
146-54282- 
146-54283 .|146-55001 
R16P6886|146-54285 26-299 146755005 
245 146-55019- 
146-54285- 26-299 146-55013- 
R82NA 146-54293 146°55019= 
146-54295- 146-55019- 
R82NA 146-54295- 146-55022- 
146-54296 146-55022- 
146-54296- 146-55022- 
146-54296- AXC-551 146-55022= 
146-54299 G-141 146”-56046- 
146-54299- 6-141 146-56109- 
1456754307 Β-611 146-56109- 
146-54308 20-241 146-56111 
146-54313 20-242 146-56113 
146-54313- 20-242 146-56113- 
146-54324 26-302 146-56113- 
146-54327 146-56113- 
146-54330 146-56113- 
146-54340 146-56113- 
146-54348 146-56113- 
146-54351 146-56113- 
146-54353 146-56113- 
146-54354 146-56114 
146-54356 146-56114=- 
146-54360 2L-103 146-56114- 
146-54360- 2L-103 146-56114- 
146-54360- 2L-103 N 146-56114- 
146754361 2Ε-207 146”-56114- 
146-54361- 2E-207 146-56114- 
146-54361- 2Ε-207 146-56118- 
146754362 2bE-208 146-56118-. 
14546-54363 2C-243 146-56118- 
146754364 20-244 146-56118- 
146-54365 AX8-355 146-56118- 
146-54366 AXB-356 146756129 
146-54367- 2E-209 146-56129- 
146-54367- 146-56130 
146-54368 146-56133 
146-54410 146-56134 
146-54411 1456-56135 
- 146-56136 
146-56136- 
1456-56136- 
146-56136- 
AXC-552 146-56135- 
AXC-552 146-56136- 
AXC=552 146-56136- 
AXC-552 145-56136- 
E-88 h: 146-26141- 


NPO N PP JUN. 
TIN NISN PTT ENN EH S0 (S Or N P N N INO P9 19 


= 
m 


N Ur Ut σσ n U nh pa 


AD 
m m 
^n 


2L-105 
2ς-247 
26-309 
26-309 
26-309 
26-309 
26-310 
26-310 
26-310 
26-310 


uu 


E-106 
E-106 


ΝΟ RR I PR A A A NA IRI ID IND. NP ps 


AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 


N-114 
N-114 
N-114 | 
Ν-114 
Ν-114 
Ν-114 

2E-211 
2E-211 
2E-211 
2E-211 
2Ε-211 
AXB-358 
ΑΧΒ-358 


1 
5 
4 
1 
2 
2 
2 
1 
1 
2 
1 
2 
2 
1 
2 
1 
1 
1 
1 
1 
2 
1 
5 
2 
1 
2 
5 
1 
5 
2 
4 
o 
2 
2 
2 
2 
1 
2 


tran) 
N 


146-54412 
ΑΧς- 554 
AXC-554 
AXC-554 
AXC-55& 
AXC-554 


146-54412- 
146-54412- 
146-54412- 
146-54412- 
146-54412- 
146-54414 


Ma NN 


B = ο 1» 
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Section Ill 


AN O1-G0AABA-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM STOCK NUMBER: 
| CLASS CODE | PART NUMBER AND INDEX ` NUMBER | | CLASS CODE PART NUMBER 


146-56141- 5 2C-251| |ΒΒΖΝΑ 
146-56142 20-252 
146-56143 20-253 | |R82NA 
R82NA  |146-56144 26-254 
146-56148- 
R82NA 146-56148- 
146-56148- 
146-56148- 
146-56149- 
'R82NA 14656150 
R82NA |146=56152 
146-56152- 
R82NA  |146-56152- 
146-56152- 
R82NA |146-56153 
146-56153- 
146-56154 
146-56157 
146-56157- 
146-56165 
146-56165- - 
146-56165- 
146-56165- 
146-56168 
146-56168- 
146-56168- 
146-56168- 
146756170 
146756171 
146-56171- 
146-56171- 
146-56171- 
146-56172 
146-56173 
146-56173- 
146-56173- 
146-56173- 
146-56174 
146-56181 
146-56183 
146-56308 
146-56313 
146-56313- 
146-56313- 
146-56213- 
146-56313- 
146-56314 
1146-56317 
146-56321 
146-56222 
146-56332 
146-56332- 
1467563323 
146-56333- 
146-56334 


20-260. 
2ς-260 
E-152 
E-152 
26-314 
26-314 
AXB~366 
ς-23 
AXB~367 


NN 4 


AXC=555 
AXC=595 
AXC=555 


N po PRE Nee 


AXB-360 

AXC-556 

AXC-556 
AXC=556 146-56702- 
AXC-556 Ë ‘1146-56705 
26-313 146-56706 
26-313 146-56706- 
AXB-361 146-56706- 
2E=212 146-56706- 
2E~212 146-56707 
d 146-56707- 


6-180 
6-180 
6-180 
2ς-261 
26-315 
26-315 
26-315 
26-315 
26-316 
26-316 
26-316 
20-262 
20-263 
26-264 
20-264 
ς-29 
2C-265 
E-155 
E-155 
E-155 
E-155 
AXA=223 
20-266 
20-266 
26-266 
C-33 
C-33 
ς-33 
2ς-267 
2ς-267 
C-35 
C-35 
C-35 
C-35 
C-35 
ΑΧΑ-224 
ΑΧΑ- 224 
E-156 
E-156 
E-156 
6-184 
G-184 
. G-184 
6-185 
6-185 
6-185 
26-222 
2Ε-222 
2Ε-222 
2L-109 


PPR > [1 AAA 


2E-213 
2E-213 
2E-213 14546-56713 
2E-213 156756714 
26-255 146-56719 
ΑΧΒ-362 146-56719- 
ΑΧΒ-362 146-56719- 
146-56719- 
146-56723 
146-56902 
146~56902- 
146-56902- 
146756905 
146-56905- 
146-56905- 
146756906 
146-56906- 
146-56907 
146-56907- 
146-56907- 
146-56907- 
146-56907- 
146-56908 
146-56908- 
146756909 
146-56909- 
146-56909- 
146-56910 
146-56910- 
2E-217 146-56910- 
26-217 14656911 
2Ε-218 146-56911- 
146-56335 20-257 146-56911- 
146-56351 ς-9 146-56913 
146-56401 ( P 146-56913- 
146-56402 C-10 -56913- 
146756403 . C-11 
2ς-258 146-58005- 
ς-12 146-58010- 
ς-12 146-58022- 
2E-219 146-58022- 
E-147 146-58022- 
146-58033-103 
146-58033-113 
H-165 146-58042 
AXA-218 146-58056 
AXA-218 
AXA-219 156-58057- 3 ^ 2E-223 
AXA-219 1467-58063 N-131 
AXA-219 
2C-259 146-58064- 10 2L-113 
AXA-220 146-58064-101 2L-113 
AXA-221 146-58066- 1 . 3 AXF=90 
25-221 ⁄ 
2E-221 146-58066- 2 AXF-90 
22-221 i 
2E-221 146-58068 N-134 
C-19 ἣ 146-58085 
C-19 
ΑΧΑ-225| |F 1146-58085- 
XA-61 " 


Fw 
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XJ~50 
G-186 
G-186 
G-186 


1467564047 
146-5640 4- 
146-56405 
146-56406 
146-56410- 
146-56410- 
146-56411 
146-56412 
146-56412- 
146-56413 
146-56413- 
146756413- 
146-56414 
146-56415 
146-56416 
146-56417 
146-56417- 
146-56417- 
146-56417- 
146-56421 
146-56421- 
146-56422 
146-56605 


o 
' 
πο 


AXF-89 
26-217 
120-341 
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Section lll I 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER ER FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 39} AND INDEX | QTY. | NUMBER 


ETT NUMBER FIGURE  |TOTAL|MICROFILM 
PART NUMBER AND INDEX | QTY. NUMBER 
146-58183- ΑΧΑ-233 


ΕΠΗ 146-58086 C-37 

R83NA 146-58088 AXB-371 
146-58183- ΑΧΑ-233 
146-58183- AXA-233 


146-58184 Ἔ 2ς-276 
146-58185 ; 2G-326 


N 


R83NA 146-58089 


N 


AXB-372 


R83NA . 146-58090- 
R83NA 146-58090- 
146-58101- 
146-58101- 
146-58117 
146-58118- 
146-58118- 
146-58119- 
146-58119- 
146-58121- 
146-58122 
146-58122- 
146-58123 
146-58123- 
146-58123- 
146-58123- 
146-58125 
R83NA 146-58126 
R83NA 146-58127 
146-58127- 
R83NA 146-58128 
R83NA 146-58129 
146-58129- 
R83NA 146-58130 
R83NA 146-58134- 


AXN-103 
AXN-103 
146-56185- AXA-235 
146-58185- 5 AXA-235 
146-58186 5 E-188 
146-58187 2E-228 
146-58188 ΑΧΑ-236 
146-58189 AXB-386 
146-58190 AXB-387 
146-58192 AXB-388 
146-58193 
146-58193- 
146-58193- 
146-58193- 
146-58193- 
146-58193- 1 
146-58195 
146-58196 
146758197 
146-58198- 
146-58198- 
14658199- 
.|146-68199- 
146-58199- 
146-58200- 
146-58200- 
146-58201 
146-58202 
:|146-58202- 
146-58202- 
146-58202- 
146-58203 
146-58204 
146-58207 
146-58211 
146-58212 
146-58213 
146-58213- 
146758214 
146758215 


2E-224 
2C-269 
20-269 
20-270]: 


2E-226 

26-322 
ΑΧΒ-375 
AXC=561 
AXC-561 
AXC-562 
AXB-376 
AX3-376 
AXB=377 

26-323 


C-70 
C-71 
ς-το 
E-193 
E-193 
E-194 
E-194 
E-194 
E-195 
E-195 
AXB-389 
E-197 
E-197 
E-197 
E-197 
ΧΑ-69 
C-74 
XE-88 
AXB=390 


X9 $2 2 RRP RPP RMP PNP RP PP pu o pee pr IS 


146-58134-. 
R83NA 146-58135 


26-323 
AXB-378 


or 


R83NA 146-58136 
146-58137 
146-58137- 
146-58138 
146-58139 
146-58140 
146-58143 
146-58147 
146-58148 
146-58149 
1467-58150 
1467-58152 
1146-58153 
146-58153- 3 
146-58154 
146-58154- 3 
146-58155 
146-58157 
146-58157- 3 
146-58158 


AXN-104 
AXN-104 
26-327 
2E-229 
2C-278 
2E-230 
20-279 
2C-280 
ΧΗ-50 
2E-231 
2C-281 
2C-282 
2E-232 
ς-θ7 


146-58219 
146-58220 
146-58221 
146758222 
146-58223 
146758225 
146758226 
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146-58158- 3 
1456-58158- 5 
146-58160- 10 
R82NA 146-58162 
R82NA 146-58163 
146-58164- 4 
146-58164= 5 AXB~ 381 
|146-58164- 6 AXB-381 
146-58164- 7 AX8-381 
8 
9 
0 


2C-283 
2C-284 
C-90 

e 82 
XA-217 
ΧΑ-217 
XA-21T 
XA-217 
ς-95 
ς-96 
Cc-97 
XE-91 
ς-99 
C-100 
AXB-391 
AXC=564 
AXB-392 
AXB-392 
AXN-105 
AXN~105 
26-328 
26-329 
2E-233 
2E-233 
C-103 
C-104 
C-105 
2E-234 


146-58227 
146-58228 
146-58229 
146-58233 
146-58239- 3 
146-58239-" 5 
146-58239- 7 
R82NA 146-58239- 10 
146-58242 
146-58243 
146-58244 


AXB-381 


146-58164- AXB-381 
146-58164- ΑΧ8-381 
146-58164- 1 AX8-381 


26-324 
28-227 
6-551 
2C-275 
E-186 
E-186 
E-186 
E-186 
E-186 


146-58168 
146-58169 
146-58174 
146-58175 
146-58176- 
146-58176- 
146-58176- 
146-58176- 
146-58176- 
146-58178 
146-58178- 
146-58178- 
146-58179 
146-58180 
146-58181 
146-58183 


146-58248 
146-58249 
146-58250 
146-58258 
R82NA 146-58258- 10 
R82NA 146-58259 
146-58259- 3 
R83NA 146-58280 
R82NA 146-56261 
RB3NA 146-58262 


N 
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AXB-383 
AXA-232 
ΑΧΑ-233 


R&2NA - -58271 
145-38272- 10 
R82NA 146-58273 
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Section fl 
AN O1-60AABA-4 ` Numerical Index of 


Contractor Parts 
TOTAL] MICROFILM STOCK NUMBER za FIGURE |TOTAL 
QTY. NUMBER CLASS CODE PART NUMBER ou AND INDEX | QTY. 
3 M1 











STOCK NUMBER 
[CLASS CODE| PART NUMBER 
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146-58274 26-330 146-58474- 1 ; 
146-58274- 3 X1 26-330 146-58483 1| XA-226 
146-58275 P1 2673231 1456758484 2 XA-83 
146-58278 ü 1467-58485 1! XH-214 
146-58279 R83NA 146-58486- 1 49 - 24 1| XE-222 
146-58279- 3 P R83NA 146-58486- 2 49 - 25 1| XE-222 
146-58279- 5 1| 2Ε-235 146-58487 4 C-157 
R83NA 146-58279- 10 1| 2E-235 146-58488 49 - 21 12 C-158 
R82NA 146-58290 1 G-119 145-58489- 1 2 E-241 
R8-3NA 146-58291 2|AXN-106 146-58489- 2 2 E-241 
R83NA 146-58292 2 E-215 146-58489- 3 2 E-241 
R83NA 146-58293 2|AXA-237 1467584897 4 2 E-241 
R83NA 146-58294 2|AXA-238 146-58490 49 = 29 4|.C-159 
R83NA 146-58295- 2| AXN-107 146-58491- 1 1| XH-375 
146-58295- 7 2|AXN-107 146-58491- 2 1| XH-375 
146-58295- 9 2|AXN-107 146-58492- 1 49 = 32 1] 26-338 
R83NA 146-58295- 11 2| AXN-1077 145-58492- 2 49 1] 26-338 
R83NA 146-58296 4 C-117 146758493 4| 2C-295 
146-58298- 3 3| E-217 14658494 4 C-162 
Š 146-58495 49 = 27 2 E-242 
146-58298- 3 E-217 146-58496 49 - 30 4 E-243 
146-58497 4 C-160 
146-58300 2|AXA-240 146-58498 49 - 31 4| XA-229 
146-58301 2| 2E-236 146-58499- 1 1 E-245 
146-58302 2|AXN-108 146-58499= 2 1 E-245 
146-58302- 3 4| AXN-108 146-58501 . 284 - 2 1| 2Ε-240 
146-58303 2| AXN-109 146-58501- 3 1| 2E-240 
146-58304 2|AXC-565 146758502 284 7 6 1| 20-296 
146-58304- 3 4|AXC-565 146-58507 1 ΙΑΧΑ- 244 
146-58304- 5 4|AXC-565 146-58507- 3 315 - 28 1 ΙΑΧΑ- 244 
146-58304- 7 &|AXC-565| |R82NA 146-58508 4 E-248 
R83NA 146-58305 8| AXB= 394] |R82NA 146-58510 4 E-250 
146-58305- 3 8|AX8-394 14658513 1 | 2C-297 
R83NA 146-58 306 P 4 C-122 146758514 1| 2C-298 
146758308 M 1 C-124 146758515 1] ος-295 
146758310 M1 2| 2ς-285 146758516 388 - 25 1| 2C-300 
R82NA 146-58311 P 1 146758517 388 - 10 1 C-170 
R82NA 14546-58312 P 1 C-127 146758518 2 C-171 
R82NA 146-58315 P 1 E-220 146-58520 3 [AXN-110 
R82NA 146758316 P1 1| 26-332 146-58521 285 - 18 6| 2ς-301 
RB2NA 146-58317 P 1| 6-225 146758522 2| C-174 
R82NA 146-58318- 10 P1 1 E-221 146758523 1| 2C-302 
R82NA 146-58319 P 1| E-222 146-58523- 3 2| 20-302 
146-58319- 3. M1 1 E-222 146-58523- 5 -. 1| 2ς-302 
R82NA 146-58330 P 1| 26-333 156758535 315 - 24 1| 2C-306 
146758333 6 C-131 146758536 48 1| 26-339 
146-58333- 3 2 C-131 146758542 1| XK-283 
146-58333- 5 2 C-131 146-58543 360 - 10 2| 2E-243 
146-58333- 7 2 C-131 146-58545 81 - 24 1 XE-93 
146-58333- 9 2 C-131 146-58545- 3 1 XE-93 
146-58350 1| 2C-288 146-58545- 5 1 ΧΕ-93 
146-58367 1 C-134 146758546 1 |AXB-396 
146-58368 1| 2C-289 146758559 1| XK-285 
146-58398 1 ς-137 166-58560- 3 1 G-313 
146-58399 1 ς-138 146-58560- 5 1 G-3123 
146758400 1 ς-139 146-58560- 9 1 6-313 
146-5840] 1 C-140 146-58560- 13 1 G=313 
R83NA 146-58402 1|AXA-242 146-58560- 17 1 G-313 
> 146-58403 4 C-142 146-58560-100 197 REF 6-313 
R82NAÀ 156758404 2 C-143 146-58561 1| XE-223 
146-58404- 3 4 C-143 146-58561- 3 1] ΧΕ-223 
146758404- 5 2 C-143 146-58562 197 - 24 1| XE-224 
1456-58404- 7 2 C-143 146-58562- 3 1| XE-224 
146-58404- 9 2 C€-143 146-58562- 5 1| XE-224 
R83NA 146-58405- 3 12 ΧΑ-Τ6 146-58562- 7 1| XE-224 
R83NAÀA 146-58405- 5 6 XA-76 146-58562- 9 1| XE-22^4 
1146-58409 3 C-145 146-58562- 11 1| XE-224 
146-58410 2| XA-422 146-58562- 13 1| XE-224 
R83HA 146-538415 2| 2E-239 146758564 1 XE-96 
146-58415- 3 2| 2Ε-239 146-58564- 3 y 1 XE-96 
R83NA 146-58416 2 E-231 146-58565 197 - 17 1| 2€-307 
R83NA 14546-58417 4 E-232 146-56566 1 ΙΑΧΑ- 246 
: 146-58418 1} 2C-291 146-58568 1| 2ς-209 
146-58418- 1 1| 20-291 146-56571 375 - 6 rl 2-310 
.|146-58418- 2 1| 2-291 146-58572 285 - 29 οἱ 2E-244 
146-58443- 3 1 E-234 146-58573- 3 1 ΧΕ-Ω9 
146-58443- 5 1| .E-234 146-58573- 5 1 XE-99 
146-58444 1 E-235 146-98574 2 
146-58448 1| 2C-292 146~58575= 3 414 = 7 1 
146-58449 1| 20-293 146-58575- 5 $14 - 8 1 
146-58450 1|AXA-243 146-58575- 7. 2 
156-58473- 3 6 XE-92 146-58575- 9 16 
146758576 3| 2€-311 
146-58473- 2 X&-92 146-58805- 55 M11414 = 21 1| 26-341 
911 
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Section Ill 
Numerical Index of ` AN O1-60AABA-4 


Contractor Parts 
FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 
2 | AND INDEX | QTY. NUMBER | | CLASS CODE PART NUMBER AND INDEX | QTY. | NUMBER 
M1 1 


146-58805- 1μιό14 = 45 26-341 '|146-63244- 11 2L-118 


[CLASS CODE| — PART NUMBER 
146-58805- 26-341] IR82NA 146-63244- 2L-118 


146-58807- XL-7377 146-63244= 2L-118 
146-58807- XL=377 146-63244- z| 2L-118 
146-58807- XL-377 1467-63245 - 20-326 
146-58807- XL-7377 146-63246- 2C-337 
146-58807- XL-377 146-63246- 20-337 
146-58807- XL=377 146-63247- 2C-338 
146-58807- XL-377 146-63247- 20-338 
146-58807- XL-7377 146-63248 20-339 
146-58808- 146-63249 
146-58897- 146-63250 
146-63011 146-63251 
146-63124 146-63252 
146-63133 146-63253 
146-63135 146-63253- 3 
146-63146 146-63253- 5 
146-63148- 146-63253- 7 
9 
1 












Pr ἐπ} dS e oy 


C-210 
'2L-119 
26-347 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
2Ε-263 
2Ε-263 
2E-264 
25-265 
2E-265 
2Ε-266 
2Ε-267 
2E-267 
2E-267 
2Ε-267 
26-342 
2E-268 
2C-343 
2C-344 
2C-344 
2C-345 
2E-269 
26-346 
20-347 
2Ε-270 
2E-270 
2E-270 
2E-271 
XH-378 
XE-321 
XE-321 
ΧΕ-327 
XE-327 
ΧΕ-327 
XE=327 
XE-321 
XE-327 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 


XL-377 
2L-116 
XK-415 
20-322 
25-251 
E-259 
XL-299 
AXC=567 
AXC=567 
'AXB-398 
AXB= 398 
AX8-399 
AXB-299 
AXB-400 
ΑΧΒ” 400 
Ε-265 


2 
m 
τι 


146-63154= 146-63253- 
146-63154- 
146-63155- 
146-63155= 
146-63158- 
146-63158- 
146-63160- 
146-63160- 
146-63164 
146-63165- 
146-63165- 
146-63201 
146-63203 
146-63203- 
146-63203- 
146763204 
146-63204- 
146-63204- 
146-63205 
146-63206 
146-63207 
146-63208 
146-63209 
146-63212- 
146-63212- 
146-63212- 
146-63213 
146-63215 
146-63215- 
146-63215- 
146-63216 
146-63216- 
146-63216- 
146-63216- 
146-63217 
146-63217- 
146-63217- 
146-63217- 
146-63218 
146-63218- 
146-63218- 
146763219 
|146-63219- 
146-63219- 
146-63219-. 
146-63220 
146-63220- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63225 
146-63227 
146-63227- 
146-63227- 
146-63228 
146-63228- 
146-63236- 
146-63238 
146-63238- 
146-63238- 
146-- 63242 
146-63242- 
146-63244- 


146-63253- 1 
146763254 
146-63254- 
146-63255 
146-63256- 
146-63256- 
146763257 
146-63258- 
146763258- 
146-63258- 
146-63258- 
146-63259 
146-63260 
146-63261 
146~63262 

|146-763262- 
146-63263 
146-63264 
146-63265 
146-63266 
146-63267 
146-63267- 
146-63267- 
146-63268 
146-63275- 
146763216 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63277- 
146-63271- 
146-6327τ- . 
146-63271- 
146-63277- 
146-63277- 
146-63277- 
146-63277- 
146-63277- 
146-63278 
146-63280 
146-63281: 
146763282 
146763283 
146763322 
146-63323 
146-63323- 3 
146-63323- 4 
146-63330-200 
146-63337 
146-63340-200 
146-63350 


OQ Vn G, Q T O) + Q) 


Ne 


XK=292 
AXB-401 
AXB-401 
ΑΧΒ”401 
AXB-402 
AXB-402 
AXB-402 

2ς-307 

20-328 
ΑΧ8-403 

ς-198 
2ς-329 

262331 

20-331 

20-331 

20-332 

20-334 

20-334 

20-334 

2E-254 

2E-254 
2£-254 
2E-254 

26-343 

26-7343 

26-343 

26-343 

2E-255 

2E-255 
2E-255 
2E-256 
2E-256 
2E-256 
2£-256 
2€-257 
2E-257 
2E-258 
2E-258 
2E-258 
2E-258 
2E-258 
2E-258 
2E-259 

26-344 

26-344 

26-344 

26-345 

26-7345 

2F-649 

26-346 

26-346 

26-346 

20-335 

2C=335 

2-118 


NP OONDUwWND 


hr 


XH-215 
XH-216 


2€-348 
2ς-249 
2ς-349 
20-349 
2L-124 


2L-125 
XL-196 
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146-63351- 26-357 


N 
ce 


XL-197 


146-63352 


146763353 XL-198 


146-63354- 3 
146-63354- 5 


XL-199 
XL-199 
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STOCK NUMBER 





CLASS CODE 


R94NAÀ 
R94NA 
R94NA 


R94NA 


R82NA 


Vc 


R82NA 


R82NA 


PART NUMBER 


















146-63365- 


146-63365- 





146-63365- 
146-63365- 
146-63366- 
146-63366- 


146-63366- 





146-63366- 


146-63368 
146-63371 
146763434 
146-63469 
146-71001 
146-71008 












146-71027- 
146-71027- 
146-71027- 
146771028 

146-71028- 
146-71029 

146-71029- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 


146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146771021 

146-71031- 








146-71031= 
146-71031- 
146-71031- 
146-71031- 
146771021- 
146-71021- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71021- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031= 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71033 

146-71033- 






146-71033- 
146-71033- 
146-71033- 
146-71033- 
146-71033- 
146-71036 
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146-71030- ` 


146-71031-. 


146-71033- ` 


1955 





AN 01-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 


26-360 
' 26-360 
26-360 


26-360 
26-361 





26-361 
26-361 


P + + 


26-361 





































































XL-202 
2E=297 
2C-367 
26-372 

XJ-756 


mm 
mm 
πον OF 





E-347 
E- 347 
E-347 
2L-131 
.2L7131 
E- 348 
E- 348 
XG-7 
XG-7 
X6-7 
Χ6-Τ 
XG-7 
X6-7 
Χ6-7 
Χ6-7 
X6G-7 
XG-7 
Χ6-Τ 
XG=-7 
Χ6-Τ 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
Χ6-8 
XG-8 
Χ6-8 
XG-8 
. X68 
` XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XGc-8 
XG-8 
Χ6-8 
XG-8 
XG-8 
XG-8 
Χ6-8 
XG-8 
XG-8 
.XG-8 
XG-8 
Χ6-9 


PHP > > > =: 2 Pr 2 2 1-7 EA {τὰ 2 2 


PA 
mm 
aT 
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PR > N N ENE TREN > > 9 > > =: — Q) N Ν osas es 


CLASS CODE] PARTNUMBER | 





STOCK NUMBER 


146-71026- 
146-71036- 
146-71036- 
146-71036- 
146-71036- 
146-71037 
146-71038 
146-71038- 
146-71039 
146-71039- 
146-71045 


146-71045- ` 


1146-71050 
146-71051 
146-71052 
146-71053 
146-71054 
146-71055 
146-71056 
146-71057 
146-71238 
146772304 
146-73307 
146-73308- 
146-73308- 
146-73308- 
146-73308- 
146-73308- 


146-73308- 
146-73308- ` 
146-73308- 
146-73308- 
146-73308- 
146-73308- 
146-73308- 
146-73308- 


146-73309 
146-73311- 
146-73312 
146-73313 


146-73551 
146-73551- 
146-73551- 
146-73552- 
146-73552- 
146-73553 


146-73554- 

146-73554- 

146-73554- 

146-773554- 

146773555 

146-73561-105 
146-73561-109 
146-73561-111 
|146773562- 5 
146-73562-105 
146-73562-109 
146-73562-112 
146-73563-101 
146-73563-102 
146-73563-103 
146-73563-106 
146-73563-107 


146-73563-110. 


146-73564-101 
146-73564-102 
146-73564-103 
146-73564-104 
146-73564-105 
-|146-73564-106 


146-74034- 
146-74038 


Á146-74063 





PART [PARTNUMBER | 


Section IM 


Numerical Index of 
Contractor Parts 


AXA-250 

E-353 
AXB-407 
AXA-251 
AXA-252 
AXA-253 
AXA-254 


26-374 
26-374 
26-374 
26-374 
26-374 


ee ee ee ee 


26-3174 
26-374 
26-374 
26-374 
26-374 
26-374 
26-374 
26-374 


Mog om m > RS Rm — 


AXB-408 


Pprur 


AXA=255 
AXB=409 


Drrooo 


XE-107 


E-360 
E-360 
E-360 
E-360 
XE-105 
2E-318 
2E-318 
2E-318 
2E-219 
2E-319 
2E-319 
2E-319 
2E-320 
2E-320 
2E-320 
2Ε-320 
2Ε-320 
2Ε-320 
ΑΧΒ- 411 
ΑΧΒ- 411 
AXB-411 
AXB-411: 
AXB-411 
AXB=411 
AXC=573 
20-368 
26-368 
ΑΧΝ-207 
AXN-207 
AXN=207 


a = — — = 4-2 > »» IN) N) > > F> v> > > > — v> {5 r> > r> QN > > ελ 


. 


Pa 





.913 











Section M" 





Numericol Index of . AN 01-60AABA-4 


“STOCK NUMBER ER FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 89| AND INDEX| QTY. | NUMBER 


Contractor Parts 


Cris NUMBER d FIGURE MCROBUM 
99| AND INDEX 


PART NUMBER MBER 


— TU TTE 147-58216- 










147-54223- 
147-54223- 
147-54223-. 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
141-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54315 

147-54367 

147-54679 | 
147758003 

147-58045- 
147-58215 

147-58216= 
147-58216- 


153-31044- 

153-31044- 11 
153-31044-103 
153-31050- 11 


1 
146-75703 2 147-58383 : 
146-75703- 2|AXC-575| IR83NA 147-58383- 4 
146-75703- 4] AXC=575| |R82NA 147-58560- 1 
146-75703= 2|AXC-575| |R82NA 147-58560- 1 
146-75703- 2| AxC-575| |R82NA 147-58595 6 
146-75703- 2|AXC-575 
146-75703- 2|AXC-575 147-63291 3 
147-12317 1| C-258| |R82NA 147-71238 7| XE-115 
147-15101- 1 147-74060 1 
147-22070- 6| E-585 1 
147-22665 2| ς-259 3| E-598 
147-31267- 1 : 
147-31267- 1 149752042 5| 2Ε-323 
147-31641 8| 2C-369 
149-52042- 3| 26-323 
149752047 1| C-279 
147-43069 1 149-52402- 5 
147-43085- 2 149-71287 2 
147-43135 1 
147-47057 2 2 
147-47121 2 2 
147-48324 ` 3 2 
147-48327 3 151-31844- 2 
147-48344 3 151-31845 ` 2 
147-48864- 1 151-31846- 2 
147-53008 3 2 
2 
1 
4 
J. 2 
147-54201= ` 2 8 
4 
147-54202 E-586| |R82NA 4 
147-54203 1 
147-54204 1 
147-54205 1 
147-54206 151-53157 1 
147-54207 151-53158 ` 1 
147-54208 151-53159- 1 
147-54209 151-53159-- 1 
147-54210. 151-53162 ` 1 
147-54210- ` 151-53176 1 
147-54210- 151-53185 1 
147-54211 ` - C-266| [R82NA 151-54251. 2| 6-314 
147-54212 - 151-54252 2| 25-324 
- 151-54253- 2| 2E-325 
I : - 151-54254- 1| 6-315 
147754213 - - C-268| IR82NA 151-54350 9.) 2C-372 
14547-54214 - y 
147-54216 151-54426 3| XE-116 
147-54217 | 151-54426- 2| XE~116 
1477-54219 G-310| ÍR82NA 1512-58010 '4| 26-382 
147-54219- 6-310| ÍR83NA 1| 26-382 
147-54220- 1| 2Ε-326 
147-54221 . 151-58314 1 ΙΑΧΒ- 430 
147-54222 '€-273| |R82NA 151-58344- 8 : 
147-54223- £-591| |R83NA 151-58344- , 8 
147-54222- - - 152-31809- 8 
147-54223- E-591| IR82NA 152-31809- 8 
1 
1 
1 
1 


153-31057- 5 
153-31057- 7 
153-31057- 11 
153-31090- 
153-31090- 
E-591| |R82NA 153-31090- 
153-31091- 11 
153-31140- 15 
E-591| |Re2NA 153-31179 3 
E-591| |R82NA 153-31179- 11 
. 153-31181- 11 
ς-270| |R82NA 153-31181- 21 
153-31182 
153-31182- 3 
153-31183 


2R-162 


1 
1 
1 
11 
zu 
ll 
2 
1 
1 
1 
1 
2 
3 
2 
i 
1 
4 
1 
1 
1 
1 
i 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
il 
E! 
1 
1 
1 
1 
1 
Y 
1 
1 
2 
1 
2 
2 
1 
2 
2 
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153-31190- 
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153-31191 
153-31192 
153-31193 
153-31194 






153-31196 
153-31197 


153-31286 
153-31296- 










R82NA 153-31623 

153-487150- 
1532487150- 
153-487150- 
153-487150- 


153-52604 










153-52604- 
153-52608 






153-52608- 
153-52608- 
153-52608- 
153-53055 
153-53445- 
153-53452 


153-53452- 






153-53452- 
153-53452- 
153-53452- 
153-54264 
153-54264- 
153-58131- 
153-58205 
153-58205- 
153-58206 
153-58207 
153-58208- 















R82NA 
R82NA 









R83NA 






R82NA. 






R82NA 







R82NA 153-58208- 
R83NA 153-58208- 
R82NA 153-58208- 





R83NA 153-58208-: 
153-58209- 
153-58209- 
153-58209- 
153-58209- 
153-58209- 
153-58210 

153-58214- 
153-58214- 
153-58214- 
153-58214- 
153-58214- 
153-58230 





153-58231 





153-58231- 
153-58231-. 
153-58309- 


153-58803-1 
15373105 





R82NA 






153-73106 
153-73106- 
153-73107 
153-73108 
153-73109 
153-73109- 
153-73109- 
153-731149- 
153-731149- 
153-731149- 
153-731150- 
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153-53452- 


153-31195- 11 


153-31220- 11 


153-31296- 11 


STOCK NUMBER Sel FIGURE 
| CLASS CODE | PART NUMBER AND INDEX 
i M1 


9 
17 


2 


1 


29 


n vu 


3 
5 


21 
53 


3 


3 
5 
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MICROFILM 
NUMBER 







153-731150- 
153-731150- 
153-731150- 











153-73116 
153-731164 
153-731164- 
153-73117- 
153-73119 
153-73122 
153-73122- 
153-73123 
153-73123- 










153-731234- 
153-731234- 
153-731236 


ΧΗ-218 


153-731236- 
153-731236- 
153-731237 
153-731240 
153-731240- 





ΧΗ-218 
ΧΗ- 332 














ΧΗ-332 
ΧΗ-332 
ΧΗ- 232 





153-73167 
153-73169 
153-73171 
153-73200 
153-73210 
153-73210- 
153-73215 





153-73215- 
153-73215- 


153-73215- 
153-73216- 
153-73216- 
153-73216- 
153-73216- 
153-73217 
153-73230 
153-73230- 
153-73287 
153-73290. 
153-73291 
153-73291- 
153-73291- 
153-73291- 
153-73291- 
153-73291- 
153-73291-1 
153773292 
153-73293- 
153-73293- 
|153-73293- 
153-73293- 
153273294 
153-73294- 
153-73295 
153-73296 
153-73297 
153-73298 
153-73299 
156-10015- 
156-10015- 
156-10015- 
156-10015- 
156-10015- 
156-10015- 
156-10015- 
-[156-11001- 
156-11001-2 






























156-11004- 
156-11004- 
156-11004- 
156-11004- 
156-11004- 
156-11004- 
156-11004- 


1532731224 


153-73215- 


STOCK NUMBER FIGURE 
CLASS CODE PART NUMBER > 9| AND INDEX 
I 5 


ww 
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03 


wv 0 Ju 


71 
00 


‘Section Ill 
Numerical Index of 
Contractor Parts 


MICROFILM 
NUMBER 
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no 
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152-7324 
153-7323 
91. - 52 


















91 - 53 
91 47 















91 - 56 
' 57, 













91 = 59 
91 = 46|.- 
= 60 




































58 
AXF=98 
AXF-98 
AXF-98 
ΑΧΕ-98 
ΑΧΕ-98 - 
AXF-98 
AXF-98 
































.2L-137 
-2L-7137 
2L-137- 
2L-137 
2-137 
2L-137 
2L-137. 





















Section Ill 
Numerical Index of 
Contractor Parts 








[CLASS CODE] — PART NUMBER 


156-11004- 25 
156-11004- 27 
156-11004- 29 
156-11004- 33 
156-11004- 34 
156-11004- 37 
156-11004- 38 
156-11004- 39 
156-11004- 43 
156-11004- 45 
156-11004- 47 
156-11004- 49 
156-11004- 53 
156-11004- 55 
156-11004- 57 
156-11004- 58 
156-11004- 59 
156-11004- 60 
156-11004- 63 
156-11004- 65 
156-11004- 67 
156-11004- 69 
156-11004- 73 
156-11004- 75 
156-11004- 77 
156-11004- 79 
156-11004- 83 
156-11004- 85 
156-11004- 86 
156-11004- 87 
156-11004- 89 
156-11004- 90 
156-11004- 93 
156-11004- 95 
156-11004- 96 
156-11004- 97 
156-11004- 99 
156-11004-100 
156-11004-103 
156-11004-105 
156-11004-106 
156-11004-107 
166-11004-109 
156-11004-115 
156-11004-117 
156-11004-119 
156-11004-123 
156-11004-124 
156-11004-125 
156-11004-127 
156-11004-129 
156-11004-133 
156-11004-135 
156-11004-139 
156-11004-140 
156-11004-143 
156-11004-145 
156-11004-146 
156-11004-147 
156-11004-148 
156-11004-149 
156-11004-150 
156-11004-153 
156-11004-154 
156-11004-159 
156-11004-161 
156-11004-163 
156-11004-165 
156-11004-166 
156-11004-169 
156-11004-170 
156-11004-173 
156-11904-175 
156-11004-176 
156-11004-177 
156-11004-178 
156-11004-183 
156-11004-200 
156-11004-209 
156-11007 : 
156-11008 

156-11009 

156-11010 

156-11011 
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STOCK NUMBER 
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2L-137 
2L-137 
` 2L-137 
2L7137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L=137 
2L-137 
2L-137 
AXF=100 
AXC-583 
2L-139| 
2L-140 
AXF-101 
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zš FIGURE MICROFILM 
35} AND INDEX NUMBER 


STOCK NUMBER ` 
PART NUMBER 


156-11012 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11014- 
156-11014- . 
156-11014- 
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156-11014- 
156-11014- 


156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014-101 
156-11014-111 
156-11014-112 
156-11014-131 
156-11014-141 
156-11014-151 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027-- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11037- 
156-11037- 
156-11037- 
156-11037- 


83] FIGURE |ΤΟΤΑΙ| MICROFILM 
δ δι AND INDEX| QTY. | NUMBER 


AXF-102 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
2L-141 
2L-141 
2L-141 
2L-141 
2L-141 
2L-141 
10| 2L-141 
REF | 2L-141 
1| 2L-141 

2| 2L-141 

2| 2L-141 
.REF | 2L-141 
2| 2ἰ-14} 

1| 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF] 2L-141 
REF| 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-142 
REF | 2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
REF'AXF-105 
REF |AXF-105 
1 ΙΑΧΕ-105 

1 ΙΑΧΕ-105 


* 
= 
m 


υπο ϱ Q) T> i= ES = IN) i> RRR ES I rrer ^I] 


z 
m 


ο 2 i> i N ο OD. IN IO £ Λ) 2 RRP 95} e: EDS. (ED. IS. Fo io ip ip ΤΙΝ RRP PRP A A ps A ps ro 2 


"Revised 15 September 1955 





Section lli 
AN 01-60AABA-4 Numerical Index of 


. Contractor Parts 
£3] FIGURE MICROFILM 
[CLASS CODE | PART NUMBER — ] 89] AND INDEX NUMBER 
5 : 



























: STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER 9 9| AND INDEX ' NUMBER 







































































































































































































































































































































156711037- 1 |AXF-105 156-11102- 17 1| 20-143 
156-11037- 6 1|AXF-105 1265111022 I9 οτι” 
156-11037- Τ᾿ 1) AXF=105 156-11102- 23 iia 
156-11037- 8 1|AXF-105 1585111025 25 ο. 
156-11037- 9 2|ΑΧΕ-105 156-11102- 26 1| 2L-143 
156-11037- 11 1] AXF=105 156-11102- 27 1| 2L-143 
156-11037- 13 2|AXF-105 156-11102- 29 1] 21-143 
156-11037- 15 2|AXF-105 156-11102- 33 il 2L-143 
156-11037- 17 2 AXF-105 156-11102- 24 1 2L-143 
156-11037- 19 2 AXF-105 156-11102- 35 1 21-143 
156-11037- 21 2|AXF-105 156-11102- 36 1 2L-143 
156-11037- 23 4| AXF=105 156-11102- are 
156-11037- 25 2] AXF=105 1| 20-143 
156-11037- 27 2| AXF-105 1| 2L-143 
156-11037- 29 2 |AxF-105 1| 2L-143 
156-11037- 31 2| AXF-105 = a = 
156-11037-101 AXF-105 ο ο τὴ ενος 
156-11037-102 AXF-105|. 156-11102- 45 1! 2L-143 
1567110777 1 AxF-106 156-11102- 46 1| 2b-143 
156-11077- 2 AXF-106 156-11102- 47 1| 2L-143 
156-11077- 3 AXF-106 156-11102- 48 1| 2L-143 
156-11077- 5 2|AxF-106 156-11102> 49 i| 21.143 
156-11077- 7 2) AXF-106 156-11102- 50 1| 2L-143 
156-11077- ° 1 AXF-106 156-11102- 53 1| 26-143 
156-11077- 10 1|ΑΧΕ-106 156-11102- 54 1| 20-143 
156-11077- 13 2|AXF-106 i56c1i102- 55 i| 2U-143 
156-11077- 15 4|AXF-106 156-11102- 56 1| 2t-145 
156711077- 17 2 eel 156-11102- 57 1| 2L-143 
156-11077- 19 2|AxF-106 "t x E 
156-11077- 23 1|AXF-106 αν Es dE 
156-11077- 24 1|AXF-106 156c11102--60 UI Staha 
156-11077- 27 2|AxF-106 ea ais 
156-11077- 29 2|AxF-106 i| 2t-143 
156-11087- 3 1| E-459 1| 2t-143 
156-11087- i| E-459 1] 2t-143 
156-11087- 5 i| Ε-459 1 -143 
156-11087- 6 1] E-459 1| 8E- H3 
156-11088- 1 6| E-460 156-11102- 1| 2L-143 
156-11088- 2 6| E-460 156-11102- 70 1| 2L-143 
156-11089 REF | AXF-107 156-11102- 73 1| 2L-143 
156-11089- 1 REF | AXF-107 156-11102- 74 1] 2L-143 
156-11089- 2 ΑΧΕ-107 156-11102- 75 1| 2L-143 
156-11089- 3 AXF-107 156-11102- 76 1} 2L-143 
156-11089- 4 AXF=107 156-11102- 77 1| 2L-143 
156-11089- 5 AXF-107 156-11102- 78 1| 2L-143 
156-11089- 6 ΑΧΕ- 107 156-11102- 79 1| 2L-143 
156-11089- 11 AXF-107 156-11102- 80 1| 2L-143 
156-11089- 12 ΑΧΕ- 107 156-11102- 83 1| 2L-143 
156-11089- 31 AXF=107 156-11102- 84 1| 2L-143 
156-11089- 32 AXF-107 156-11102- 85 1| 2L-143 
156-11089- 39 AXF-107 156-11102- 87 1| 2L-143 
156-11089- 40 AXF-107 156-11102- 89 156-11192-1549 
156-11089- 43 AXF-107 156-11102- 93 12| 2L-143 
156-11089- 44 AXF-107 156-11102- 95 8| 2L-143 
156-11089- 49 AXF-107 156-11102- 97 1| 2-143 
156-11089- 50 AXF-107 156-11102- 98 1] 21-143. 
156-11089- 51 AXF-107 156-11102- 99 1| 2L-143 
156-11089- 52 AXF=107 156-11102-100 1| 2L-143 
156-11089- 53 AXF=107 156-11102-101 1| 2L-143 
156-11089- 54 AXF-107 156-11102-102 1| 2t-143 
156-11089- 57 AXF-107 156-11102-103 1| 2L-143 
156-11089- 71 AXF=107 156-11102-104 1| 2L-143 
156-11089- 72 AXF-107 156-11102-105 1| 2L-143 
156-11091- 1 156-11102-106 1| 2L-143 
156-11091- 2 156-11102-109 1| 2L-143 
156-11096- 1 i| 2€-328 156-11102-113 1| 2L-143 
156-11096- 2 i| 26-328 156-11102-114 1| 20-143 
156-11096- 3 i| 28-328 156-11102-115 1] 2L-143 
156-11096- 4 i| 2E-328 156-11102-116 1] 21-143 
156-11097 4| C-282 156-11102-117 1| 2L-143 
156-11098 2| 26-284 156-11102-118 1| 2L-143 
156-11098- 31 2| 26-384 156-11102-119 1} 2L-143 
156-11101-116 1 156-11102-120 1| 2L-143 
156-11102- 3 1| -2L-143 156-11102-123 1| 20-143 
156-11102- 4 1| 2L-143 156-11102-124 1] 20-143 
156-11102- 5 1| 21-143 156-11102-127 1} 2L-143 
156-11102- 6 i| 20-143 156-11102-129 1| 2L-143 
156-11102- 7 1| 21-143 156-11102-135 1| 21-143 
156-11102- 3 1} 2L-143 156-11102-136 1| 2L-143 
156-11102- 9 1| 2L-143 156-11102-137 1| 2L-143 
156-11102- 10 1| 2L-143 r| 2L-143 
156-11102- 13 1| 2L-143 6 | 2L-143 
156-11102- 14 1| 2L-143 156-11102-143 1} 2t-143 
156-11102- 15 1| 2L-143 2| 2L-143 
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MICROFILM STOCK NUMBER 
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s] noun [ποτα 
[class CODE[ PARTNUMBER — $2, AND INDEX | avr. 
M1 2L-143 156-11135- 8 
9 


156-11102-149 
156-11102-150 | 2L7143 156-11135- 
156-11102-153 2L-143 156-11135- 10 
156-11102-155 2L-7143 156-11135- 13 
156-11102-157 2L-143 156-11135- 15 
156-11102-159 2L-143 156-11135- 17 
156-11102-200 2L-143 156-11135- 19 
156-11102-211 2L-143 156-11135- 23 
156-11102-300 2L7143 156-11135- 24 
156-11102-303 2L-143 156-11135- 25 
156-11102-304 2L-143 156-11135- 26 
2L-143 150-11135- .27- 


156-11102-403 
156-11102-404 2L-143 156-11135- 29 































































FIGURE |TOTAL| MICROFILM| - 
AND INDEX | QTY. | NUMBER 


XG-18 
XG-18- 
Χ6-18 
XG-18 
XG-18 
X6-18 
XG-18 
XG-18 
Χ6-18 
XG-18 
Χ6-18 
XG-18 
XG-18 
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1 
1 
1 
1 
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156-11102-477 2L-143 156-11135- 30 X6-18 

156-11102-478 2L-143 156-11135- 31 XG-18 

156-11105- 3 AXF-109 156-11135- 33 X6-18 

156-11105- 4 AXF-109 156-11135- 34 Χ6-18 

156-11105- 5 AXF-109 156-11135- 37 XG=18 

156-11105- 6 AXF=109 156-11135- 39 XG=18 

156-11110 AXF=110 156-11143- 1 AXF-112 

156-11110- 1 AXF-110 156-11143- ΑΧΕ-112 
[156-11110- 2 AXF-110 156-11143- 3 AXF-112 

156-11110- 3 AXF=110 156-11143- 4 1 |AXF-112 

156-11110- 4 AXF-110 156-11143- 5 AXF-112 

156-11110- 5 AXF=110 156-11143- 6 AXF-112 

156-11110- 6 AXF-110 156-11143- 11 ΑΧΕ-112 

156-11110- 7 AXF-110 156-11143- 12 AXF-112 

156-11110- 8 AXF=110 156-11146- 1 AXF-113 

156-11110- 9 AXF-110 156-11146- 2 AXF-113 

156-11110- 10 AXF-110 156-11146- 3 AXF-113 

156-11110- 13 AXF-110 156-11146- 4 AXF-113 

156-11110- 14 ΑΧΕ-110 156-11146- 5 ΑΧΕ-113 

156-11110- 15 AXF-110 156-11146- 6 AXF-113 

156-11110- 16 AXF-110 156-11146- 7 ΑΧΕ-113 

156-11110- 17 ΑΧΕ-110 156-11146- 8 

156-11110- 20 AXF-110 156-11146- 11 

156-11110- 23 ΑΧΕ- 110 156-11146- 12 

156-11110- 24 AXF-110 156-11151- 1 

156-11110- 25 AXF-110 156-11151- 2 

156-11110- 26 AXF-110 156-11157- 3 

156-11110- 29 AXF-110 156-11157- 4 

156-11110- 33 AXF-110 156-11157- 5 

156-11110- 34 AXF-110 156-11157- 6 

156-11110- 35 AXF=110 156-11157- 7 

156-11110- 36 AXF=110 156-11157- 8 

156-11110-101 AXF-110 156-11157- 9 AXF-114 


AXF-110 
ΑΧΕ-111 
ΑΧΕ-111 
ΑΧΕ-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
ΑΧΕ-111 
AXF-111 
AXF-111 
AXF-111 


156-11110-102 
.|156-11111 
156-11111- 1 
156-11111- 2 
156-11111- 3 
156-11111- 4 
156-11111- 7 
8 
9 
10 


156-11157- 10 
156-11157- 11 
156-11157- 12 
156-11157- 13 
156-11157- 14 
156-11157- 15 
156-11157- 16 
156-11157- 17 
156-11157- 18 
156-11157- 19 
156-11157- 20 


AXF-114 
AXF-114 
AXF-114 


.156-11111- 

156-11111- 

156-11111- 

156-11111- 11 
156-11111- 12 
156-11111- 13 
156-11111- 15 
156-11111- 16 
156-11111- 17 
156-11111- 18 
156-11111- 29 
156-11111- 30 
156-11111- 41 
156-11111- 42 











156-11157= 24 
156-11157- 25 
156-11157- 26 
156-11157- 28 
156-11157- 31 
156-11157- 32 
156-11157- 
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156-11116 

156-11116- 3 

156-11129- 1 

156-11129- 2 

156-11129- 3 

156-11129- 4 156-11157- 41 

156-11129- 5 156-11157- 42 

156-11129- 6 156-11157- 

156-11129- 11 

156-11129- 12 

156-11135- 1 156-11157- 49 

156-11135- 2 156-11157- 51 

156-11135- 3 156-11157- 53 

156-11135- 4 156-11157- 55 

156-11135- 5 156-11157- 5T 

156-11125- 6 156-11157= 59 
7 156-11157- 61 AXF-114 





156-11135- 
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156-11157- 63 
156-11157- 65 
156-11157- 67 
156-11157- 69 
156-11157- 71 
156-11157- 73 
156-11157- 75 
|[156-11157- 77 
156-11157- 79 
156-11157- 81 
156-11157- 83 
156-11157- 85 
156-11157- £7 
156-11157- 89 
156-11157- 91 
156-11157- 93 
156-11157- 95 
156-11157- 97 
156-11157- 99 


156-11157-101 
156-11157-103 
156-11157-105 
156-11157-106 
156-11157-107 
156-11157-109 
156-11157-110 
156-11157-201 
156-11157-202 
156-11157-203 
156-11157-205 
156-11157-206 
156-11157-207 
156-11157-208 
156-11157-209 
156-11157-210 
156-11157-211 
156-11157-212 
156-11157-213 
156-11157-215 
156-11168- 

156-11168- 

156-11168- 

156-11168- 

156-11168- 

156-11168- 

156-11168- 

156-11168- 1 
156-11169- 
156-11169- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11172- 
156-11188- 
156-11188- 
156-11188- 
156-11188- ' 
156-11188- 
156-11188- 
156-11188- 
156-11188- 
156-11188- 
156-11188- 
156-11188- 
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AXF-114 
AXF-114 
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AXF-114 156-11188- 14 1| 2L-144 
ΑΧΕ- 114 156-11188- 15 1! 2L-144 
AXF=114 156-11188- 16 1| 2L-144 
AXF-114 156-11188- 17 1| 2L-144 
AXF-114 156-11188- 18 1| 2L-144 
AXF-114 156-11188- 19 1| 2L-144 
ΑΧΕ- 114 156-11128- 20 1| 24-144 
ΑΧΕ- 114 156-11188- 23 1| 2L-144 
AXF-114 156-11188- 24 1| 2L-144 
AXF-114 156-11188- 31 1| 2L-144 
AXF-114 156-11188- 32 1| 2L-144 
AXF-114 156-11188- 41 1| 2L-144 
AXF-114 156-11188- 42 1) 2L-144 
ΑΧΕ- 114 156-11202-120 1| XJ-59 
ΑΧΕ-114 156-11213- 1 11 2Ε-329 
AXF-114 156-11213- 2 1| 2E-329 
AXF-114 156-11214- 1 2L-145 
AXF-114 156-11214- 2 2L-145 
AXF-114 156-11214- : 3 2L-145 
AXF-114 156-11214- 4 2L-145 
AXF-114 156-11214- 5 2L-145 
AXF-114 156-11214- 6 2L-145 
ΑΧΕ- 114 156-11214- 7 2L-145 
AXF-114 156-11214- 8 2L-145 
AXF-114 156-11214- 11 2L-145 
ΑΧΕ- 114 156-11214- 12 2L-145 
ΑΧΕ- 114 156-11214- 13 2L-145 
AXF-114 156-11214- 14 2L-145 
AXF-114 156-11214- 23 2L-145 
ΑΧΕ- 114 156-11214- 24 2L-145 
AXF-114 156-11214- 25 2L-145 
AXF-114 156-11214- 26 21-145 
ΑΧΕ-114 156-11214- 27 2L-145 
ΑΧΕ- 114 156-11214- 28 2L-145 
ΑΧΕ- 114 156-11214- 29 2L-145 
AXF-114 156-11214- 30 2L-145: 
ΑΧΕ- 114 156-11214- 31 2L-145 
E-462 156-11214- 32 21-145 
E- 462 156-11214- 41 2L-145 
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CLASS CODE PART NUMBER 


156-11188- 12 
156-11188- 13 















































































































































































































21-145 
20-373 
2Ε-330 
2E-331 


E-462 
E-462 
E-462 
E- 462 







































































































































































E- 462 3 2E-332 
E-462 156-11218- 5 2E-332 
E-463 156-11218- 7 2E-332 
E7463 156-11218- 9 2E-332 
XM-52 156-11218- 11 .2E-332 
XM-52 156-11218- 13 2E-332 
ΧΜ-52 156-11219- 1 AXF-115 
ΧΜ-52 156-11219- 2 ΑΧΕ-115 
XM-52 156-11219- 3 ΑΧΕ-115 
ΧΜ-52 156-11219- 4 ΑΧΕ-115 
XM-52 156-11219- 5 AXF-115 
XM-52 156-11219- 6 AXF-115 
XM-52 156-11219- 11 AXF-115 
XM-52 156-11219- 12 AXF-115 
XM-52 156-11219- 13 ΑΧΕ-115 
XM-52 156-11219- 14 AXF-115 
ΧΜ-52 156-11219- 21 ΑΧΕ-115 
' XM-52 156-11219- 22 ΑΧΕ-115 
XM-52 156-11219- 23 AXF-115 
XM-52 156-11219- 24 AXF-115 
XM-52 156-11219- 25 AXF-115 
XM-52 156-11219- 26 ΑΧΕ-115 






2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
2L-146 
AXF-116 
AXF-116 


ΧΜ-52 
ΧΜ-52 
ΧΜ-92 
ΧΜ-52 
XM-52 
XM-52 
"2L-144 
2L-144 
.2L-144 
21-144 
2L-144 
121-148 
2L-144 
, 2L7144 
2L-144 
2L-144 
2L-144 


156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 
156-11220- 






























































156-11220- 
156-11224- 
156-11224- 
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156-11224- 3 
156-11224- 4 
156-11224- 5 
156-11224- 6 
156-11224- 7 
1056-11224- 8 
156-11224- 15 
156-11224- 16 
156-11224- 17 
156-11224- 18 
156-11224- 15 
156-11224- 20 
156-11224- 23 
156-11224- 24 
156-11224- 25 
156-11224- 26 


156-11224- 28 
156-11224- 29 
156-11224- 30 
156-11224- 33 
156-11224- 34 
156-11224- 35 
156-11224- 37 
156-11224- 39 
156-11224- 43 
156-11224- 45 
156-11224- 47 
156-11224- 49 
156-11224- 53 
156-11224- 54 
156-11224- 55 
156-11224- 56 
156-11224- 57 
156-11224- 59 
156-11224- 60 














156-11224- 64 
156-11224- 65 
156-11224- 66 
156-11224- 67 
156-11224- 68 
156-11224- 69 
156-11224- 70 
156-11224- 73 
156-11224= 74 
156-11224- 75 
156-11224- 77 
156-11224- 78 
156-11224- 79 
156-11224- 80 
156-11224- 83 
156-11224- 84 
156-11224- 85 
156-11224- 86 
156-11224- 87 
156-11224- 89 
156-11224- 91 
156-11224- 95 
156-11224- 97 
156-11224-103 
156-11224-105 
156-11224-107 
156-11224-109 
156-11224-113 
156-11224-115 
156-11235-᾽ 
156-11235- 
156-11235- 
156-11235- 
156-11235- 
156-11235- 
156-11235- 11 
156-11235- 12 
156-11235-.15 
156-11235- 16 
156-11235- 17 
156-11235- 18 
156-11235- 19 
156-11235- 20 
156-11235- 31 
156-11235- 32 
156-11266- 1 
156-11266- 
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STOCK NUMBER ?5| FiGURE 
| CLASS CODE | PART NUMBER AND INDEX 


156-11224- 27 


156-11224- 63: 





























































































TOTAL} MICROFILM: 
QTY. | NUMBER 





ΑΝ 01-60AABA-4 






AXF-116 
AXF-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 














ΑΧΕ-116 
AXF-116 
AXF-116 
AXF=116 
AXF-116 










AXF-116 
AXF-116 
AXF-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 







+ ΟΥ E23 RPP RR RP 1-3 {2 1-4 Pa pd pl ae a a 2 ps Ppp 






N 








H 
m + O) N 






AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116| 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
| AXF-116 
AXF-116 

2L-147 

2L-147 

2L-147 

2L-147 

2L-147 

2L-147 

2L-147| 

2L-147| 

2L-147| 

2L-147| 

2L-147 

2L-147 

2L-147 

2L-147 
2L-147 

2L-141| 
XM-53 
XM-53 






































f9 IP IO TO τὸ N P REN ION EEE O I EH IR Ra Ra RPP PE BENE κα κο D σι 





























AXF=116] | 


-AXF-116]|. 


: |156-11283- 
ΑΧΕ-116|- 





STOCK NUMBER FIGURE | TOTAL MICROFILM 
CLASS CODE] PARTNUMBER => | AND INDEX | QTY. 
3 


156-11266- 
156-11266- 






-156-11266- 


4 

5 
156-11266- 6 
156-11266- 7 
156-11266- 8 
156-11266- 12 
156-11266- 18 
156-11266- 19 
156-11266- 23 
156-11266- 24 
156-11266- 25 
156-11266- 26 
156-11266- 27 
156-11266- 28 
1567112667 41 
156-11266- 42 
156-11266- 51 
156-11266- 52 
156-11283- 
156-11283- 
156-11283- 
156-11283- 
156-11283- 
156-11283-. 








156-11283- 
156-11330- 
156-11330- 
156-11330- 
156-11330- 
156-11330- 13 
156-11330- 15 
156-11330- 17 
156-11330- 19 
156-11330- 23 
156-11330-.25 
156-11330- 27 
156-11330- 29 
156-11330-100 
156-11331- 3 
156-11331- 5 
156-11331-᾽ 7 
156-11331- 9. 
156-11331-100 
156-11331-117 
156-11321-200 
156-11332- 3 
156-11332- 5 
156-11332= 7 
156-11332- 9 
156-11332- 10 
156-11332- 11 
156-11332- 13 
156-11232- 14 
156-11332- 17 
156-11332- 19 


m 
SD 4 Q Q) O 0 O -4 O Un +- Q) 



























156-11332- 22 
156-11332- 23 
156-11332- 25 
156-11232- 27 
156-11332- 29 
156-11332- 31 
156-11332- 33 
156-11332- 35 
156-11332- 37 
156-11332- 39 
156-11332- 43 
156-11332- 45 
156-11232- 47 
156-11332- 49 
156-11332- 53 
156-11332- 55 
156-11332- 57 
156411332- 59 
156-11332- 63 
156-11332- 65 
156-11332- 69 
156-11332- 73 
156-11332- 75 
156-11332- 77 
156-11332- 79 
156-11332- 80 


















156-11332- 21 Ay 










XM=53 
XM-53 
XM-53 
XM-53 
XM-53 
XM-53 
XM=53 
XM-53 
XM=53 
XM-53 
XM-53 
XM-53 
XM=53 
XM=53 
XM=53 
XM-53 
XM-53 
XM-53 
.XM-53 
6-322 
6-322 
6-322 
G-322 
6-222 
4-322 
G-322 
6-322 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XG-1156 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
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: Numerical Index of 
AN O1-60AABA-4 ` Contractor Parts 


STOCK NUMBER FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER p| AND INDEX QTY. | NUMBER 


STOCK NUMBER 85 FIGURE MICROFILM 
| CLASS CODE | PARTNUMBER | 859] AND INDEX NUMBER 
1 


156-11332- 81 




































































































156-11332- 82 156-12105- 11 6-32 
156-11332- 83 156-12105- 13 6-32 
156-11332- 85 156-12352- 3 = 
156-11332- 95 156-12352- 4 
156-11332-100 XC-116 156-12352- 6 
156-11332-105 χς-116ἱ |R82NA 156-12352- 7 
156-11332-131 XC-116| [R82NA 156-12352- 8 
156-11332-191 XC-116 156-12352- 9 
156-11333 P-1 156-12352- 10 
156-11333- P-1 156-12419- 7 
P-1 156-12419- 8 


















:|[156-12419- 17 
|156-12419- 13 
156-12419- 19 
156-12419- 20 


3 
156-11333- 5 
156-11333- 7 
156-11333-: 3 
156-11333- 11 
156-11333- 13 
156-11333- 15 
156-11333- 17 
156-11334 


P-1 
P-1 
P=1 
Ρ-1 

















2L-149 
2L-149 
2L-149 
21-149 












156-12419- 23 


156-11335 
156-11336 
156-11337 
156-11338 








156-12419- 


















2L-149 
2L-149 
2L-149 












































PPP PEN PEEP ERR RE Pe I E E ID 2 ie 2 E i 2 er es 






156-12102- 
156-12102- 
156-12102- 
156-12102- 
156-12102- 10 
156-12102- 11 


- 11 
AXB-434 


156-11339 156-12419- 34 2L-149 
156-11447- 1 156-12419- 35 2L-149 
- - 156-12419- 2L-149 
156-11447 2 
- - 2L-149 
156-11448 1 
156-11448- 2 2L-149 
156-12102- 2 156-12419- 2L-149 
156-12102- 3 156-12419-171 2L-149 
156-12102- 4 156-12419-172 2L-149 
6 156-12601-101 AX8-434 
1 
8 
9 


156-12601-102 





















































156-15003- 2L-150 






κάτα + >o rS + ° ro 















































156-121027 12 156-15003- 2 2L-150 
156-12102- 13 
κ S 156-15003- 3 2L-150 
156-12102- 14 
196-15003- 5. 2L-150 
156-12102- 15 K - i 
156-15003- ὁ 2L-1 
156-12102- 16 XK-503 
156-12102- 17 ños 156-15003- 7 21-150 
156-15003- 8 21-150 


XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
ΧΚ-503 
XK-503 
XK-503 
ΧΚ-203 


156-12102- 19 
156-12102- 20 
156-12102- 21 
156-12102- 22 
156-12102- 23 
156-12102- 24 
156-12102- 22 
156-12102- 26 
156-12102- 27 
156-12102- 28 


2L-150 


m 


156-15003- 










156-15003- 12 2L-150 

























































156-15003- 21 2L-150 




















156-15003- 22 2L-150 












2L-7151 
2L-151 


156-15014- 3 
156-15014- 4 





















































156-12102- 29 XK=503 T PE 2-151 

156-12102- 30 XK-503 Š - > 

156-12102- 31 ΧΚ-503 " 156-15014- 6 2L-151 
Ξ š = R82HA 156-15014- 11 2L-151 

156-12102- 32 XK-503 

156-12102- 33 XK-503| |R82NA 2L-151 

156-12102- 34 XK-503 Oe 
= B pa 

156-12102- 35 XK-503 ο. 














Namun nu OQ Q 2 Q O ασ p O T O + 








156-12102- 36 XK-503 6-331 
1567121027 37 XK-503 2G-385 
156-12102- 38 XK=503 σα 4068 26-386 

156-12102- 39 XK-503 < 2 5 
: 156-21308 26-386 

156-12102- 40 ΧΚ-503 ü 2 
156-21319- 2U-T75 

156-12102- 41 XK-503 s E = 
156-12102- 42 -503 ο... . 
9 XK 156-21319- 2u-75 














XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
XK-503 
| XK-503 
XK-503 


2U-75 
2U-75 
2U-75 


156-12102- 43 
156-12102- 44 
156-12102- ^5 
156-12102- 47 
156-12102- 48 
156-12102- 49 
156-12102- 50 
156-12102-101 
156-12102-105 
156-12102-201 


156-21319- 
156-21319- 
156-21319- 
156-22523- 
156-22546 













mM) OO n P O NI 





2L-152 
21-152 
2L-152 
21-152 
21-152 ` 


































156-22603-103 
156-22603-104 

































PPR — = EEE IE N > ret n IR r: i> NB NNN ES PG N P f IS DRA A 


156-12102-202 XK-503 156-22603-105 2L-152 
νε h EN 156-22603-106 21-152 

x " a 156-22603-107 2L-152: 
156-12104- 3 6-326 156-22603-108 2L-152 
156-12104- 4 6-326 156-22603-109 2L-152 
156-12105- 3 6-327 156-22603-110 21-152 
156-12105- 5 2L-152 


156-22603-201 
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STOCK NUMBER I 
| CLASS CODE | PART NUMBER 


AN ΟΙ-όΟΑΑΒΑ-4 


TOTAL | MICROFILM STOCK NUMBER FIGURE | TOTAL MICROFILM 
QTY. NUMBER | | CLASS CODE [ . PARTNUMBER | [ _ PARTNUMBER | AND INDEX| QTY. MBER 
































FIGURE 
“AND INDEX 
57 




















(i - - a - 5 
RB2NA 156-22603-202 M1 2L-152 “mz casa τας 
R82NA 156-22603-301 2L-152 
i 156-22624- 2 1 2E-342 
RB2NA 156-22603-302 2L-152 ο. 2.| SE κα“ 
156-22603-402 - 52 2L-152 Ξ 


156-22606- 1 
156-22606- 2 


2U-76 


Sue 156-22625- 


156-22625- 
156-22626- 
eb. 156-22626- 
us 156-22627- 
2U-T6 156-22627- 


2U-76 


2E-343 
2E-543 
2C-375 
2C-375 
2C-376 
2C-376 
ΑΧΝ-22 
AXN-22 
AXN=22 
2E-344 







156-22606- 3 
156-22606- 4 
156-22606- 






































156-22606- 






156-22631- 


156-22606- 156-22632 


2U-76 


ΒΛ EE Re ae INL τὸ 













156-22606- 2U-76 156-22632- 


156-22633 


o 


2E-344 
2E-345 


NN 





























156-22606- 9 2U-76 
156-22606- 10 2U-76 156-22634 1] 
156-22606- 11 2U-T6 156722635 ¿| 2E-346 
156-22606- 12 2U-76 : 
156-22606- 13 ZUTS 156-22635- 3 2E-346 
156-22606- 14 2U-76 - a z 
156-22635- 5 2E-346 
156-22606- 15 2U-76 š R 
156-22635- 7 2E-346 
156-22606- 16 2U-76 
K 156-22635- 9 2E-346 
156 22606- 17 2U-76 156-22636 26-387 
156-22606- 18 20-76 26-387 
156-22606- 19 2U-76 






26-387 
26-387 
26-387 


156-22606- 20 
156-22606- 21 






2U-76 
2U-76 







156-22636- 






DARDO] 








156-22606- 22 U-76 
= 2 156-22636- 1 26-387 
156-22606-"23 2U-76 
156-22636- 1 26-387 
156-22606- 24 20-76 
156-22638 2E-347 
156-22606-101 2U-76 
156-22607- 2U-71 156-22643- 1 - 2E-348 
156-22643- 2 2E-348 






PRA BR Ie I 2 ga gn ps pu 


156-22607- 













2U-77 156722644 26-388 





















1 
2 

- - n - 
156-22607- 3 2U-77 Dc ΞΕ; 
156-22644= 5 26-388 

156-22607- 4 20-77 = z z 
156-22644- 7 26-388 

156-22607- 5 20-77 a u Š 
156-22607- 6 U-77 156-22644- 9 26-358 
2 156-22644- 11 26-388 
3 156-22644- 13 26-388 


156-22607- 


N 


2U-77 


N p: D: £ T+. T S 2 > N N N £ 8 FO S N Je FOOD 


156-22645 2C-377. 














156-22607- 


ν 


2U-77 156-22646 -55 > 2E-349 


156722647 


















156-22607- 9 
156-22607- 10 
156-22607- 11 
156-22607- 15 
156-22608- 1 
156-22608- 2 
156-22608- 11 
156-22611 Í 


2U-77 
2U-77 
2U-77 
2U-77 
2E-333 
2E-333 
2E-333 
20-374 






1567-22649 XE-117 











156723306 E-487 
156-23306- E-487 
156-23308 




















Nip κ ps RM 


6-338 
G-339 
156-23327- 6-339 





R82NA 

































156-22612- 1 1| AXN-20 ο e a 
156-22612- 2 1] AXN-20 me or | Eins 
156-22612- 3 1 AXN-20 156-23329 ς-292 
156-22612- 4 1| AXN-20 š H-102 
156-22612- 5 1| AXN-20 E-490 
156-22613- 1 1| 2E-334 156-24475= 

156-22613- 2 1| 2E-334 156-25009 2C-378 
156-22614- 1 1| 2E-335 AXC-587 
156-22614- 2 1| 2E-335 AXC=587 

R82NA 156-22615- 3 4| AXN-21 













156-31026- 
156-31026- 
156-31026- 








R82NA 156-22615- 


w 





+ 


AXN-21 





AXC-587 





























3 
5 
7 
9 
1 
3 
1 
5 
7 






























156-22617- 1 i| E-472 η μας AXC-581 
156-22617- 2 1| E-472 156-31027- XH-385 
156-22617- 11 1] E-472 XH-385 
156-22618- 1 1| 2E-336 HE 
156-22618- 2 1| 26-336] [R82NA XH-385 
156-22618- 11 1| 2E-336 ; d 
156-22619- 1 1) 2682537 156-31034- 5 1 |Ax8-427 
156-22619- 2 1| 2E-337 u E a 
- 156-31034~101 1 ΙΑΧΒ- 427 
156-22620- 1 1| 2E-338 z z z 
156-31037- 1 1 |Axc-588 
156-22620- 2 1| 2E-338 156-31037- 2 1 |Αχς-588 
156-22621- 1 1| 2Ε-339 _ z L 
156-31037- 3 1 |Axc-588 
156-22621- 2 1| 2E-339 156-31037- 4 1 JAXC~583 
156-22622- 1 1| 2E-340 5 1 laxc-588 
156-22622- 2 1| 2E-340 5 1 AXC-588 
156-22523- 1 1 2E-341 7 1 AXC-586 
156-22623- 2 1 2E-341 9 2 lAxC-588 
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aac ση NUMBER 


CLASS CODE | PARTNUMBER | NUMBER 























































































































































































































































































































156-31037- 11 2|Axc-588 
156-31041- 3 - = -153 
156-31041- 5 2| 262379 156-31410- 17 30-15) 
156-31042 + 156-31410- 18 31-153 
156-31050- 1 1|Axc-589 1567314107 19 2L-153 
156-31050- 2 .1|AXC-589 156-31410- 21 2L-153 
156-31050- 3 ilaxc-589 156-31410- 23 2L-153 
156-31050- 4 1]ΑΧς-589 156-31410- 24 ος 
156-31050- 5 1|Axc-589 156-31410- 25 2L-153 
156-31050- 6 1 |AXC-589 156-31410- 26 2L-153 
156-31050- 11 1|AXC-=589 156-31410- 27 2L-153 
156-31050- 12 i|Axc-589 156-31410- 29 2L-153 
156-31111 1 6-341 156-31410- 31 2L-153 
156-31111-. 3 i| 6-341 156-31411- 1 6-564 
156-34111- 4: 1| 6-241 19091411” 2 6-564 
156-31111- 5 1| 6-341 156731412 6-565 
156-31111- 7 i| 6-341 156-31413 6-566 
156-31111- 9 1| 6-541 156721416 AXA-271 
156-31111- 11 1] 6-341 156-31411- 2 AXA-212 
R82NA 156-31112 1| 26-390 Lae tei 2L-154 
156-31112- 3 1| 26-390 "is ΡΕ : 2L-154 
156-31112- 5 1| 26-390 ο ας er 3 2L-154 
156-31112- 7 2| 26-390 2L-154 
156-31113 1] xE-333 156-31418- 9 2L-154 
156-31113- 3 1| XxE-333 ος 10 2L-154 
μας T eE dictis 
ο 2 2|ΑΧΝ-209 156-31419- 7 PLAUT: 
e or cab 1|AXN-209 156-31456- 1 1 lAXB-436 
156-31154- 7 2|AXN-209 

156-31154- 8 1|AXN-209 156-31456- 2 1 lAx8-438 
156-31154- 9 2| AXN-209 156-31475- 6 1| 2L-156 
156-31154- 11 2 | AXN=209 ο... l 1| 2L-156 
quippe 2|AXN-209 156-31475- 9 κ. 

E ο 2| AXN-209 156-31475- 10 
156-31154- 16 2|AXN-209 ιτ. 1| 2L-156 
ο ος 21ΑΧΝ-209 156-31415- 14 ματς 
οσο 4) AXN=209 156-31475- 16 νο. 
156-31154- 21 4| AXN#209 156-21475- 17 1| 20-156 

156-31154- 23 4| AXN-209 355931475318 
156-31154- 33 1 1 1} 2L-156 
156-31154- 34 1 156731475- 1| 2L-156 
156-31154- 35 1 1| 2-156 
156-31154- 36 1 il 1| 21-156 
156-31154- 37 1 τ 1| 2L-156 
156-31154- 38 1 156-31475- 25 1] 2L-156 
156-31154- 39 3 156731475- 26 1| 2b-156 
156-31154- 40 $ 156-31475- 27 2| 21-156 
156-31154- 41 2 156-31475- 1| 21-156 
"|156-31154- 42 1 4| 2L-156 
156-31154-101 1 2| 2L-156 
156-31154-102 1 156-31475= 1| 21-156 
156-31210- 1 REF 156-31475- 34 1] 2L-156 
156-31210- 2 REF 156-31475- 35 1| 2t-156 
156-31210- 3 1 156-31475- 36 1 | 2L-156 
156-31210- 4 i 156-31475- 3 1] 21-156 
156-31210- 5 1 156-31475- 38 1l 215-156 
156-31210- 6 1 156-31415- 39 1 | 21-156 
156-31210- 7 1 156-31475- 47 1| 2L-156 
156-31210- 8 1 156-31475- 49 2| 21-156 
156-31210- - - 1| 21-156 
$56:315105-11 i 156-31475-101 1| 21-156 
156-31210- 12 1 XM-55 156-31475-102 1l 2L-156 
156-31210- 13 6 XM-55 156-31475-105 1] 21-156 
156-31230 2 ς-295 156-31487- 1 3 26-252 
156-31405- 3 1|AXF-118 rr ME: i| eu 
156-31405- 4 1|AXF-118 sia 3 σος 
156-31405- 5 1|AXF-118 τμ. ail eas 

156-31405- 6 1|AXF-118 z 
15631406- 3 11 P-35 156-31517- 4 1 2U-179 
156-31406- 5 i| P=35 156=31517- 3 1| 2U-79 
156-31407- 3 1| 26-392 Mina E οι. 
156-31407- 4 i| 26-392 E 
156-31407- 6 i| 26-392 Mn I ο. 
με Mi 1| 6-562 156-31751- i| Χμ-5Τ 
156-31408- ὁ 1| 6-562 poser 
156-31408-, 6 1| 6-562 dus 
1562314995. Là aa i| xš-57 
156-31405 6 tli testes 156-31751- i| XN-57 
156-31410 REF] 2L-153 156-31751- 11 1 XM-57 
156-31410- 11 i| 2t-153 156-31751- 13. 1| xM-57 
136241510- 13 σι». 156-31751- 14 i| XM-57 
156-31410- 15 1] 21-153 156-31751- 15 1| XM-57 
156-31751- 16 i| xu-57 
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| cove | 


CLASS CODE 













































































































- Cl Me 

1562317512 12 Ael 156-32003-175 2L-160 
1525317315 DO pe 156-32003-177 2L-160 
7 156-32003-179 2L-160 
156-31751- 21 XM-57 156-32003-181 2L-160 

156-31751- 23 XM-57 
z 156-32003-185 2L-160 

156-31751- 25 XM-57 


156-32003-187 
156-32003-189 
156-32003-193 






2L-160 
2L-160 
2L-160 


156-31751- 26 
156-31751= 27 
156-31751- 29 


XM-57 
ΧΜ- 57 
XM-57 
























































156-32003-195 2L-160 
156731751- 31 xM=57 156-32003-197 2L-160 
13643175133 Neo 156-32003-200 2L-160 
156-31751- 35 XM-57 156-32003-203 2L-160 
136-31751- 37 xM-57 156-32003-221 2L-160 
156-31751- 39 mal 156-32003-245 2L-160 
156-31751- 41 XM-57 


156-32003-247 
155-32003-249 
156-32003-253 


2L-160 
2L-160 
2L-160 


156-31751- 43 
156-31751- 44 
156-31751- 45 


XM-57 
XM-57 
XH-571|. 






















































































































- 29S - 
156-31751- 47 XM-57 156-32003-255 2L-160 
e dos 156-32003-261 2L-160 
156-31751- 48 XM=57 
She m Mss 156-32003-265 2L-160 
156-31751- 49 XM-57 
εδ. 156-32003-267 2L-160 
156-31751- 53 XM-57 
156-32003-269 2L-160 
156-31751- 55 XM-57 
= z Me 156-32003-273 2L-160 
156-31751- 57 XM-57 A 
156-32003-275 2L-160 
156-31751- 59 XM-57 > = 
156-31751- 63 XM-57 156-32003-277 2L-160 
196-32003-281 2L-160 


















156-31938 




























à - - L- 
156-32003- 5 E 156-32003-300 2L-160 
156-32003-303 2L-160 
156-32003- 7 2L-160 = 
156-32004- 9 2M-1 
156-32003- 9 2L-160 Σ AE 
156-32004- 11 24-1 
156-32003- 11 2L-160 E να 
i 156-32004- 13 2-1 
156-32003-"13 2L-160 es ME 
156-32003- 15 2L-160 156-22004= 2 ee 
156-32004- 29 2M-1 


156-32003- 17 
156-32003- 19 
156-32003- 23 
156-32003- 27 
156-32003- 33 
156-32003- 35 


2L-190 
2L-160 
2L-160 
2L-150 
2L-160 
2L-160 


156-32004- 33 
156-32004- 35 
156-32004- 43 
156-32004- 45 
156-32004- 47 


2Μ”-1 
2Μ-1 
2ἑ{-1 
2Μ-1 
2-1 






















































































































































































































































156-32003- 37 2L-160 doe bai HORT 
156-32003- 39 2L-160 a - 55 28-1 
156-32003- 43 2L-160 τος 57 2M-1 
1502320035 ας τς 156-32004- 59 2M-1 
156-32003- 2L-160 = - 63 = 
156-32003- 63 2L~160 qe ος ud 
156-32003- 65 2L-160 2-1 
156-32002- 67 2L-160 2-1 
196-32003- 69 2L-160 2M=1] 
156-32003- 73 2L-160 2M=1 
156-32003- 75 2L-160 2M-1 
156-32003- 77 2L-160 156-32004- 2M—1 
156-32003- 79 2L-160 156-32004- 95 24-1 
156-32003- 83 25160 156-32004-100 2-1 
156732003- 85 2L-160 156-32004-107 2M-1 
156732003- 87 Wd 156-32004-109 2M=1 
1262320925 89 ae beet 156-32004-113 2M-1 
156-32003- 95 εν 156-32004-115 2M-1 
ον αν. PESO 156-32004-117 24-1 
136732003= 97 a os 156-32004-149 2-1 
156-32003- 99 2L-160 156-32004-152 2M-1 
156-32003-105 2L-160 156-32004=155 24-1 
156-32003-115 2L-160 156-32004=157 2M-1 
156-32002-117 2L-160 156-32004-161 2M-1 
156-32003-119 2L-160 156-32004-152 2-1 
156-32003-127 2L-160 156-232004-155 2-1 
156-32003-131 2L-160 156-32004-167 2-1 
156-32003-133 2L-160 156-22004-169 2M-1 
156-32002-135 2L-160 156-32004-175 2-1 
156-32003-137 2L-160 156-32004-177 2Η-1 
oo 0035139 SE DOM 156-32004-179 2-1 
156-22002-143 2L-160 156-32004=183 2H-1 
156-32005-145 2L-160 1552310044200 2M-1 
156-32003-147 2L-160 15622004202 2M-1 
156-32003-149 2L-160 156-32004-211 2Μ-1 
156-32003-153 2L-160 135232008«215 2M-1 
156-32003-155 2L-160 156-32004-217 2Η-1 
156-32003-157 2L-160 5 2315 ue 
156-32003-161 2L-160 sona Ξ 
155-22003-163 2L-160 155-32004=225 2Μ-1 
155-32003-165 2L-160 155-32004-227 24-1 
156-52003-167 2L-160 156-32005-267 2-1 
56732023-169 2 180 156-32004-271 2-1 
156-32003-171 2L-160 156-32004-305 2-1 


156-32203-173 






156-32004-307 2-1 
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STOCK NUMBER 


| CLASS CODE | PART NUMBER 


156-32004-309 
156-32004-337 
156-32004-339 
156-32004-345 
156-32004-347 
156-32005- 
156-32055- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005-. 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005-105 
156-32005-107 
156-32005-109 
156-32005-115 
156-32005-117 
156-32005-119 


156-32005-123.᾽ 


156-32005-127 
156-32005-129 
156-32005-131 
156-32005-133 
156-32005-135 
156-32005-139 
156-32005-143 
156-32005-145 
156-32005-147 
156-32005-149 
156-32005-153 
156-32095-155 
156-32005-157 
156-32005-161 


156-32005-165 - 


156-32005-167 
156-32005-169 
156-32005-175 
156-32005-185 
156-32005-187 
156-32005-189 
156-32005-193 
156-32005-195 
156-32095-197 
156-32005-209 
156-32005-221 
156-32005-245 
156-32005-247 
156-32005-249 
156-32005-253 
156-32095-255 
156-32005-263 
156-32005-275 
156-32005-211 
156-32005-279 
156-32005-281 
156-32005-293 
156-32005-295 
156-32005-300 
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AN O1-60AABA-A4 ` 


CLASS CODE 


STOCK NUMBER 
[PARTNUMBER | [PARTNUMBER | 


156-32005-303 
156-32005-305 


11 

13 

27 
156-32006- 29 
156-32006- 33 
156-32006- 35 
156-32006- 
156-32006- 
156-32006- 


Ἴ156-32006- 
1156-32006- 


156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 


156-32006- 

156-32006- 

156-32006- 97 
156-32006-100 
156-32006-101 
156-32006-105 
156-32006-123 
156-32006-149 
156-32006-153 
156-32006-155 
156-32006-157 
156-32006-161 
156-32006-163 
156-32006-171 
156-32006-172 
156-32006-181 
156-32006-183 
156-32006-189 
156-32006-195 
156-32006-197 
156-32006-200 
156-32006-202 
156-32006-207 
156-32006-209 
156-32006-215 
156-32006-217 
156-32006-219 
156-32006-223 
156-32006-225 
156-32006-227 
156-32006-229 
156-92006-233 
156-32006-265 
156~32006-267 
156-32006-285 
156-32006-295 
156-32006-305 
156-32006-307 
156-32006~309 


156-32006-339 
156-32006-345 
156-32006-347 
156-32007- 
156-32007- 
156-32007- 
156-32007= 
156-32007- 
156-32007- 
156-32007- 
156-32007- 
156-32007- 
156-32007- 


156-32007- 
156-32007- 
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156-32007- 29 








156-32007- 37 
156-32007- 38 
156-32007- 39 
156-32007- 40 
156-32007- 43 
156-32007- 44 
156-32007- 47 
156-32007- 49 
156-32007- 50 
156-32C07- 55 
156-32007- 56 
156-32007- 57 
156-32007- 63 
156-32007- 65 
156-32007- 67 
156-32007- 68 
156-32007- 69 
156-32007- 73 
156-32007- 75 
156-32007- 77 
156-32007- 79 
156-32007- 83 
156-32007- 85 


156-32007-103 
156-32007-104 
156-32007-105 
156-32007-106 
156-32036 










156-32036- 3 
156-32036- 5 
156-32036-᾽ 7 
156-32041- 1 
156-32041- 2 
156-32042 
156-32042- 1 
156-32042- 2 
156-32042- 3 
156-32042- 4 
156-32042- 5 
156-32042- 6 
156-32042- 7 
156-32042- 9 
156-22042- 11 
156-32042- 12 
156-32042-. 13 
156-32042- 15 
156-32042- 17 
156-32042- .18 
156-32042- 19 
156-32042- 20 
156-32043 
156-32043- 1 
156-32043- 2 
156-32043- 3 
156-32043- 4 
156-32043- 5 
156-32043- 6 
156-32043- 7 
156-32043- 8 
156-32043- 9 
156-32042- 10 
156-32043- 11 
156-32043- 12 
156-32043- 13 
156-32043= 14 | 
156-32043- 15 
156-32043- 16 
156-32043- 17 
156-32043- 18 
156-32043- 19 
156-32043- 20 
156-22043- 21 
156-32043- 22 
156-32043- 31 
156-32043- 32 
156-32046- 1 
156-32046- 2 
156-32046- 3 
156-32046- 4 
156-32046- 5 
156-32046- 6 
156-32046- : 7 
156-32046- 9 


926 


STOCK NUMBER Š 
| CLASS CODE | PART NUMBER δῦ 
M1 






28 
20 
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‘STOCK NUMBER FIGURE | TOTAL MICROFILM 
CLASS CODE] — PARTNUMBER | AND INDEX | QTY. | NUMBE 





FIGURE [TOTAL 
AND INDEX | QTY. 


PronNNNNANANANAN TTEPDNNNNNDNNNIONNNNNSNN 


22m . 
f FO e 13 1? ies t? Dd a et I 2 2 4 2 2 2 2 2 I3 A I e RR να 7T] 7T IS i I ER IND INO IE IR INO IND P Ie > = γω 


MICROFILM 
NUMBER 


2H=4 



















156-32047- 
156-32047- 


156-32047- 
- 1156-32047- 
156-32047- 
156-32047- 
156-32047- 
156-32079- 
156-32127- 
156-32138- 
156-32138- 
156-32138- 
156-32138- 
156-32138- 
156-32138- 
156-32138- 
:1156-32138- 
156-32138- 


156-32139- 


156-32139- 
156-32139- 


156-32139- 
156-32139- 
156-32140 

156-32140- 
156-32140- 


156-32141- 
156-32142 
156-32142- 
156-32142- 
156-32143 
156-32212 


156-32213- 
156-32215- 
 |156-32215- 
156-32215- 


156-32216- 
156-32494 

156-32494- 
156732494- 
156-32494- 
156-32494= 
156-32494- 
156-32504 

156-32505- 
156-32505- 
156-32506- 
156-32506- 
156732569 

156-32569- 
156-32569- 
156-32569- 
156-32569- 
156-32574- 
156-32574- 


156-32578- 
156-32578- 


156-32578- 
156-32578- 
156-32578- 
156-32578- 
156-32578- 
156-32518- 
156732579 

156-32519- 
156-32579- 
156-32580- 
156-32580- 


156-32047- 


156-32047- 


156-32139- 


156-32139-. 


156-32578 


156-32578- 





ON OUP UNI 


10 
17 


ma 
Wr O Un U mn y 






ka KURUS 


ere 
w FUNE NENU Nw ww uw 


HONU 


m. 


N RS J An. NENE 


30 


3 
5 
1 
2 






P=51 
P-51 
P-51 
P-51 
Ρ-51 
P-51 
P-51 
P-51 
P-51 










AXC-590 
2M-7 
24-7 
2H-7 
2-7 
2M-7 
2M-7 
2M-7 
2M-7 
2M-7 
2M-7 
2M-1 
2H-7 
2M-8 
24-8 
2-8 

: 24-8 
2M-8 
2M-8 
2M-8 ` 
26-396 
26-396 
26-396 
2Ε-353 
2Ε-353 
2Ε-353 

AXD-416 

AXD-416 

AXD=416 

26-397 
P-52 
Ρ-52 
P-52 

AXH-6 
AXH-6 
2E-354 
2E-354 
2E-354 
2E-354 

25-355 

2E-355 

26-398 

26-398 

26-398 

26-398 

26-398 

26-398 

XK-176 

XL-204 

XL-204 

2C-380 
2ς-28ς 

26-399 

26-399 





































26-399 
26-399 
XK-179 
XK-179 
AXH=7 
AXH-7 
AXH=7 
AXH=7 
AXH-7 
AXH 7 
AXH- 

AXH 

AXH- ` 
AXH-7 
26-400 
26-400 
26-400 
26-401 
26-401 
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RB2NA |156-32582- 1 Mi|l402 -.50 XL-300 " E 
R82NA |156-32582- 2 XL-300 156-32951-500 XM=Ó1. 
R82NA |156-32583- 1 XH-223 μα ias 
R82NA [156-32583- 2 XH-223 
5 à 156-32952- 3 XM=392 
1536-32596 XJ-72 1225329822 d 
156-32599- 47 2M-10 κκ σος 


AXH-8 









156-32968 











































































156-32599- 49 2M-10 156-32968- 1 AXH=8 
156-32925 2C-381 '56-32968- 2 - 
156-32968- 2 AXH-8 

156-32925- 3 2C-381 - - = 
156-32968- 3 AXH-8 

R82NA 156-32951 XM-61 156-32968- 5 AXH-8 
156-32951- 3 ΧΜ-61 - - - 
156-32968- 7 AXH=8 

156-32951- 5 XM-61 156-32968- 9 AXH=8 
156-32951- 7 XM-61 "1156-32968- 10 AXH-8 
156-32951-- 9 XM-61 |156-32968- 11 'AXH-8 
156-32951- 11 ΧΗ-61 156-32968- 12 AXH-8 
156-32951- 13 XM-61 156-32968- 13 AXH-8 
156-32951- 14 XM-61 AXH-8 


156-32968- 14 


























156-32951- 15 XM-61 - - - 
156-32951- 17 XM-61 1562329065 1 AN 
156-32951- 19 XM-61 156-32968- 19 AXH-8 
156-32951- 20 XM-61 156-32968- 21 AXH-8 
156-32951- 21 XM-61 AXH-8 
156-32951- 23 Χή-61 AXH-8 
156-32951- 25 XM-61 - - 

156-32951- 27 XM-61 156222310 rope 
156-32951- 29 XM-61 156-32970- 3 26-402 
156-32951- 30 XM-61 156-32970- 5 2G-402 














































156-32951- 31 XM-61 E fes 
ac Der ecl 156732913 2N=11 
156-32951- 35 XM-61 2M-11 
156-32951- 37 XM-61 20-11 
156-32951- 39 XM-61 2M-11 
156-32951- 41 XM=61 10 2M-11 
156-32951- 43 XM-61 156-32973- 11 2H-11 
156-32951- 45 XM-61 156-32913- 13 2M-11 
156-32951- 47 XM-61 156-32973- 15 2M-11 
156-32951- 49 XM-61 156-32973- 17 2M-11 
156-32951- 50 XM-61 156-32973- 18 2M-11: 
156-32951- 51 XM-61 156-32973= 19 21-11 
156-32951- 52 XM-61 156-32973- 21 2M-11 
156-32951- 53 XM-61 156-32973- 23 2M-11 
156-32951- 54 XM-61 156-32973- 24 2M-11 


156-32951- 55 XM-61 156-32973- 25 2M-11 
156-32951- 56 XM-61 156-32973- 27 2M-11 
156-32951- 57 XM-61 156-32913- 29 2M-11 
156-32951- 58 XM-61 156-32973- 41 2M-11 
156-32951- 59 XM-61 156-32973= 43 2M-11 
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mm 
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156-32951- 60 ances 156-32973-100 21-11 
156-32951- 61 XM-61 5 ME 
156-32973-141 2N-11 
156-32951- 63 XM-61 E 1-1 
156-32973-200 24-11 
156-32951- 65 XM-61 156-32974 AXN-24 
156-32951- 67 XM-61 XJ-14 
156-32951- 69 XM-61 10 X23274 
156-32951- 70 XM-61 2M-12 
156-32951- 71 XM-61 24-12 
1562222217 Te no 156-33118- 7 2M-12 
156-32951- 73 XM-61 1582321182; 9 24-12 
156-32951- 75 XM-61 "M 


156-33118- 11 
156-33118- 13 
156-33118- 15 
156-32118- 17 


XM-61 
XM-61 
XM-61 
XM-61 
XM-61 
XM-61 


156-32951- 77 
156-32951- 79 
156-32951- B3 
156-32951- 84 
156-32951- 85 













156-33301-229 


























































156-32951- 86 156-33401 AXB-439 
156-32951- 87 XM-61 
156-33402 XL-202 
156-32951- 88 XM-61 
Ξ 156-33403 2E-358 
156-32951- 89 XM-61 156-33405 26-403 
156-32951- 91 xi4-61 26-403 
156-32951- 93 XM-61 26-403 
eA=3 - - d 
156-32951- 95 XM-61 156-33414 ΑΧΑ-276 
156-32951- 97 XM-61 
156-33414- 3 AXA=276 
156-32951- 99 XM-61 E 
1 156-33414- 5 AXA-276 
156-32951-100 XM-61 m E 
156-33415 C-301 
156-32951-101 XM-61 - E 
di 156-33419 E-500 
156-32951-103 XM-61 ο - 
- 156-33422 20-382 
156-32951-105 XM-61 156-33423 
156-32951-107 XM-61 156-33424 
K82NA 156-32951-113 2 "XM-61 





XM-61 
XM-61 
ΧΜ-61. 
XM-61 


R82NA 156-32951-115 
156-32951-141 
156-32951-142 
156-32951-193 


156-32951-300 
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156-33506 
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156-33506- 10 
156-33507 
156-33501- 
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CLASS CODE 































































































































































































































R82NA 156-33508- 3 24-14 : 
R82NA 156-33509 2M-15 156-42122- 5 
156-42122- 7 
156-33509- 3 2M-15 1525421222. 9 
RB2NA 156-33510 20-80 
156-42122- 11 
156-33510- 3 20-80 
E z 156-742122- 13 
156-33510- 5 2u-80 156-42122- 15 
ΒΒΖΝΑ 156~33512 ΧΗ-226 156-421224. 19 
R82NA 156-33513 2E-359 
156-42122-100 
156-33515 XH-229 - 
156-42123 
156-33516 XH-230 156-42123- 3 
R82NA 156-33517 XH-231 - τος 
A 15642123- 5 
156-33517- 3 XH-231 156-42124 
R82NA 156-33518 XH=232 156-42124- 3 
R82NA 156-33519 XH-77 
À 156-42124- 5 
156-33520 ΧΗ-78 156-42124- 7 
R83NA 156-33521 XH-79 
156-42124- 15 
156-33523 XH-234 z 
156-42124- 19 
156-33524 2ς-383|. 156-42124- 21 
R82NA 156-33525 20-384 : 
156-42124- 27 
156-33544 E-501 
156-42124- 29 
156-33544- 3 E-501 
156-42124- 31 
156-33544- 5 E-501 E l 
156-421247 33 
156733545 AXA=279 
156-42124- 35 
156-33546 C-306 = 
156-42124- 37 
15633547 XE-119 A z 
156442124 
156-33951300 156“42124~ 41 
156-34102 24-16 






156-42136- 3 
156-42136- 5 







156-34102- 10 
156-34102- 20 
156-34527 
156-34527- 3 
156734527- 5 
7 


2M-16 

2M-16 
26-404] 
26-404 
26-404 













R82NA 












156-42136- 11 2E-360 















156-34527- 26-404 a 1 ο. 
156-34527- 9 26-404 2Ε-360 
156-34527- 11 26-404 






2E-360 


































































































































156-34527- 13 26-404 2E-360 
156-34527- 15 26-404 156-42152- 26-406 
156-42028 156-42152- 26-406 
156742078 28717 156-42152- 26-406 
156-42079 2M-18 156-42152- 26-406 
156-42079- 17 2H-18 150-42163- 2E-361 
156-42081 2ς-385 2E-361 
156-42105 AXH-11 2E-361 
156-42105- 3 AXH-11 2E-361 
156-42105- 5 ΑΧΗ-11 XE-244 
156-42105- 7 AXH=11 B 2 zi 
156-42105- 9 ΑΧΗ-11 το... So 
156-42105- 39 AXH-11 156-42166- XE-245 
156-42105-.41 ΑΧΗ-11 156-42167- XE-120 
156-42105-. 43 AXH-11 XE-120 
156-42105- 47 ΑΧΗ-11 XE-121 
156-42105- 49 AXH=11 XL-305 
156-42105- 53 AXH-11 XL-305 
|156-42105- 54 AXH=11 156-42170 6-349 
156-42105- 55 AXH-11 156-42174 AXN-25 
156-42105- 56 ΑΧΗ-11 










ΑΧΝ-25 







156-42105- 57 
156-42105- 58 
156-42105- 65 
156-42105- 67 
156-42105- 69 
156-42105- 70 


ΑΧΗ-11 
AXH=11 
AXH=11 
AXH-11 
AXH-11 
AXH-11 













156742175- 
156-42175- 10 













AXB-440 







































































































156-42105= 71 AXH=11 156-42176 AXN-26 
1596-4218: ii ΑΧΗ”11 156-42176- 3 AXN-26 
156-42105- AXH=11 156-42176- 5 AXN-26 
156-42105- 77 AXH-11 156-42176- 10 ΑΧΝ-26 
156-42105- 79 AXH=11 15642178 XE-122 
156-42105- 81 AXH-11 156-42179 XL-205 
156-42105- 83 .AXH-11 156-42183 XE-124 
156-42105- 85 AXH-11 156-42313 2M-19 
ο... d eH 3 2M-19 
156-42105- 89 AXH= Z mae - 
156-42105- 91 AXH-11 η... πέος 
156-42105- 93 AXH-11 156-42313- 9 21-19 
156-42105- 95 AXH711 156-42313- 10 24-19 
156-42105- 96 AXH-11 156-42313- 11 2M-19 
156-42105- 98 AXII-11 156-42313- 13 2M-19 
156742110 XA-98 156-42313- 15 2M-19 
156-42313~ 17 2M-19 
156-42111 XA789 | [qa2NA 156-42313= 50 2M-19 
156-42113 XL-304]. ο... 
196- 42122 Χ6-29 2Η») 





156-42122- 3 









Χ6-29 





156-42316- 3 2M-21 
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156-42316- 
156-42316- 11 
156-42316- 13 
156-42316- 15 
156-42316- 21 
156-42317 
156-42317- 3 
156-42317- 11 
156-42509 
156-42509- 3 
156-42509- 5 
156-42509- 7 
156-42509- 9 
156-42509- 11 
156-42509- 13 
-156-42509- 17 
156-42509- 20 
156-42510 
156-42510- 3 
156-42510- 5 
156-42513 
156-42513- 
156-42513- 
156742515 
156742518 
156-42518- 3 
156-42518- 5 
156-42518- 7 
156-42518= 25 
156-42518- 75 
156742546 
156-42602- 3 
156-42602- 5 
156-42602-. 7 
9 
11 






156-42602- 
156-42602- 
156-42602- 25 
156-42602- 35 
156-42603 
156-42603- 
156-42603- 
156-42603- 
.| 1567426037 
156-42604- 
156-42604- 
156-42604- 
156-42604- 
156-42604- 
156-42605 
156-42605- 
156-42605- 
156-42609 
156-42609- 
156-42609- 
156-42610 
156-42610- 
156-42610- 1 
156-42611 
156-42611- 
156-42611- 
156-42612 
156-426127 3 
156-426127 5 
156-42613 
156-42613- 3 
156-42613- 5 
156-42614- 3 
5 
3 


ow ww Vn tr OPD 2 ON UD 


ow 


ww 


156-42614- 
156-42615 
156-43116- 
156-43121 
156-43121- 3 
156-43121- 5 
156-43122 
156-43122- 3 
156-43122- 5 
156-43122-' 7 
156-43122- 9 
156-43122- 11 
156-43122- 13 
156-43123 
156-43123- 3 
156-47034 
156-47036 
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|-CLASS CODE | PART NUMBER 





Section lll 
ΑΝ O1-60AABA-4 | Numerical Index οἵ 


Contractor Parts 
Γρ nanas 















FIGURE MER 
AND INDEX NUMBEI 


STOCK NUMBER 
CLASS CODE ,PART NUMBER 






























ME 156747112 AXB-443 
nee 156-47112- 3: AXB-443 
sil h56-471:12- 5 









156-47112- 10 





































































ο... 156747112 
ACIE 156-47113- 3 
E 156747114 
52225 an 156-47114- 3 
πο 156-47114= 5 
oes 156-47114- 10 
oe 156-47115- 1 
poer 156-47115- 2 
σε... |i56-47115- 3 
E= 340 156-47115- 4 
XE-340 156-47116- 1 AXC-593 
E-340 156-47116- 2 AXC=593 
ib 156-47116- 3 AXC-595 
XK-311 156-47116- 4. AXC-593 
XK-311 156-47117- 1 AXA-281 
156-47117- 2 AXA-281 





































































































2C-387 
2C-387 
2C-387 
2E-362 
ΑΧΗ-13 
ΑΧΗ-13 
ΑΧΗ-13 
ΑΧΗ-13 


156-47126 
156-47127 
156-47128 
156-47129 
156-47133 
156-47134 
156-48048 


ΧΕ-127 
XL-209 
XE-129 
XE-130 
XL-392 
XL-309 































































































156-48112 68 - 17 
AXH-13 68 - 17 2E-364 
AXH-13 156-48112- 3 M |68 = 15 2E-364 
C-310 i tur 

X6-3^ 156-48112= 5 M | 68 - 19 25-364 
XG~34 Tu are I 
XG-34 156-48112- 68 - 20 2E-364 
X6-34 à 113 - 5 

X6734 156748113 P |68 - 21 2E-265 
Χ6-34 I - 3 ' 
bier 156-48118 M1 AXA-282 

τ -48153 

Χ6-35 126 

X6-35 

X6-35 

X6-35 156-48160- 


XL-388 
XL-388 
XL-388 
XL-386 
XL-388 


3 
156-48160- 4 
156-48175 
156-48176 
156-48185- 
156-48185- 






















26-409 







Uu Um 
















































sabe 156-48185- 26-409 
26-407 M 
26-407 2 409 
ΑΧΝ- 27 26-410 
AXN-27 R82NA 26-410 
AXN-27 R82NA 26-410 
AXH-14 156-48186- 26-410 
156-4+8186- 2G=410 


AXH-14 


AXH-14 26-411 


156-48187 







































ES 156-48188 XK-426 
nese 156-48219- 1 25-367 
AXN-28 156-48219- 2 2E-367 
ΑΧΝ-29 156-48220 2E-368 
AXN-29 156-48221- 1 XA-462 
AXN-29 156-48221- 2 XA-462 

AXA-280 156748755- 1 . 2M=22 
156-48755- 2 - 2M=22 


AXA-280 
AXA-280 
2C-388 
2C-388 


156-48801 






XE-133 









156-48865- 7 
156-48865- 






































da 20-390 
26-408 es 
26-408 XE-343 
AXC-592 X55342 













AXC-592 
AXC-592 


2E-371 
2E-371 


4156-51100 
156-51100- 3 

















ARCA 156-51100= 5 2E-311 

AXC=592 156-51103 XH-86 

AXC-582 156-51104 ` 2E-372 

AXC-582 156-51105- 3 26-412 
5: 


XK-424 
XK-424 
XL-207 
XL-208 


156-51105- 26-413 
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156-51106- 1 24-25 
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Section III ; 
Numerical Index of f I AN ΟΙ-6ΟΑΑΒΑ-4 


Contractor Parts 
— EE MICROFILM 
AND INDEX 


MBER PART | PARTNUMBER ` | 


STOCK NUMBER FIGURE MICROFILM 
[class cone | PART NUMBER | § 8| AND INDEX 


156-51106- - 2M-25 
156-51106- 2M-25 
156-51106- - | '| 2M-25 


1567523082 

156-53082- 
156-53082- 
156-53082- 
156-53082- 
156-53082- 
156-53082- 
156753083 

156753084 

156-53085- 
156-53085- 
156-53065- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085= 
156-53086 


2U-82 
2U-82 
2U-82 
2U-82 
2U-82 
2U-82 
2U-82 
XL-311 
26-421 
XH-404 
XH-7404 
XH-404 
XH-7404 
XH-404 
XH-404 
XH-404 
XH=404 
XH-7404 
XH-404 
XH-404 
XH-404 
AXN-30 
ΑΧΝ-30 
ΑΧΝ-30 
ΑΧΝ-30 
ΑΧΝ-30 
ΑΧΝ-30 
AXB=452 


156-51107 AXH-15 


156-51107- 
156-51107- 
156-51107- 
156-51107- 
156-51107- 11 
156-51107- 12 
156-51107- 13 
156-51108 
156-51109 
156-51110 


AXH-15 
ΑΧΗ-15 
ΑΧΗ-15 
AXH-15 
ΑΧΗ-15 
AXH-15 
ΑΧΗ-15 
2E-373 
ΧΗ- 243 
2E-374 


HD m A ο νο 


156-51111 AXB=447 


N 


156-51112 
156-51113 
156-51114 
156-51115- 
156-51115- 
156-51115- 
156-51115- 
156-51115- 
156-51116 


m 
m 
"n 


XJ-89 
26-391 
AXA-283 
XL-310 
XL-310 
XL-310 
XL=310 
XL-7310 
20-392 


156-53086- 
156-53086- 


N 2 2 2 Q IQ PP Q DO 2 2 Ú) Ü) Ὁ) Ü) ου HH S= en a a aen 


156-53087 


PNNNN FEE 


156-53088 
156-53088-. 


26-422 
26-422 


nr 


156-51544- 
156-51544- 
156-51544- 
156-51544- 
156-52024 
156-52050 
156-52050- 
156-52050- 
156752052 
156-52052- 
156-52052- 
156-52210 
156-52215 
156-52238 
156-52283 
156-52294- 
156-52294- 
156-52296 
156-52302 


20-81 
20-81 
20-61 
20-81 
ΧΑ-522 
26-415 
26-415 
26-415 
26-416 
26-416 
26-416 
XA-=465 


156-53088- 
156-53088- 
156-53088- 


2G-422 
2G-422 
.2G-422 
2G-423 
2G-423 
2G-423 
26-423 
26-423 
267423 | 
AXB-453 
AXA-287 
26-424 
26-424 
26-424 
26-424 
26-424 
26-424 
2C-401 
ς-366 
6-370 
G-370 
6-370 


vn 
m 


VRP RP PRP 15} 15} 12 155 am gs T. = = 


156-53089- 
156-53089- 


156-53089- 


20-397 
XA~106 
2C-398 
2C-398 
2C-399 
AXA-284 


156-53514- 
156753514- 


Qi m RP im a 15} RH E iS IR RS IND) ESL ο 


x 
ni 


AXB-448 
AX8-448 
AXC-595 
AXC-595 
AXC-595 
ΑΧΑ-285 
AXB-449 


156-52303 
156-523023- 
156-52354 
156-52354- 
156-52354- 
156-52401 
.[156-52402 
156752403 
156-52404 
156-52440 
156-52447 
156-52448 
156-52477 
156-52480 
156-52481 
156-52482 
156-52483 
156-52484 
156-52490 
156-52490- 


156-54028- 
156-54028- 
156-54037 
156-54033- 26-427 
26-427 
26-427 
| 26-427 
26-427 
26-427 
26-427 
26-427 
2E~380 
AXB-454 
AXB-454 
AXB-454 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-429 
26-429 
26-429 
26-429 
26-429 
26-429 
2M-33 


156-54038- 
156-54038- 
156-54038- 
156-54038- 
156-54038- 
156-54038- 
156-54039 

156-54040 

156-54040- 
156-54040- 
156-54055 

156-54055- 
156-54055- 
156-54055= 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54056 

156-54056- 
156-54056- 


2C-400 
P-75 
P-76 
P-77 
26-418 
E-519 
C-331 
ΑΧΑ-286 
ς-333 
2672419 
AXN-211 
AXN-211 


τ m i m gm m ge e a 1-3 aa a [5 a gà ἐ1 gea an νο ps 


DI 
mm 


156-52490- 
156-52534 
156-52603 
156-52608 
156-53075 
156-53078 
156-53080 
156-53080- 
156-53080- 
156-53081 
.156-53081- 


AXN~211 


2M-28 
AXC-596 
AXB-450 
AXB-450 
AXB-450|- 
AXB-451 
AXB-451 


Em oe mae m ἪΡ» ος mp 
m 9 2 PEP PPE PNB Re > Re > an > qr IS > γα pd EO I I 2 B P) Ú) Ú) INO 


a 
m 
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AN 01-60AABA-4 I Contractor Parts 


= μετ umasa | r gk” 
[GLASS CODE| PART NUMBER | AND INDEX 


156-54061- 2M=33 - 
156-56639 
156-54061- 2M-33 = 
156-56639- 
156-54061- ν 2M-33 156-56640 
156-54061- 2M-33 
156-54061- 2H-33 156-56640- 
156-56717 
156-56717— 
156-56711- 
156-56717- 


ΧΑ- 272. 

ΧΑ” 284 

XA-284 . 
AXC-599 
AXC-599 


156-54061- 2M-33 
156-54061- 2M-33 
156-54062 2U-83 
156-54063 ñ 26-430 
156-54063- 26-430 
156-54063- 26-430 E 
156-54069 2C-402 M ος. 
156754070 M AXA-288 embed 
ος λος” ' AA A 156-56721 
1567-54083 M 2£-381 eos 
156-54087 AXA-290 156-56722 
156-54103 AXB=455 156-56122- 
156-54208- G-370 

156-54276 š 2M-34 2 = 
156-54216- š 2M=34 ο. 
156-54357 XH=249 

156-54357- M XH-249 

156-54357- M ΧΗ- 249 156-56741- 
156 του, OL ἘΜΆ 156-56904 
156-56002- 

156-56002- 

156-56003 ΑΧΗ-18 


E-533 
E-534 
E-534 
E-535 
E-535 
E-535 
E-536 
E-536 
AXC-600 
AXC-600 


Pe RPP κ) 2 1’ == — > PRE errr 1515} IR Q N 2 


ΑΧΑ-291 
ΑΧΑ-291 
26-432 
26-432 
2M-39 


=b, - 
— "EM - - 


156-56185- 2M-36 5 

156-56192- 2N-37 

156756418 E-531 

156-56418- - E-531 - - ` 2M- 

156-56418- E-531 τῶ ners pu 

156-56420' - E-532 156-58038 

156-56602 2M-38 

156-56602- . | 2M-38 156758046 

156-56602- 2M-38 156-58046- 

156-56602- 2M-38 156-58046- 

156-56602- 2M-38 

156-56602- 11 ; 2M-38 - 

156-56602-101 f 2M-38 1356258958 

156-56603 XC-598 - - 

156-56603- 3 ES cin 

156-56606 A-213 

156-56607 ΑΧΒ” 456 136735039. 
|156-56608 ; XA=275 escarola 

156-56608- X^-27?||ns2NA ^ |156-58101- 

156-56609 ΧΑ-276| 000 š 

ee geeo9=s XA=276 156-58102/ 

το τους XA-216 156758103 

156-56610 XA-211 πο. 

156-56610- XA-271 156 58106 

156-56610- I XA-277 

156-56611 XE-141 

156-56613 Š 

156-56613- 

156-56613- 

156-56613- 

156-56613- 

156-56614 XA-471 

156-56614- XA-471 

156-56614- ΧΑ-471 

156-56614- ΧΑ-Φ71 

156-56614- XA=471 RE u 

156-56614- ΧΑ” 471 i 1526259115 

156-56614- XA-471 156-58115- 

156-56615 ΧΑ-108 156-58116 

156-56616- ΧΑ-278 156-58116- 

156-56616- XA-278 156-58117 

156756617 AX8-457 156-58119 

156-56618 AX8-458 156-58120 

156-56619 XA-281 | -(156-58121 

156-56619- XA-281|| 156-58122 

156-56620 ` XA-282 156-58122- 

156-56635 >| XA-109 

156-56635- ΧΑ-109 

156-56636 XA-283 

156-56637 20-405 

156-56637- 3 - 20-405 

156-56637- 5 20-405 

156-56637-100 2C-405| lngaNA 156-58125 


Teer Pee A 


2 
m 


26-434 


.2M-40 


24-40 
26-435 
26-435 


26-436 
2M-41 
E-541 
E-541 


2E-384 
. 2E-384 
2E-384 
E-544 
E-545 
2E-385 


156-58108 
156758108- 


NUS WwW 


26-433 


mm 
ve ON Q Q 


ne 
dd — Se PO NEN - 
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STOCK NUMBER 
[CLASS CODE — PART NUMBER : 


156-58124- 
156-58124- 
156-58125 

156-58125- 
156-58125- 


Cae 156-58802-121 


6-352 156-58802-131 
Ὁ 156-58802-151 
ἕο 156-58802-159 
156-58802-163 


156-58125- XH-251 
x - 156-58802-179 ΑΧς-610 
156-58125 XH-251 156-58803 AXC-611 


3 

5 

3 

5 

7 

9 : 
156-58125- 10 | f 156-58803- 11 
156-58125- 20 : Ó 156-58803- 15 
R82NA 156-58125- 30 XH-251 156-58803- 27 


156-58803- 51 
RB2NA 156-58125- 40 ς XH-251 156-58803- 59 


RB3NA 156758126 2E-387 1262995032 719 
d 156-58127  . 2-42 os 
|156-58127- 2M-42 156:50603:127 
R83NA 156-58129 i5628 003-161 
R83NA 156-58133 2C-407|. 1522588035 159 
R83NA 156-58134 2C-408 SEE Baap 
156-58124- 2C-408 T 
sos ος 156-58804- 27 26-441 
R83NA  |156-58136 2C-409 e onis š CES 
R83NA  |156-58138 2E-388 2000s 
155-5BI39 S Esos 156-58805 2M-43 
|156-58140 AXC=609 1557268805" "61 ; e 
R83NA [156-58143 E-556 eee > 
R83NA 156-58144- ΓΕΝ XK-190 
R83NA 156-58144- XK-190 
RB3NA 156-58145 XA-291 
R83NA 156-58146 XE-350 
156-58146- XE-350 
156-58147 AXA-294 
R83NA 156-58152 XH-253 τ š T 
R83NA 156-58153 ΧΗ-410 1205565065. 5] I ο. 
156-58806- 
156758154 ΧΗ-254 156-58806- 
156-58155 XH-255 
R83NA 156-58156 2C-410 Ji AXC- 
156758157 i XH=100 μις 
156-58158 ; XH-101 D 7 
156-585806 
156-58163 . 
d : 156-58806-103 
156-58205 ς-358 -5 = 
156-58806-117 
156-58334 2E-390 2 
156-58806-145 
156-58417 E-561 -5 » 
156-58806-147 
156-58801- XE-351 -5 z 
156-58806-151 
156-58801- XE-351 z - 
156-58806-155 
156-58801- XE-351 156-58806-15T 
156-58801- XE-351 156-58806-159 
156-58801- XE-351 
156-58801- 17 1| ΧΕ-351 
156-58801- 29 XE-351 
156-58801- 37 XE-351 156-58807- 21 
156-58801- 39 y XE-351 τες - 
156-58807- 23 
156-58801- 41 ΧΕ-351 2 M 
156-58807- 59 
156-58801- 43 XE-351 156-58807-107 2M-44 
Rapa | τος. 156-58807-109 24-44 
1567588017 4 351 156-58807-115 . 2M-44 
156-58801- 49 XE-351 d » 
MB EI ME τε. 156-58807-117 2H-44. 
0 1 156-58808- 4 2M-45 
|156-58801- XE-351 156-58808— 24-45 
156-58801- W XE-351 | 
156-58808- 5 
156-58801- XE-351 156-58808- i i 
156-58801- XE-351 28-45 
156-58801- XE-351 ; 2M=45 
eee ος ' l ben 156-58808- H$28741 
156-58801-105 XE-351 E 
156-58808- M528741 
156-58801-175 XE-351 > 
156-58808- 2M-45 
156-58802 AXC=610 
5 z 156-58808- 2M-45 
156-58802- 3 AXC-610 
i 156-58808- 2M-45 
156-58802- 5 AXC-610 E 
156-58808- 2M-45 
156-58802- 7 AXC-610 - 
156-58808- 2M-45 
156-58802- 9 AXC-610 τος 588085 2M=45 
156-58802- 17 AXC-610 2M-45 
156-58802- 19 AXC-610 2-45 
156-58802- 21 AXC-610 μας 
156-58802- 27 AXC=610 ος 
156-58802- 31 ul AXC-610 156-58808- 2M-45 
156-58802- 49 AXC-610 
156-58808- 2M-45 
156-58802- 51 AXC=610 156-58808- Shehi 
156-58802- 55 AXC-610 Sucks 
156-58802- 59 2M-45 
156-58802- 63 | 2N-45 
156-58802- 65 i ; 2M-AS 
156-58802- 79 2M-45 
156-58802-119 24-48 


15f-55506- 
156-58806- ΑΧς- 613 
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156-58808- 57 1 
= El 5 156-73315 1 1 |AXB-471 
1565280087 ας ^ 2M-45| |R82NA 156-74026- P 1| XK-323 
apod RE i 156-74026- .2| XK-323 
156-58808- 67 ` 1| 28-45 156-74026- 2 | ΧΚ-323 
156-58808- 69 1| 2M-45 

156-74026- 1| XK-323 
156-58808- 79 i| 2M-45 z 

156-74027= 2| XK-323 
156-58808- 81 1| 2M-45 2 lAXC-620 
156-58809 1|AXC-614 
156-58809- 7 1|AXC=614 y 
156-58809- 39 1|AXC-614 i ιο 
156-58809- 41 1 AXC-614 1 XK-436 
156-58809- 43 1|AXC=614 M 3 - 

156-74033 1| XK-436 
156-58809- 45 1|AXC-614 156-74107 1] AXH-21 
156-58809- 47 1|AXC-614 1| AXH-21 
156-58809- 75 1|AXC-614 1| AXH-21 
156-58809- 79 1|AXC-614 1| AXH-21 
156-58810 1|AXC-615 11 1| AXH-21 
156-58810- 11 1|AXC-615 13 1| AXH-21 
156-58810- 33 1|AXC-615 15 1| AXH-21 
156-58810- 35 1|AXC-615 17 1| AXH-21 
156-58810- 37 1|AxC-615 19 1| AXH-21 
156-58810- 43 1|AXC-615 21 1| AXH-21 
156-58810- 47 1|lAXC-615 25 1] AXH-21 
156-58810- 73 1|AXC-615 26 1| AXH-21 
156-58810- 75 1|AXC-615 1| AXH-21 
156-58810- 79 1|AxC-615 i 
156-58810-111 1|AXC-615 1 
156-58810-133 1|AXC-615 1 
156-58810-137 1 |AXC-615 prre SEEN 
beep i 157-31937 3| E-571 
156-58810-173 1 2 
156-58810-175 1 2 
156-58810-179 1 157-31939 2 
156-58811 1 = 
š 157~42028 1 
156-58811- 63 1 157-51096 1 
156-58812 1 = 

157-51097 2 
156-58812- 39 1 157-51222 1| 2C-433 
156-58812- 41 1 159-13351 14 C 
156-58812- 69 1 159-13351- 1 
156-58812- 79 1 159-48020 1 
156-58812-139 1 = 

159-48050 1 
156-58812-141 1 159-51053 1 | 2€-434 
156-58812-169 1 1 
E ris | REF |ΑΧΝ-212 

E = m i| 2M-50 

156-58813- 3 1| 26-442 160-11003- il 2Ν-50 
156-58813-103 1| 26-442 

160-11003- 1| 2M-50 
156-63157- 1 1|AXC-619 160-11003- 1| `2M-50 
156-63157- 2 1|AxC-619 160-11003- 1| 2Μ-50 
156-63157- 3 1|AXC-619 1| 2M-50 
156-63157- 4 1|AXC-619 i| 2M-50 
156-63166- 1 1|AXB-468 i| 2M-50 
156-63166- 2 1|AX8-468 i| 2Μ-50 
156-63202' 1| 2E-392 
156-63275- 3 1| XH-416 160-11003- i zug 
156-63275- 5 1| xH-416 ενα 2 ees 
156-63275- 7 2| XH-416 2| 2Μ-50 
156-71026- 13 1 = 5 : - 
156-73005 2| 2M-46 1505211002 i 24-50 
156-73005- 3 2| 2M-46 160-11003- 1| 2M-50 
156-73005- 5 2| 2M-46 1| 2M-50 
156-73005- 7 i| 2Μ-46 i| 2M-50 
156-73005- 9 8| 2M-46 i| 2M-50 
156-73005- 11 8| 2Μ-46 2| 2M-SO 
156-73005- 13 2| 2Μ-46 2| 2M-50 
156-73005- 15 2 2M-46 - = - 
156-73005- 17 4| 2Μ-46 160711003 AEE 

160-11003- 2| 2M-50 
156-73005- 19 8| 2M-46 Ξ 5 s 

160-11003 2| 2M-50 
156-73005- 21 2| 2Μ-46 i| 2Μ-50 
156-73005- 23 10] 2M-46 1| 2Μ-50 
156-73005- 25 2| 2Μ-46 i| 2M-5s0 
156-73005- 27 2| 2M-46 = - 1 M-50 
156-73005- 29 2| 2M-46 VUE ο. 1 ος 
156-73005--31 8| 2Μ-46 160-11003- 1] 2Μ-50 | 
156-73005- 33 16 2M-46 160-11003- 2 2M-50 
156-73005- 35 4| 2M-46 2| 2M-50 
156-73006 8|AxA-296 2] 2Μ-50 
156-15026- 3 μος ον τω 2| Maso 
156-73313 6 |Ax8-469 ο 2) 2-59 
156-73314 4 | AXB-470 160-11003- 1| 2M-50 

933 








Section lll 
Numerical Index of | - ἊΝ O1-60AABA-4 


Contractor Parts 
STOCK NUMBER i 
CLASS CODE | PARTNUMBER | | PARTNUMBER | 













STOCK NUMBER : 
| CLASS CODE | PART NUMBER 


160-11003- 59 





























FIGURE TOTAL ΜΗΝ 
AND INDEX | QTY. MBER 
































































































































































































































































































































































































































































































































































160-11003-210 M=50 
160-11903- 61 160-11003-211 Se 50 
160-11003- 62 160-11003-212 2Μ-50 
160-11003- 63 160-11003-213 2M-50 ` 
160-11003- 65 160-11003-215 2M-50 
160-11003- 67 160-11003-216 . 2M-50 
160-11003- 68 160-11003-301 24-50 
160-11003- 69 160-11005 AXH-22 
160-11003- 70 AXH-=22 
1609-11903- 71 AXH=22 
160-11003- 72 AXH-22 
160-11003- 73 160-11005- 11 AXH-22 
160-11003- 75 160-11005- 12 AXH-22 
160-11003- 79 160-11005- 17 AXH-22 
160-11003- 81 160-11005- 18 AXH-22 
160-11003- 83 160-11005- 19 ΑΧΗ-22 
160-11003- 87 160-11005- 20 ΑΧΗ- 22 
160-11003- 88 160-11005- 21 AXH-22 
160-11003- 89 160-11005- 22 AXH-22 
160-11003- 90 160-11005- 23 AXH-22 
160-11003- 91 160-11005- 24 ΑΧΗ-22 
160-11003- 93 160-11005- 27 ΑΧΗ-22 
160-11003- 97 160-11005- 28 ΑΧΗ-22 
160-11003- 99 160-11005- 29 ΑΧΗ-22 
160-11003-101 160-11005- 30 AXH=22 
160-11003-103 160-11005- 33 AXH=22 
160-11003-107 160-11005- 37 AXH-22 
160-11003-109 160-11005- 38 AXH-22 
160-11003-111 160-11005- 39 AXH-22 
160711003113 160-11005- 43 AXH-22 
160-11003-115 160-11005- 45° AXH-22 
160-11003-117 160-11005- 46 AXH-22 
160-11003-119 5 160-11005- 47 AXH-22 
160-11003-121 160-11005- 49 AXH-22 
160-11003-123 160-11005- 53 AXH-22 
160-11003-125 160-11005- 54 AXH-22 
160-11003-127 160”11005- 55 AXH-22 
160-11003-129 160-11005- 57 AXH=22 
160-11003-131 160-11005- 59 AXH-22 
160-11003-133 160-11005- 63 AXH=22 
160-11003-135 160-11005- 64 AXH=22 
1607110037137 160-11005- 65 AXH=22 
160-11003-139 160-11005- 69 AXH-22 
160-11003-141 160-11005- 70 ΑΧΗ-22 
160-11003-143 160-11005- 73 AXH-22 
160-11003-147 160-11005- 74 AXH-22 
160-11003-149 160-11005- 75 AXH-22 
160-11003-150 160-11005- 76 AXH=22 
160-11003-153 160-11005= 77 AXH-22 
160-11003-154 160-11005- 78 AXH-22 
160-11003-157 160-11005- 79 AXH-22 
160-11003-159 160-11005- 80 AXH=22 
160-11003-160 160-11005- 83 AXH-22 
160-11003-161 160-11005- 85 AXH-22 
160-11003-163 160-11005- 86 ΑΧΗ-22 
160-11003-165 160-11005- 87 AXH-22 
160-11003-166 160-11005- 88 ` AXH-22 
160-11003-167 160-11005- 89 AXH=22 
160-11003-168 160-11005- 90 ΑΧΗ-22 
160-11003-169 160-11005- 93 AXH=22 
160-11003-170 160-11005- 97 AXH=22 
160-11003-171 160-11005- 99 AXH-22 
160-11003-172 160-11005-100 AXH-22 
160-11003-173 160-11005-101 AXH=22 
160-11003-175 160-11005-103 ΑΧΗ-22 
160-11003-176 160-11005-105 AXH-22 
160-11003-177 160-11005-107 AXH-22 
160-11003-178 160-11005-108 AXH=22 
160-11003-179 160-11005-113 AXH-22 
160-11003-180 160-11005-115 ΑΧΗ-22 
160-11003-181 160-11005-116 AXH-22 
160-11003-182 160-11005-117 AXH=22 
160-11003-183 160-11005-119 AXH-22 
160-11003-184 160-11005-120 AXH-22 
160-11003-185 160-11005-125 AXH-22 
160-11003-186 160-11005-127 AXH-22. 
160-11003-189 160-11005-129 ΑΧΗ- 22 
160-11003-190 160-11005-120 AXH-22 
160-11003-201 160-11005-133 ΑΧΗ-22 
160-11003-205 160-11005-137 AXH-22 
160-11003-206 160-11005-138 AXH-22 
160-11003-207 160-11005-139 AXH-22 
160-11003-208 160-11005-145 AXH-22 
160-11003-209 160-11005-147 AXH-22 
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160-11005-148 1| AXH-22 160-11101- 93 1| AXH-23 
160-11005-149 2 160-11101- 94 1 | AXH-23 
160-11005153 1 160-11101- 95 1| AXH-23 
160-11005-154 1 160-11101- 96 1l AXH-23 
160-11005-155 £ 160-11101- 97 i| AXH=23 . 
160-11005-157 1 160-11101- 98 1| AxH-23 1 
160-11005-158 1 160-11101- 99 1| AXH-23 
150-11005-159 1 160-11101-100 1| AXH-23 
160-11005-160 1 160-11101-103 1] AXH-23 
160-11005-161 1 160-11101-105 1| AXH-23 
160-11005-162 1 160-11101-107 1l AXH-23 
160-11005-163 1 160-11101-109 1| AXH-23 
160-11005-164 1 |160-11101-113 1| AXH-23 
160-11005-165 1 160-11101-115 1| AXH-23 
160-11005-166 1 160-11101-116 1| AXH-23 
160-11005-167 1| AXH-22 160-11101-117 1| AXH-23 
160-11005-168 1| AXH-22 160-11101-118 1| AXH-23 
160-11005-173 2| AXH-22 160-11101-119 1| AXH-23 
160-11005-175 1| AXH-22 160-11101-120 1| AXH-23 
160-11005-179 1| AXH-22 160-11101-123 1 | AXH-23 
160-11005-180 1| AXH-22 160-11101-124 1] AXH-23. 
160-11005-181 1| ΑΧΗ-22]|᾽ 160-11101-125 1| AXH-23 
160-11005-182 1| AXH-22 160-11101-126 1| ΑΧΗ- 23 
160-11005-183 11 AXH-22 160-11101-127 1 | AXH-23 
160-11005-184 1l AXH-22 160-11101-128 1| AXH-23 
160-11005-185 1] AXH-22 160-11101-129 1| AXH-23 
160-11905-186 1] AXH-22 160-11101-130 1] AXH-23 
160-11005-187 1| AXH-22 160-11101-133 1| AXH-23 
160-11005-188 1| AXH-22 160-11101-134 1| AXH-23 
160-11005-191 1| AXH-22 160-11101-135 1| AXH-23 
160-11005-192 ` 1| AXH-22 160-11101-136 1| ΑΧΗ- 23 
160-11064- 1 1 160-11101-137 1| AXH-23 
160-11064- 2 1 160-11101-138 1| AXH-23 
160-11101 REF] AXH-23 160-11101-139 1| AXH-23 
160-11101- 3 1| AXH-23 160-11101-140 1| AXH-23 
160-11101- 4 1| AXH-23 160-11101-141 4 | AXH-23 
160-11101- 5 11 AXH-23 160-11101-143 1 | AXH-23 
160-11101- 6 1| AXH-23 160-11101-144 1 | AXH-23 
160-11101- 7 1} AxH-23 160-11101-153 1| AXH-23 
160-11101- 8 1| AXH-23 160-11101-157 1 | AXH-23 
160-11101- 9 1| AXH-23 160-11101-193 2 | ΑΧΗ-23 
160-11101- 10 1| AXH-23 160-11101-195 2 | AXH-23 
160-11101- 13 1| ΑΧΗ-23 160-11101-197 2| AXH-23 
160-11101- 14 1| AXH-23 160-11101-199 2 | AXH-23 
160-11101- 15 1| AXH-23 160-11101-201 2| ΑΧΗ-23 
160-11101- 16 1] AXH-23 160-11101-203 2 | AXH-23 
160-11101- 17 2| AXH-23 160-11101-205 2 | ΑΧΗ-23 
160-11101- 19 2| AXH-23 160-11103- 3 2 2M-51 
160-11101” 23 2| AXH-23 REF | AXH-24 
160-11101- 25 1] AXH-23 160-11201- 3 1| AXH-24 
160-11101- 26 1| AXH-23 160-11201- 4 1| AXH-24 
160-11101- 27 1| AXH-23 160-11201- 5 1| AXH-24 
160-11101- 28 1| AXH-23 160-11201- 6 1| ΑΧΗ- 24 
160-11101- 29 1| AXH-23 7 1| AXH-24 
160-11101- 30 1| AXH-23 9 1| ΑΧΗ- 24 
160-11101- 33 1| ΑΧΗ- 23 10 1 | ΑΧΗ- 24 
160-11101- 34 1| AXH-23 13 1| AXH-24 
160-11101- 35 2| AXH-23 160-11201- 14 1| AXH-24 
160-11101- 37 1| AXH-23 160-11201- 17 1| AXH-24 
160-11101- 38 1| AXH-23 160-11201- 18 1| AXH-24 
160-11101- 39 1| AXH-23 160-11201- 19 1] AXH-24 
160-11101- 40 1| AXH-23 160-11201- 23 1 | AXH-24 
160-111017 43 1} AXH-23 160-11201- 25 1| AXH-24 
160-11101- 44 1| AXH-23 160-11201- 27 1| ΑΧΗ- 24 
160-11101- 45 8| ΑΧΗ- 23 160-11201- 29 1| ΑΧΗ- 24 
160-11101- 47 8| AXH-23 160-11201- 33 1| AXH-24 
160-11101- 49 12| AXH-23 160-11201- 35 1| ΑΧΗ- 24 
160-11101- 53 3| AXH-23 160-11201- 37 1| AXH-24 
160-11101- 54 1| AXH-23 160-11201- 38 1| ΑΧΗ- 24 
160-11101- 55 1| ΑΧΗ-23 160-11201- 39 1| ΑΧΗ- 24 
160-11101- 56 1] ΑΧΗ- 232 160-11201- 40 1| AXH-24 
160-11101- 57 2| AXH-23 160-11201- 43 1 | ΑΧΗ- 24 
160-11101- 59 2| AXH-23 160-11201- 44 1| AXH-24 
160-11101- 61 _1| -AXH-23 160-11201- 45 1] AXH-24 
160-11101- 62 -1| AXH-23 160-11201- 46 1| AXH-24 
160-11101- 63 2| AXH-23 160-11201- 47 1 | AXH-24 
160-11101- 65 2| AXH-23 160-11201- 48 1| AXH-24 
160-11101- 67 2| AXH-23 160-11201- 49 1] AXH-24 
160-111C1- 69 4| AXH-23 160-11201- 50 1] AXH-24 
160-11101- 73 4| AXH-23 160-11201- 53 1| AXH-24 
160-11101- 75 2| AxH-23 160-11201- 1| AXH-24 
160-11101- 79 1| AXH-23 1] AXH-24 
160-11101- 83 1| AXH-23 160-11201- 1| AXH-24 
160-11101- 85 1| AXH-23 160-11201- 1| AXH-24 
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Sass coor 11201- 58 AXH=24 Ἐν et s 85 1| 2M-52 
160-11201- 59 AXH-24 160-11202- 86 1| 2-52 
160-11201- 60 ΑΧΗ- 24 160-11202- 89 1| 2-52 
160-11201- 63 AXH-24 160-11202- 93 1| 2M-52 
160-11201- 64 AXH=24 160-11202- 94 i| 2M-52 
160-11201- 65 AXH=24 160-11202- 95 1| 2-52 
160-11201- 66 ΑΧΗ- 24 160-11202- 96 - 1| 2M-52 
160-11201- 67 AXH=24 160-11202- 97 1] 2M-s2 
160-11201- 68 AXH-24 160-11202- 98 1| 2M-52 
160-11201- 69 AXH-24 160-11202- 99 1| 2M-52 
160-11201- 70 ΑΧΗ- 24 160-11202-100 1| 2M-52 
160-11201- 73 AXH=24 160-11202-103 4| 2M-52 
160-11201- 74 ΑΧΗ- 24 160-11202-104 20] 2M-52 
160-11201- 75 AXH=24 160-11202-107 2| 24-52 
160-11201- 76 AXH=24 160-11202-113 2| 2M-52 
160-11201- 77 ΑΧΗ- 24 160-11202-117 1| 2-52 
160-11201- 78 AXH-24 160-11202-118 1| 2-52 
160-11201- 79 AXH-24|. 160-11202-119 1] 2M-52 
160-11201- 80 AXH-24 160-11202-120 1| 2M-52 
160-11201- 85 AXH-24 160-11202-121 2] 2N-52 
160-11201- 87 AXH-24 160-11202-122 1|] 2M-52 
160-11201- 89 12] AXH-24 160-11202-123 1| 2M-52 
160-11201- 97 AXH-24 160-11202-124 1| 2M-52 
160-11201- 98 AXH-24 160-11202-125 1| 2M-52 
160-11201-100 AXH=24 160-11202-126 1| 2M-52 
160-11201-103 AXH=24 160-11202-127 2 2M-52 
160-11201-104 AXH-24 160-11202-129 2 2M-52 
160-11202 2M-52 160-11202-137 4| 2M-52 
160-11202- 5 2M-52 160-11202-200 REF 2M-52 
160-11202- 6 2M-52 160-11202-203 1| 2Μ-52 
160-11202- 7 2M-52 160-11202-303 1| 2M-52 
160-11202- 8 2M=52- 160-11202-304 1 2M-52 
160-11202- 9 2M-52 REF| XJ-98 
160-11202- 10 2M-52 160-11204- 1 REF| XJ-98 
160-11202- 13 2M-52 160-11204- 2 REF XJ-98 
160-11202- 15 2M-52 160-11204- 3 XJ-98 
160-11202- 16 2M-52 160-11204- 4 XJ-98 
160-11202- 17 2M-52 160-11205, 2M-53 






160-11202- 18 
160-11202 19 
160-11202- 21 
160-11202- 22 
160-11202- 23 
160-11202- 24 
160-11202- 25 


160-11205- 9 
160-11205- 10 
160-11205- 11 
160-11205- 12 
160-11205- 13 
160-11205- 14 
160-11205- 31 


2Μ-53 
2M-53 
2M-53 
2M-53 
2M-53 
2M-53 
2M-53 


2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
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160-11202- 26 2M-52 160-11206- 3 2M-54 
160-11202- 27 2M-52 160-11206- 4 2M-54 
160-11202- 29 2M-52 160-11296 ΑΧΗ- 27 
160-11202- 30 2M-52 160-11296- 3. AXH=27 
160-11202- 31 2M-52 160-11296- 5 AXH-27 
160-11202- 32 2M-52 160-11296- 11 AXH-27 
160-11202- 33 2M-52 160-11297 

160-11202- 35: 2M-52 160-11305 REF 2M-55 
160-11202- 36 2M-52 160-11305- 1 REF 2M-55 
160-11202- 37 2M-52 160-11305- 2 REF 2M-55 
160-11202- 38 2M-52| 160-11305- 3 2M-55 
160-11202- 39 '2M-52 160-11305- 4 2M-55 
160-11202- 41 2M-52 160-11305- 5 2M-55 
160-11202- 42 2M-52 160-11305- 6 24-55 
160-11202- 43 2M-52 160-11305-. 7. 2M-55 
160-11202- 44 160-11305- 8 2M-55 
160-11202- 45 160-11305- 9 21-55 
160-11202=. 46 160-11405- 1 2M-56 
160-11202- 47 160-11405- 2 2M-56 
160-11202- 49 160-11405- 3 2M-56 
160-11202- 50 160-11405- 4 2M-56 
160-11202- 51 160-11405- 5 2M-56 
160-11202- 52 160-11405- 6 2M-56 
160-11202- 53 160-11405- 7 2M-56 
160-11202- 54 160-11405- 8 2M-56 
160-11202- 57- 160-11405- 9 2M-56 






160-11405- 10 
160-11405- 13 
160-11405- 14 
160-11405- 15 
160-11405- 16 
160-11405- 17 
160”11405- 18 
160-11405- 19 
160-11405- 20 
160-11405- 21 
160-11405- 22 
160-11405- 24 
160-11405- 25 


2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 


160-11202- 58 
160-11202- 59 
160-11202- 60 
160-11202- 63 
160-11202- 64 
160-11202- 65 
160-11202- 66 
160-11202- 67 
160-11202- 68 
160-11202- 73 
160-11202- 74 
160-11202- 83 
160-11202- 
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160-11405- 26 1 160-31151- 45 : 1] 2M=58 
160-11405- 27 M1 l| 2M-56 160-31151- 46 1| 2M-58 
160-11405- 28 M1 1 160-31151- 47' i|" 2M-58 
160-11405- 29 1 160-31151- 48 1| 2Μ-58 
160-11405- 30 1 160-31151- 49 1 2Μ-58᾽ 
160-11405- 33 -2 160-31151- 51 1| 2M-58 
160-11405- 35 1 160-31151- 53 1 2M-58 
160-11405- 36 1 160-31151- 59 1 2M-58 
160-11405- 37 1 160-31151- 60 i| 2M<58 
160-11405- 38 1 160-31151-101 1| 2M-58 
160-11405- 39 1 160-31151-102 1] 2M-58 
160-11405- 40 1 160-31151-105 i| 2Μ-58 
160-11405- 43 4 160-31151-106 1| 2M-58 
160-11405-. 45 1 160-31151-107 1] -2M-58 
160-11405- 46 1 160-31151-108 1| 2M-58 
160-11405- 47 1 160-31151-109 .1 | 2M-58 
160-11405- 48 1 160-21151-110 1| 2M-58 
160-11405- 49 1 160-31151-155 1| 2M-58 
160-11405- 50 1 160-31151-156 1| 2M-58 
160-11405- 51 1 160-21151-165 i| 2M-58 
160-11405- 52 1 160-31151-166 1| 2M-58 
160-11405- 53 4 160-31151-201: 1| 2M-58 

RB2NA 160-11406- 1 1| AXH-28 160-31151-202 1| 2M-58 

R82N 160-11406- 2 1] AXH-28| |R82NA 160-31161- 3 2] 26-452 

R82NA 160-11407- 1 1| AXH-29| |R82NA 160-31161- 4 2 | 26-452 

R32NA 160-11407- 2 . 1| AXH-29 160-21161- 5 1| 26-452 
160-11408 4| xH-266| [R82NA 160-31161- 6 1| 26-452 
160-11408- 3 4| XH-266 16031162 4 | XK-193 
160-11409- 3 8| 2c-435 160-31183: REF 

f 160-11409- 5 4| 2ς-435 160-31183- 3 1 
R82NA 160-18006 2| XK-438 160-31183- 4 1 
160-18007- 3 é| 20-436 160-31183- 5 3 
160-18007- 5 2| 20-436 160-31183- 6 3 
160-18008 1| AXH=30 160-31183- 7 3 
160-18008- 2 2| AXH-30 160-31183- 10 REF 
160-18008- 5 10| AXH-30 160-31182- 11 1 

R82NA 160-18008- 11 2| AXH-30 160-31183- 13 1 

R82NA [|160-18008- 21 2| AXH-30 160-31183- 15 5 

R82NA 160-18520- 3 2| P-125 160-31183-"16 7 

i 160-18531- 3 1| P-127 160-31183- 17 4 
160-18531- 4 1| P-127 160-31183- 10. 4 

R82NA 160-18531- 11 1| P-127 160-31183- 21 2 

R82NA 160-18531- 12 1| P-127 160-31183- 23 2 

R82NA 160-21412 2 160-31183- 25 1 
160-22301- 1° 2|. 160-31183- 27 1 

160-31183-101 1 
160-22301- 2 2 160-31183-201 REF 
| 160-31184 1 JAXC~621 
'|160-22307- 1 2 160-31184- 3 1 lAxC-621 
160-22307- 2 1 160-31184- 5 1 |AXC-621 
R82NA 160-22402- 3 2 160-31226 2 | XL-313 
160-31251 
R82NA 160-23405 1 160-31251- 3 1 
: 160-23405- 3 1 160-31251- 5 2: 

R82NA 150-24455 1 160-31251- 7 1 
160-211232 4 160-31251- 8 1 
160-31130 ` 1 160-21251- 9 1 
160-21151 1 160-31251- 11 1 
160-21151- 3 1 160-31251- 12 1 
160-31151- 4 1 160-31251- 13 1 
160-31151- 5 1 160-31261- 15 2 
160-31151- 6 1 160-31251- 17 1 
150-31151- 7 1 160-31251- 21 1 
160-31151- 9 1 160-31251- 31 1 
160-31151- 11 1 160-31251- 33 1 
160-31151- 13 1 160-21251- 35 1 
160-31151- 15 1 R82NA 160-31252 1 
160-21151- 17 1 160-21252- 3 1 
160-31151- 19 1 160-31252- 4 1 
160-31151- 20 1 160-31252- 5 1 
160-31151- 21 1 R82NA 160-31255 2 
160-31151- 23 1 160-31354 ` 1 
160-31151- 25 1 R82NA 160-31354- 3 2 

1160-31151- 27 1 R82NA 160-31354- 7 2 
160-31151- 29 1 .h60-31355- 3 2 
160-31151- 31 1 160-31355- 5 2| 26-453 
160-31151--33 1 160-31356 1 
160-31151- 35 1 160-31356- 2 1 
160-31151- 37 1 160-31356- 4 1 
160-31151- 39 1 160-21356- 5 i 
160-31151- 41 1 160-31356- 6 1 
160-31151- 42 1 .160-31356- Τ᾽ 4 
160-31151- 43 1 160731357 REF | 24-59 

44 1 160-31358 1 
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160-31358- 3 160-31716- 11 1lAXC-626 
160-31358- 4 160-31717 XK-204 
160-31358- 5 160-31756 
160-31358- 6 160-31757 AXH-32 
160-31358- 7 160-31760 2M-63 
160-31358- 9 160-31760- 3 1| 21-63 
160-31358= 11 160-31760- 5 1| 2M-63 
160-31359 160-31760- 6 1| 2M-63 
R82NA 160-31376 ΧΚ-194 160-31760- 7 1| 2H-63 
R82NA 160-31377 ΧΚ-195 160-31760- 9 1| 2H-63 
R82NA 160-31378- 1 XK-439 160-31760- 10 1| 2H-63 
R82NA 160-31378- 2 XK-439 160-31760- 11 1| 2H-63 
160-31378- 3 XK~439 160-31760- 12 1 M-63 
160-31378- 4 ΧΚ-439 2| 28-63 
160-31385 AXC-623 2| 24-63 
160-31385- 3 AXC-623 2| 2M-63 
R82NA 160-31385- 5 AXC-623 1| 2H-63 
160-31386 2C-437 1| 24-63 
160-31387- 1 2E-407 1| 2H-64 
160-31387- 2 2Ε-407 1| 2M-64 
160-31490 26-454 1| 2M-64 
160-21491- 1 160-31803- 11 i| 2Μ-64 
160-31491- 2 160-31803- 12 1| 2M-64 
160-31492- 1 160-31803- 13 1| 2M-64 
160-31492- 2 160-31803- 15 2| 24-64 
160-31520- 3 26-455 160-31803- 21 1| 2-64 
160-31520- 10 26-455 160-31803- 22 1| 28-64 
160-31521- 1 2Ε-409 160-31803- 25 1| 2N-64 
160-31521- 2 2E-409 160-31803- 26 1| 2M-64 
160-31532- 3 2U-85| ]R82NA 160-31803- 27 1| 2M-64 
160-31532- 4 2U-85| IR82NA 160-31803- 29 1| 2M-64 
160-31532-. 5 2U-85 160-31803- 47 2| 2M-64 
160-31532- 6 2U-85 160-31803- 49 2| 24-64 
160-31539- 5 26-456 160-31803- 51 2| 2M-64 
160-31542- 3 20-443 160-31803- 53 2| 2M-64 
160-21542- 7 20-443 160-31503- 63 2| 2M-64 
160731547 160-31803- 65 2| 2-64 
160-31558 XK-443 160-31803= 67 2| 2M-64 
160-31563 2Ε-412 Ἴ60-21803- 69 2| 2M-64 
160-31563- 1 2E-412 160-31803- 71 2| 2-64 
160-31563- 2Ε-412 160-21803- 73 2| 2M-64 
160-31568 AXC-624 160-31803- 75 2| 24-64 
160-31578 XK-445 160-31803- 77 2| 2H-64 
160-31587 AXC-625 160-31803- 81 1 M-64 
160-31587- 3 AXC-625 160-31803- 87 1| 2-64 
160-31587- 5 AXC=625 160-31803-115 2] 24-64 
160-31612 XM-81 160-31806 REF |AXN-214 
160-31612- 3 XM-81 160-31806- 3 2 ΙΑΧΝ- 214 
160-31612- 5 XM-81 160-31806- 5 2 |AXN-214 
160-31612- 7 XM-81 160-31806- 7 
160-31635- 1 AX8-472 160-31806-101 AXN=214 
160-31635- 2 AXB=472 
160-31635- 3 AXB=472 160-31806-201 1 |AXN-214 
160-31635- 4 AXB-472 160-31807- 1 1 ΙΑΧΑ-200 
160-31635- 5 AXB-472 160-31807- 2 1 JAXA-300 
160-31635- 6 AXB-472 160-31808- .1 1 JAXA=301 
160-31639- 1 AX8-473 160-31808- 2 1 ΙΑΧΑ-201 
160-31639- 2 XK-329 160-31809- 3 2 
160-31641- 1 20-444 160-31809- 4 2 
160-31641- 2 2€-444 2| XK-376 
160-31672 26-457 4 
160-31673- 3 26-458 160-318115- 1 1| xH-430 
160-31680 AXB-474 160-318115- 2 1| XH-430 
160-31680- 1 AXB-474 160-318117- 1 1| xH-284 
160-31680- 2 AXB=474 160-318117- 2 1| XH-284 
160-31680- 3 AX8-474 160-31817- 1 1| XH-114 
160-31680- 5 AXB-474| 160-31817- 2 1| XH-114 
160-31680- 6 AXB-474 160-31817- 3 1| XH-114 
160-31680- 7 AXB-474 160-31817- 4 1| XH-114 
160-31681 + AXB-475 160-31820 2 |AXA-302 
160-31681- 1 AXB-475 160-31820- 2 |AXA-302 
160-31681- 2 AXB-475 160-31821 2 lAXA-303 
160-31681- 23 AXB-475 2 |AXA-303 
160-31681- 5 AXB-475 4 |AXA=304 
160-31681- -6 AXB-475 
160-31712 2M-61 160-31824 "26-459 
160-31712- 10 24-61 160-31824- 1 26-459 
160-31714 XK-331 
160-31715 2M-62 160-31824- 2 J 
160-31715- 3 2M-62 160-31824- 3 26-459 
160-31715- 5 29-62 160-31824- 5 26-459 
160-31715- 10 2M-62]. 160-31824- -6 26-459 
160-31716 AXC-626 160-31824- 11 206-459 
160-31716- 3 AXC-626 160-31824- 12 





26-459 
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R82NÀ 160-31824- 13 26-459 
R82NA 160-31824- 14 26-459 

160-31824- 16 26-459 : 

160-31824-102 26-459 160731870- 
160-31870- 
160-31871 
160-31874 


Por 
> 
a 


160-31826 
160-31826- 
160-31826- 
160-31827 
160-31827- 
160-51827- 
160-31827- 
160-31827- 
160-31827-. 
160-31827- 
160-31827- 
160-31827- 23 
160-31827- 25 
160-31827- 27 
160-31827- 29 
160-31827- 31 
160-31827- 33 
160-31827- 35 
160-31827- 37 
160-31827- 38 
160-31827- 39 
160-31827- 40 
160-31827- 41 
160-31827- 51 
160-31827= 53 
160-31827- 55 
160-31827- 56 
160-31827= 57 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 


XK-342 
XK-342 
2C-44T 
XK-223 
XK-223 

AXA=309 

ΑΧΑ-209 

AXA-309 

AXA-310 
XA-495 
XA-495 
ΧΑ- 495 
XA-495 
XA-495 
XA-495 
XA-495 
XA-495 


2N-66 
2M-66 160-31880- 
2M-66 160-31880- 
2M-66 160-31881 
2M-66 
2M-66 
2Μ-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 : 160-31920- 
2M-66 160-31920- 
2M-66 160-31920- 
2M-66 160-31920- 
2M-66 160-32073- 
2M-66 
2M-66 
2M-66 
2M-66 
-2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 


>> 
— 20 Z tS IÑ ο SRY Re 


we 


NN EERE EP I ND PRP IR IND IR κα 


U O. wu +- O) p> OO-IwUNtr 
` Dor 
PN IN 2122 REI IIS I = OS + x 


AXN-215 
AXN-215 
AXN-215 
AXN=215 
AXN-215 
AXN-215 


UN 2 ο ο = > HENE NE H +> = PPP 


wo 


160-32504- 

160-32504- 

2M-66 160-32504- 
2M-66 
2M-66 

2M-66 160-32504- 

160-32504- 

24-66 160-32504- 

2M-66 160-32504- 

AXC-628 160-32504- 

AXC-628 160-32504- 

AXC-628 160-32504- 

XK-334 160-32504- 
20-446 
AXA-305 


160-31827- 

160-31827- 85 
160-31827- 89 
160-31827-101 


-ΝΝΝΝ 


AXN-215 
AXN-215 
AXN-215 
AXN-215 
AXN-215 


160-31827-201 
"|160-31827-301 
160-31828 
160-31828- 3 
160-31828- 4 
160-31830 
160-31836 
160-31837 
160-31838 
160-31844- 


N N O EN RRP mn mn 


AXN-215 
AXN-215 
AXN-215 


ΧΚ-213 160-32504- 
160-32504- 

160-31844- ; XK-213 160-32504- 
z 160-32504- 

160-31845- . ΧΗ-117 160-32504- 
. 160-32504- 
160-31845- XH-7117 160-32504- 
à 160-32504- 


ΑΧΝ-215 
ΑΧΝ-215 


XH-117 
2E-415 160-32504- 
2Ε-415 160-32504- 
25-415 160-32504- 
25-415 
XH-118 


160-31846- 
160-31847- 
160-31847- 
160-31847- 
160-31847- 
160-31859 
160-31860 
160-31860- 
160-31860- 
160-31861 
160-31862 
160-31863 
160-31865 


ΧΚ-215 
ΧΚ-215 
. XK-216 
AXA-307 


νο. 5ΡΦΦΦΟοαΟςΦαΩαΟΦΘΦΡΦΟΦΦΦΦΠΟΟΟΦΦΡΨΦΦΕΡΕΘΕΡΦΦΡΦΡΕΦΕΟΟΡ 


ο. 
N 


160-32511- 


ONNNNNUNP nm D τὸ 


| XK-218 
160-32517- 
160-32517- 
160-31867 XK-219 160-32518- 
: 160-32518- 
160-32522- 
160-31867- i XK-219 160-32522- 
160-31867- ΧΚ-219 160-32522- 


WN Rmn NP 
Per OOS + 
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R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
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| CLASS CODE | PART NUMBER 


160-32522- 4 
160-32522- 5 
160-32522- 6 
160-32522- 11 
160-32522- 12 
160-32523- 1 
160-32523- 2 
160-32523- 3 
160-32523- 4 
160-32540- 3 
160-32540- 5 
160732541 


|160-32543- 


1 
160-32543- 2 
160-32545- 1 


160-32545- 
160-32547- 1 
160-32547- 
160-22548- 
160-32548- 2 


160-32549- 1 
160-32549- 2 
160-32550- 1 
160-32550-. 2 
160-32564 


160-32902- 1 
160-32902- 3 
160-32902- 4 
160-32903- 3 
160-32903- 4 
160-32904 

160-32905- 3 
160-32905- 4 
160-32976 

160-32976- 3 
160-32976- 5 
160-32976- 7 
160-32976-. 9 
160-32976- 11 
160-32976- 13 
160-32976- 14 
160-32977 

160-32977- 3 
160-32977- 5 
160-32977- 7 
160-32978 

160-33011 


160-33106- 
160-33106- 
160-33107- 
160-33107- 
160-33108- 
160-33108- 
160-33116 
160-33116- 
160-33117 
160-33117- 
160-33132 
160-33132- 
160-33132- 
160-33132- 
160-33132- 
160-33135 
160-33137 
160-33140 
160-33141 
160-33144 
160-33144- 3 
1607-33145 
160-33145- 3 
160-33334 


Uu 


won UW 








FIGURE 
AND INDEX 
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MICROFILM 


26-462 
26-462 
26-462 
26-462 
26-462 
XL-316 
XL-316 
XL-7316 
XL-316 
XM-91 
XM-91 
ς-362 


26-463 
26-463 





26-464 
2£-7417 


2E-417 





2E-418 






XL-319 
XL-319 
E=578 
Ε-578 
20-448 


AXH-36 
AXH=36 
AXH=36 
XL-445 
XL-445 
XL-412 
XD-30 
XD-30 
XJ-107 
XJ-107 
Χω- 107 
XJ-107 
XJ-107 
XJ-107 
XJ-107 
XJ-107 
XJ-108 
XJ-108 
XJ-108 
XJ-108 
ΧΗ-129 
AXH=37 


XJ-110 
XJ-110 

2M-69 
2M-69 


, Ῥ-144 
P-144 
2M-70 
2M-70 

AXC-629 

AXC-629 

AXC-629 

AXC-629 

AXC-629 

AXB-4TT 

AXB-311 

AXC-630 

20-449 
2M-71 
2M-71 
2M-72 
2M-72 

AXA=313 




















26-464] 
















2E-418| 
























































STOCK NUMBER 


160-33337 
160-33338 
160-33339 
160-33346 
160-33347 
160-33355 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 


160-33514- 
160-33529 
160-33532 
160-33532- 


β60-33532- 


160-33537 
160-33555 
160-23560 
160-33562 
160-33563 
160-34111 
160-34111- 
160-34112- 
160-34121 
160-34122 
160-34302- 
160-34502 
160-34502- 
160-34502- 
160-34502- 
160-34502- 
160-42523- 
160-42523- 
160-42523- 


160743115 
160-43115- 
160-43116 
160-43117 


160-43118- 
160743119 
160-43119- 
160-42119- 
160-43119- 
160-43122 
160-43132= 
160-43132= 
160-43133 
160-43133- 
160-43133- 
160-47099- 
160-47099- 
160-48117 
160-48117- 
160-48126 
160-48136 
160-48150 


160-48202 
160-48202- 
160-48202- 


Revised 


AXC-631 
AXC-631 
AXC-631 
AXC-631 
2E-419 
2E-419 
2E-420 
2E-420 
2E-421 
2E-422 
2E-423 
2E-423 
2E-424 
ΑΧΑ-314 
AXH-38 
AXH-38 
AXH-38 
2€-450 
2ς-451 
AXA=315 
2E-425 
25-426 


AXH-39 
AXH-39 
20-73 
P-148 
P-149 
XE-397 
AXH-40 
AXH=40 
AXH=40 
AXH-40 
AXH=40 
XK-454 
XK-454 
XK-454 
XK-454 
XK=454 


AXB-480 
26-467 
AXA=316 
ΑΧΑ-316 
ΑΧΑ-317 
ΑΧΑ-318 
ΑΧΑ-318 
AXA-319 
AXA~319 
26-468 
26-468 
26-468 
-26-468 


AXB-482 
ΑΧΒ- 482 
ΑΧ8-482 
XL-414 
XL-414 
2E-427 
25-427 
AXB-482 
XH-436 
AXA- 220 


:2E-428 
2E-428 
2E-428 
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160-48861- 43 26-475 
160-48861- 44 26-475. 
160-48861- 46 26-475 
160- 48861- 47 26-475 
160- 48861- 49 26-475 
160-48861- 50 26-475 
1607483861- 55 26-475 
160-48861- 56 26-475 

67 26-475 

69 26-475 

71 26-475 


160-48337 26-470 
160-48338 XK-346 
160-48430- 1| 28-433 
160-48621- I I 2M-78 


160-48621- 2-78 
160-48621- 2M-78 


160748634 
160-48635 
160-48641 
160-48642 
16060-48856 . 
160-48856- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 10 
160-48860- 11 
160-48860- 16 
160-48860- 17 
160-48860- 18 
160-48860- 23 
160-48860- 24 
160-48860- 25 
160-48860- 26 
160-48860- 31 
160-48860- 33 
160-48860- 35 
160-48860- 36 
160-48860- 37 
160-48860- 38 
160-48860- 41 
160-48860- 47 
160-48860- 51 
160-48860- 53 
160-48860- 55 
160-48860- 57 
160-48860- .59 
160-48860- 72 
160-48860- 74 
160-48860- 78 
160-48860- 93 
|160-48860- 94 
160-48860-101 
160-48860-102 
160-48860-111 
160-48860-113 
160-48860-115 
160-48860-117 
160-48860-119. 
160-48860-120 
160-48860-123 
160-48860-124 
160-48860-128 
160-48860-129 
160-48860-130 . 
160-48860-131 
160-48860-132 
160-48860-133 
160-48860-134 
160-48860-143 
160-48860-145 
160-48860-173 
160-48860-175 
160-48860-178 
160-48860-185 
160-48860-187 
160-48860-191 
160-48860-193 
160-48860-195 
160-48860-205 
160-48860-207 
160-48861 
160-48861- 35 
160-48861- 37 
160-48861- 38 
160-48861- 39 
160-48861- 40 


XH-295 
XH-440 
XH-296 
2E-434 
20-452 
20-452 
XK=459 
XK-459 
XK-459 
XK-459 
. XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK=459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
ΧΚ-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK=459 
XK-459 
XK-459 
XK-459 
XK-459 
X&-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
K-459 
XK-459 
XK-459 
ΧΚ-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
ΧΚ-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
26-415 
26-475 
26-475 
| 26-415 
26-475 
26-415 


PUN PR P rS pP ο RR e en 


72 
74 


26-475 
26-475 


== 


75 
160-48861- 76 
160-48861- 77 
160-48861- 81 
160-48861- 82 
160-48861- 83 
160-48861- 84 
160-48861- 8 
160-48861- 


26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
2E-436 
2E-436 


HF ec = = = PPP 1» = = =. 


2E-437 
22-437 
2E-437 
26-476 
26-476 
26-476 
26-477 
26-477 
26-477 
26-478 
AXC-633 
AXC-633 
AXC-633 
AXC=634 
AXC-634 
XH-298 
AXA-321 
AXA-322 
2E-439 


160-51058 
160-51058- 
160-51058- 
160-51059 
160-51059- 
160-51059- 
160-51076 


160-51077- 
1690-51078 
160-51078- 
160-51715 
160-52008 
160-52109 
150-52112 
160-52134 
160-52213 
160-52213- 
160-52235 
RE2NA 160-52258 
160-52265 
160-52265- . 
160-52268 
160-52270 
160-52274- 
160-52274- 
160-52320 
160-52320- 
160-52320- 
160-52320- 
160-52322 
160-52322- 
160-52222- 
160-52322- 
160-52326 
160-52326- 


26-482 
26-482 
AXA=323 
AXB-484 


AXA-324 
AXA-324 
AXB-485 
AXB-485 
AXB-485 
AX8-485 
2E-440 
2E-440 
2E-440 
2E-440 
AXB-486 
AXB-486 
AXC-636 
AXC-636 
AXC-636 
AXC-637 
AXC-637 
E-580 
2U-87 
2U-37 
2U-87 
20-07 
XL-222 
XH-131 
XH-131 
XH-131 
20-453 


w σώσω NUW 


New 


160-52386- 
160-52412 
160-52601- 
| 1160-52601- 
160-52601- 
160-52601- 


Án 


PON 


= 


160-52606- 
160-52606- 
160-52613 


iS 
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Section II 


Numerical index of UE 
Contractor Parts AN OI-6OAABA-A 


STOCK NUMBER 28] FIGURE |TOTAL MICROFILM STOCK NUMBER 28| FIGURE |TOTAL MICROFILM 
CLASS CODE PART NUMBER δῦ AND INDEX | QTY. NUMBER | | CLASS CODE PART NUMBER o| AND INDEX| QTY. | NUMBER 











160-52620 2| 26-483 160-53333- 5 X1 2| 22-445 
160-52620- 2| 26-483 1607532334 4 |AXA=327 
160-52620- 2| 26-583 
160-52620- 2| 26-483 ] 
160-52620- 1 2| 26-483 160-53335- 2 |AXA-328 
160-52621 2] 28-441 160-53335- 2 |AXA-328 
160-52621- οἱ 28-441 160-53351 1| 26-446 
160-52621- 2] 2E-441 160-53352 1| 28-447 

R82NA 160-52622 2| 28-442 160-53353 1 ΙΑΧΑ-229 

ΒΒΖΝΑ 160-52623 οἱ 28-443 160-53253- 3 1 |AXA-329 

R82NA 160-53008 i| 2M-81 16053355 1| 2¢=454 
160-53008- 2| 2M-81 160-53355- 3 1| 20-454 
160-53008- i| 24-81 160-53355- 5 1| 2C-454 
160-53008- 1| 2M-81|lR82NA 160-53385- 1 i| 2N-83 
160-53008- 1 2M-81| IRG2NA 160-53385- 2 1 214-83 
160-53008- i| 2-81 160-53385- 3 1| 2M-83 
160-53008- i| 2M-81 160-53385= 4 1| 2-83 

| 160-53385- 5 2| 2M-83 
160-53008- i| 25-81 |160-53385- 7 1| 2M-83 
160-53008- i| 2M-81 160-53385- 9 2 | 2M-83 
160-53008- 2| 21-81 160753394 1] AXH-46 
160-53008- 1] 2M-81 160-53394- 1 | AXH-46 
160-53008- 1| 2M-81 160-53394- ; 1| AXH-46 
160-53008- 1| 2-31 160-53394- i 1| AXH-46 
160-52019 4| 28-444 160-53394- 13 2.| AXH-46 
160-53033 2 160-53394- 15 1| AXH-46 
160-53034- 1|AXC-638 160-53394- 17 1| AXH-46 
160-53034- 1|AXC-638 160-53394- 19 1| AXH-46 
160-53034- 1|AXC-638 160-53394-100 1| AXH-46 
160-53034- 1|AXxc-638 160-53305 1| 26-485 
160-53036 2| 26-484 160-53395- 1| 26-485 
οἱ 26-484] 6 1| 26-486 
160-53036- 3 2| 26-5484 1| 26-486 
160-53036- 5 2| 26-484 1 | 26-486 
160-53036- 7 1| 26-484 160-54011- 1| 26-486 
160-53036- 11 2| 26-484 160-54011- 1| 26-486 
160-53036- 21 1| 26-484 160-54011- 1| 26-486 
160-53043 21ΑΧΑ- 225 [ 1| 26-486 
160-53051 i|AXA-326 1| 26-486 
160-53052 i| 2M-82 160-54011- 1| 26-486 
160-53052- 3 1| 24-82 160-54011- 1| 26-486 
160-53053 1| AXH-43 
160-53053- 3 1| AXH-43 160-54011- 1| 26-486 
160-53053- 5 1| AXH-43 
160-53053- 7 1| AXH=43: 160~54011~ 1| 26-486 
160-53306 l| AXH-44 160-54011- 1| 26-486 
160-53506-100 REF| AXH-44 1| 26-486 
160-53307 1| AXH-45 1| 26-486 

R82NA 160-53307- 1 REF | 2M-85 

R82NA 160-53307- 1 160-54012- 1| 2M-85 

RB2NA 160-53307- 1 160-54012- 1| 2Μ-85 

R82NA 160-53307- 1 160-54012- i| 2M-85 
160-53309 REF 160-54012- 1| 2M-85 

160-54012- 1| 2M-85 
160-53330- 1 160-54012- 1| 2M-85 

R82HA 160-53331 2 160-54012- 1| 2M-85 

R82NA 160-53332- 1| xJ=120 160-54012- 1| 2Μ-85 

í 160-53332- 2| XJ-120 160-54012- 1| 2M-85 
160-53332- 1] xJ-120 160-54012- 1| 2N-85 
160-53332- 2| XJ-120 160-54012-- 1| 2M-85 
160-53332- 2] XJ-120 160-54012-100. 1| 24-85 
160-53332- 2| xJ-120 160-54012-200 1| 2M-85 
160-53332- 2| XJ-120 160-54015 — 1 JAXA=330 
160-53332- 2| XJ-120 160-54019  ' 1 ΙΑΧΒ- 487 
160-53332- 1| xJ-120 160-54019- 3 I TAX8-487 
160-53332-. 1| XJ-120 160-54019- 5 1|AX8-487 
160-53332- 1| xJ-120 160-54028 1 ΙΑΧΑ- 3221 
160-53332- 1| XJ-120 160754029 1 JAXB~488 
160-53332- 1| XJ-120 160-54029- 1 |Ax8-488 
160-53332- 1| XJ-120 160-540 44 1 JAXA-332 
160-53332- 1| XJ-120 160-54045 2| 20-455 
160-53332- 2| xJ-120 2| 26-448 
160-53332- 2| XJ-120 6| 2E-449 
160-53332- 2| xJ-120 150754051 REF | 2M-87 
160-53332- 1| XJ-120 160-54051- 1] 2-87 
160-53332- 1| xJ-120 160-54051- 1 2M-87 ` 
160-53332- 1| xJ=120] IR17?74804160-54053- 2 | 26-488 
160-5323232- 1| XJ-120| 1690 
160-53332- 1} xJ-120| JR17P74804160-540253- REF | 26-488 
160-53332- 2| XJ-120] 595 
160-53333 4| 2E-445 16054110 1. 

160754192 1| 26-489 
160-54192- 1| 26-489 
160-53333- 23-445 160-54192- 1 | 26-489 
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Section IH 
Numerical index of 
Contractor Parts 


5 STOCK NUMBER 28] FIGURE MICROFILM STOCK NUMBER 85| FIGURE | TOTAL MICROFILM 
| CLASS CODE | PART NUMBER e o| AND INDEX NUMBER | Í CLASS CODE PART NUMBER 28 AND INDEX| QTY. | NUMBER 


160-54192- : 26-489 160-58121- 26-492 
160-54193 η 2E-450 160-58131 ΧΚ-533 
160-54193- 2E-450 26-493 
160-54193- 2E-450 160-58132- 26-493 
160-54195 20-457 160-58134 AXA-338 
160-54196 2C-458 
160-54259 XK-245 160-58135 
160-54303 2E-451 160-58137 
160-54341 28-452 160-58137- 
160-54341- 28-452 160-58137- 
160-54341- 2Ε- 452 160-58141 
160754342 AXA-333 160758143 
160-54342- 10 ΑΧΑ-333 160-58143- 
160-56026-. 3 ; P 160758144 
160-56111 6-422 160758144- 
160-56116 AXC-642 |16075144- 
160-5613237- AX8-489 160-58146 
160-56137- ΑΧ8-489 160-58146- 
160-56137- AXB-489 1 160-58149 
160-56137- AXB-439 160-58149- 
160-56137- AXB=439 
160-56137- AX8-489 160-58150 
160-56147 AXH-47 160-58151 
160-56147- AXH=47 1607-58152 
; 160-5614Τ- AXH-47 
R82NA 160-56147- AXH=47 
R82NA 160-56147- AXH-47 
160-56149- 
160-55194 
160-56200- 
160-56200- 
RS2NA 160-56202 
160-56401- 
R82NA 160-56401- 
160-56409 
RS2NA 160-56411 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
1160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 2 
160-56411- 
160-56411- 
160-56412- 
160-56412- 
160-57147- 
160-58027 
160-58102- 
160-58104 
160-58105 
160-58105- 
160-58106: 
160-58106- 
160-58106- 
160-58107 
R82NA 160-58108 
160-58108- 
160-58108- 
160-58109 
160-58110 
160-58111 
R82NA 160-58112 
R82NA 160-58113 
160-58114 
160-58115 
R82NA 1607-58116 
160-58116- 
160-58117 
160-58118 
160-58118- 
160-58118- 
160-58119 
160-58121 


AN O1-60AABA-4 


ο Uv O) N 


AXC-644 
AXC-644 
AXC-644 
Xi4=98 
26-494 
26-494 
XL-423 
XL-423 
XL-423 
26-495 
26-495 
2E-460 
28-460 


B. 15} 15 > -ᾳ ο. 


ο Ul 2 RRR = (G) N ED i= E RS BD 


AXA-340 
AXB-495 
2C-468 


160-58156 

28-457 160-58156- 
AXB-491 160758157 
AX5=491 160-58157- 
ΑΧΑ- 334 160-58158 

21-89 160-58158- 

2M-89 160-58158- 

2C-459 


26-496 
26-496 
26-496 
26-496 
26-496 


160-58182- 

160-58182- 

160-58182- 

160-58182- 

160-58182- 

160-58185- 

160-58212- 

160-58801- 

160-58801- 
160-58801-103 
160-58801-105 
160-58801-125 
160-58801-127 
160-58201-129 
160-58601-131 
160-58801-133 
AXA=335 160-38801-135 
AXA-335 160-58801-137 
160-58801-139 
2M-90 1$0-58801-141 
24-92 160-58801-143 
XJ-125 160-58801-143 
2M-93 160-58801-151 
2M-93 160-758801-157 
26-490 160-58£02- 43 
26-490 160-58802- 45 
26-490 160-538802-103 
2C-460 160-58802-105 
26-491 160-58802-107 
26-491 160-58502-117 
26-491 160-58802-121 
207461 160-58802-123 
20-462 160-58802-125 
2ς-463 160-58802-155 
20-464 160-58802-163 
2E-458 160-58802-165 
20-465 160-58803- 15 
20-466 160-58803-111 
" 28-459 160-58803-115 
2E-459 160-58803-127 
AXA~ 337 160-58803-132, 
XK-357 160-58803-135 
XK-357 160-58803-143 
ΧΚ-357 160-58603-145 
2C-467 160-58803-149 
26-492|| 160-58803-151 


XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 

"XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XL-426 
XL-426 
XL-426 
XL-426 
XL-426 
XL=426 
XL-426 
XL-426 
XL-426 
XL~426 
XL-426 
XL-426 


=> 
m 
ο IS IS 13 μ» de IE l 1} [2 ;) {2 N E P ND ES ES IR IND. εὐ ED ED. RS. D ο A IS IPS A ο 


DD 
mim 
mn 
PRP > > iZ = > Re > = x= = RRP = = 1-5 45} eR = = λα N DO I e gb ges PEN PEE PE qe an = ee 


F4 om am 151 2 ND 152 > = {53 =: i= = 3 N de I I I am a 15} ans 
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Section III 
Numerical Index of 
Contractor Parts 


Fa sa NUMBER 


R82NA 
R82NA 
R82NA 


R82NA 


R94NA 
R94NA 


94 


PART NUMBER 


ο 58803-153 
160-58803-155 
160-58803-157 
160-58803-159 
160-58803-161 
160-58803-163 


160-58803-167 


160-58803-173 
160-58803-175 
160-58803-179 
160-58804- 49 
160-58804-107 
160-58804-121 
160-58804-125 
160-58804-125 


:|162-583804-131 


160-58804-137 
160-58804-139 
160-58804-149 
160-58805- 7 
160-58806 
160-58806- 3- 
160-58806- 5 
160-58806- 9 
160-58806- 13 
160-58806-153 
160-58806-155 
160-58806-159 
160-58807- 13 
160-58807- 31 
160-58807- 37 
160-58807~: 63 
160-58807-. 79 
160-58808-137 
160-58808-139 
160-58808-141 
160-63002 
160-63002- 
160-63002- 
160-63002- 
160-63002-. 
160-63002- 
160-63002- 
160-63002- 
160-63002- 
160-63002- 
160-63002- 
160-63002- 
160-63002- 
1€6-63002- 
160-63002- 
160-63002- 
160-63002- 
160-63002- 33 
160-63002-100 
160-63002-200 
160-63002-300 
160-63003 


.|160-63004 


160-63005 

160-63006 

160-63275 

160-63275- 
160-63275- 
160-63275- 
160-63275- 
160-63279- 
160-63279- 
160-63481 

160-63482 

160-63482- 
160-63482- 
160-63482- 
160-63483 

160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 


AN ΟΙ-όΟΑΑΒΑ-4 


ER FIGURE 
s AND INDEX 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
D! 
1 
2 
1 
1 
1 
F 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
4 
2 
4 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


EUN 
MBER 


XL-427 
XL-7427 
XL-427 
XL-427 
XL-427 
XL-427 
XL-427 
XL~427 


XL-427| 


XL-428 
AXC-645 
AXC-645 
AXC-645 
AXC-645 
AXC-645 
AXC-645 
AXC-645 
AXC-645 


2M-94 
24-94 
2M-94 
2M-94 

M-94 
2Ν-94 
24-94 


2M-94 
2M-94 
2M-94 
2M-94 
24-94 
24-94 
2M-94 
2M-94 
2M-94 
: 2H-94 
2E-461 
2Ε-462 
2E-463 
ΧΚ-254 


e 


XK-7469]| 


XK-469 
26-497 
2C-470 
20-470 
20-470 
20-470 
26-498 
26-498 
26-498 
26-498 
26-498 
26-498 
26-498 
26-498 
26-498 
26-493 
26-498 


CLASS CODE 


LC PARTNER. | NUMBER 
| PARTNUMBER | NUMBER 


160-63483- 23 
160-63483- 25 
160-63483- 27 
160-63484 
160-63485 


160-71026- 
160-71026- 


160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71026- 
160-71027 

160-71027- 
160-71028 

160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- | 
160-71028- 
160-71028- 
160-71028- 
160-71031 

160-71031- 
160-71031- 
160-71031- 
160-71031- 
160-71031- 


160-71031- 
160-71031-101 
160-71035- 10 


160-71036 ` 
160-71040 


== 
Q A HO M νι ω 


160-71041- 
160-71041- 


w 


160-71046 
160-71047 
160-71049- 


160-71051-, 


FIGURE TOTAL| MICROFILM 
AND INDEX| QTY. | NUMBER 


26-498 
26-498 
26-498 
2C-471 
2C-412 
2C-473 
20474 * 
2H-100 
2M-100 
234-100 
24-100 
25-106 
25-100 
2N-100 
24-100 
214-100 
2M-100 
2M-100 
2M-100 
2M-100 
2M-100 
2M-100 
2M-100 

M-100 
2M-100 
24-100 
᾿2Μ-100 
2M-100 
2C-415 
2C-475 
AXH=49 
AXH=49 
AXH=49 
AXH=49 
AXH-49 
AXH=49 
AXH-49 
AXH-49 
AXH-49 
AXH-49 
ΑΧΗ- 49 
ΑΧΗ- 49 
ΑΧΗ- 49 
AXH-49 
AXH=49 
AXH-49 
ΑΧΗ- 49 
ΑΧΗ- 49 
AXH-49 
24-101 
24-101 
2M-101 
24-101 
2M-101 
24-101 
24-101 
24-101 
2M-101 
2M-101 
.2M-101 
25-101 
26-499 


m 


m 
N Oe» p 15} 15 {1 HE PRP I E BPP HPP RP τ 1} ΤΙΝ γ5 pr BRP PR 15} a 153 GE EP 155 152 P 12 15} IB 152 N N IND IR 1; 


An 
mm 
πι 


= T = = — > = A ο tN: Ἡ 


AXC-646 
AXC-647 
AXC-647 


hr 


AXC-647 


AXC-64T 
AXC-647 
AXC=647 
AXC-64T 

XK-255 


XK-255 


AXA-341 
AXA-342 
26-500 
26-500 
26-500 
2E-464 
2E-464 
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; Numerical Index of 
ΑΝ 01-60AABA-4 f Contractor Parts 





E NUMBER FIGURE micron 
PART NUMBER AND INDEX 





aseo s NUMBER FIGURE MICROFILM 
PART NUMBER AND INDEX NUMBER 


wai 11 26-464 aast conn 161758117- 


26-513 
160-71061 L 


160-71061- 163-311230 
160-71061- 163-311231- 
160-71062 -[163-311231- 
160-73301- 2M-103 
; 160-73301- 2M-103 
R82NA 160-73 302 2E-465 
160-73303 2M-104 
160-73303- 2M-104 
160-73303- 2M-104 163-31268- 
160-73303- 24-104 163-31268- 
160-73303-. 2M-104|| 1163”-31268- 


163-31260- 
163-32773 
163-48261 
163-52134 
163-52134- 
163-54704- 


160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 

‘| 160-73303- 
160-73303- 
160-73303= 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303-. 
160-73303- 

| 160=73303- 
160-73 303- 
160-73303-100 
160-73303-111 
160-73303-121 
160-73303-123 
160-73303-125 
160-73303-200 
160-73303-300 
160-73556 
160-73560-101 
160-73560-102 
160-73560-202 

'|160-73565-101 
160-73565-102 
160-73565-103 
160-73565-105 
160-73565-107 
160-73565-109 
160-73565-111 
160-73565-113 
160-73565-114 

R82NA 160-73566- 22 
160-73566-101 
160-73566-102 
160-73566-103 
160-73566-106 - 
160-73566-107 
160-73566-110 

R82NA 160-73566-201 
160-73566-202 
160-73566-203 
160-73566-206 
160-73566-207 

; 160-73566-210 

R82NA 160-73567-101 
160-73567-103 

: . |160-73567-105 

R82NA 160-73568-102 
160-73568-103 
160-7356€-105 

R82NA 160-73568-202 
160-73568-203 
160-73568-205 
160-75704 
160-75704- 3 
160-933102 
160-933501 
1607948017 


2M-104 
24-104 
2M-104 
:2M7104 


163-587197 
2M-104 163-587198 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2Μ-104 
2M-104 
2Μ-104 


163-587201 - 
163-587207- | 
163-587272- 
163-587273- 
163-63337 
163-71130 
163-71157 
163-71158 
163-71158- 
163271176 
163-71176- 
165-48128 
165-48213 
165-48213- 
165-48299 
165-48299- 
165-48410- 
165-48410- 
165-48410- 
165-48410- 
165752443 
165-52443- 
165-53461 
16554249 
165-58119 
165-58121 
165-58122 
165-58274 
165-58300 
165-58321 
165-58322 
165-58322- 
165-58325 
165-58372- 
165-58372- 
168-58122 
169-11042- 
169-11042- 
169-11052- 
169-11052- 
169-11052- 
169-11052- 
169-11064 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11111 
169-11111- 
169-11111- 
169-11172- 
169-11172- 
169-11173- ` 
169-11173- 
169-11188- 


26-501 
26-501 
26-501 
26-502 
26-502 
26-502 
260-502 
26-502 
26-502 
. 26-502 
26-502 
26-502 
2E-467|. 
26-467 
2E-467 
2E-461 
26-467 
| 2E-467 
2E-467 
2E-467. 
2E-461 
2E-467 
25-467 
2E-467 
25-467 
26-503 
26-503 
26-503 
26-504 
26-504 
26-504 
26-504 
26-504 
26-504 


e m IN N O ὢ ΜΙΑ N Ὁ J N ien ον e i Ri e jn Ij rA ROARNN EN NE ON IN B m 


26-516 
26-516 


2U-89 

2U-89 

2U-89 

2U-89 
26-517 
26-517 
26-517 
26-511 
26-517 
26-517 
26-517 
AXH=52 
AXH-52. 
AXH-52 
26-520 
26-520 
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Section [88 f : 
Numerical index of ΑΝ Ol-GOAABA-4 


Contractor Parts 
STOCK NUMBER ᾿᾿ Saf FIGURE [TOTAL| MICROFILM; — ^7 
CLASS CODE] PART NUMBER 89| AND INDEX| QTY. | NUMBER 
I 
| 


STOCK NUMBER 23] FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER 8 9| AND INDEX | QTY. | NUMBER 














































































169-11188- 2 1 169-22003- 19 2| 24-129 
169-11214- 1 1 169-22003- 2 2| 2M-129 
169-11214- 2 i 169-22003- 23 2| 24-129 
169-11235- 1 1 169-22003- 25 2| 2M-129 
169-11235- 2 1 169-22003- 27 2| 24-129 
169-11250- 1 i 169-22003- 29 2| 24-129 
169-11250-. 2 1 169-22003- 31 1| 24-129 
169-11266- 1 1 169-22003- 3 1| 29-129 
169-11266- 2 1 169-22003- 34 1| 214-129 
169-11275- 1 1 169-22003- 35 `2] 28-129 
169-11275- 2 1 169-22003- 2| 2H-129 
169-11288- 1 1| 26-525 
169-11288- 2 i| 26-525 169-22003- 4| 2M-129 
169-11297 i| 26-526 169-22003- 41 2] 28-129 
169-18500 1| AXH-55 169-22003- 43 1} 24-129 
169-18500= REF| AXH-55 169-22003- 44 1| 24-129 
. ; 169-22003- 45 1| 24-129 
169-18500- : AXH=55 169-22003- 46 1| 24-129 
169-22003- 47 2| 2M-129 
169-18500- .2| AXH-55 169-22003- 49 οἱ 2M-129 
.[169-18500- AXH-55 169-22003- 51 2| 2Μ-129 
169-18500- M AXH-55 169-22003- 53 2] 2M-129 
169-18500- AXH-55 169-22003- 55 202| 2M-129 
i 169-22003- 57 i| 24-129 
169-18500- AXH-55 169-22003- 58 1| 2M-129 
169-22003- 59 2] 24-129 
169-18500- AXH-55 169-22003- 63 i| 2N-129 
. 169-22003- 64 i| 2M-129 
169-18500- 2| AXH-55 169-22003-101 1| 2M-129 
169-21410 i| 24-127 169-22003-102 1| 28-129 
169-21411- 1| 26-527||R82NA 169-22003-201 1| 24-129 
169-21411-- 1| 26-527 
169-21412 | 2| 26-528| R82NA 169-22003-202 1| 28-129 
169-21437- 1 1 
169-21437- 2 1 169-22003-205 1| 25-129 
169-21438- 1 1 169-22003-206 1 | 24-129 
169-21438- 2 1 169-22003-207 1| 205-129 
169-22002- 5 1| 2M-128 169-22002-208 1| 2M-129 
169-22002- 6 1| 29-128 169-22010 1| 26-529 
169-22002- 7 1| 24-128 169-22010- 3 1| 26-529 
169-22002-. 8 1| 24-128 169-22010- 4 1| 26-529 
169-22002- 9 2| 24-128 169-22010- 5 1| 26-529 
169-22002- 19 4| 2M-128 169-22010- 6 1| 26-529 
169-22002- 21 4| 2M-128 169-22010- 7 1| 26-529 
169-22002- 23 2| 2M-128 169-22010- 8 1| 26-529 
169-22002- 25 2| 2M-128 169-22010- 9 1| 26-529 
169-22002- 27 1| 2M-128 169-22010- 10 1| 26-529 
169-22002- 28 1| 24-128 169-22010- 11 1 | 26-529 
169-22002- 29 2| 2M-128 169-22010- 12 1| 26-529 
169-22002- 31 2| 24-128 169-22010- 13 1| 26-529 
169-22002- 33 2| 2M-128 169-22010- 14 1| 26-529 
169-22002- 35 2| 2M-128 169-22010- 15 1| 26-529 
169-22002- 36 2| 2M-128 169-22010- 16 1| 26-529 
169-22002- 37 2| 2M-128 169-22010- 17 1| 26-529 
169-22002- 38 4| 24-128 169-22010- 18 1| 26-529 
169-22002- 39 2| 24-128 169-22010- 19 1| 26-529 
169-22002- 41 1| 2M-128 169-22010- 2 1| 26-529 
169-22002- 42 1| 29-128 169-22010- 21 1| 26-529 
169-22002- 43 1| 24-128 169-22010- 2 1| 26-529 
169-22002- 44 1| 2M-128 169-22010- 23 .i| 26-529 
169-22002- 45 1| 24-128 169-22010- 24 1| 26-529 
169-22002- 46 1| 24-128 169-22010- 25 i| 26-529 
169-22002- 47 1| 2M-128 169-22010- 26 1| 26-529 
169-22002- 48 i| 24-128 169-22010- 27 1] 26-529 
R82NA 169-22002-101 1| 2M-128 169-22010- 28 1| 26-529 
169-22010- 29 1| 26-529 
R82NA 169-22002-102 1| 2M-128 169-22010- 30 i| 26-529 
169-22010- 31 2| 26-529 
169-22003 1| 2M-129 169-22010- 2 | 26-529 
R82NA 169-22003- 1 1] 2M-129 2| 2G-529 
R82NA 169-22003- 2 1] 2M-129 2| 26-529 
169-22003- 3 i| 24-129 1} 26-529 
169-22003- 4 1| 24-129 2| 26-529 
169-22003- 5 1| 24-129 169-22010- 2| 26-529 
169-22003- 6 1] 249-129 169-22011 1 | 26-530 
169-22003- 7 1} 2M-129 169-22011- 3 2| 26-520 
169-279003- 8 i| 234-129 169-22011- 4 1| 26-530 
169-22003- 9 2| 24-129 169-22011- 5 2| 26-530 
169-22003- i| 24-129 169-22011- 6 1| 26-530 
169-22003- 1] 2M-129 169-22011- 7 2| 26-530 
169-22003- i| 2M-129 169-22011- 8 1] 26-530 
169-22003- 1| 24-129| 169-22011- 9 2| 26-530 
169-22003- 2| 2M-129 169-22011- 10 1| 26-530 
169-22003- 2| 2M-129 169-22011- 11 2 | 26-520 
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i ο s Numerical index of 
AN O1-60AABA-2 Contractor Parts 


STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 83 | AND INDEX| QTY. | NUMBER 


169-22439- 1| 2Ε-476 
2E-477 
2E-477 
2E-477 
26-534 


STOCK NUMBER 
CLASS CODE PART NUMBER 


169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169922309 
169-22309- 
169-22309- 
169-22309- 
169-22309- 
169-22309- 
169-22321- 
169-22326 

169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22331 








26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
260-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-531 
26-531 
26-521 
26-531 
26-531 
26-531 


ΆΧΑ-351 
AXA=351 
2M-131 
2M-131 
2M-131 
2M-132 


169-31020- 
169-31020- 
.|169-31021 
169-31021- g 169-3104 
169-31021- : G 169-3104 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 


2M-132 
2M-132 
2M-132 
2M-132 
2M-132 . 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
26-541 ' 
26-541 
:2C-483 
2E-482 
26-484 
AXA=352 
2E-483 
AXD=5 
AXD-5 
AXA-353 
AXB=501 
AXB-501 
AXB-501 
AXB-502 
AXB-503 
2E-484 
2E-484 
2E-484 
2E-485 
26-544 
26-544 
26-544 
26-544 
2C-485 
26-545 
26-545 
26-545 
26-545 


169-31021- 
169-31076 
169-31076- 
169-31081 
169-31093 
169-31094 
169-31132 
169-31133 
169-31134 
169-31134- 


26-532 
26-532 
26-532 
26-532 
26-532 
26-532 
26-532 
2E-472 
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169-22331- : . 1| 28-472 
169-22340- £ 175-22340- 
169-22340- £ 175-223ϕ0- 
169-22342 
169-22343 
169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22345 
169-22345- 
169-22345- 
169-22345- 
169-22346 
169-22347 
169-22430- 
169-22430- 
169-22432- 
169-22432- 
169722433 
169-22433- 
169-22433- 
169-22433- 
169-22433- 
169-22434 
169-22434- 
169-22435 
169-22435-: 
169-22435- 
169-22436 
169-22436- 
169-22436- 
169-22436- 
169-22436- 
169-22539- 


AXB-7496 
AX8-497 
26-7533 
26-533 
26-533 
26-533 
26-5233 
26-533 
ΑΧΟ-3 
AXD-3 
AXD-3 
AXD=3 


20-486 
2E-486 
2E-486 
26-546 
26-546 
26-546, 
26-546 
26-546 
26-546 
26-546 


2C-481 


169-31149 
169-3::-3- 
169-31149- 
169-31149- 
169-31149- 
169-31149- 
169-31149- 
R82NA 169-31150 
169-31152 
169-31152- 


2E-473 
28-473 
2E-474 
2E-474 
2E-474 
25-474 
28-474 
2E-475 
2E-415 
|AXA=347 
ΑΧΑ- 247 
ΑΧΑ- 247 
ΑΧΑ- 348 
ΑΧΑ- 248 
ΑΧΑ- 248 
ΑΧΑ-248 
AXA-348 
2€-476 
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me 


2G=547 
26-541 
26-547 . 
26-547 


ο 
ul , 
O f r> omm SAA RP PN NPR PRP Re PEP ου 


169-31153- 
169731154 
169-31155 
169-31163 
169-31166 


2C-487 
2E-487 


4 
8 
4 
4 
1 
1 
2 
1 
11. 
1 
2 
2 
1 
1 
2 
1 
1 
1 
2 
2 
2 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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2 
1 
1 
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1 
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1 
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1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
1 
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STOCK NUMBER FIGURE MICROFILM STOCK NUMBER 
CLASS CODE PART NUMBER AND INDEX CLASS CODE PART NUMBER _ 

























169-31205 
169-31205- 3 
169-31205- 5 
169-31205- 6 
169-31205- 7 
169-31205- 9 
169-31205- 10 
169-31205- 11 
169-31205- 12 
169-31205- 13 
169-31205- 14 
169-31205- 15 
169-31205- 17 
169-31205- 19 
169-31205- 21 
169-31205- 23 
169-31205- 24 
169-31205- 25 
169-31205- 26 
169-31205- 27 
169-31205- 28 
169-31205- 30 
169-31205- 40 


2M-137 
2M=137 
2M-137 
2Μ-137 
-2Μ-137 
2M-137 
2M-137 
2M-137 
2Μ-137 
2M~137 
2M-137|- 
24-137 
24-137 
2M-137 
2M-137 
24-137 
2M-137 
24-137 
24-137 
2M-137 
2M-137 
2M-137 
24-137 


32 
33 
36 
169-31239- 37 
169-21239- 40 
169-31239- 41 
169-31239- 44 
169-31239- 45 
169-31239- 49 
169-31239= 50 
169-31239- 51 
169-31239- 61 
169-31239- 62 
169-31239-101 
169-31239-102 
169-31239-201 
169-31239-207 
169-31240 
169-31240- 3 
169-31241 
169-31241- 3 
169-31244 
169-31244= 


AXN-217 
AXN-217 
AXN=217 
AXN=217 
AXN=217 
AXN=217 
AXN-217 
AXN-217 
AXN-217 
AXN-217 
AXN-217 
AXN-217 
AXN=217 
AXN=217 
AXN-217 

XN-217 
AXN-217 





169-31226. 
169-31226- 
169-31226- 
169-21226- 
[169-31226-- 
169-31226- 
169-31226- 
169-31226- 



























169-31226- 





169-31227 

169-31227- 
169-31227- 
169-31227- 
169-31227- 


169-31228 
169-31228- 
169-31228- 
169-31230 








169-31231 

169-31231- 
169-31231- 
169-31231- 
169-31231- 


169-312267 
169-31226- 


169-31230- ` 


won uw 


11 
13 
21 
23 
25 
27 


169-31226-100 


10 


169-31227-101 
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169-31244- 
169-31245 
169-31256- 1 
169-31256- 2 
169-31266 
169-31266- 3 
169-31266-100 
169-31275- 1 
169-31275= 
169-31284- 
169-31284- 
169-31284- 


169-31284-101 
169-31284-102 
169-31295- 1 
169-31295- 2 
169-31296 

169-31324-101 
169-31324-102 


169-31473- 
169-31473- 
169731473- 
169-31473- 
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AXN-116 


26-551 
26-551 
26-551 
ΑΧΗ-61 
AXH-61 
24-140 
24-140 
2M-140 
2M-140 
21-140 
2M-140 
2M-140 
AXD-10 
AXD-10 
AXB-507 


2N-18 
21-18 
2-18 
2N-18 
2N-18 
2Ν-18 
2N-18 





































169-31483- 
169-31483- 
169-31501 
169-21501- 
169-31501- 
169-31501- 
169-31501- 
169-31503- 
169-31503- 
169-31504 
169-31505 
169-31506 
169-31506- 
169-31506- 
169-31506- 
169-31507 * 
169-31511 
169-31512 
169-31515- 
169-31515- 
169-31516- 
169-31516- 
169-31522-᾽ 
169-31522- 
169-31524 
169-31526 
169-31527- 
169-31527- 
R82NA 169-31528- 
169-31529- 
169-31529- 
169731530 
169-31531- 


169-31231-100 
169-31231-101 
169-31232- 5 
169-31232- 7 
169-31232- 9 
169-31232- 13 
169-31232- 15 
169-31232- 21 
169-31232- 23 
169-31232- 25 
169-31232- 27 
169-31232- 31 
169-31232- 41 
169-31232- 51 
169-31233 ` 
169-31233- 3 
169-31234 
169-31234- 3 
169-31234- 5 
169-31235 ` 
169-31236 
169-31236- 3 
169-31237 
169-31237- 3 
169-31238 
169-31238- 3 
169-31238- 5 
169-31239- 3 
169-31239- 11 
169-31239- 15 
169-31239- 21 
169-31239- 24 
169-31239- 29 
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2N-19 
2N-19 
2N-19 
2N-19 
2N-19 


2M-139 
2Μ-139 
2M-139 
2M-139 
2M-139 
2M-139 
2M-139 
᾿2Μ-139 
2M-139 
248-139 
2Μ-139 
2M-139 
AXD=7 
AXD-T7[ 
AXB-504 
AXB-504 
AXB-504 
AXA-354 
2E-494 
2E-494 
2E-495 
28-495 
26-550 
26-550 
26-550 
AXN=-217 
ΑΧΝ-217 
AXN-217 
AXN-217 
AXN-217 
AXN-217 


Nr O Ju 


2N-20 
26-558 
26-558 
26-559 
2E-498 
2E-498 
26-560 
26-561 


PUUN 
μμ > 1-5 PRR TNR > I> + i= RRR r> t t= 155 1-1 i> + 49 65} S 2 5 RS: ee fO N NR IS S ES EOS. (9 


κ“ > N) RS 2 2 τἀ > + N N Ie B: > > > μ > 15} = > = = 15} 153 > > > = = > 15 + > > E = > 1 


m 
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l Section lll 
Numerical Index οί 


ΑΝ O1-60AABA-4 Contractor Parts | 
















MICROFILM 
AAA AND INDEX erae [CLASS CODE] PARTNUMBER | 

169-31531- 2 M1 1 169-31551- 79 οἱ 2N-23 
169-31531- 3 1 169-31551- 80. 2] 2N-23 
169-31531- 4 1 169-31551- 81 1| 2Ν-23 
169-31531- 5 1 169-31551- 82 1l 2N-23 
169-31531-' 6 1 169-31551- i| 2N-23 
169-31532- 1 τα 2] 2N-23 
169-31532- 2 1 i| 2N-23 
169-31535- 3 1 1| 2N-23 
169-31535- 5 1 1| 2N-23 
169-31536- 1 1 169-31551- i| 2N-23 

169-31536- 2 1 : 
169-31536- 3 2 169-31580 1 | AxH-65 
169-31536- 5 2 169-31580- 1 | ΑΧΗ-65 
169-31538 - 1| 2N-22 .169-31580- 1| AXH-65 
169-31538- 3 1| 2N-22 1| ΑΧΗ-65 
169-31538- 5 1| 2N-22 14 | AXH-65 
169-31538- 7 i| 2N-22 2 | AXH-65 
i69-31538- 8 i| 2N-22 1| AXH-66 
169-31538- 9 2| 2N-22 1 | 26-565 
169-31538- 11 1| .2N-22 1| 26-565 
169-31538- 12 i| 2N-22 2| 2N-24 
169-31538- 13 i| 2N-22 169-31603- 1| 2N-24 
169-31538- 15 1| 2N-22 169-31603- 11 2| 2N-24 
169-31538- 17 2 2N-22 169-31603- 12 2 2N-24 
169-31538- 19 2| 2N-22 169-31603- 13 2| 2N-24 
169-21538- 23 29 2N-22 169-31603- 15 2. 2N-24 
169-21538- 25 1| 2N-22 169-31603- 17 1| 2N-24 
169-31538- 27 1 2N-22 169-31603- 29 1 2N-24 
169-31538- 28 1| '2N-22 169-31603- 33 1| 2N-24 
169-31538- 29 1 2N-22 169-31603- 34 1 2N-24 
R82NA 169-31551 i| 2N-23 169-21603- 35 1| 2N-24 
: 169-31551- 3 il 2N-23 169-31603- 36 i| 24-24 
169-31551- 5 1 2N-23 169-31603- 37 . 1 2N-24 
169-31551- 9 l| 2N-23 169-31603- 38 1| 2Ν-24 
169-31551- 10 1| 2N-23 .|169-31603- 39 1| 2N-24 
169-31551- 11 1| 2N-23 169-31603- 41 1] 2N-24 
169-31551- 13 1 2N-23 169-31603- 42 1 2N-24 
169-31551- 15 1| 2N-23 169-31603- 43 1| 2N-24 
169-31551- 16 i| 2N-23 169-31603- 45 1| 2N-24 
169-31551- 17 1| 2N-23 169-31603- 47 1| 2N-24 
169-31551- 18 1| 2N-23 169-31603- 49 1| 2N-24 
169-31551- 19 2| 2N-23 169-31603- 53 1| 2N-24 
169-31551- 21 2| 2N-23 169-31603- 54 1| 2N-24 
169-31551- 23 1| 2N-23 169-31603- 55 1| 2N-24 
169-31551- 25° 1| 2N-23 169-31603- 56 i| 2-24 
169-31551- 26 1| 2N-23 169-31603- 57 1| 2N-24 
169-31551-827 1| 2Ν-23 169-31603- 50 1| 2N-24 
 |169-31551- 28 1| 2N-23 169-31603- 61 2| 28-24 
169-31551- 29 1| 2N-23 169-31603- 63 1| 2N-24 
169-31551- 31 1| 2N-23 169-31603- 64 i| 2N-24 
169-31551- 32 1| 2N-23 169-31603- 65 i| 2N-24 
169-31551- 33 2| 2N-23 169-31603- 66 1| 2N-24 
169-31551- 35 2| 2N-23 169-31603- 67 1| 28-24 
169-31551- 37 1| 2N-23 169-31603- '69 i| 2N-24 
169-21551- 38 1| 2N-23 169-31603- 70 1| 2N-24 
169-31551- 39 2| 2N-23 169-31603- 71 1| 2hN-24 
169-31551- 41 1| 2N-23 169-31603- 72 i| 28-24 
169-31551- 42 1| 2N-23 169-31603- 75 1| 2N-24 
169-31551- 43 1| 2N-23 169-31603- 83 1] 2N-24 
169-31551- 44 i| 2N-23 169-31603- 1| 2N-24 
169-31551- 45 2| 2N-23 2| 2N-24 
169-21551- 47: 1| 2N-23 1] 2N-24 
169-315515 48 1| 2N-23 i| 2N-24 
169-31551- 55 2|. 2N-23 4| 2N-24 
169-31551- 56 2| 2N-23 2| 2N-24 
169-31551- 57 1| 2N-23 1| 2N-24 
169-31551- 58 1| 2N-23 1] 2N-24 
169-31551- 59 1 2N-23 169-31603-101 2 2N-24 
169-31551- 60 1| 2N-23 169-31603-103 1 | 2N-24 
169-31551- 61 1| 2N-23 169-31603-104 i| 2N-24 
169-31551- 62 1| 2N-23 169-31603-105 i| 2N-24 
169-31551- 63 i| 2N-23 169-31603-107 1] 2N-24 
169-31551- 65 1| 2N-23 169-31603-109 i| 2N-24 
169-31551- 66 1 2N-23 169-31603-111 1 2N-24 
169-31551- 67 1| 2N-23 169-31603-113 1| 2N-24 
169-31551- 68 1| 2N-23 169-31603-114 1| 2-24 
169-31551- 71 1| 2N-23 169-31603-151 1| 2N-24 
169-31551- 72 i| 2N-23 169-31603-201 REF| 2N-24 
169-31551- 73 1| 2N-23 169-21606- 1 | AXH-67 
169-31551- 74 i| 2N-23 169-31606- 2 | AXH-67 
169-31551- 75 1| 2N-23 169-21606- 1| AXH-67 
169-31551- 76 1| 2N-23 1 | AXH-67 
169-31551- 77 3| 2N-23| : & | AxH-67 
169-31551- 3| 2N-23||R82NA 169-31607- 1 | AxH-68 
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Section M 
Numerical Index of 
Contractor Parts 


i CLASS CODE 


950 


STOCK NUMBER 


PART NUMBER 


169-31607- 
169-21607- 
169-31607- 
169-31607- 
169-31611 
169-31611- 
169-31611- 
169-31611- 
169-31511- 
169-31611- 
169-31611- 
169-31611- 
169-31611- 11 
169-31611- 13 
169-31611- 14 
169-31611- 15 
169-31611- 16. 
169-31611- 17 
169-31611- 18 
169-31611- 19 
169-31611- 20 
169-31611- 21 
169-31611- 23 
169-31611- 25 
169-31611- 27 
169-31611- 29 
169-31611- 31 
169-31611- 33 
169-31611- 35 
169-31611- 36 
169-31611- 38 
169-31611- 39 
169-31611- 40 
169-31611- 52 
169-31626 
169-31626- 3 
169-31626- 4 
169-31626- 5 
169-31626- 6 
7 
8 


ο +£ o 


WOON + Q) = 


169-31626- 

169-31626- 

169-31626- 15 
169-31626- 17 
169-31626- 18 
169-31626- 19 
169-31626- 20 
169-31626- 21 
169-31626- 23 
169-31626- 24 
169-31626- 25 
169-31626- 26 
169-31626- 27 
169-31626- 28 
169-31626- 29 
169-31626- 31 
169-31626- 32 
169-31626- 33 
169-31626- 34 
169-31626- 37 
169-31626- 39 
169-31626- 40 
169-31626- 41 
169-31626- 42 
169-31626- 43 
169-31626- 44 


169-31626- 53 


169-31626- 63 
169-31626- 64 
169-31626- 65 
169-31626- 66 
169-31626- 67 
169-31626- 68 
169-31626- 69 
169-31626- 81 
169-31626- 83 
169-31626- 85 
169-31626- 86 
169-31626- 87 
169-31626- 89 
169-31626- 91 
169-31626- 93 
169-31626- 94 
169-31626-101 
169-31626-109 





AN ΟἹ-6ΘΑΑΒΑ-, 


mi 





He eeeh he e eH eHe bp e e e e eee [54 [52 Ν 157 15} ERNE 5} [5 1-2 BRP 1-7 {2 152 1-7 153 15} PEP PRE 17 152 μὰ BPP N N N F NO IND πα ο ο aed ο ES IR 12 aS S {2 a κ’ pee 


85] FIGURE |TOTAL|MICROFILM 
99| AND INDEX | QTY. | NUMBER 
P1 - 


2N-26 





STOCK NUMBER 
2 


CLASS CODE 





PART NUMBER 


169-31626-111 
169-31626-121 
169-31626-122 
169-31626-123 
169-31626-124 
169-31626-155 
169-31626-156 
169-31626-201 
169-31626-213 
169-31626-214 
169-21626-215 
169-31626-216 
169-31626-217 
169-31626-218 
169-31626-221 
169-31626-222 
169-31626-223 
169-31626-224 
169-21626-225 
169-31626-226 
169-21626-229 
169-31626-230 
169-31626-231 
169-31626-303 
169-31627- 
169-31627- 
169-31628- 
169-31628- 
169-31629- 
169-31629- 
169-31630- 
169-31630- ` 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-21630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 


169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630-101 


169-31632- 
169-31632- 
169-31634 
169-31635- 
169-31635- 
169-31637- 
169-31637- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- ; 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-21638- 
169-31638- 
169-31638- 
169-31538- 


ONUN 1 PUNE 





8| - FIGURE | TOTAL| MICROFILM 
89| AND INDEX| QTY. | NUMBER 
X1 2 


28-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N=26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 

26-566 

26-566 


AXH-71 

AXH-71 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-21 
2N=27 
2N-27 
2N=27 
2N-27 
2N=27 
2N-27 
2N-27 
2N-21 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-21. 
2N-27 


“τὶ κ» 1; γ᾽» > IND > >. > 15} = 1-2 > IND > = HPN 1’ > EPR 1-2 15} > IS. I tg iS PRM PR P N PE PRR BP 15} 1} e P 154 κο dB I pa {11} Pee 


AXD-414 
AXD=414 


H de) [πλ de) 2 > r> > EA + => [57 iZ Z Z 2 = > > 4-2 45} N 2 κ» 


- Revised 15 September 1955 








Section lll 
Numericol index of 
Contractor Parts 


z FIGURE |TOTAL| MICROFILM 
38] AND INDEX| QTY. | NUMBER 
AL 


ΑΝ 01-60AABA-4 


FIGURE |TOTAL) MICROFILM 
AND INDEX | QTY. | NUMBER 











STOCK NUMBER 


STOCK NUMBER 
























ODE 
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[crass CODE] PART NUMBER — | CLASSCODE| PARTMUMBER — | 
169-31638- 57 2 2N-28 169-31676- 1 2N-31 
169-31638- 59 2 2N-28 169-31676- 1 2N-31 
169-31638- 61 2 2N-28 169-31676- 3 1 2N-31 
169-31638- 63 1 2N-28 169-31676- 10 1 2N-31 
159-316383- 67 1 2N-28 169-31676- 11 1 2N-31 
169-31638- 69 1 25-728 169-31676- 12 1 2N-31 
159-31638- 71 1 2N-28 169-31676- 13 2 2H-31 
169-31638- 73 1 28-28 169-31676- 17 1 2N-31 
169-31638- 74 1 2N-28 169-31676- 18 1 2N=31 
169-31638- 77 1 2N-28 169-31676- 19 1 2N-31 
169-31638- 79 1 2N-28 169-31576- 1 2N-31 
169-31658- 80 1 2N-28 1 2N-31 
169-31638- 81 1 2N-28 1 2N-31 
169-31638- 83 1 2N-28 169-231676- 1 2N-31 
169-31638- 85 1 2N-28 169-31676- 31 1 2N-31 
169-31638- 87 2 28-28 169-31676- 33 1 2N-31 
169-31638- 89 T 2N-28 169731576- 37 1 2N-31 
169-31635- 91 1 2N-28 169-31676- 38 1 2N-31 
169-31638- 93 1 2N-28 169-31676- 39 1 2N-31 
169-31638-101 i| 2N-28 169-31676- 40 1| 2N-31 
169-31638-121 = 2N-28 169-31676- 41 L 2N-31 
169-31638-122 1| .2N-28 169-31676- 42 1 2N-31 
169-31639- 1 1] AXD=415 169-31676- 43 i| 2N-31 
169-31639- 2 l|AXD-415 169-31676- 44 1| 2N-31 
169-31640- 1 1 169-31676- 45 1| 2N-31 
169-31640- 2 1 169-31676- 46 1| 2N-31 
169-31645 1 169-31676- 47 2 2N-31 
169-31646 REF 169-31676- 49 2| 2N-31 
169-31646- 3 1 169-31676- 51 1 2N-21 
169-31646- 5 1 169-31676- 52 1 2N-31 
169-31646- 7 1 169-31676- 53 1 2N-31 
169-31646- 9 1 169-31676- 1 2N-31 
169-31646- 11 1 2 2N-31 
169-31646- 13 1 2 2N-31 
169-31646- 15 i 169-31676-101 REF 2N-31 
169-31646- 17 1 169-31676-105 1 2N-31: 
169-31646- 19 1 169-31718 1 [AXB-510 
169-31646- 21 1 169-31718- 3 1 |AXB-510 
169-31646- 23 1 169-31718- 10 2 |AXB=510 
1697-31651 1 2N-29 
169-31651-199 1| 2N-29 169-31742 1 | ΑΧΗ-73 
169-31651-205 E 2 2N-29 169-31742- 3 1| AXH-73 
169-31651-207 1 2N-29 169-31742- 5 1| AXH-73 
169-31657- 5 L 2N-30 169-31742- 6 1] AXH-73 
169-31657- 9 1 2N-30 169-31752 1 
169-31657- 11 i 2N-30 169-31837 1 [AXA-356 
169-31657- 15 1 2N-30 169-32021- 47 4 2N-36 
169-31657- 19 1 2N-30 169-32021- 53 2 2N-736 
169-31657- 21 1 2N-30 169-32021-100 2 2N-36 
169-31657- 23 1 2N-30 169-32021-103 2 2N-36 
169-31657- 25 1 2N-30 1| XL-435 
169-21657- 27 1 2N-30 1 
169-31657- 29 1 2N-30 1| AXH-76 
169-31657- 33 1 2N-30 1| AXH-77 
169-31657- 35 1 2N-30 3 1 
169-31657- 36 1 2N-30 1 2 | 26-572 
169-31657- 37 1 2N-30 2 2| 26-572 
169-31657- 43 1 2N-30 ¿Y 2 
169-31657- 47 1 2N-30 1 2 
169-31657- 48 1 2N-30 2 2 
169-31657- 49 i| 2N-30 1 2 
169-31657- 51 2| 2N-30 2 2 
169-31657- 53 2 2N-30 2 
169-31657- 55 1 2N-30 2 
169-31657- 56 1 2N-20 3 2 
169-31657- 61 2 2N-30 169-32177 2 
169-31657- 63 i 2N-30 169-32178- 1 2 
169-31657- 64 1 2N-30 169-32178- 2 2 
169-31657- 65 i| 2N-30 169-32178- 3 2 
169-31657- 67 2 2N-30 169-32178- 4 2 
169-31657- 69 1 2N-30 169-32179- 1 2| 26-573 
169-31657- 70 1 2N-30 169-32179- 2 2 | 26-573 
169-31557- 71 1 2N-30 169-32172- 3 2| 26-573 
169-31657- 72 I 2N-30 169-32179- 4 2| 26-573 
169-31657-101 i 2N-30 169-32179- 5 2 | 26-573 
169-31657-103 i 258-30 169-32179- 6 2| 26-573 
169-31657-107 1 2N-30 169-32180- 1 2 2N-37 
169-31657-108 1 2N-30 169-32180- 2 2 2N-37 
169-31657-113 1 2N-30 16929-32161 1| AXH-78 
169-31657-131 1 28-30 169-32181- 3 2 | AXH-78 
169-31657-157 1 21-30 169-32181- 4 2| AXH-78 
169-31576 i 2N-31 169-32181- 5 2| AXH-78 
169-31676- 3 i 2N-31 169-32181- 6 2| AXH-78 
169-31675- 4 i 2H-31 169-32181- 7 2| AXH-78 
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Numerical Index of 
Contractor τ ΑΝ O1-60AABA-4 


— M 8 asias, [rora] MICROFILM αμα, ---ἶ 
PART NUMBER AND INDEX NUMBER [CLASS CODE | PART NUMBER AND INDEX | QTY. | NUMBER 
aa eae 169-32503- 68 2N-39 
169-32182- 169-32503- 69 5 2N-39 
169-32182- 169-52503- 71 2N-39 
'|169-32182- 169-32503- 73 2N-39 
169-32182- 13 169-32503- 74 2N-39 
169-32182- 15 169-32503- 75 2N-39 
169-32182- 17 169-32503- 76 2N-39 
169-32182- 18 169-22503- 77 2N-39 
169-32182- 19 169-32503- 78 2N-39 
169-32182- 23 169-32503- 79 2N-39 
169-32182- 25 169-32503-.80 2N-39 
169-32182- 27 169-32503- 81 2N-39 
169-32182- 28 169-32503- 82 2N-39 
169-32182- 29. 169-32503- 83 2N-39 
169-32182- 30 169-32503- 84 2N-39 
169-32182- 33 169-32503- 85 2N-39 
169-32182- 35 169-32503- 36 2N-39 
169-32182- 27 87 2N-39 
169-32182- 39 88 2N-39 
169-32182- 43 169-32503- 89 2N-39 
169-32182- 45 169-32503- 90 2N-39 
169-32182- 47 169-32503- 91 2N-39 
169-32182- 48 169-32503- 92 2N-39 
169-32182- 49 169-32503- 93 2N-39 
169-32182- 50 169-32503- 94 2N-39 
169-32182- 53 .169-32503- 95 2N-39 
169-32182- 55 169-32503- 97 2N-39 
169-32182- 57 169-32503- 98 2N-39 
169-32182- 58 169-32503- 99 2N-39 
169-32182- 61 169-32503-101 2N-39 
169-32183- 3 169-32503-103 2N-39 
169-32183- 169-32503-104 2N-39 
169-32184 169-32503-107 2N-39 
169-32185 169-32503-111 2N-39 
169-32503 169-32503-113 2N-39 
169-32503-115 2N-39 
169-32503-116 2N-39 
169-32503-117 2N-39 
169-32503-119 2N-39 
169-32503-121 2N-39 
169-32503-123 2N-39 
169-32503-125 28-39 
169-32503-126 2N-39 
169-32503-127 2N-39 
169-32503-129* 2N-39 
169-32503-130 2N-39 
169-32504- 1 AXB-512 


OM IN INN E (£O FO IP) I2 FO PO FO. ID. FO IO fO. FO PO. PO TO ND IR PO IN FO TO CO PO PO NT NN IO 


169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 


169-32504- 2 ΑΧΒ-512 
169-32526 
169-32527- 
169-32527- 
169-32528- 
169-32528- 
169-32529- 


AXD-12 
AXD-12 
AXD=12 
AXD-12 
AXD-12 
AXD-13 
AXD-13 
AXD-13 
ΑΧΌ-13 
AXD-13 
AXD-13 


169-32532- 
169-32532- 
169-32532- 


169-325353- 
169-22533- 
169-32533- 
169-32533- 
169-32535- 
169-32560 
R8B2NA 169-32956 
169-32956- 
169-32956- 
R82NA 16932958 
169-32958- 
169-32958- 
169-32970 
169-32970- 
169-32970- 
169-32971 


ουσ σώσω MPN RP NEN ENB 


ΑΧΒ-513 
ΑΧΒ” 513 
AXB-513 
AXB-514 
AXB=514 
AXB-514 
26-574 
26-574 
26-574 
20-491 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
? 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
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STOCK NUMBER 








CLASS CODE 
















169-33151 
169-33360 
169-33361 
169-33362- 
169-33362- 
169-33363 
169-33363- 
169-33363- 
169-33363- 
169-33364 
169-33365 
169-33365- 
169-33365- 
169-33365- 
169-33365- 
169-33366 
169-33367 
169-33368- 
169-33368- 
169-33369 
169-33411 
169-42078 
169742104 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-421047 
169-421047 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 






R82NA 




























































R82NA 


169-42107 
169-42107- 
169-42107- 
169-42107- 
169-42112 

169-42112- 
169-42112- 
169-42112- 
169-42112- 
169-42112- 
169-42113 

169-42113- 
169-42113- 
169-42113- 
169-42113- 
169-42113- 
169-42115 

169-42121- 
169-42121- 
169-42121- 
169-42121- 
169-42121- 


169-42152 
169-42152- 
169-42152- 
169-42155 
169-42313 
169-42313- 
169-42313- 
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PART NUMBER 


we 


169-42104-200 


πιο-νιω uu 


m 


11 


35 


36 
43 
44 
75 


169-42121-207 
169-42121-300 
169-42121-400 


3 
5 


uu 


Section Ill 
Numerical Index of 
Contractor Parts 


DE PARU sss NUMBER FIGURE | TOTAL 
CLASS CODE [PARTNUMBER |39| AND INDEX| QTY. 


169-42313-- 
169-42313- 
169-42313- 11 
169-42313- 13 
169-42313- 15 
169-42313-100 
169-42517 

169-42517- 3 
169-42517- 5 
169-42513 

169-42518- 3 
169-42605 
169-42605- 
169-42605- 


AN O1-60AABA-4 


: MICROFILM 
NUMBER 














































163-3336 



































AXA=360 
AXA-360 


AXD-14 
















D 


























169-42607- 
169-44006 
169-46003 
169-46004 
169-46005 
169-46006 
169-46007 
169-46008 
169-46169- 1 
169-48204 


2E-500 
2ς-492 










































































AXA-361 
ΑΧΑ-362 
AXB-518 
AXA-363 
20-499 










AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
ΑΧΗ-81 
ΑΧΗ-81 
AXH-81 












































AXB-519 
ΑΧΑ-364 
AXB-520 











R82NA 






169-48308 
169-48309 
169-48310 
169-48310- 3 
169-48310- 5 
169-48311 





















































ΑΧΑ- 267 
AXB-521 












R82NA 

































AXH-81 169-48332 
AXH-81 m em 5 
AXH-81||R82NA  - 

AXH-81 169 aBoQA- 

















AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
ΑΧΗ-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
26-575 
26-575 
26-575 
26-575 
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169-48851- 
169-48851- 
169-48863- 
169-48263- 













N I nu ον 



































26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 









169-48863- 17 
169-48863- 19 
169-48863— 21 



















41 
109-48663- 43 
169-48863- 45 
169-48863- 51 
169-48863- 53 
169-48863- 55 
169-48863- 57 
169-48663- 59 
169-48863- 61 
169-48863- 67 
169-48863- 69 
169-48863- 71 
169-48853- 75 
169-48863- 77 
169-48863- 79 
169-48863- 81 
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Section lil I 
Numerical index of 
Contractor Parts 


STOCK NUMBER 





ΕΝ Ol-60AABA-4 





CLASS CODE 





169-48863- 83 
169-51057 
169-51058 
169-51074 
169-51074- 3 
169-51084- 11 
169-51084- 13 
169-51108 
169-52009 
169-52013 
169-52033 
169-52033- 
169-52033- 
169-52060 
169-52076 
169-52123 
169-52123- 3 
16952215 
169-52232 
169-52252 
169-52252- 3 
169-52252- 5 
169252253 . 
169-52253- 3 
169-52254 
169-52265 
169-52265- 
169-52268 
169-52270 
169-52301 
169-52319 
169-52319- 
169-52319- 
169-52323 
169-52413 
169752418 
169-52467 
169-52467- 5 
169-52467- 10 
169-52468 
169-52468- 5 
169-52468- 10 
169-52485 
169-52485- 
169-52485- 
12169-52486 
169-52486- 
169-52486- 1 
169-52615- 
169-52615- 
169-53004 






R82NA 





R82NA 


Ww 





R82NA 





R82NA 






R82NA 
R82NAÀ 


U 








R82NA 


wo 


m 
ou 


UWO 





R82NA 










R82NA 169-53005- 3 
R82NA 169-53905-= 5 
169-53005- 7 
169-53005- 9 


169-53005- 13 
169-53005- 15 
169-53005- 17 
169-53005- 19 
169-53005- 20 
169-53005- 23 
169-53005- 
169-53005- 25 
169-53005- 
169-53005- 29 
169-53005- 33 
169-53005- 35 
169-53005- 36 
169-53005- 37 
169-53005- 39 
169-53005- 41 
169-53005- 43 


169-53005- 45 
169-53005- 47 
169-53005- 49 


169-53005- 51 
169-53005-103 


169-53005-105 





169-53007 
169-53003 
169-53008- 
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PART NUMBER 











26-578 
2N-44 
2N-45 












2ς-502 







CR A η 


26-7584 
26-584 
26-584 













20-504 
AXD-18 
AXD-18 






38g che nu 






AXH-82 
ARBT523 
AXB-523 
iz :XB=523 
! 26-506 

207506 
XA=371 
:ΧΑ-372 
AXA-372 

2E-509 

AXD-19 






























ΑΧ3- 
AX8- z 
AX3- 
20° 









AXA- 73 
AXá=273 












AXA=374 
AXA-374 
AXA-2175 
AXA-375 
AXA-375 
AXA-376 
AXA-376 
AXA-376 
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4&|AXB-526 
4|AXB-527 
4} AXB-527 







ER FIGURE [TOTAL |MICROFILM 
99| AND INDEX | QTY. | NUMBER 


CLASS CODE 


RS2hA 


RB2NA 


R82N 


R82NA 


JR82NA 


R82NA 


R82N 
ΒΘΖΝΑ 


R82NA 
R82HA 


STOCK NUMBER 


coo: | 





























































| PARTNUMBER . | | PARTNUMBER . | 
169-53009 μι 1939 
169-53010 41 |199 - io 
169-53010- 3 11 
159-53011 P1|199 - 34 
169-53013- 3 Ml 
169-53013- 5 Ml 
169-53014 M1 |199 - 36 
169753015 141 199 = 41 
169-53017 199 - 37 
169-53017- 3 
169-53018 199 
169-53018- 3 199 - 44 
169-53018- 5 199 - 43 
169-53019 
169-53019- 3 198 - 1e 
169-53019- 5 196 - 23 
j 198 - 17 
53019- 
169-53019- 9 
169-53019- 11 
169-53019- 13 
169-53019- 15 196 - 24 
169-52019- 
53020- 3 
169-53020- 5 
169- 53021 199 - 25 
169-53024. 201 - 27 
169-53025 
169-53046- 
199 - 42 
53032- 5 
169-23032- 5 
169-53032- 7 
159-52034 189 - 6 
192 - 2 
189 - 12 
192- 6 
189 - 15 
192- 7 
169-53034- 
169-53034- 9 
169-53034- 11 
169-53034- 13 
169-53034- 15 
169-53035 189 - 35 
192 - 1 
169-53043 199 - 12 
169-53043- 1 
169-53043- 2 
169-53043- 3 
169-53043- 4 
169-53043- 5 199 
169-53043- 6 199 
169-53043- 7 
169-53043- 8 
169-53044- 1 199 - 13 
169-53044- 2 199 
169-53059 196 - 12 
198 - 12 
169-53090 80 - 51 
169-53090- 5 
169-53090- 4 
169-53090- 5 
169-53091  , 80 - 47 
159-53091- 3 
169-53091- 5 
169-53092 
169-53092- 3 
163-53092- 5 
169-53092- 7 
169-53092- 8 
169-53092- 9 
169-53111- 1 81 - 54 
169-53111- 2 81 
169-53139 191 - 27 
169-53139- 
169-52139- 
202 - 24 
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š FIGURE TOTAL| MICROFILM 
ou| AND INDEX| QTY. | NUMBER 


AXA-378 
AXD-20 


AXB-529 
AX8-529 
AX8-5230 
ΑΧΑ-379 
AXA-380 
ΑΧΑ-380 
AXB-531 
AXB-531 
AXB-531 
AXB=532 
AXB=532 
AXB-532 


| [AXB-532 


AX8-532 
AXB-532 
AX8-532 
AX8-532 
AXB-532 
AXB-332 


AXA-381 
ΑΧΒ-533 
AXH-83 


ΑΧΒ-535 


ΑΧΗ-84 
AXH=84 
AXH-84 


AXH-84 
AXH-84 
AXH-84 
AXH-84 
AXH-34 
AXD=21 


AXD=22 
AXD=22 
AXD=22 
AXD-22 
AXD-22 
AXD=22 
AXD-22 
AXD-22 
AXD-22 
AX0-23 
AXD-23 
AXB-536 


AXB=537 
AX3~537 
AXB=537 
AXB=537 
ΑΧΒ-538 
AXB-538 


ἼΑΧΒ-538 


26-588 
26-588 
26-588 
26-588 
26-588 
26-588 
2E-512 
2E-512 
AX8-539 
AXB-529 
AXB=539 
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Section ill 


AN Q1-60AABA-A Numerical Index of 
Contractor Parts 


STOCK NUMBER STOCK NUMBER MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE PART NUMBER NUMBER 


169-53312- 169-54066 2 
169-53312- 169-54070- 
169-53312- 169-54070- 
169-53312- 169-54070- 
169-53312- 169754071 
169-53312- 169-54072 
169-53312- 169-54073 
169-53312- 169-54074 
169-53312- 169-54075 
169-53312- 169754076 
169-53312- 169-54076- 
169-53312- 169-54076- 
169-53312- 169754078 
169-53312- 169-54078- 
169-53312- 169-54078- 
169-53312- 169-54078- 
169-53313 169-54078- 
169-53314 169-54079 
169-53314- 169-54079- 
169-53314- 169-54079- 
169-53315 
169-53315- 
169-53315- 
169-53428 
169-53428- 
169-53428- 
169-53429 ` 
169753430 
169-54015 
169-54016 
169-54016- 
169-54016- 
169754017 
169-54018 
169754019 
169-54021 
169-54022 
169-54023 
169-54024 
169754026 
169-54026- 
169-54029- 
169-54029- 
169-54032- 
169-54032- 
169-54032- 
169-54032- 
169-54033 
169-54033- 
169-54033- 
169-54033- 
169-54033- 
169-54033- 
169-54034 
169-54035 
1697254050 
169-54050- 
169-54050- - 
169-54050- 
169-54050- 
169-54050- 
169-54050- 
169-54050- 
169-54051- 
169754052 
169-5405 2= 
169-54055 
1697-54057 
169-54057- 
169-54057- 
169-54057- 
169-54057- 
169-54057- 
169754058 
169-54062- 
169-54062- 
169-54063 
169-54063- 
169-54064 
169-54064- 
169-54064- 
169-54064- 
169-54064- 
169-54065 


2E-515 


2E-516 
2E-517 


AXD-26 
AXD-26 
AXD-26 
AXD-26 
AXD-26 


2E-518 
2E-518 
AXD-27 
20-515 


AXB-543 
26-593 
26-593 
26-593 
26-593 


VERE PRP E D = E ° > = = FO I) ED Ñ N N Q PO T N N 9 S) FEN 


AXD-28 
2C-511 


AXA=382 169-847 
26-512 L696 2422 3 
AXB=540 no 
mn: "otra 
ο... 169-54117- 
2C-513 169-54117- 
169-54117- 
169-54121 
169-54121- 
169-54121- 
169754123 
169754127 
26-591 169-54136 
26-591 169-54126- 
26-591 169-54136- 
26-591 169-54136- 
26-591 |. M69-5414& 
26-591 


ο YU Q) Un O) Ld 


AXD=29 
AXB-544 
2C-518 
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169-54168 
169-54200 
169-54208 
169-54209 
169-54209- 
169-54209- 
169-54209- 
169-54209- 
169-54210 
169-54210- 
169-54210- 
169-54210- 
169-54210- 


2C-519 


AXD-30 
AXD-31 
AXD-31 
AXD-31 
AXD-31 
AXD-31 
AXH-87 
AXH-87 
AXH-87 
AXH-87 
ΑΧΗ” 87 
ΑΧΗ”- 87 
AXH-87 
AXH-87 


169-54301- 
169-54301- 
169-54302 
169-54303 
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Section HI 


Numerical Index of AN O1-60AABA-4 
Contractor Parts 


K o NUMBER FIGURE STOCK NUMBER 
PART NUMBER AND INDEX CLASS CODE PART NUMBER 


A AXD-32 169-56176- 
169-54348- 3 - AXD-32 169-56177 
169-54348= 5 ! AXD=32 169-56177- 
169-54348- 7 AXD-32 169-56177- 
169-54510 2C-526 169-56178 
169-56001 AXH-88 169-56179- 
169-56001-101 AXH-88 169-56179- 
169-56026 AXB=546 169-56179- 
169-56026- 3 AXB-546 169-56179- 
169-56031 AXH-89 169-56180 
169-56101 AXH-90 169-56180- 
169-56101- 10 AXH-90 169-56183 
169-56191 2Ε-527 
169-56102 | AXD-418 h 169-56191- 2E-527 
169-56102- AXD-418 :|169-56195 
169-56104 AXH-91 169-56196 
169-56104- AXH-91 169-56197- 26-604 
169-56104- AXH-91 169-56197- 26-604 
169-56105 169-56198- 
169-56106 169-56198- 
169-56106- : 169-56201 
169-56106- 169-56207 AXH-95 
169-56107 169-56207- AXH-95 
169-56110 169-56208 
169-56110- : 169-56215 AXA-389 
169-56110- 169-56216 AXA-390 
169-56111 169-56217 T AXA-391 
169-56111- : 169-56218 M AXA-392 
169-56111- 169-56219 AXA-393 
169-56111- 169-56220 AXA=394 
169-56111- N 169-56221 
169-56112 169-56222 
169-56112- . - 169-56223 
169-56115 169-56301 
169-56116- : 169-56301- 
169-56116- 4 169-56302 
169-56116- 169-56303 
169-56117 i i AXA-386 169-56303- 
R82NA 169-56121 I 1| AXH-92 169-56303- 
169-56121- AXH-92 169-56303- 
R82NA 169-56122 AXH-93 169-56303- 
169-56122- ΑΧΗ-93 169-56304 
169-56124 26-530 Š 169-56304- 
R82NA 169-56125 ; 169-56305 
R82NA 169-56126 AXA~387 169-56307 . 
R82NA 169-56127 26-602 AXD~37 
169-56128 20-531 
169-56128- 26-531 AXA-396 
169-56132 AXD~34 
169-56139- 
R82NA 169-56145 
169-56145- 
R82NA 169-56146 
169-56149- 
169-56149- 
169-56151 
169-56151- 
169-56151- 
169-56158 
R82NA 169-56159 
R82NA 169-56160 
169-56160- 
169-56161 
169-56161- 
169-56161- 
169-56161- 
169-56161- 
169-56162 
169-56162- 
169-56162- 
169-56162- 
169-56162- 
169-56166 
R82NA 169-56169- 
R82NA 169-56169- 
169-56169- 
169-56169- 
R82NA 169-56175 
169-56175- 
169-56175- 
169-56176- 
169-56176- 
169-56176- 
169-56176- 


169-56315 . 2H-3 
169-56316 
169-56318 
' 169-56320 
AXB-548 169-56331 
AXB-548 169-56331- 
2E-525 2E-530 
2Ε-525 i 2E-530 
2E-525 2E-530 
AXB-549 169-56337- 2E-530 
AXA-388 169-56350 
26-603 169-56350- 
26-603 169-56350- 
2Ε-526 169-56350- 
2E-526 169-56351 
2E-526 169-56352 : 
2E-526 | 2N-91 
2U-88 


x YU 


169-58015- 


169-58102 
169-58103 
169-58108 
169-58110 
169-58122 
169-58123 
169-58123- 
169-58123- 
169-58123- 
169-58123- 
169-58124 
169-58125 
169-58126 
169-58127 
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Section Ill 


o. Numerical Index of 
ΑΝ οι ολλ. Contractor Parts 


STOCK NUMBER . STOCK NUMBER Za] igure | TOTAL! MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE] ` . PART NUMBER 38 | AND INDEX| QTY. | NUMBER 


169-58128 20-535 AXN-117 
169-58129 20-536 

169-58135 2N-93 
169-58138 169-58422 2N-94 
169-58138- 
169-58139 

169-58139- 
169-58139- 
169-58140 

169-58141 

169-58142 

169-58142- 
169-58143 

169-58144 

169-58145 

169-58145- 
169-58145- 
169-58146 

169-58146- 
169-58146- 
169-58146- 
169-58146- 
169-58147 

169-58147- 
169-58147- 
169-58147- 
169-58148 

169-58149 








169-58500 ` 
169-58500- 


ΑΧΗ-99 
ΑΧΗ-99 
ΑΧΗ-99 
AXH-99 
AXH-99 
AXH-99 
26-543 


2ς-537 
ΑΧΑ” 227 : 169-58500- 
AXA-397 š 169-58711 
169-58712- 
169-58712- 


Μο ω Pp 1’ 


AXA-398 

AXA=398 

AXA-398 169-58732 

AXD-38 169-587232- 

AXD-38 

AXD-38 

AXD-38 

AXD-38 AXC-1 


AXA=399 


2E-542 

AXA-400 | τ 

AXA~401 
AXC-3 
AXC=4 
AXC-4 
AXC-4 
AXC=5 


20-538 
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169-58153 
169-58154 
169-58155 
169-58156 
169-58156- 
169-58156- . 
169-58156- AXD-39 169-58748- 
169-58156- AXD-39 169-58749 
169758157 ü 169-58801 
- - 169-58801- 
EPT 169-58801- 
169-58157- 169-58801- 
169-58157- 169-58801- - 
169-58157- 169-58801- 
169-58157- 169-58801- 
169-58157- 
169-58157- 
169-58157- 
169-58160 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58163 
169-58164 
169-58168 
169-58169 
169-58182- 
169-58225 
169-58225- 
169-58225- 
169-58226 
169-58227 
169-58228 
169-58229 
R83MA 15659-58230 
169-58231 


2E-536 
AXB-553 
AXD-39 
AXD-39 
AXD-39 


= a Ain eS I en 


AXD-41 
AXD-41 
AXD-=41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD=41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD=41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
2H-13 
2H-13 
2H=13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H=13 
2H-13 
2H-13 
2H-13 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 


AXH=97 169-58801- 
AXH-97 169-58801- 
AXH-97 169-58801- 
AXH-97 169-58801- 
AXH-97 
AXH-97 
AXH-97 
AXH-97 | = 
AXH-97 169-58801-107 
ΑΧΗ-97 169-58801-109 
ΑΧΗ-91 169-58801-111 
AXH-97 169-58801-113 
AXH-97 169-58801-115 
AXH-97 169-58801-117 
ΑΧΗ-97 169-58801-119 
AXH-97 169-58801-123 
AXH-97 : 169-58802 
AXH-97 169-58802- 
AXH-97 
AXH-97 
AXH-9T 
AXH-37 
AXH-97 169-58802- 

! 169-58802- 


AXB-554 


AXD-40 
AXD-40 
AXD-=40|. 


11 
13 
15 
169-58803- 19 
169-58803-103 
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Section 188 
Numerical Index of 
Contractor Parts 






169-58803-105 
169-58803-107 
169-58803-109 
169-58803-111 
169-58803-113 
169-58803-115 
169-58803-119 
169-58804 
169-58804- 3 
169-58804- 5 
169-58804- 7 
169-58804- 9 
169-58804- 11 
169-58804- 13 
169-58804- 15 
169-58804- 17 
169-58804- 19 
169-58804- 21 
169-58804- 23 
169-58804- 25 
169-58804- 27 
169-58804- 29 
169-58804- 31 
169-58804- 33 
169-58804- 35 
169-58804- 37 
169-58804- 39 
169-58804- 41 
169-58804- 43 
169-58804- 45 
169-58804- 47 
169-58804- 49 
169-58804- 51 
169-58804- 53 
169-58804- 55 
169-58804- 57 
169-58804-103 
169-58804-105 
169-58804-107 
169-58804-109 
169-58804-111 
169-58804-113 
169-58804-115 
169-58804-117 
169-58804-119 
169-58804-121 
169-58804-123 
169-58804-125 
169-58804-127 
169-58804-129 
169-58804-131 
169-58804-133 
169-58804-135 
169-58804-137 
169-58804-139 
169-58804-141 
169-58804-143 
169-58804-145 
169-58804-147 
169-58804-149 
169-58804-151 
169-58804-153 
169-58804-155 
169-58804-157 
169-58805 
169-58805- 3 
169-58805- 5 
169-58805- 7 
169-58805- 9 
169-58805- 11 
169-58805- 15 
169-58805- 17 
19 
23 
29 










169-58 805= 

169-58805- 

169-58805- 

169-58805- 33 
169-58805- 39 
169-58805- 41 
169-58805- 47 
169-58805- 51 
169-58805- 63 
169-58805-103 
169-58805-107 
169-58805-109 


558 


STOCK NUMBER . 
CLASS CODE PART NUMBER 








AN O1-60AABA-4 
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STOCK NUMBER 
PART NUMBER 










MICROFILM | 
NUMBER 


CLASS CODE 





































































































169-58805-111 2H-16 
169-58805-115 2H-16 
169-58805-117 2H-16 
169-58805-119 2H-16 


169-58805-123 
169-58805-129 


2H-16 
2H-16 























169-58805-133 : 2H716 
169-58805-139 2H-16 
169-58805-141 2H-16 
169-58805-147 2H-16 


169-58805-151 
169-58805-163 


2H-16 
2H-16 


169-58806 2H-17 
169-58806- 3 2H-17 
169-58806- 5 2H-17 
169-58806- 11 2H-717 


169-58806- 25 
169-58806- 39 


2Η51Τ 
2H-17 






















169-58806- 51 2H-17 
169-58806-103 | 2H-17 
169-58806-105 2H-17 
169-58806-111 2H-17 
169-58806-125 2H-17 
169-58806-139 2H-17 


169-58806-151 2H-17 























169-58807- 3 2H-18 
169-58807- 21 2H-18 
169-58807- 23 2H-16 
169-58807- 35 2H-18 


169-58807- 37 
169-58807- 39 
169-58807- 45 
169-58807- 49 
169-58807- 51 
169-58807- 53 
169-58807- 55 
169-58807-123 


2H-18 
2H-18 
2H-18 
2H-18 
2H-18 
2H-18 
2H-18 
2H-18 

















169-58807-135 2H-18 
169-58807-137 2H-13 
169-58807-139 2H-18 
169-58807-143 2H-18 


169-58807-145 
169-58807-149 


2H-18 
2H-18 

















169-58807-151 2H-18 
169-58807-153 2H-18 
169-58807-155 2H-18 
169-58808- 23 2H-19 
169-58808- 25 2H-19 
169-58808- 27 2H-19 


169-58808- 31 2H-19 






169-58808- 35 2H-19 
169-58808- :37 2H-19 
169-58808- 39 2H=19 
169-58808- 43 2H-19 


169-63149 
169-63224 
169-63230 
169-63230- 3 
169-63230- 5 
169-63365- 1. 
169-63365- 2 

7 

3 








2C-551 
2H=28 ' 
2H-28 
2H-28 















169-63507- 2N-103 


2H-39 













2H-53 
2H753 





169-63652- 
169-63652- 
169-71003 
169-71026 











169-71026- 






169-71026- 
169-71027 








169-71028 
169-71029 
169-71030 

169-71032 

169-71032- 
169-71032- 
169-71032- 
169-71032- 


























AXD-47 
AXD-47 
AXD-47 
AXD-47 
AXD-47 
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STOCK NUMBER 
CLASS CODE PART NUMBER 


169-71032- 13 AXD-47 169-73309 
169-71032-101 ὶ AXD-47 169-73336 
169-71032-103 AXD=47 169-73336- 
169-71032-105 : AXD-47 169-73336- 
169-71035 2N-120 169-73336- 
169-73337 AXC-15 
169-71035- 3 2N-120 169-73338 : AXD-49 
169-71035- 5 i 2N-120 169-73338- M AXD-49 
169-71035- 7 V 2N-120 169-73338- AXD-49 
169-71035- 9 M 2N-120 169-74113- 
|169-71035- 11 t 2N-120 169-74113- 
159-71035- 13 2N-120 169-74113- 
169-71935- N 2N-120 169-74113- 
169-71035- N 28-120 169-74115 . 
169-71035- 2N-120 
159-71038- 
R82HA 169-71029 
169-71039- 
169-71039- 
169-71039- 
169-71039- 
R16NA 169-71039- 
169-71048- 
169-71048- 
169-71048- 1697741157 
169-71050 28-511 169774117 2N-135 
169-71050- 2E-577 169-74117- 2N-135 
169-71051 2E-578 2N-135 
169-71052 à i 2E-579 2N-135 
169-71054 20-2 2N-135 
169-71060 25-581 169-74118- 
169-71061 20-3 169-74118- 
169-71062 4 2E-582 169-74118- 
169-71062- 2E-582 169-74118- 
169-71063 AXC-13 169-74118- 
169-71063- AXC-13 169-74119 
169-71063- AXC-13 169-74119- 2N-136 
169-71063- AXC-13 169-74119- 2Ν-126 
169-71063- AXC=13 169-74119- ν 2N-136 
169-71064 2N-124 169-74119- 2N-136 
169-71064- 2N-124 169-74119- 2N=136 
169-71064- 2N-124 169-74119- 2N-136 
169-71064- 2N-124 169-74119-100 2N-136 
169-71064- 2N-124 169-74120 
169-71064- 2N-124 169-74120- 
169-71064- 2N-124 169-74120- 
169-71064- 2N-124 169-74120- 
169-71065- E 169-710$5- 
169-71065- 
169-71065- 2N-138 
159-71065- 169-74122- . 2N-138 
159-71065- M 169-74122- 2N-138 
169-71065- 169-74122- 2N-138 
169-71065- mij 169-74122- 2N-138 
169-71065- 169-74122- 2N-138 
169-71065- 169-74122- 2N-138 
169-71065- : 169-74122- 2N-138 
169-71065- - 169-74126 
169-71065- 169-74126- 
169-71065- š 169-74126- 
159-71065- 169-74126- 
169-71065- 169-74131 
169-71065- 
169-71065- 169-74131- 
169-71065- 169-74131- 
169-71065- i 169-74133- 
169-71065- 169-74133- 
169-71065- 169-74134 
169-71065- 169-74134- 
169-71065- 169-74134- 
199-71065- 169-74134- 
169-71065- 169-74134- 
169-71065- 169-74135 2N-140 
169-71065-100 169-74135- 2N-140 
169-71066 * 2N-123 169-74135- 2N-140 
169-71066- 3 2N-123 | 69-174135- 2N-140 
169-71066- 5 H 2N-123 2N-140 
169-71066- 7 2N-123 2N-140 
169-71069 ii 169-74135- 2N-140 
169-71071 ΑΧΑ-404 169-74135- 2Ν-140 
169-71071- AXA-404 š 2N-140 
159-71071- AXA- 404 2N-140 
169-73 306 AXC-14 2N-140 
2N-140 





Φον) συ 


169-74115- 
169-74115- 
169-74115- 
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169-74138- 
169-74142 
169-74145 
169-89440 
169-89440- 
169-89449 
169-89456 
169-89456- 
169-89496 
169-89496- 
169-89501 
169-89501- 
169-89525 
169-89525- 
169-89624 
169-89641 
169-89673 
169-89675 
169-89676 
169-89676- 
169-89719 
169-942604 
169=942605 
169-942606 
169-953325 
169-954026 
169-954027 
171-58818- 
171-58818- 
172-54408 
172-54408- 
172-54408- 
172-58828- 
173-31310- 
173-31818 
173-58816- 
174-48195 
174-54343 
175-00001 
175-00002 
175-00003 
175-00004 
175-00010 
175-11014- 
175-11014- 
175-11014- 
175-11014- 
















175-11020- 
175-11020- 
175-11020- 
175-11020- 
175-11020- 
175-11021 
175-11021- 
175-11021- 
175-11022 
175-11022- 
175-11022- 
175-11023 
175-11024 
175-11025 





175-11026- 
175=11030- 
175-11030- 
175-11030- 
175-11030- 
175-110931 

175-11031- 
175-11031- 
175-11031- 
175-11034 

175-11034- 
175-11034- 
175-11034- 
175-11034- 
175-11044- 
175-11044- 
175-11044- 
175-11044- 
175-11044- 














960 


175-11026-. 





i STOCK NUMBER 
[CLASS CODE] PARTNUMBER — | 


169-74138- 10 


11 


10 


10 
10 


10 


10 


10 


175-11014-141 
175-11014-151 
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2 
3 
4 
5 


uu ww 


uw ου ο N P Ae 


O + ONN ων 











































TL r^ e PEPE OO Po 22 PE o EA EO N NE RH PP RHEE pr Re επ κ} ea κ} gea a A A Ον 


m 
m 

























PPN N fO I RR BO RH PR HPP PEPE 






ΑΝ O1-60AABA-4 


FIGURE |TOTAL 
9 0| AND INDEX | QTY. 
Μα| 76 1 





MICROFILM 
NUMBER 


2N=141 
2N-141 


CLASS CODE 


175-11052 
175-11052- 
175-11052- 
175-11052- 
175-11052- 
175-11054 









2H7149 
2H7149 

20-18 
2E-609 
2E-609 
















175-11064 

175-11064- 
175-11064- 
175-11064- 
175-11064- 
175-11064- 
175-11064- 
175-11065- 
175-11076 

175-11076- 
175-11076- 
175-11076- 
175-11076- 
175-11076- 
175-11089 

175-11089- 
175-11089- 
175-11089- 
175-11089- 
175-11089- 






AXC-17 
AXC-17 
2E-616 
2E-616 
AXC-22 















2E-628 
2E-629 
2E-629 












175-11099- 
175-11099- 
175-11099- 
μ75-11099- 
175-11099- 
175-11336 

175-11336- 


175-11336- 
175-11336- 
175-11336- 
175-11336- 
175-11336- 
175-11601 










175-11601- 


175-12203 
175-12203- 
175-12203- 

















XY-581 175-12203- 
XY-581 175-12203- 
ΧΥ-581 175-12407- 
XY-581 175-12407- 


XY-581 175-15009 







2H-168 
2H-168 175-15009- 
2H-168 175-15012 
XY-583 







175-15026- 
175-15026- 
175-15050- 
175-15050- 
175-15050- 
175-15050- 
175-20001 

175-21320 

175-21320- 
175-21320- 
175-21320- 
175-21320- 


ΧΥ-583 
ΧΥ-583 

XX71 
2E-641 














XY-584 
XY-584 
2P-14 
2P=14 
2Ρ-14 
2P-14 
AXH-110 
































1|AXH-110 175-21321- 
1|AXH-110 175-21321- 
1|AXH-110 175-21322 
1|AXH-111 175-21322- 
l1|AXH-111 |[175-21322- 
1|AXH-111 175-21322- 
1jAXH-111 175-21322- 
1|AXH-111 175-21322- 
1 2P-13 175-21322- 
1 2P-13 175-21322- 
1 2P-13 175-21322- 
1 2P-13 175-21322- 
2 2P-13 


STOCK NUMBER 
| PARTNUMBER | PARTNUMBER 


175-11336-- 
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FIGURE 
AND INDEX 

















2P-15 
2P-15 
2P-15 
2P-15 
2P-15 
ΧΧ-552 












NN P > 





M 












2P-16 
2P-16 
2P-16 
2P-16 
2P-16 
2P-16 
2P-16 
2E-642 
AXH-114 
AXH-114 
AXH-114 
AXH-114 
AXH-114 
AXH-114 
2P-17 
2P-17 
2P-17 
2P-17 
2P-17 
2P-17 
ΑΧΗ-117 
ΑΧΗ-117 
ΑΧΗ-117 
ΑΧΗ-117 
ΑΧΗ- 117 
ΑΧΗ” 117 
ΑΧΗ”- 117 
AXH-11T 
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AXD-51 








= 





AXD-51 








22 2E-646 
2E-646 
2E-646 
2E-646 
2Ε-646 
ΧΥ- 5686 
XY-586 
2E-647 
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38 : 

4| 2E-647 
4 4| 2E-648 
39 
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Section lll 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 2 FIGURE 
PART NUMBER 3 6| AND INDEX 


AN O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 



























[ PARTNUMBER | [ PARTNUMBER | CLASS CODE 












































































































πε 21322- 12 Mi 1 2P-22 175-23001- 39 1 2P-26 
175-21406 1| 2E-649 175-23001- 41 1 2P-26 
175-21406- 1| 2Ε-649 175-23001- 43 1 2P-26 
175-21406- 5 1| 2E-649 175-23001- 45 1 2P-26 
17595-21407 1| AXC-24 175-23001- 47 2 2P-26 
175-21407- 3 1| AXC-24 175-23001- 49 2 2P-26 
175-21407- 5 1| AXC-24 175-23001- 51 1 2P-26 
175-21407- 7 1l AxC-24 175-23001- 53 1 2P-26 
175-21408 : 1| AXC-25 175-23001- 55 1 2P-26 
175-21408- . 3 1| AXC-25 175-23002 1 ΙΑΧΝ-220 
175-21408- 5 1| AXC-25 
175-21420 1 2P-23 175-23002- 3 1 |ΑΧΝ-220 

R82NA 175-21420- 1 1 2P-23 175-23002- 4 1 [AXN-220 

R82HA 175-21420- 2 1| 2P-23 175-23002- 5 1 |AXN-220 
175-21420- 3 1 2P-23 175-23002- 7 2 |AXN-220 
175-21420- 4 i| 2P-23 175-23002- 8 1 

R82NA 175-21425- 1 1| 2H-170 175-23002- 9 1 

R82NA 175-21425= 2 i| 2H-170 175-23002- 11 2 
175-21425- 3 1| 2H-170 175-23002- 13 1 
175-21425- 4 xi iL επ-ῖτο 175-23002- 15 1 
175-22012 1 2P-24 175-23002- 17 M1 1 [AXN-220 
175-22012- 1 M1 1 2P-24 175-23002- 19 M1 1 [AXN=220 
175-22012- 2 M1 1 2P-24 175-23002- 21 M1 1 [AXN-220 
175-22012- 3 M1 1 2Ρ-24]. 175-23002- 23 M1 1 [AXN=220 
175-22012- 4 M1 1 2P-24 175-23002- 25 M1 1 |AXN-220 
175-22012- 5 M1 2 2P-24 175-23002- 27 M1 1 [AXN-220 
175-22012- 7 M1 1 2P-24 175-23002- 29 M1 1 |AXN-220 
175-22012- 8 M1 1 2P-24 175-23002- 31 - M1 1 ΙΑΧΝ- 220 
175-22012- 9 M1 1 2P-24 175-23002- 33 ` M1 1 ΙΑΧΝ- 220 
175-22012- 10 M1 1 2P-24 175-23002- 35 M1 1 |AXN-220 
175-22012- 11 M1 1 2P-24 175-23002- 37 M1 1 |AXN-220 
175-22012- 13 M1 1 2P-24 175-23002- 39 M1 1 |AXN-220 
175-22016 š 1 2P-25 175-23002- 41 M1 1 |AXN-220 
175-22016- 1 M1 1 2P-25 175-23003 M1 |139 - 37 1 2P-27 
175-22016- 2 M1 1 2P-25 140 
175-22016- 3 Μι 1 20-25 175-23003- 3 M1 1 2P-27 
175-22016- 4 Μι 1 2P-25 175-23003- 4 M1 1 2P=27 
175-22016- 5 M1 1 2P-25 175-23003- 5 M1 1} 2P-27 
175-22016- 6 M1 1 2P-25 175-23003- 6 M1 1 2P-27 
175-22016- 7 M1 1 2P-25 175-23003- 7 M1 1 2P-27 
175-22016- 11 M1 1 2P-25 175-23003- 8 M1 1 2P-27 
175-22301- 1 M1 1) 2H-171 175-23003- 9 M1 1 2P-27 
175-22301- 2 M1 1| 2H-171 175-23003- 10 M1 1 2P-27 
175-22302 M1| 55 - 41 2| ΧΧ-557]. 175-23003- 11 M1 1 2P-21 
175-22302- 1 M1 1| XX-557 175-23003- 12 M1 1 2P-27 
175-22302- 2 M1 - 1| XX-557 175-23003- 13 M1 1 2P-27 
175-22302- 3 M1 2| XX-557 175-23003- 15 M1 2 2P-27 
175-22302- 5 M1 4| XX-557 175-23003- 16 M1 1 2P-27 
175-22302- 7 M 2| XX-557 175-23003- 17 M1 1 2P-27 
175-22303 M1] 55 - 35 2| 2H-172 175-23003- 19 M1 1 2P-27 
175-22303- 3 M1 2| 2H-172 i : 175-23003- 21 M1 1 2P-27 
175-22303- 5 M1 2| 2H-172 175-23003- 22 . M1 1| 2P-27. 
175-22303- 10 ΜΙ! 56 = 44 2| 2H-172 175-23003- 23 M1 | 1 2P-27 
175-22340- 1 M1 1 . 175-23003- 24 μι - 41 2P-27 
175-22340- 2 M1 1 ` 175-23003- 25 M1 1 2P-27 
175-22428 M 4| 28-650 175-23003- 26 M1 1 2P-27 
175-22430 M1 2 ΧΧ-2 175-23003- 27 M1 1 2P-27 
175-22430- 10 M1 1 ΧΧ-2 175-23003- 28 M1 1 2Ρ-27 
175-22431 M1 2| 2£-651 175-23003- 29 M1 1 2P-27 
175-22431- 10 M1 11 2E-651 175-23003- 30 M1 1 2P-21 
175-23001 xi| 60 1 2P-26 175-23003- 31 Μι 2 2P-27 
175-23001- 3 Mi 1 2P-26 175-23003- 32 M1 21 2P-27 
175-23001- 5 M1 1 2P-26 175-23003- 33 M1 2 2P-27 
175-23001- 7 M1 1 2P-26 175-23003- 34 M1 2 2P-27 
175-23001- 9 M1 1 2P-26 175-23003- 35 M1 1 2P-27 
175-23001- 10 Μι 1 2P-26 175-23003- 36 M1 1 2P-27 
175-23001- 11 M1 1 2P-26 175-23003- 37 M1 1 2P-27 
175-23001- 12 M1 1 2P-26 . 175-23003- 38 M1 1 2P-27. 
175-23001- 13 M1 1 2P=26 175-23003- 39 M1 1 2P-27 
175-23001- 14 M1 1 2P-26 175-23003- 40 M1 1 2P-27 
175-23001- 15 M1 1 2P-26 175-23003- 541 . M1 1| 2P-27 
175-23001- 17 M1 1 2P-26 175-23003- 42 M1 1 2P-27. 
175-23001- 19 M1 1| 2P-26 175-23002- 43 M1 1 2P-21 
175-23001- 20 M1 1 2P-26 175-23003- 44 M1 1 2P-27 
175-23001- 21 - M1 1 2P-26 175223003- 45 M1 1 2P-27 
175-23001- 23 M1 1 2P-26 175-23003- 46 M1 £ 2P-2T7 
175-23001- 26 M1 1 2P-26 175-23003- 47 M1 1 2P-27 
175-23001- 27 M1 1 2P-26| 175-23003- 48 M1 1 2P-27 
175-23001- 29 M1 1 2P-26 175-23003- 49 M1 2 2P-27 
175-23001- 30 M1 1 2P-26 175-23003- 50 M1 2 2P-27 
175-23001- 32 Mi 1 2P-26|| 175-23003- 51 M1 1 2P-27 
175-23001- 33 M1 2 2P-26 175-23003- 52 M1 1 2P-27 
175-23001- 35 M1 2 2P-26 175-23003- 53 M1 1 2P=27 
175-23001- 37 M1 1 2P-26 175-23003- 55 M1 1}. 2P-27 
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175-23003- 
175-23026 

175-23026- 
175-23026- 
175-23026- 
175-23026- 
175-23031 

175-23031- 
175-23031- 
175-23031- 
175-23031- 
175-23031- 
175-23041 

175-23052 - 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23061 

175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23068 

175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23078 

175-23078- 
175-23089 

175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23097 

175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23104 

175-23104- 
175-23104- 
175-23104- 
175-23104= 
175-23106 

175-23108 

175-23108- 
175-23108- 
175-23114 

175-23114- 
175-23114- 
175-23114- 
175-23115 

175-23115- 
175-23115- 
175-23115- 
175-23115- 
175-23115- 
175-23121 

175-23121- 
175-23121- 
175-23123 

175-23123- 
175-23123- 
175-23127 
175-23130 
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175-23130- 
175723131 









AXH-127 
ΑΧΗ-128 
AXH-128 
AXH-128 
AXH-128 
ΑΧΗ-128 
ΑΧΗ-128 
ΑΧΝ-221 
ΑΧΗ-130 
AXH-130 
ΑΧΗ- 120 
ΑΧΗ- 130 
ΑΧΗ-130 
ΑΧΗ-130 
AXH-130 
AXH-1309 
AXH-130 
AXH-130 
ΑΧΗ-130 
2P-28 


175-25164 
175-23164- 
175-23184- 
115-23164- 
175-23165 
175-23165- 
175-23165- 
175-23165= 
175-23165- 
:|175-23165- 
175-23165- 
175-23165- 
175-23171 
175-23174 
175-23175 
175-23176 
175-23176- 
175-23176- 
175-23183 
175-23183- 
175-23183- 
175-23183- 
175-23183- 


















































175-23183- 
175-23184 

175-23184- 
175-23184- 
175-23184- 
175-23185- 





175-23302- 
175-23302- 
175-23302- 
175-23302- 
175-23302- 
_|175-23303 
175-23303- 
175-23303- 
175-23303- 
175-23303- 







































175-23303- 


175-23304- 
175-23304- 
175-23305 

175-23306 

175-23307 

175-23308 

175-23308- 
175-23308- 
175-23309 

175-23311 

175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
172-23311- 
175-23311- 
175-25311- 
175-23311- 
175-23311- 
175-23312 

175-23312- 
175-23312- 
175-23313 

175-23313- 
4175-23314 

175-23314- 
175-23314- 
175-23314- 
175-23314- 





























ΧΥ-591 
ΧΥ-591 
AXH-138 
AXH-138 
AXH-138 
ΑΧΗ-138 
2Ρ-32 
pesa 
2P-32 
2P=32 
2P-32 
2P-32 
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60 - 26 


60 - 28 
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1 
1 
1 
1 
1 
1 
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1 
1 
1 
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1 
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1 
1 
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1 
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1 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
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NUMBER 


AXH-141 















































































AXH-143, 
AXH=143 
AXH-144 
AXH-145 
AXH-145 
AXH-146 
ΑΧΗ-146 
AXH-146 
AXH=146 
2P-33 
2P-33 
2P-33 
2P-35 
2P-33 
2P-33 
2P-33 
2P-33 


ΑΧΗ-148 
XY-594 
2P-34 
2P-34 
2P-34 
AXH-150 
AXH-150 
AXH-150 
AXH-150 
AXH=150 
AXH-150 
AXH-150 
AXH-150 
20-35 
20-35 
2P-35 
2P-35 
AXH-150 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
ΑΧΗ-153 
ΑΧΗ-153 
ΑΧΗ-153 
AXH-7153 
ΑΧΗ-153 
AXH-153 
AXH-153 
AXH-153 
2P-36 
2P-36 
2P-36 
XY-595 
AXH-155 
XY-596 
XY-597 
XY-597 
XY-597 
XY-598 
2P=37 
2P=37 
2P-37 
2P=37 
2P-37 
2P-37 
2P-37 
2P-37 
2P-3T 
2P-37 
2P-37 
XY-599 
XY-599 


XY-600 
XY-600 
2P-38 
2P-38 
2P-38 
2P-38- 
2P-38 
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175-23315 1| 60 - 2H-174| |ΒΒΖΝΑ 175-23403 1| 2H-180 
175-23315- 3 2H-174 1] 2H-180 
175-23315- 5 2H-174 1 | 2H-181 
175-23316 AXH-158 1f 2H-181 
175-23316- 3 ΑΧΗ-158 175-23409 1| 2H-182 
175-23316- 4 AXH-158 175-23409- 3 1| 2H-182 
175-23316- 5 AXH-158 175-23416 1 XX-563 
175-23316- 6 AXH-158 175-23418 1| xY-620 
175-23317 XY-602 175-23418- 3 1| XY-620 
175-23317- 3 XY-602 175-23418- 5 1| XY-620 
175-23318 XY-603 175-23418- 7 1| XY-620 
175-23319 2E-652 175-23420 1| XX-564 
175-23320 AXD-420 175-23422' + |AXA-406 
175-23320- 3 AXD-420 175-23423: 60 — 46 4 Xx-6 
175-23320- 5 ΑΧΟ- 420 175-23424 ` 4| ΧΧ-565 
175-23320- 7 AXD-420 175-24002 175-24002-10 
175-23320- 9 AXD-420 175-24002- 3 1 2P-42 
175-23320- 11 AXD-420 175-24002- 5 1 2P-42 
175-23320- 13 AXD-420 175-24002- 7 1 2P-42 
175-23321 M1 1]AXH-159 1/1>5=2400Z= 7 mi M 29-2423 
175-23321- 3 Mi 1] AXH~159 175-24002- 11 M1 1 2P-42 
175-23321- 5 Ml 1|ΑΧΗ-159 175-24002- 13 M1 1 2P-42 
175-23321- 7 M1 1|AXH-159 175-24002- 15 M1 1 2P-42 
175-23321- 9 M1| 1|AXH-159 175-24002- 17 M1 1 2P-42 
175-23321- 11 M1 1lAXH-159 175-24002- 19 M1 1 2P-42 
175-23321- 13 Μι | 1|AXH=159 175-24002- 21 M1 1 2P-42 
175-23323 M1 1| 2H-175 175-24002- 23 M1 i| 2P-42 
175-23324 M1 1| 2H-176 175-24002- 25 M1 1 2P-42 
175-23324- 3 M1 1| 2H-176 175-24002- 27 M1 1 2P-42 
175-23324- 5 M1 1| 2H-176 175-24002- 29 M1 1 2P-42 
175-23325 M1 1| 25-39 175-24002- 31 M1 1| 2P-42 
175-23325- 3 M1 1|] 2P-39 175-24002- 33 Mi 1] 2P-42 
175-23325- 5 M1 1 2P-39 175-24002- 35 Μι 9 2P-42 
175-23325- 7 M1 1| 2P-39 175-24002-. 37 M1 59| 2P-42 
175-23325- 9 M1 1 2P-39 175-24002- 39 M1 36 2P-42 
175-23327- 1 Mil 67 - 41 1| XY-606 175-24002- 41 Μι 1 2P-42 
175-23327- 2 M1| 67 1| XY-606 175-24002- 43 M1 13 2P-42 
175-23327- 3 M1 1| XY-606 175-24002- 45 M1 1 2P-42 
175-23327- 4 M1 1| XY-606 175-24002- 47 M1 1 2P-42 
175-23327- 5 Μ1 1| XY-606 175-24002- 49 M1 1 2P-42 
175-23328 M1| 67 - 43 1| 2H-177 175-24002- 51 M1 4 2P-42 
175-23328- 3 M1 1} 2H-177||R82NA 175-24002-100 P1| 52 6 2P-42 
175-23330 M1 1 2P-40 61 
175-23330- 3 M1 1 2P-40 175-24002-109 M1, 1 2P-42 
175-23330- 5 M1 1 25-40! |R82NA 175-24003: t Plt 52 ~ 33 1 2P-43 
175-23330- 7 M1 1 2P-40 š ` : 3 163 E AN 
175-23330- 9 Ml i| 2P-40 175-24003- 3 M1 1 2P-43 
175-23330- 11 141 1 2P-40 175-24003- 4 M1 1 2P-43 
175-23330- 13 M1 1 2P-40 175-24003- 5 M1 1 2P-43 
175-23330- 15 Ml 1 2P-40 175-24003- 7 Mi 1 2P-43 
175-23330- 17 M1 1 2P-40 175-24003- 9 M1 1 2P-43 
175-23330- 19 M1 1 2P-40 175-24003- 11 M1 1 2P=43 
175-23330- 21 M1 1 2P-40 175-24003- 13 M1 1 2P-43 
175-23330- 23 M1 1 2P-40 175-24003- 15 Mi 1 2P-43 
175-23330- 24 M1|- 1 2P-40 175-24003- 16 M1 1 2P-43 
175-23330- 25 M1 2 2P-40 175-24003- 17 M1 2 2P-43 
175-23330- 27 M1 1 2P-40 175-24003- 18 M1 2 2P-43 
175-23330- 29 M1 1 2P-40 175-24003- 19 M1 1 2P-43 
175-23330- 33 1 2P-40 175-24003- 20 M1 1 2P-43 
175-23330- 55 1 2P-40 175-24003- 21 Mi 1 2P-43 
175-23331= 1 M1 1| XY-608 175-24003- 23 Μι 1 2P-43 
175-23331- 2 M1 1| XY-608 175-24003- 25 M1 1 2P-43 
175-23332- 1 M1 1 175-24003- 27 M1| 63 — 68 1 2P-43 
175-23332- 2 M1 1 175-24029 Μι] 61 1 2P-44 
175-23333 m1| 60 - 32 1| XX-561 175-24029- 3 M1 1 2P-44 
175-23340 M1 1| XY-614 175-24029- 5 M1 2 2P-44 
175-23341 M1 1| XY-615 175-24034 M1 1 2P-45 
175-23344 1|A0X-421 175-24038 Mi 1 2P-46 
175-23344- 3 M1 1|lADX-421 175-24043 M1 1 2P-47 
175-23344- 5 M1 1|A0X-421 175-24048 M1 1| 2P-48 
175-23345 M1 2 XX=4 175-24048- 3 M1 1 2P-48 
175-23347 M11140 - 26 i ΧΧ-5 175-24048- 5 M1 1 2P-48. 
175-23348- 3 M1 45} 2Ε-653 175-24053 M1 1 2P-49 
175-23348- 5 Μι 2| 2E-653 175-24058 M1 1 2P-50 
175-23348- 6 ` M1 2| 2E-653 175-24064 M1 1 2P-51 
175-23349 1|AXH-162 175-24064- 3 M1 1| 2P-51 
175-23349- 1 M1 1|AXH-162 175-24064- 5 M1 1| 2P-51 
175-23349- 2 M1 l|AXH-162 175-24064- 7 M1 1 2P-51 
175-23350 1|AXH-163 175-24064- 9 Mi 1 2P-51 
175-23350- 1 M1 1|AXH-163 175-24064- 10 Mi 1 2P-51 
Sens 175-23350- 2 N1 1|AXH-163 175-24069 ab. ` 1]: 2P-52 
R82NA 175-23401 P1|140 - 21 i 2P-41 175-24069- 10 Mi 1 2P-52 
R82NA 175-23402 p1|140 - 30 1| 2H-179 175-24074 M1 1 ¡AXH-176 
175-23402- 3 x 11 2H-179 175-24080 M1 1 [AXH-177 
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175-24085 


|175-24085- 3 
175-24085- 5 
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2E-660 
2E-661 
























































































(175-26325 
175-24326 














































































































175-24090 175-24326- 3. 2E-661 
175-24096 AXJ=1 175-24327 2H-184 
175-24099 AXJ=2 175-24227- 3 2H-184 
175-24100 AXJ-3 175-24328 X2-15 
175-24105 ΧΧ-566 175-24329 X2-16 
175-24108 XY=622 175-24330 XZ-17 
175-24109 XY-623 175724331 AXC-21 
175-24114 ΧΥ- 624 175-24332 xz-18 
175-24119 XY-625 175-24333 XX-5175 
175-24125 XY-626 175-24333- 2 XX-575 
175-24130 . XY-627 175724234 ΧΧ-576 
175-24132 

175-24135 | XY-628 

175-24140 ΧΥ-629 

175-24145 1757-24336 

175-24150 175-24336- 3 

175-24155 175-24401 XX-577 
175-24159 175-24402 48 2E-662 
175-24160 175-24403 12 ΧΧ-578 
175-24165 175-24404 27 2E-663 
175-24169 175-24405 

175-24175 175-24406 

175724179 175-24406- 3 


175-24407 
175-24408 
175-24408- 3 
175-24409 
175-24410 
175-24410- 3 
175-24411 
175-24412 
175-24412- 3 


175-24179- 3 
175-24179- 5 
175-24183 
175-24301 
175-24301- 3 
175-24301- 5 
175-24301- 11 
175-24301- 13 
175-24302 











































































































































































































175-24302- 3 175-24413 
175-24302- 7 175-24415 
175-24302- 9 175-24416 
175-24302- 13 175-24417 
175-24302- 15 175-24417- 3 
175-24303 175724418 
175-24304 175-24419 
175-24305 175-24420 
175-24422 
175-24305- 3 175-24424 
175-24305- 5 175-24427 
175-24305- 7 175-24427- 3 
175-24305- 9 175724428 AXC-34 
175-24305- 11 175-24428- 3 AXC-34 
175-24306 175724429 2E-665 
175-24308- 3- 2H-183 175724530 AXC-35 
175-24308- 5 2H-183 175-24430- 3 AXC-35 
175-24309 175724431 AXC-36 
175-24309- 23 175-24432 2E-666 
175-24309- 5 175-24309 175-24432- 3 2E-666 
|175-24309- 7 1 175-24433 xx-a 
175-24309- 39 1 175-24435 25-667 
175-24310 1 175-24435- 3 2E-667 
175-24311 1 175-24435 2E-668 
175-24311- 3 1 175-24436- 3 2E~668 
175-24311- 5 1 175-24437 XX-588 
1757224312 ΠΠ 175-24438 XX-589 
175-24312- 23 1 175724439 XX-590 
175-24312- 5 1 175-24440 ΧΧ-591 
175-24313 1 175-724441 ΧΧ-592 
175-24315 1| xx-569 175-24442 2E-669 
175-24316 il xz-12 175-24443 2Ε-670 
175-24316- 3 i| ΧΖ-12 175-24444 XX-9 
175-24316- 5 1| xz-12 175-24445 2D-42 
175-24317 1] 2Ε-655 175-24501 2P-60 
175-24317- 3 1| 2Ε-655 175-24501- 3 2P-60 
175-24318 1] 26-656 175-24501- 5 2P-60 
175-24318- 3 1| 2E-656 175724501- 7 2P-60 
175-24318- 5 i| 2£-656 175-24501- 9 2P-60 
175-24319 1| 26-657 175-24501- 11 2P-60 
175-24319- 3 1| 2Ε-657 175-24501- 13 2P-60 
175-24320 1| 2E-658 175-24502 XX-595 
175-24320- 3 1] 2E-658 175724503 X2-24 
175-24321 2| Xx-572 175-24504 ΧΖ-25 
175-24322 1| AXC-29 175-24505 XZ-26 
175-24322- 3 1| Axc-29 175724506 ΧΖ-27 
175-24322- 5 1| Αχς-29 175-24507 XX-10 
175-24324 nr 175-24519 a 
= - = ΧΖ-2 
175-24324 1| 2E-559 1725254820 (m 
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17524520- 












































































3 
175-24520- 5 175-31003- 6 1 2P-67 
R82NA 175-25004- 1 175-31003- 7 1] 2P-67 
R82NA 175-25004- 2 1 175-31003- 8 1| 2P-67 
175-25004- 3 1 175-31003- 9 2| 2P-67 
175-25004- 4 1 175-31003- 11 1 2P-67 
175-25004- 5 1 175-31003- 12 i| 2P-67 
175-25004- 6 1 175-31004 i| 2Ρ-68 
175-25004- 7 1 
175-25004- 8 1 175-31004- 3 il 2P-68 
175-25004- 9 1 175-31004- 5 i| 2Ρ-68 
175-25004- 10 1 175-31004- 7 i| 2P-68 
175-25004- 11 1 175-31004- 9 1 2P-68 
175-25004- 12 1 175-31004- 11 i| 2P-68 
175-25004- 13 1 175-31004- 13 1| 2P-68 
175-25004- 14 1 175-31005 1| AXJ-26 
175-25004- 15 1 175-31005- 1 1| AxJ-26 
175-25004- 16 1 
, 175-25005 1 175-31005- 1] AxJ-26 
RB2NA lí»-e3008- i Pil 52 - 52 i n-£2 
R82NA [175-25005- 2 P1| 52 i| 2P-63 175-31005- 3 M1 1| AXJ-26 
175-25005= 3 x1 l| 2P-63 175-31005- 4 M1 1| AXJ-26 
175-25005- 4 xi i| 2P-63 175-31005- 5 M 1| AXJ-26 
175-25005- 5 M 1| 2P-63 175-31005- 6 M - 1| AXJ-26 
175-25005- 6 4 1 2P-63 R82NA 175-31006 Pll21- 7 1| AXJ-27 
RB2NA 175-25006- 1 Pil 52 = so] ` 2ἱ 2-64 127 
R82NA 175-25006- 2 Ρ1] 52 1| 2P-64 175-31006- 3 M1 1| AXJ-27 
175-25006- 3 xi 1| 2P-64 175-31006- 5 M 1| AXJ-27 
175-25006- 4 χι 1 2P-64 175-21007 * 67- 1| REF 2P-69 
175-25006- 6 M1 1| 2P-64 70 
175-25006- 8 M1 1 2P-64| |R82NA 175-31007- 3 P1| 70 = 1 1 2P-69 
175-25006- 9 M1 1| 2P-64 175-31007- 5 Ml 1| 2P-69 
175-25006- 10 M1 αἱ 2P-64 175-31007- 7 M1 i| 2P-69 
175-25007 1] AXN=224 175-31007- 9 M1 1| 2P-69 
175-25007- 1 Mil 52 - 53 2| AXN-224 175-31007- 11 M1 1| 2P-69 
175-25007- 2 mij 52 1|AXN-224 175-31007- 13 M1 1| 2P-69 
175-25007- 11 M1 1| AXN=224 175-31007- 15 M1 1| 2P-69 
175-25007- 12 μι 1|AXN-224 175-31007- 17 M1 1| 2P-69 
175-25008- 1 i] 52 - 49 1|AXN-225 175-31007- 18. Μι 1} 2P-69 
175-25008- 2 Mi| 52 1lAXN-225 175-31007- 19 M1} 70 - 53 4 2P-69 
175-25008- 11 1) AXN-225 175-31007- 21 M1 1 2P-69 
175-25008- 12 1l AXN-225 175-31007- 23 M1 1 2P-69 
175-25011- 1 M1 1| 2H-187 . [175-31007- 25 M 1| 2P-69 
175-25011- 2 M1 1| 2H-187 175-31007- 27 M 1| 2P-69 
175-25012- 1 M1 1| 2H-188 175-31007- 29 M 2| 2P-69 
175-25012- 2 Μι 1| 2H-188 175-31007- 31 Μ i| 2P-69 
175-25012- 3 Mi 1| 2H-188 175-31007- 32 M 1| 2P-69 
175-25012- 4 M1 1] 2H-188 175-31007- 33 M 2 2P-69 
175-25013- 2 141 1| ΧΖ-31 175-31007- 35 M 1| 2P-69 
175-25014- 1 M1] 52 = 48 1| 2H-189 175-31007- 37 M 1| 2P-69 
175-25014- 2 μα] 52 1| 2H-189 175-31007- 39 M 1 2P-69 
175-25014- 3 M1 1| 20-189 175-31007- 40 M 1 2P-69 
175-25014- 4 Mi i| 298-189 175-31007- 41 M 1| 2P-69 
175-25015 i| 2Ρ-65 175-31007- 43 M1 1] 2P-69 
R82NA 175-25015- 1 P1 1| 2P-65 175-31007- 45 Ml 1| 2P-69 
R82NA 175-25015- 2 P1 αἱ 2P-65 175-31007- 47 M1 1| 2P-69 
175-25015- 5 141 1] 2-65 175-31007- 49 M1 1| 2P-69 
175-25015- 6 M1 1 2P-65 175-31007- 50 M1 1 2P-69 
175-25015- 7 M1 1 2P-65| |R82NA 175-31008 P1j]132 - 1 2 2P-70 
175-25015- 8 M1 i| 2P-65 134 
175-25015- 9 Ml i| 2P-65 175-31008- 3 M1 2| 2P-TO 
175-25015- 10 M1 1 2P-65 175-21008- 5 M1 2 2P-70 
175-25015- 11 M1 i| 2P-65 175-31008- 7 M1 2| 2P-70 
175-25015- 12 M1 i| 2P-65 175-31008- 9 Μι 2| 2P-70 
175-25015- 13 M1 2 2P-65 175-31008- 11 M1 2 2P-70 
175-25069 1 175-31008- 13 Ml 2 2P-70 
RB2NA 175-31001 * | 66 REF| 2Ρ-66 175-31008- 15 Ml 2| 2P-70 
66 - 49 1 XP-71 175-31008- 17 M1 2 2P-70 
175-310010- 3 1 xP-71 175-31008- 19 M1 2 2P-70 
175-310010- 5 2| xP-71 175-31008- 21 M1 2| 2Ρ-70 
175-310011 1 175-31008- 22 M1 2 2P-70 
175-319011- 3 1 175-31008- 23 M1 2 2P-70 
175-310012 1 175-31008- 24 M1 2 2P-70 
175-310013 1 175-31008- 25 Ml 10 2P-70 
175-310014 132 - 35 2| - ° 175-31008- 28 M1 2 2P-70 
R82NA 175-31002 * |111 - 40] REF] AXJ-23 175-31008- 29 M1 2| 2P-70 
119 175-31008- 30 M1 2] 2P-70 
175-31003 1 2Ρ-67 175-31008- 31 M1 2 2P-70 
RB2NA 175-31003- 1 P1|119 - 10 1| 2P-67 175-31008- 32 M1 2| 2P-70 
124 175-31008- 33 M1 2| 2P-70 
R82NA 175-31003- 2 Ρ1}119 i| 2Ρ-67 175-31008- 35 M1 20| 2P-70 
124 175-31008- 37 M1 2| 2P-70 
175-31003- 3 M1 2 2P-67 175-31008- 39 μι 2 2P-7T0 
175-31003- 5 M1 1] 2P-67 175-31008- 41 Mi 2 2P-10 
175-31008- 42 M1 2| 2P-70 
965 
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175-31008- 
175-31008- 
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175-31008- 
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175-21008- 
175-31008- 
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175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-21008- 
175-21008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
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175-31008- 
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175-31008- 
175-31008- 
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175-31008-100 
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175-31008-104 
175-31008-105 
175-31008-106 
175-31008-107 
175-31008-109 
175-31008-111 
175-31008-112 
175-31008-113 
175-31008-114 
175-31008-115 
175-31008-116 
175-21008-117 
175-31008-119 
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175-31008-152 
175-31008-201 
175-31009 
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AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
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AXJ-29 
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AXJ-29 
AXJ=29 
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AXJ-29 
AXJ-29 
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AXJ-29 
AXJ-29 


AXJ-29. 


AXJ-29 
AXJ=29 
AXJ-29 
AXJ-29 
2P-71 
2P-71 


2P-71 


28-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-672 
2E-672 

XX-30 
AXC-38 
AXC-38 
2E-673 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
AXJ-31 
AXJ-31 
AXJ-231 
AXJ-32 


2H-191 
2H-191 


2H-191 
2H-191 
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STOCK NUMBER 23 
CLASS CODE PART NUMBER δῦ 
175-310109- M1 2 E 
R82NA  |175-31011- 1 2 eae : ας 
R82NA 175-31011- 1 2 175-310128- i| 29-74 
175-310110 2| xx-621 115-310128- i| 20-74 
175-310110- 8| XX-621 175-310129 2| xx-34 
175-310110- 2 ΧΧ-621 175-31013 2 2U-94 
175-310110- 2 XX-621 175-31013- 1 2U-94 
175-310110- 3| XX-621 175-310130- 1| xx-627 
175-310110- 1| xx-621 175-310130- 1| xx-627 
175-310110- i| ΧΧ-621 175-310130- 1] ΧΧ-627 
175-310111 1j 2H-192 175-310130- 1| Xx-627 
1757310111- 1| 2H-192 175-310131 1| xx-628 
175-310112 7| XX-622 175-310131- 1| ΧΧ-628 
175-310113- 1| 2Ε-6Τ4 175-310132 2| AXC-40 
175-310113- 5| 2E-674 175-310132- 2 | AXC-40 
175-310133 1| 2P-75 
175-310113- i| ΧΧ-623 175-310134- 1 1| XZ-61 
175-310113- 5| ΧΧ-623 175-310134- 2 1| x2-61 
175-310114 1| XX-624 175-310134- 3 n 1 XZ2-61 
i75-310114- 3 Mi i| xX-£25 175°3i0134- à H 1| Xx2-81 
175-310114- 5 M1 1| ΧΧ-624 175-310134- 5 M 1| XZ-61 
175-310114- 7 M i| xx-624 175-310135 M1 2 |AXA-409 
175-310115 * [111 = 41] REF] AXJ-33| Ing2NA 175-310136 Pij 66 - 3 1 | AXJ-40 
175-310115- 3 Ml 1| AXJ-33 175-310136- 2 xi 1| AXJ-40 
175-310115- 4 M1 1| AXJ2-33 175-310136- 5 X1 1| AXJ-40 
175-310115- 5 MI 1| AXJ-33 175-310136- 7 M 1f AXJ-40 
175-310115- 6 M1 | AXJ-33 175-310136- 9 X1 1 AXJ=40 | 
175-310115- 7 Ml 2| ^XJ-33| |582νψΑ 175-310137 ` pil 66 - 1 1| AXJ-41 
175-310115- 9 Ἀ1}111 - 44 i| AXJ-33 175-310137- 5 Xi 1| AXJ-41 
175-310115- 10 M1|111 1| AXJ-33 175-310137- 7 X1 1| AXJ-41 
175-310115- 11 M1 1| AXJ-33 175-210137- 9 X1 1| AXJ-41 
'175-310115- 13 M1 1 AXJ-733 175-310137- 11 X1 1 AXJ=41 
175-310115- 15 M1 1| AXJ-33 175-3101327- 13 χι 1l AXJ-41 
175-310115- 17 M1 1| AXJ-33 175-310137- 15 xi 1| AXJ-41 
175-310115- 18 M1 1| AXJ-33 175-310137- 17 X1 1| AXJ-41 
175-310115- 19 M1 1| AXJ-33 175-310137- 19 χι 1| AXJ=41 
175-310115- 20 M1 1| AXJ-33 175-310137- 21 x1 1] AXJ-41 
175-310115- 21 M1 1| AXJ-33 175-310137- 23 X1 1| AXJ-41 
175-310115- 23 M1 1| AXJ~33) |Ra2NA 175-310138 A|88- 1 1| AXJ-42 
175-319115- 25 M1 1| AXJ-33 89 
R82NA* 175-310115-101 P1 1| AXJ-33 175-310138- 3 M1 1l AXJ-42 
R82NA 175-310115-102 P1 i| AXJ-33 175-310138- 4 Ml 1] AXJ-42 
175-310116 Mi]131 - 1|' 1] AXJ-34 175-310138- 5 M1 i] AXJ-42 
175-310116- 3 M1 1| AXJ-34 175-310138- 7 M1 1| AXJ-42 
175-310116- 5 M1 l| AXJ-34 175-310138- 8 M1 1| AXJ-42 
175-310116- 7 ΜΙ l| AX2224 175-310138- 9 M1 1| AXJ-42 
175-310116- 9 M 1131 - 6 1| AXJ-34 175-310138- 11 M1 1| AXJ-42 
175-310117- 1 M1/121 2| 2E-675 175-310138- 12 M1 1| AXJ-42 
175-310117- 2 M1|121 2| 2Ε-675 175-310138- 13 M1 1] AXJ-42 
175-310117- 3 M11121 - 3 2| 2£-675 175-310138- 15 M1 1 AXJ-742 
175-310117- 4 Mili21- 4 2| 2E-675 175-310138- 16 Ml 1| AXJ-42 
1757310118 M1 1 175-310138- 17 M1 1| AxJ-42 
175-310118- 3 M1 1 175-310138- 19 M1 1| AXJ-42 
175-310119 P1 1| 2P-72 175-310138- 21 M1 1| AXJ-42 
175-310119- 1 M1 1| 2P-72 175-310138- 23 M1 1| AxJ-42 
175-310119- 2 M1 1| 2P-72 175-310138- 25 M1 1| AXJ-42 
R82NA 175-21012 P1| 134 2| AXD-52 175-310138- 26 M1 1] AXJ=42 
X1|111 - 42 l| AXJ=36 175-310138- 27 1| AxJ-42 
175-=310121 1| 2P-73||R82NA 175-310138-101 M1 1| AXJ-42 
175-310121- 1 M1|130 - 40 1| 2P-73||R82NA 175-310138-201 Ρ1 | 88 1] AxJ-42 
175-310121- 2 M1|130 - 41 1| 2P-73 175-310139 * REF | AXJ-43 
175-210121- 3 M1 1| 2P-73 175-310139- 3 M1 1] AXJ-43 
175-310121- 5 M1 i| 2P-73 175-310139- 4 M1 1l AXJ-43 
175-310121- 7 M |130 - 42 4 2P-73 175-310139- 5 M1 1| AXJ-43 
175-310121- 9 i 130 - 43 2 2P-73 175-310139- 7 M1 2| AxJ-43 
175-310121- 11 M1 2 2P-73 175-210139- 9 Mi 1l AXJ-43 
-|175-310122 1] AXC-39 175-310139- 11 M1 1 | AXJ-43 
175-310122- 3 M1 2| AXC-39 175-310139- 12 Mi 1} AXJ-43 
175-310122- 4 Μι 2| AXC-39 175-310139- 13 M1 11 AXJ-43 
175-310122- 5 M1 2| AXC-39 175-310139- 14 M1 1| AXJ-43 
175-310122- 6 M1 2| AXC-39 175-310139- 15 M1 2| AxJ-43 
175-310123- 3 M1|i22 - 33 οἱ xz-s9 175-310139- 17 Mi 1| AxJ-43 
175-310123- 4 M11122 - 34 2 ΧΖ-59 175-310139- 19 M1 1| AXJ-43 
175-310123- 5 M1|122 - 35 2 ΧΖ-59 175-310139- 21 M1 1| AXJ-43 
175-310123- 6 M1|122 - 36 2| xz-s9 175-310139- 23 M1 11 AXJ-43 
175-310124- 1 M1 1| ΧΖ-60 175-310139- 25 M1 1| AXJ-43 
175-310124- 2 Mi 1 ΧΖ-60! |R82NA 175-31014 Pili34 - 12 2 
175-310124- 3 M1 i| xz-60| * REF | AXJ-44 
175-310124- 4 M1 1| xz-60 175-310140- 3 Ml 1] AXJ-45 
175-310125- 3 M1 4 ΧΧ-32 175-310140- 4 M1 1| AXJ-44 
175-310125- 5 M1 i2] ΧΧ-32 a 175-310140- 5 M1 2| AXJ-44 
175-310125- 7 M1 : 4| xx-32 175-310140- 7 Mi 1| AxJ-44 
R82NA 175-310126 P |119 - 71] 29] ΧΧ-626 f 175-310140- 8 M1 1] AXJ-44 
121 =- 23 175-310140- 9 ο |M1 1| AXJ-44 
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175-310146- 
175-310146- 
175-310146- 
175-310147 
175-310147- 
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175-310148 
175-310149 
175-31015- 
175-31015- 
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AXA-411 






NUMBER 
2P-80 
2P-80 
2P-80 
2P-80 
‘AXJ-50 
AXJ-50 
AXJ-50 
ΧΖ-62 
ΧΧ-35 
2H-193 
2H-193 
2H-193 
2H-193 
2H-193 
2bE-676 
2E-676 
20-43 
2D-44 
20-45 
XX-39 
XX-40 
XX-741 
XX-42 
XX-630 
XX~630 
XX-630 
2E-677 
2E-677 
ΧΧ-596 




































XX-596 
AXC-41 
AXD-53 
AXD-53 
AXD-53 
XX-632 
XX-632 
XX-632 
XX=632 
ΧΧ- 632 
XX=632 
ΧΧ-632 
XX-632 
2E-678 
XX~634 
ΧΧ-634 
ΧΧ-θ24 

































XZ=63 
ΧΖ-63 
ΧΖ-63 
XX-44 
2D-46 
AXC-42 
ΧΧ-597 
ΧΧ-597 
XX-597 
XX-597 
XX-597 
XX=597 
AXC-43 

20-47 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2Η-194 
2Η-194 
2H-194 
2P-81 
2P-81 
2P-81 
2P-81 
2P-81 
2P-81 
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| cLAss CODE | 





175-319173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310175- 
175-310175- 
1115 -310175- 
175-310175- 
`|175-310175- 
175-310176- 
175-310176- 
175-310177 

175-310178 

175-310179 

175-310179- 
175-31018- 





R82NA 


R82NA 


175-31018- 
175-310180 
175-310180- 
175-310181- 
175-310181- 
"|175-31C181- 
.|175-310181- 
175-310182- 
175-310182- 
175-310183 
175-310183- 
175-310184- 
175-310184- 
175-310185- 
175-310185- 
175-310185- 
175-310185- 
175-310186 
175-310187 
175-310187- 
175-310188- 
175-310188- 
175-310189- 
175-310189- 
175-31019 
175-312199- 
175-310190- 
175-310191 
175-310192 
175-310192- 
175-310192- 
175-310193 
175-310194 
175-310194- 
175-310194- 
175-3101947 
175-310195 
175-310196 
175-310196- 
175-310196- 
175-310197 
175-310198 
175-310198- 
175-310198- 
175-310198- 
175-310198- 
175-310199 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 


R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


RB2NA 
R82NA 
R82NA 
R82NA 
RB2NA 
R82NA 
R82NÀ 
R82NA 
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133 


124 
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116 
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R82NA 


Xx-636| R82NA 


XX-636 
X2-66 
XZ-66 
ΧΖ-66 
ΧΖ-66 

2Η-195 

2Η-195 

AXD-54 

AXD-54 
ΧΖ-69 
ΧΖ-69 
ΧΖ-70 
ΧΖ-10 
Xz-70 
XZ=70 

XX-631 
xz-71| 
Xz-T1l| 

2H-196 

2Η-196 
ΧΖ-73 
X2-73 
2E~679 

XX-638 

XX-638 
XX-49 

XX-639 

ΧΧ-639 

XX-639 
XX-50 
XZ-15 
X2-74 
X2-74 
XZ-74 
XX-51 

2H-197 

2H-197 
2H-197 
XX-52 
ΧΖ-Τ6 
ΧΖ-76 
ΧΖ-Τ6 
ΧΖ-76 
Xz-76 
xx-53 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
XZ-34| 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34| R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


ΑΝ O1-60AABA-4 ` 


STOCK NUMBER 
CLASS CO! PART NUMBER 


175-310200- 
175-310200- 
175-310201- 
175-310201- 


175-310202- 
175-310202- 
175-310203 

175-310204- 
175-310204- 
175-310205 

175-310206- 
175-310206- 
175-310207- 
175-310208 

175-310208- 
175-310208- 


175-310208- * 


175-310209- 
1715-310205- 
175-310209- 
175-310209- 
175-310209- 
175-310209- 
175-310209- 
175-31021- 
175-31021- 
175-31021- 
175-31021- 
175-310210 
175-310211 
175-310211- 
175-310212- 
175-310212- 
175-310212- 
175-310212- 
175-210213 
175-310213- 


175-310213- : 


175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310215 

175-310215- 


175-310215- 


175-310215- 
175-310215- 
175-310215- 
175-310215- 


175-310215-- 


175-310215- 
175-310216 
175-310217 
175-310217- 
175-310217- 
175-210217- 
175-210217- 
175-310218 
175-310218- 
175-310218- 
175-310218- 
175-310218- 
175-310218- 
175-310219 
175-310219- 
175-310219- 
175-31022 
175-31022- 
175-310220 
175-310220- 
175-310221 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310222 
175-310222- 
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87 
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111 


111 


111 
111 
70 
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Contractor Parts 


TOTAL 
ary. 


2P-82 
2P-82 
XX-54 
XX=54 













2E-680 
2E-680 
AXJ=52 
Xz-11 
Xz-11 
X2-78 
xz-79 
xz-79 
XX-55 
XX-641 
XX-641 
ΧΧ- 641 
XX-641 
ΧΖ-80 
χ7-80 
ΧΖ-80᾽ 
ΧΖ-80 
ΧΖ-80 
X2-80 
XZ=80 
2H-198 
2H-198 
2H-198 
2H-198 
XX-642 
XX-56 
XX-56 
XX-643 
XX-643 
XX-643 
ΧΧ-643 
Xz-81 
xz-81 
X2-81 
X2-82 
X2-82 
X2-82 
X2-82 
X2-82 
ΧΖ-82 
AXJ=53 
AXJ-53 
















AXJ=53 


AXJ=53 
AXJ=53 
AXJ-=53 
AXJ=53 
AXJ=53 
AXJ=53 
AXJ=54 
2P-83 
2P-83 
2P-83 
2P-83 
2P-83 
2U-95 
20-95 
20-95 
20-95 
2U-95 
2U-95 
AXD-424 
AXD-424 
AXD-424 
XX-13 
ΧΧ-13 


AXJ=56 
AXJ=56 
AXJ=56 
AXJ=56 
AXJ=56 
AXJ-56 
AXJ=56 
AXJ=57 
AXJ-57 | 


969 





Section [88 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 





CLASS CODE , PART NUMBER 


R82NA 175-310222- 
175-310222- 
175-310222- 9 
175-310222- 11 
175-310222- 13 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310223 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310224- 
175-310224- 
175-310225 
175-310226- 
175-310226- 
175-310227 
175-310228 
175-310229 
2175-31023 
175-31023- 
175-310230 
175-310231 
175-310232 
175-310232- 
175-310233 


175-310235 
175-310235- 
175-310236. 
175-310236- 
175-310236- 
175-310236- 
175-310237 
175-310237- 
175-310237- 
175-310238- 
175-310238- 
175-210238- 
175-310238- 
175-310239- 
175-310239- 
175-310239- 
175-310239- 
175-310239- 
175-31024 
175-31024- 
175-31024- 
175-310240 
175-310240- 
175-310240- 
175-310240- 
175-310240- 
175-310240- 
.[175-310241 
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175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310242 

175-310243 

175-310244 

175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310246 


970 
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AXJ-57 
AXJ=57 R82NA 


AXJ=57 
AXJI=57 
AXJ=57 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ=57 
AXJ=57 
AXJ-58 
AXJ-58 
AXJ-58 
AXJ-58 
AXJ-58 
AXJ-=58 
AXJ=58 
AXJ-58 
XX-7644 
XX-644 
XX-645 
XX76456 
XX-646 
XX-647 
AXJ=59 
XX-648 
XX-14 

XX-14 
XX-649 
XX-650 
XX-651 
'"XX-651 
- 2P=84 


ΧΧ- 57 


2H-199 
2H-199 
ΧΖ-86 
X2-86 
X2-86]|. 
X2-86 
X2-86 
2E-681 
2E-681 
2E-681 
2U-96 
2U-96 
2U-96 
2U-96 
2U-96 
2U-96 
AXC-44 


AXC=44 
AXC-44 
AXC- 44 
AXC-44 


175-310247 

175-310247- 
175-310247- 
175-310247- 
175-310247- 
175-310248 

175-310249 

175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 


]175-310249- 


175-310249- 


175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175310249- 
175-310249- 
175-31025 
175-31025- 
175-310250- 
175-310250- 
175-310251 
175-310252- 


|175-310252- 


175-310252- 
175-310252- 
175-310252- 


175-310252- 


175-310253 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310254 
175-310255 
175-310256 
175-310257 
175-310258 
175-31026 


175-310261 
175-310262 
175-310263 
175-310264 
175-310265- 
175-310265- 
175-310265- 
175-310265- 
175-310266- 
175-310266- 
175-310267- 
175-310267- 
175-3231027- 
175-31027- 
175-310276 
175-310276- 
175-310276- 
1757310277 
175-310278 
175-310280 
175-310281 
175-310282 
175-310283 
175-310284 
175-310285 
175-310286 
175-310287 
1757310288 
175-310289 


m 
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ΧΖ-89 
X2-89 
X2-89 
Xz-89 
X2-89 


2P-90 
25-90 
25-90 
25-90 
25-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2Ρ-90 
20-90 
20-90 
2P-90 
2P-90 
2P-90 
2P-90 
XX-15 
ΧΧ-15 
ΧΧ-61 
XX-61 
ΧΧ- 624 
X2-90 
ΧΖ-90 
X2-90 
XZ-90 
x2-90 
ΧΖ-90 
AXJ-62 
AXJ-62 
AXJ=62 
AXJ=62 
AXJ=62 
AXJ=62 
AXJ-62 
AXJ-62 
AXJ=62 
XX-655 


XX-656 
AXC-45 


XX-16 


AXC-46 
ΧΧ-659 
XX-660 


2E-683 
2Ε-683 
2E-683 
2E-683 


ha 


2P-91 

2P-91 

25-91 
2Ε-684 
AXC=48 
AXC=49 
AXD=55 
AXD-56 
AXD=-57 
AXD-58 
AXD-59 
AXC-50 
AXC=51 
AXC-52 
2E-685 
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š FIGURE . |TOTAL | MICROFILM 85] FIGURE | TOTAL) MICROFILM 
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acon NUMBER 
PART NUMBER 


STOCK NUMBER 


PART NUMBER 
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CLASS CODE 















































































-- 310289- 3 m i| 2E-685 - " 
175-310289- 5 1| 2E-685 175-31043- 3 ¿| 26- ΗΕ 
175-31029 1| xz-36 1492310834. ὁ Seeds 
175-210291 EOS 175-31043- 7 2| 2E-689 
175-319292 2| 26-686 τ, i ᾽ “55249 
PI n i 175-31045 4| xx-18 
175-310293- 3 1 175~31046 4 
175-310293- 5 1 175-31046- 3 4 
175-210293- 7 1 175-31046- 5 4 
175-310294 2 175-31047 8 | 2H-206 
175-310295 2 175-31047- 3 8 | 2H-206 
| 175-310295- 3 1 175-31048 4| AXC-58 
R82NA 175-310296- 1 4 175-31049 2 20-50 
R82NA 175-310296- 2 4 175-31050 4| Xx-19 
175-310297- 1 2 175-31050- 3 4| XX-19 
175-310297- 2 2 175-31050- 5 4| XX219 
1757310298 1| 2Ε-687 175731052 -45| 4| XZz-45 
175-310299 1| 2E-688 175-31052- 3 - 48 4| XZ-45 
RIINA 17521020 4| 2H-201 JA 17R=21052 127 - 33 11 xx-602 
175-31030- 3 x1 2| 2H-201 175-31054 Mi|ig7 - 30| 1|.2E-690 
175-31030- 5 xi 2| 2H-201 175-31055 Ml|127 - 31 1| xx-20 
175-31030- 7 x1 1| 287201 175-21056 Mi|127 = 32| 1] XX-21 
175-310300 89 . 1| 2H-202 132 - 36 
175-310301 mi] 89 - 44 1| AXC-57 175-31057 Ail? - 12 1] xx-605 
175731031 1| AXJ-64 175-31058 ; 127 - 11 1 JAXA-413 
175-31031- 3 Hl 1| AXJ=64 175-31058- 2 71 - 31 1 |AXA-413 
175-31031- 5 Ml 1| AXJ-64!|R82NA 175-31058- 3 P | 89 - 52 6 ΙΑΧΑ- 413 
175-31031- 7 M1 1| AXJ-64 1192 26 
175-31031- 9 M1 1 AXJ-64 126 - 16 
175-31021- 11 M1 1| AXJ-64| |Rg2NA 175-31058- 5 P 2 |AXA-413 
175-31031- 13 Ml 1| AXJ-64 175-31059 Μι] 5a . 14 | Axc-59 
175-31031- 15 M1 1 AXJ-64 175-31060 1 AXJ-68 
115-31031- 17 M1 1] AXJ-64 175-31060- 1 x1|128 - i| 1] AXJ-68 
175-31032 M1|131 - 47 2 X2-38 175-31060- 2 x1]128 1 AXJ-68 
175-31032- 3 M1 2| X2-38||R82NA 175-31061- 1 Pp |70- 3 1| XX-606 
175-31032- 5 Ml 2| ΧΖ-38| |R82NA 175-31061- 2 P | το 1| xx-606 
175-31033 M1 1| 2H-203 175-31062 1| AXJ-69 
175-31033- 23 M1 1| 2H-203| [Rg2NA 175-31062- 1 P1|123 = 12 8| AXJ-69 |. 
175-31033- 5 M1 1| 2H-203 128 
1757310337 6 Ml 1| 2H-203|Rg2NA  |175-31062- 2 P1 |123 1| AXJ-69 
175-21033- 7 M1 1 τν τος 128 
175-31034 M1|131 - 15 1| AXJ- N 5 P 0- 9 2 20-51 
175-31034- 3 M1 1| Axg=es||R828A ος. 3 Ml d 2| 20-51 
175-31034- 5 M1 1| AxJ-65 175-31064 Mi|70 -11| 2] 20-52 
1757310347 7 M1 Ly) ANS 175-31064- 3 Mi] 2| 20-52 
175-31034- 9 M 131 - 25 2 AXJ-65 175-31065 M 70 - 17 4 XX-25 
175-31034- 11 M [131 = 24) Σι AXJ-55 IRaana 175-31066 M1| 70 - 37 1| 2£-691 
175-31035 ql 2P-76 175-31066- 3 M1 1| 2Ε-691 
175-31035- 1 m1|130 = 47 i| 2P-76 175-31067 1| 2P-86 
175-31035- 2 mi|130 - 4e| 1| 2P-76|| > 175-31067- 1 x1l124 - 1 i| 2P-86 
175-31035- 3 Hioc 1| 20-16 175-31067- 2 Χ1 [124 1| 2P-86 
175-31035- 4 Ml 1| 2P-76 175721068 xilh25 - 1] 1| 2P-87 
175-31025- 5 Mi 2| 2P-76 175-31069 Χα 121 - 1 1| 2P-88 
175-31035- 7 M1 2 2P-76 175-31070 1 2P-89 
175-31035- 8 M1 2) 2P-76 175-31070- 1 x1|l126 - 1] 1] 2P-89 
175-21035- 9 M 2| 2P-76 175-31070- 2 Χ1 126 1| 2P-89 
175-31035- 11 M1 2) 2P-76 175-31071- 1 MI 1| xx-608 
175-31035- 13 M 1190 - 49 4| 2P-76 175-31071- 2 M1 1| xx-608 
175-31035- 15 M |130 - 50 2| .2P-76 175-31071- 3 μι 1| Xx-608 
175-31035- 17 M |130 = 51 2 2P-76 175-31071- 4 M1 1| XX-608 
175-31035- 19 M 2| 2P-76 175-31072- 1 M1 1| XX-609 
175-31035- 21 M 2| 2P-76 175-31072- 2 M1 1| xx-609 
175-31036 1| AXJ-67 175-31072- 3 M1 1 | ΧΧ-609 
R82HA 175-31036- 1 P1|133 - 12 2| AXJ-67 175-31072- 4 M1 1| xx-609 
R82NAÀ 175-31036- 2 P1|133 2 AXJ=67 175-31073- 1 M11121 - 34 2 2H-207 
175-31037- 1 A 1123” 1 1| 2H-204 175-31073- 2 Μα 121 - 35 2| 2H-207 
175-31037- 2 A |133 1| 2H-204 175-31074- 1 M1 4| 2H-208 
175-31037- 3 X1|133 - 2 i| 2H-204 175-31074- 2 M1 4 | 2H-208 
175-31037- 4 A 1133 1| 2H720^||RgaNA 175-31075- 1 Ml|ii9 = 13| 4| 2H-209 
119 24058 P |132 - 12) 8| 2Ρ-85|1562ψΝΑ — |175-31075- 2 M1 1119 4| 2H-209 
175-31038- 3 Ml 8| 2P-85||R82NA 175-31076- 1 M1 4| xz-49 
175-31038- 4 M1 8| 2P-85||R82NA 175-31076- 2 M1 .4| Xxz-49 
RB2NA 175-31038- 10 P |132 12|  2P-85| R82NA 175-31077- 1 Mili9 - 62] '2| 2H-210 
R82NA 175-31039- 1 P1|i33 - 13 2| 2H-205| |n82NA 175-31077- 2 Μα {119 - 63 2| 2H-210 
R82NA 175-31039- 2 P1|133 2| 2H-205 175-31078- 1 M11119 4} 2€-692 
R82NA 175-31040 P1|132 - 19 4| AXD-61 115-31078- 2 Ml 119 al 2E-692 
175-31040- 5 X11132 - 20 4| AXD-61 175-31078- 2 μι|119- 7 al 2E-692 
175-31040- 7 M1 4| AXD-61 175-31078- 4 M1 [119 4| 2E-692 
175-31041- 3 M1|132 - 30 2 x2-43 175-31079- 1 Ml 2 XX-511 
175-31041- 5 M1| 132 - 42 2| xz-43 115-31079- 2 MI 2] xx-611 
175-3190941- 7 Μι 4 XZ2-53 175-31079- 2 M1 2| xx-611 
RB2NA 175-31042 Ρ1133 - 3 4| XX-600 175-31079- 4 M1 2| xx-611 
R82NA 175-21043- 1 P |133 - 32 2| 2E-689 175-31080 Pi 1 
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175-31080- 3 2 175-31101- 23 1 
175-31080- 5 1 175-31i01- 25 1 
175-31081- 3 1| xx-26 175-31101- 27 3 
175-31981- ^4 i| XX-26 175-31101- 29 1 
175-31082 l|AXA-414 175-31101- 31 1 
175-31082- 3 1|AXA-414 175-31101- 32 1 
175-31082- 4 l|AXA-414 175-31101- 35 1 
175-31083 1j XX-612 175-31101- 37 2 
175-31083- 5 1| XX-612 175-31101- 39 1 
175-31084 1| &X-27 175-31101- 41 4 
175-31C84- 3 1| xx-27 175-31101- 42 4 
175-31085 1 175-31101- 43 4 
175-31085- 3 1 175-31101- 45 4 
175-31086- 1 1| 2E-693 175-31101- 47 4 
175-21086- 2 1| 2E-G93 175-31101- 46 4 
175-31087- 1 1| xx-615 175-31101- 49 2 
175-31087- 2 1| XX-615 175-31101- 5C 2 
175-31087- 3 1| XX-615 175-31101- 51 8 
175-31087- 4 1| Xx-615 :|[175-31101- 53 2 
175-31088 2| 2E-694 2 
175-31088- 3 1| 2E-694 175-31101- 1 
R82NA 175-31089- 1 1 175-31101- 59 1 
RB2NA 175-31089- 2 1 175-31101- 61 1 
175-31089- 3 1 175-31101- 63 1 
175-31089- 4 1 175-31101- 65 1 
R82HA 175-31090 2| xz-5i 175-31101- 67 1 
R82NA 175-31091- 1 1 ΧΖ-52 175-31101- 68 1 
R82NA 175-31091- 2 1| xz-52 175-31101- 69 1 
R82NA 175-31092- 1 1| 2H-211 175-31101- 73 1 
R82NA 175-31092- 2 1| 2H-211 175-31101- 74 1 
175-31092- 3 1| 2H-211 175-31101- 75 1 
175-31092- 4 1| 28-211 175-31101- 76 1 
175-31093- 9 2 175-31101- 77 1 
175-31093- 11 2 175-31102 : 1 
175-31093- 13 2 
175-31094 1 175-31102- 3 1 
175-31094- 3 1 175-31102- 4 1 
175-31094- 5 1 175-31102- 5 1 
175-31094- 7 1 175-31102- 6 1 
175-31094- 9 1 175-31102- 7 1 
175-31094- 11 1 175-31102- 8 1 
175-31094- 13 1 175-31102- 9 2 
175-31094- 15 1| 175-31102- 11 2 
175-31095 2| xx-28 175-31102- 123 4 
175-31095- 3 2| Xx-28 175-31102- 15 4 
175-31096- 3 4| Xx-29 175-31102- 17 2 
175-31096- 5 6| xx-29 4 
175-31097- 3 2| 2E-695 175-31102- 4 
175-31097- 4 2| 2E-695 175-31102- 23 2 
175-31097- 5 2| 2E-695 175-31102- 25 2 
175-31097- 6 2| 2E-695 175-31102- 27 2 
175-31097- 7 2| 2E-695 175-31102- 29 1 
175-31097- 8 2| 2Ε-695 175-31102- 31 1 
175-31097- 9 2| 2E-695 175-31102- 33 1 
175-31097- 10 2| 2E-695 175-31102- 35 1 
175-31098- 5 2| XX-618 175-31102- 37 1 
175-31098- 5 8| XX-618 175-31102- 38 1 
175-31098- 7 2| XX-618 175-31102- 39 1 
175-31098- 9 8| XX-618 175-31102- 40 1 
175-31099 1 175-31102- 42 1 
175-31099- 3 1 175-31103- 1 1 
175-31099- 5 1 175-31103- 2 1 
175-31099- 7 1 175-31103- 3 1 
175-31099- 9 1 175-31103- 5 1 
175-31099- 11 1 175-31103- 7 22 
175-31099- 13 1 175-31103- 9 2 
175-31099- 15 1 175-31103- 11 1 
175-31099- 17 1 175-31103- 13 1 
175-31101 1 175-31103- 15 1 
175-31103- 17 2 
175-31101- 3 1 175-31103- 18 1 
175-31191- 4 1 175-31103- 19 1 
175-31101- 5 2 175-31103- 21 1 
175-31101- 7 1 175-31103- 23 1 
175-31101- 9 2 175-31103- 24 1 
175-31101- 11 1 175-31103- 25 1 
175-31101- 12 1 175-31103- 27 1 
175-31101- 13 1 175-31103- 29 2 
175-31101- 15 1 175-31103- 31 4 
175-31101- 17 1 175-31103- 33 1 
175-31101- 18 1 175-31103- 41 4 
175-31101- 19 1 175-31104 1 
175-31101- 20 1 175-31104- 3 1 
175-31101- 1 175-31104- 5 1 
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175-31104- 7 M1 i| 2P=96 MERO πιο 
113=31104 9 1 1785-31107- 37 2| 2P-98 
175-31104- 10 1 175-31107- 39 2} 2Ρ-98 
175-31104- 11 1 175-31107- 41 1j 2P-98 
175-31104- 13 2 175-31107- 43 i| 2P-98 
175731104- 15 2 175-31107- 45 1| 2P-98 
175-31104- 17 2 [175-31107-. 46 i| 2P-98 
175731104- 19 i 175-31107- 47 1| 2P-98 
το s; : 175-31107- 49 2| 2Ρ-98 

E i 175-31107- 51 1| 2P-98 
175731104- 25 2 175-31107- 53 2| 2Ρ-98 
ΕΙ : 175-31107- 57 2| 2P-98 
175-21104— 23 2 175-31107- 59 2| 2P-98 
LAE M τσι i 175-31107- 61 2] 2P-98 
175-31104- 33 i 175-31107- 63 4| 2P-98 
175-31104- 35 1 175-31107- 65 2| 2P-98 
115 291105 1 175-31107- 67 2| 2P-98 
175-31105- 3 1 175-31107- 69 2| 2Ρ-93 
1492311037 5 l 1 175-231107- 71 1| 2P-98 
1757211037 $ 7 2 ii»-»1ioí- 73 Bil i| 28-58 
1757311057 7 i 1 175-31107- 75 M1 2| 2P-98 
175-31105- 8 M 1 175-31108 41 153 1 
175-31105- 9 a 1 175-31108- 3 M1 1 
175-31105- 10 M1 1 175-31108- 5 Μι 1 
175-31105- 11 M1 1 175-31108- 6 M1 1 
175-31105- 13 M1 1 175-31108- 1 M1 1 
175-31105- 15 M1 2 175-31108- 9 41 9 
175-31105= 17 ML 1 175-31108- 11 M1 1 
175731105- 19 Ml 2 175-31108- 13 M1 1 
175-31105- 21 M1 2 175-31108- 15 M 1 
175-31105- 23 M1 2 175-31108- 16 141 1 
175-31105- 25 M1 1 175-31108- 17 M1 1 
175-31105- 27 Ml 4 175-31108- 19 M1 12 
175-31105- 29 M1 4 175-31108- 21 ΜΙ 1 
175-31105- 31 M1 6 175-31108- 23 M1 zn 
175-31105- 35 M1 2 175-31108- 26 ML 1 
175-31105- 37 M1 1 175-31109 152 REF | 2P-99 
175-31105- 39 Μα]. 1 175-21109-201 1| 20-99 
175-31105- 41 M1 1 175-31110 153 - 18 1| AXJ-74 
175-31105- 45 ΜΙ 2 175-31110- 3 M1 1| AXJ=74 
175731105- 47 M1 2 175-31110- 9 M1 1| AXJ-T4 
1757311057 49 M1 1 115-31110- 23 M1 1| AXJ-74 
1732311037731 ae 1 175-311102 Ml 1| 2H-212 
175-731105- 53 Ml 1 175-311102- 3 Ml 1| 2H-212 
175-31105- 55 Ml 1 175-311102- 5 M1 1| 2H-212 
175-31105- 56 Bl 1 175-311102- 7 M1 1| 2H-212 
175-31105- 57 Ml 2 R82NA 175-311103 1| AXD-63 
175-31105- 59 M1 1 175~311104 μι 1| 2P-97 
115-31105- 61 M1 1 R82NA 175-311105 1| AXD-64 
175-31105- 63 M1 1 ° 175-311106- 1 M1 1 
175-31105- 65 M1 1 175-311106- 2 Μι 1 
1757311057 67 2 175-311106- 3 Mi 1 
175-31105- 69 141 2 175-311106- 4 M1 1 
175-31105- 71 M1 y 1 175-311106- 5 M1 1 
175-31105- 73 M1 1 175-311106- 6 M1 1 
175-31105- 75 2 175-311106- 11 M1 1 
1752311056 a) AXC=60 175-311106- 12 M1 1 
175-31106- 3 Mi 2| AXC-50 275-311107 1] axc-61 
175-31106- 5 Mi 7| AXc-60 175-311107- 1 M1 1| AXC-61 
175-31106- 7 M1 2| AXC-60 175-311107-* 2 MI 1| AXC-61 
175-31106- 9 M1 1| AXC-60 175-311108 M1 1 
175-31106- 11 MI 2] AxC-60 175-311108- 5 MI 1 
175-31106- 13 Ml 2| AXC-60 175-311108- 7 Ml 1 
175-31106- 17 Ml 1] AXC-60 175-311109 16 i| 2P-100 
175731107 Hl 1| 2P-38 175-311109- 3 M1 1| 2P-100 
175-31107- 3 M1 1 2P-98 175-311109- 5 M1 1] 2P-100 
175-31107- 4 M l| 25-98 175-211109- 7 M1 1| 2P-100 
115-31101- 5 ML 2| 2P-98 175-311109- 9 Μα 1| 2P-100 
175-31107- 7 Hl 4| 2P-98 175-211109- 11 1| 2P-100 
175-31107- 9 M1 2| 2P-58 175-311109- 13 1] zP-100 
175-31107- 10 M1 i| 2P-98 175-311109- 15 Ml 1| 2P-100 

ν 175-31107- 11 Hl 1 2P-98 175-311109- 17 1 2P-100 
175-31107- 13 MI 1| 2P-98 175-311103- 19 1| 2P-100 
175-311017- 15 M1 2 2P-98 175-311109- 21 1} 2P-100 
175-31107- 17 HI 2 2P-98 175-311109- 23 1 2P-100 
175731107- 19 M1 1| 20-38 175-311109- 25 Ml 1| 2P-100 
113973110721 MY l| 25-98 175-311109- 27 M1 1| 2P-100 
175-31107- 23 Hi 3| 20-58 175-311109- 29 141 1| 2P-100 
175-31107- 25 Hl i| 2P-S8 175-311109- 31 Ml 1| 2P-100 
175~31107~ 27 5l 2| 2P-$8 175-311109- 33 M1 1| 2P-100 
175-31107- 29 Ml 2| 2P-98 175-311109- 35 1| 2ρ-100 
175-31107- 31 141 i| 25-98 175-311109- 37 1| 2P-100 
175-31107- 33 m1 2 2Ρ--98 175-311109- 39 1 2P-100 
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175-311109- 1| 2Ρ-100 = š: P-103 
175-311109- 1| 2P-100 175-31115- ë 2 | 2P-103 
173-311109- 2| 2P-100 175-31115- 7 2 | 2P-103 
175-311109- 1| 2P=100 175-31115- 3 2| 2P-103 
175-311109- l| 2P-100 175-31115- 9 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 10 1] 2P-103 
175-311109- 1j 2P-100 175-31115- i1 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 12 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 13 2| 2P-103 
175-211109- 1 175-31115- 15 1| 2P-103 
175-311109- 1 175-31115- 16 1| 29-195 
175-311109- 1 175-31115- 17 1| 2P-103 
175-311109- 1 175-31115- 18 1| 2P-103 
175-311109- i 175-31117 REF | 2P-104 
175-311109- 1 175-31117- 3 1| 2P-104 
175-211109- E 175-31117- 5 1| 2P-104 
175-311109- 1 175-31118 1| 2P-105 
175-311109- € 1 175-31118- 3 1| 2P-105 
175-311109- 1 175-31118- 5 1| 2P-105 
175-311109- 1 175-31118- 7 1| 2P-105 
175-311109- l 175-3111383- 6 1| 2P-105 
175-311109-101 1 175-31118- 9 1| 2P-105 
175-311109-201 1 175-31118- 11 1| 2P-105 
175-31111 2 175-31118- 13 1| 2P-105 
i 175-31118- 15 1| 2P-105 
175-31118- 16 2| 2P-105 
175-311110- 1 175-31118- 17 1| 2P-105 
175-311110- 1 175-31118- 19 1| 2P-105 
175-311110- 1 175-31118- 21 1| 2P=105 
175-311110- 1 175-31118- 23 1| 2P-105 
175-311110- 1 175-31118- 25 1| 2P-105 
175-311110- 1 175-31118- 27 1| 2P-105 
175-311110- 1 175-31118- 29 1| 2P-105 
175-311110- i |175-31118- 31 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 33 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 35 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 39 1| 2P-105 
175-311110- 1] 2P-101 175-31118- 41 1| 29-105 
175-311110- 1| 29-101 175-31118- 43 2| 2P-105 
175-311110- 1| 2P-101 175-31118- 45 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 47 1| 2P-105 
175-311110- l| 25-101 175-51118- 49 1| 29-105 
175-311119- 1| 2P-101 175-21118- 51 1| 2P-105 
175-311110- 1} 2P-101 175-31118- 53 1| 20-105 
175-311110- i| 2P-101 175-311185 11 2P-106 
175-311119- 2| 2P-101 

175-311110- 2| 2P-101 175-311185- 3 1| 2P-106 
17573111107 2| 2P-101 175-311185- 4 1| 2P-106 
175-311110- 3| 2P-101 175-311185- 5 1| 2P-106 
175-311110- 3| 2P-101 175-311185- 6 1| 2P-106 
175-311110- 2| 2P-101 175-311185- 8 1 | 2P-106 
175-311110- 2| 2P-101 175-311185- 9 2| 2P-106 
175-311110- 4 175-311105- 11 4| 2P-106 
175-311110- 2 175-311185-101 1| 2P-106 
175-311110- 2 175-31119 1| 2P-107 
175-311110- 2 175-31119- 3 1| 2P-107 
175-311119- 3 175-31119- 5 1| 2P-107 
175-311119- 2 175-31119- 7 1] 2P-107 
105 2:IPi07 2 175-31119- 9 1| 2P-107 
175-311110- 3 175-31119- 37 1} 2P-107 
175-311110- i 175-31120 1 |AxN-228 
175-311110- 1 175-31120- 3 1 ΙΑΧΝ-228 
175-311110- 75 1 175-31120- 5 1|AXN-228 
175-311110-101 1 175-31120- 7 1 JAXN-228 
175-311110-201 1 175-31120- 9 1 |ΑΧΝ-228 
175-31120- 10 1 |AXN-228 

175-311111 Š 175-31120- 11 1 

1757311112- 2 175-31120- 12 1 

175-311112- 2 175-31120- 14 1 
175-311114 1 175-31120- 15 1 [AXN-228 
175-311115- 2 175-31120- 16 i|AXN-228 
175-311115- 2 175-31120- 17 1|AXN-228 
175-31112 1 175-31120- 18 1 |AXN-228 
175-31112- 1 175-31120- 19 1 JAXN~228 
175-31112- i 175-31120- 20 1 ΙΑΧΝ- 228 
175-31113 1 175-31120- 21 1 |AXN-228 
R82HA 175-31113- 1| 2P-102 175-31120- 23 1lAXN-228 
R82NA 2745-31113 i| 2P-102 175-31120- 25 1 |AXN-228 
175-31114 1| ΧΖ-92 175-31120- 26 1 |AXN-228 
175-31115 1| 2P-103 175-31120- 27 i |AXN-228 
175-31115- 1| 2P-103 175-31120- 25 1 JAXN~228 
175-31115- 1| 2P-103 175-31120- 31 1 JAXN=228 
175-31115- 1| 2P-103 175-31120- 32 1 |AXN-228 
175-31115- 1| 2P-103 2 1 JAXN-228 
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175-31120- 35 M1 1|Axh-228 175-31123= 37 1] 29-109 
175-31120- 37 1 175-31123- 38 1| 2P-109 
175-31120- 39 1 175-31124 REF | 2P-110 
175-31120- 41 1 175-31124- 3 1! 2P-110 
175-31120- 42 1 175-31124- 5 1| 2P-110 
175-31120- 43 1 175-31124- 7 1| 2P-110 
175-31120- 44 1 175-31124- 9 1| 2P-110 
175-31120- 45 1 175-31124- 10 1| 2P-110 
175-31120- 47 2 175-31124- 11 1| 2P-110 
175-31120- 49 2 175-31124- 12 1| 2P-110 
175-31120- 53 1 175-31124- 13 1| 2P-110 
175-31121 REF 175-31124- 14 1| 2P-110 
175-31121- 3 1 175-31124- 15 1| 2P-110 
1757311217 4 1 175-31124- 16 1| 25-110 
175-31121- 5 i 175-31124- 17 1f 2P-110 
1757311217 6 1 175-31124- 18 1| 2P-110 
175-31121- 7 1 175-31124- 19 1| 2P-110 
175-31121- 8 1 175-31124- 20 1| 2P-110 
175-31121- 9 h 1 175-31124- 21 I 1] ?P-110 
1757311217 19 Hl 1 175-31124- 23: Ml 1| 29-110 
175-31121- 11 Hl 1 175-31124- 25 Hl 1| 2P-110 
175-31121- 13 m 1 175-31124- 27 H1 2| 2P-110 
1757311217 14 Hl 1 175-31124- 31 M1 1| 2P-110 
175-31121- 15 Hl 1 175-31125- 1 HL 1| 2P-111 
175-31121- 16 Ml 1 175-31125- 2 ML 1| 2P-111 
175-31121- 17 Hl 1 175-31125- 3 Ml 1| 2P-111 
175-31121- 18 Hl 1 175-31125- 4 42 1| 22-111 
1757311217 19 Mh l 175-31125- 5 Μ1 1| 2P-111 
1757311217 21 Ml 1 175-31125- 6 Hl 2| 20-111 
Ile es "1 1 175-31125- 9 Ml 1| 2P-111 
175-31121- 25 MI 1 175-31125- 11 M1 1| 2P-111 
1757311217 26 Hl 1 175-31125- 13 1 1| 2P-111 
175-31121- 27 MI 1 175-31125- 15 HL “2 2P-111 
175-31121- 28 M1 1 175-31125- 17 m1 1| 2P-111 
175-31122 Ml 1| 2P-108 175-31125- 19 M1 1| 2P-111 
175-31122- 3 M1 1| 2P-108 175-31125- 21 Ml 1| 25-111 
175-31122- 4 141 1| 2P-109 175-31126 1 AXE-2 
175-31122- 5 Hl 1| 2P-108 175-31126- 1 Ml 1| AXE-2 
175-731122- 6 141 1| 2P-108 175-31126- 2 M1 1 AXE-2 
175-31122- 7 141 1| 2P-108 175-31127 M1 1 2U-97 
175-31122- 8 Hl 1| 2P-106 175-31127- 1 ] 1 2U-97 
175311227 3 Μ1 1| 2P-108 A 175-31127- 2 1 2u-97 
175-31122- 10 M1 1| 2P-108 175-31127- 3 Mi 1 2U-97 
175931122 11 M1 1| 2P-108 175-31127- 5 M1 1 2U-97 
175-31122- 12 MI 1| 2P-106 175-31127- 7 M1 1 2U-97 
175-31122- 13 Ml 1| 2P-108 175-31128 M1 1 2U-98 
175-31122- 14 151 1 2P-108 175-31128- 3 M1 1 2U-98 
175-31122- 15 “1 1| 2P-108 175-31128- 5 M1 1 2U-98' 
175-31122- 16 md 1| 28-108 175-31128- 7 Ml 1| 2U-98 
175-31122- 17 MI 1| 2P-108 1735-31130 1| 2P-112 
175-21122- 18 M1 i] 2P-108 175-31130- 1 xi 1| 2P-112 
175-31122- 19 Hi 1| 29-108 175-31130- 2 X1 1| 2P-112 
175-31122- 20 N” 1| 2P-108 175-31130- 5 M1 1| 2P-112 
175-31122- 21 M1 1| 2P-108 175-31130- 4 M1 1| 2P-112 
175-31122- 22 El 1| 2P-108 175-31130- 5 M1 1| 2P-112 
175-31123 * 1116 REF| 2P-109 175-31130- 6 M1 1] 2P-112 
175-31123- 3 M1 1| 2P-109 175-31130- 7 Hl 1| 2P-112 
175-31123- 5 M1 1| 2P-109 175-31130- 8 M1 1| 2P-112 
175-31123- 7 " 1| 2P-109 175-31130- 9 M1 i] 2P-112 
175-31123- 9 n 1| 2P-109 175-31130- 10 M1 1| 2P-112 
175-31123- 19 m1 1| 2P-109 175-31130- 11 M1 1| 2P-112 
175-31123- 11 Ml 1| 2P-109 175-31130- 12 M1 11 2P-112 
175-31123- 13 Bl 1] 25-109 175-31130- 13 M1 1| 2P-112 
175-31122- 14 Hl 1| 2P-109 175-31130- 14 M1 1| 2P-112 
175-31123- 15 Mi l| 2P-109 175-31130- 15 Ml 1| 20-112 
175-31123- 16 Hl 1| 25-108 175-31130- 16 Ml 1| 29-112 
1757311237 17 M1 l| 2P-109 175-31130- 17 Ml 1] 2P-112 
175-31123- 18 Hl 1| 25-109 175-31130- 18 M1 1| 2P-112 
175-31123- 19 Ml 1| 2P-109 175-31131- 1 MI i| 2H-213 
175-31123- 20 Ml 1| 2P-109 175-31131- 2 HI il 2H-213 
175-31123- 21 ΕΠ 1| 2P-109 175-31131- 3 Ma 1] 2H-213 
UM ine a NE MI Id 175-31131- 4 Ml 1| 28-213 
175-31123- 23 H 1| 2F-109] Ipgana 175-31132 P1 1| xz-94 
175-31123- 24 Ml 1| 2P-109 175-31132- 2 xi i| xz-94 
175-31123- 25 M1 i| 2P-109 175-31132- 5 M1 1 XZ-94 
175-31123- 26 vil 1| 2P-105 175-31133 1 ΙΑΧΝ-229 
175-31123- 27 m1 1| 2P-109 175-31133- 1 M1 1lAXN-229 
175-21123- 28 Hl 1| 2P-109 175-31133- 2 Ml 1 |AXN-229 
175-31123- 29 Μι 2| 2Ρ-109 175-31133- 3 M1 1 ΙΑΧΝ- 229 
175-31123- 31 Hl 1| 2P-109 175-31133- 4 M1 1|AXN-229 
175-31123- 32 M1 1| 2P-109 175-31133- 5 M1 2 |AXN-229 
175-31123- 35 2| 29-109 175-31133- 7 141 1 |AXN-229 
175-31123- 35 51 1| 2P-109 175-31133- 8 Mi 1|AXN-229 
175-31123- 26 41 1| 2P-109 175-31133- S M1 1 |AXN-229 
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E m 19 
|175-31133- 11 
175-31133- 12 - 
175-31133- 13 20-109 
175-31133- 2U-100 
175-31133- 2U-100 
175-31133- 2U-100 
175-31133- ΧΖ-98 
175-31133- ΧΖ-98 
175-31133- X2-98 
175-31133- ΧΖ598 
175-31133- ΧΖ-98 
175-31133- X2-98 
Re2HA 175-31134 X2-98 
175-31134- - 
175-31134- X2-98 
175-31134- AXE-7 
175-31134- AXE-7 
175-31134- AXE-7 
175-31134- AXE-7 
175-31134- AXE-7 
|1175-31134- ΑΧΕ-Τ 
175-31134- AXE-7 
AXE-7 
AXE=7 





AXN-229 
ΑΧΝ- 2256 
ΑΧΝ-229 
AXi=229 
AKN-229 
ΑΧΝ- 229 
AXN-229 
AXi-229 
AXN=229 
ΑΧΗ- 229 
AXN-229 
ΑΚΝ- 229 
AXN-229 
ΑΧΡ-65 
AXD-65 
AXD-65 
ΑΧΌ-65 
AXD-65 
AXD-65 
AXD-65 
ΑΧΟ-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
ΧΖ-96 
XZ-96 
ΧΖ-96 
ἈΖ-96 
Χζ-96 
Χζ-96 
ΧΖ-96 
XZ=9.7 
X2-97 
XZ-97 
XZ-97 
ΧΖ-97 
x2-97 
XZ-97 
XZ-97 
2P-113 
2P-113 
2P-113 
2P=113 
2P-113 
2P-113 
2P-113 
2P-114 
2P-114 
2P-114 
2P-115 
2P-115 
2P-115 
2P-115 
2P-115 
2P-115 


175-31142- 
175-31142- 
175-31142- 
175-31142- 
175-31142- 


WrOON UW 
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175-31143 
175-31143- 
175-31143- 
175-31143- 
.|175-31143- 
175-31143- 


on πο 


175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31145- 
175-31145- 


175-31134- 
175-31134- 
175-31134- 2 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
R82NA 175-31134- 
R82NA 175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
R82NA 175-31134-101 
175-31135- 
:|175-31135- 
175-31135- 
175-31135- 
175-31135- 
175-31135- 
175-31135- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31137 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31138 
175-31138- 
175-31138- 
175431139 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
175-21159- 
175-31140 
175-31141 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31142 
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AXE-7 
ΑΧΕ-Τ 


N I9 to = O S0 O - OS Vn F O N > 


2E-699 
2E-699 
X2-100 
ΧΖ-100 
2H-214 
XX-64 
XX-64 
XX-64 


N mu 


175-31147- 
175-31148 
175-31149 
175-31149- 
175-31149- 
175-31150 
175-31151 
175-31152 
175-31152- 
175-31152- 
175=31152= 
175-31152- 
175-31152- 
175-31153 
175-31153- 
175731154 
175-31155 
175731156 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31157 
175-31158 
175-31159 
175-31161 
175-31161- 
175-31161- 
175-31162 
175-31163 
175-31164 
175-31164- 
175-31165- 
175-31165- 
175-31165- 
175-31165- 
175-21166 
1155111615 
175-31167- 
175-31167- 
175-21167- 
175-31167- 
175-31168 
175-51166- 
175-31168- 
-1175-31168- 
175-31163- 


ΧΖ-102 
AXJ-90 
AXJ-90 
AXJ-90 
AXJ-90 
AXJ-90 
AXJ-90 
ΧΖ-103 
ΧΖ-103 
ΑΧς-63 
2E-700 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
XX-666 

20-53 

2D-54 
2E-702 
2E-702 
2E-702 

20-55 

20-56 

20-57 

25-57 

20-58 

20-58 

20-58 

20-58 
AXC-64 
2H-215 
2H-215 
2H-215 
2H-215 
2H-215 
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cr iss NUMBER F 


PART NUMBER 


sess 31169 
175-31169- 
175-31169- 
175731170 














uuo 


175-311 
175-311 
175-311 
























175-31170- 175-311 
175-31} 
175-31170- 5 
175-31170- 7 
175-31170- 9 
175-31170- 11 
175-31170- 13 175-311 
175-31170- 15 
175-21170- 19 
175-31170- 21 
175-31170-101 175-311 
175-31170-103 
175-31170-107 
175-31170-109 M1 
175-31171 M11152 - 7 
175-31172 M1|152 - 11 
175-31173 M1|152 - 12 
RB2NA 175731174 P1|153 - 25 
175-31174- 3 M1 
175-31175 M1|152 - 6 
175-31176 * | 76- 1 
I 77 
175-31176- 3 M1 
175-31176- 5 M1 
175-31176- 7 M1 
175-31176- 9 M1 
175-31176- 11 M1 
175-31176- 13 M1 
175-31176- 15 M1 
175-31176- 17 M1 
175-31176- 19 M1 
175-21176- 21 M1 
175-31176- 23 M1 
175-31176- 25 M1 
175-31176- 27 M1 
175-31176- 29 M1 I 
175-31176- 31 M1| 77 = 1 
175-31177 M1 
175-31177- 3 M1 
175-31177- 5 M1 
175-31177- 7 41 
175-31177- 9 M1 
175-31177- 10 M1 
175-31177- 11 Ml 
175-31177- 12 M1 
175-31177- 13 M4 
175-31177- 14 M1 
175-31177- 15 M1 
175-31177- 17 M1 
175-31177- 19 M1 
175-31177- 20 41 
175-31177- 21 M1 
1175-31177- 23 M1 
175-31177- 25 M1 
175-31177- 27 M1 
175-31177- 29 M1 
175-31177- 31 M1 
175-31177- 32 M1 
175-31177- 33 M1 
175-31178 M1 
175-31178- 3 M1 
175-31178- 5 M1 
175-31178- 7 M1 
175-31178- 8 Mi 
175-31178- 9 M1 
175-31178- 11 M1 
175-31178- 12 M1 
175-31178- 14 M1 
175-31178- 16 M1 
175-31178- 17 M1 
175-31178- 19 M1 
175-31178- 20 M1 
175-31178- 21 M1 
175-31179 M1 
175-31179- 3 M1 
175-31179- 5 M1 
175-31179- 7 M1 
175-31179- 9 M1 
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FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. | NUMBER 


ΑΝ 01-60AABA-4 






CLASS CODE 










2H-216 
2H-216 
2H-216 


175-31179- 
175731180 

175-31180- 
175-31180- 
175-31180- 
175-31180- 



















| 
0-103 
0-107 
0-10} 












o- Ἡ dec 
1| 2H-217 175-31180- 
1| 2H-217 175-31180- 
1| 2H-217 175-31181 

"i 2H=217 175-31181- 

175-31181- 
ον 175-31181- 
175-31181~ 
1| 2Η-217 175-31181- 

0-10} — 175-31181- 
1| 2H-217 175-31181- 
l| 2H-217 175-21181- 1 
1| 2H-217 175-31182 
1| X2-107 175-31182- 
1| ΧΧ-668 175-31183 
1| 2D-59| R82NA 175-31184 
x P dore 175-21185 

` 17531186 
1 2F-1 175-31187 
REF| AxJ-91 sara 
175-31187- 
i con 175-31188- 
= 175-21188- 
L| ἌΦΗΝΕ 175-31189- 
1| AXJ-91 
1| AXJ-91 
aee: 175-31189- 
ας 175-31190 
1| AXJ-91| [Razna |[i75-31191 
να. 175-31191- 
l| AXJ-91 175-31191- 
d ATL 175-31191- 
κ. 175-31191- 
1| AXJ-91| [rg2na 175-31192 
1| AXJ=91 175-31192- 
1| AXJ=91 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31192- 
i| 2P-116 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31193 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
A Sana 175-31193- 
= 175-31193- 
4| 2P-116 175-31193- 
2| 2P-116 175-31193- 
1| 2P-116 175-31193- 
1] 2P-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
Bl 26211 175-31193- 
175-31193- 
2| 2P-116 175-31193- 
1| 28-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
2| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31194 
1| 2P-117 175-31194- 
1| 2P-117|. 175-31194- 
1| 2P-117 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
geste od 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
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Section Il 
Numerical index of 
Contractor Parts 


zz FIGURE | TOTAL MICROFILM 
89| AND INDEX | QTY. 


2P-118 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 


:AXJ-55 


AXJ-95 


CAN ene 


2H-219 
2H-219 
ΧΖ-110 
XX-670 
AXJ-97 

XX-72 


2H-220 
2H-220 
X2-112 
2H-221 


2H-221 
ΧΖ-112 

2-113 
ΧΖ-113 
X2-113 
ΧΖ-114 
X2-114 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 


2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 


9TT 





Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 


PART NUMBER 


175-31194- 14 
175-31194- 15 
|1175-31194- 16 
175-31194- 17 
175-31194- 19 
175-31194- 21 
175-31194- 25 
175-31194- 25 
175-31194- 27 
475-31194- 29 
175-31194- 31 
175-31194- 33 
175-31195 
175-31196 
175-31197 
175-31197- 
175-31197- 
175-31199 
175-31199- 
175-31199- 
175-31199- 
175-31199- 
175-31200 ` 
175-31201 


175-31201- 3 
175-31201- 

175-31201- 7 
175-31201- 11 
175-31201-201 


175-31202 
175-31202- 
-|175-31202- 
175-31202- 
175-31203 
175-31203- 
175-31203- 
175-31204 
175-31205 
175-31206 
175-31207 
175-31208- 
175-31208- 
175-31208- 
175-31208-. 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31209 
175-31210 
175-31210- 
175-31210- 
175-31210- 
175-312101 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-31211 
175-31212 
175-31213 
475-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31215- 
175-31215- 
175-31215- 
175-31215- 
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AN 01-60AABA-4 


FIGURE 
AND INDEX 


Hrer 


MEUM 
MBER 


2P-119 
“2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
ΧΧ-73 
2Ρ-120 
AXJ-100 
AXJ-100 
AXJ=100 
AXC-65 
AXC-65 
AXC-65 
AXC-65 
AXC-65 
XX-T4 
2P-121 


2P-121 
2P-121 
2P-121 
2P-121 
2P-121 


2H-223 
2H-223 
2H-223 
2H-223 
2H-223 
2H-223 
2H=223 
2Η-223 
2Η-223 
2H-223 
2Η-223 
2F-5 
XY-8 
XY-8 
XY-8 
᾿ΧΥ-8 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2H-224 
ΧΥ-9 
XY-10 
2H-225 
2H-225 
2H-225 
2H-225 
2H-225 
2H-225 
2H-226 
2H-226 
2Η-226 
2Η-226 





CLASS CODE 


R82NA 


STOCK NUMBER 
PART NUMBER 


175-31215- 
175-31215- 
175-31216- 
175-31216- 
175-31216- 
175-31216- 
175-31217 
175-31218 
175-31219 
175-31219- 3 
175-31219- 5 
175-31219- 10 
175-31220 
175-31220- 3 
175-31220- 5 
7 


1175-31220- 


175-31220- 9 
175-31220- 11 
175-31220- 13 


(175-31220- 15 


175-31220- 17 
175-31220- 19 
175-31220- 21 
175-31220- 23 
175-31220- 25 
175-31220- 27 
175-31220- 29 
175-31220- 31 
175-31220- 33 
175-31220- 35 
175-31220- 37 
175-31220- 39 
175-31220- 41 
175-31220- 43 
175-31220- 45 
175-31220- 47 
175-31220- 48 
175-31220- 49 
175-31220- 51 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220-101 
175-31220-103 
175-31220-105 
175-31220-107 
175-31220-109 
175-31220-111 
175-31220-113 
175-31220-115 
175-31220-117 
175-31220-119 
175-31220-121 
175-31220-123 
175-31220-125 
175-31220-127 
175-31220-129 
175-31220-131 
175-31220-133 
175-31220-135 


175-31220-137 








FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 





Revised 


2H-226 
2H-226 
2F-6 
2F-6 
2F-6 
2F-6 
XY-12 
ΧΥ-13 
2F-7 
2F-7 
2F-7 
2F-7 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 


1 
L 
3 
3 
1 
1 
1 
4 
4 
4 
4 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
8 
"UM 
1 
1 
1 
1 
1 
1 
1 
1 
A 
1 
1 
1 
3 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
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Section Ill 
Numerical Index of 
Contractor Parts 


a NUMBER 


PART [ PARTNUMBER | 








FIGURE EM. 
AND INDEX MBER 











ae 31220- 139 





















2P-123 



















































1 J m 

TSR ESE HE — | i 2 canoe 
175-31220-143 1| 2P-123/ 175-31222- 17 * [AXJ-104 
1757312207145 1| 2P-123 175-31222- 1 |AXJ-104 
175-31220-147 1| 2P-123 Los 
175-31220-149 4| 2P-123 μη 
175-31220-151 1| 2P-123 175-31222- 1 JAXJ=104 
1757312207153 1) 2P-123 175-31222- 26 1 |AXJ-104 
175°31220°155 i| 29-123 175-31222- 27 5 |AxJ-104 
175-31220-157 1| 2P-123 175-31222- 29 1 [axJ-104 
175-31220-159 1| 2P-123 175-31222- 31 1|AXJ-104 
175-31220-171 2| 2P-123 175-31222- 33 1 |AXJ-104 
175-31220-173 1| 2P-123 175-31222- 37 1 |AXJ-104 
175-31220-301 1 2P-123 175-31222- 38 1 |AXJ-104 
175731221 1| 2P-124 175-31222- 39 2 |AXJ-104 
175-31221- 3 1| 2P-124 175-31222- 41 1 [AXJ-104 
175-31221- 5 1| 2P-124 175-31222- 43 1 |AXJ-104 
175-31221- 7 1| 25-124 175-31222- 45 1 AXJ-104 
175-31221- 9 i| 2P-124 175-21222- 49 1 [AXJ-104 
1750212212 ii ma i| 255123 175-31222- 59 Ml 1 [AXJ-104 
ἘΞ MI 1| 2P-124 175-31222- 61 M1 1 |AX3-104 
175-31221- 15 M1 1 2P-124 175-31222- 71 2 |AXJ-104 
175-31221- 17 M1 1] 2Ρ-124 175-31223 A1 [105 1| 2P-125 
175-31221- 19 M1 1| 2P-124!|Re2NA |175-31223- 3 P1 1] 2P-125 
175-31221- 21 M1 1| 2P-124 175-312232 5 M1 1| 2P-125 
175-31221- 23 M1 1| 2P-124 175-31223- 6 M1 1| 2P-125 
175-31221- 25 Ml 1| 2P-124 175-31223-- 7 M i| 3252125 
175-31221- 27 M1 1 2P-124 175-31223- 8 M 1 2P-125 
175-31221- 29 NI 1| 2P-124 175-31223= 9. M1 2| 2P-125 
175-31221- 31 M1 1| 2P-124 175-31224 μι] 81 1| 2P-126 
175-31221- 33 Μι 1| 2P-124 175-31224- 3 ΜΙ 1| 2P-126 
175-31221- 35 M1 1| 2P-124 175-31224- 4 Al 1) 2P-126 
175-31221- 37 M1 1 2P-124 175-31224- 5 M1 1 2P-126 
175-31221- 39 M1 1| 2P-124 175-31224- 7 M1 1| 2P-126 
175-31221- 41 M1 1| 2P-124 175-31224- 9 M1 1| 2P-126 
175-31221- 43 M1 1| 2P-124 175-31224- 10 Ml 1| 2P-126 
175-31221- 45 M1 1| 2P-124 175-31224- 11 M1 1| 2P-126 
175-31221- 47 M1 1| 2P-124 175=31224- 12 M1 1| 2P-126 
175-21221- 49 M1 1| 2P-124 175-31224- 13 Mi 1| 2P-126 
175-21221- 51: Ml 1| 2P-124| 175-31224- 14 M1 1| 2P-126 
175-31221- 53 M1 1| 2P-124 175-31224- 15 M1 1| 2P-126 
175-31221- 55 M1 1| 2P-124 175-31224- 16 M1 1| 2P-126 
175-31221- 57 M1 1| 2P-124 175-31224- 19 Ml 1| 2P-126 
175-31221- 59 Ml 1| 2P-124 175-31224- 20 ML 1| 2P-126 
175-31221- 61 M1 l| 2P-124 175-31224- 21 M1 1| 2P-126 
175-31221- 63 M1 1| 2P-124 175-31224- 22 Ml 1| 2P-126 
175-31221- 65 MI 1| 2P-124 175-31224- 23 M1 1| 2P-126 
175-31221- 67 M 1| 2P-124 175-31224- 24 M1 1| 2P-126 
175-31221- 69 M1 1| 2P-124 175-31224- 25 M1 1 2P-126 
175-31221- 71 M1 1| 2P-124 175-31224- 26 M1 1| 2P-126 
μα αυ M1 l| 2P-124 175-31224- 29 M1 2 | 2P-126 
175-31221- 75 M1 1| 2P-124 175-31224- 31 M1 2| 2P-126 
175-31221- 77 M1 1| 2P-124 175-31224- 33 M1 1| 2P-126 
175-31221- 79 M1 1| 2P-124 175-31224- 35 Ml 1| 2P-126 
175-31221- 81 Μι 1| 2P-124 175-31224- 37 M1 1| 2P-126 
175-31221- 83 M1 1 2P-124 175-31224- 39 M1 1 2P-126 
175-31221- 85 Ml 1| 2P-124 175-31224- 41 M1 1| 2P-126 
175-31221- 87 M1 l| 2P-124 175-31224- 43 M1 1| 2P-126 
175-31221- 89 E Ij 2P-124 175-31224- 45 M1 5| 2P-126 
175-31221- 91 M1 1| 2P-124 175-31224- 47 M1 1| 2P-126 
175-31221- 93 M1 1| 2P-124 175-31224- 51 M1 1| 2P-126 
175-31221- 97 M 1| 2P-124 175-31224- 53 Ml 1| 2P-126 
175-31221- 99 ies 1| 2P-124 175-31224- 55 Ml 1| 2P-126 
175-31221-101 M1 1| 2P-124 175-31224- 61 Ml 1] 20-126 
175-31221-103 1| 2P-124 .|175-31224- 63 M1 4| 2P-126 
175-31221-105 M1 1| 2P-124 175-31224- 64 Ml 1| 29-126 
175-31221-107 M1 1] 2P-124 175-31224- 65 M1 1| 2P-126 
175-31221-109 M1 1] 2P-124 175-31224- 66 Ml 1| 20-126 
175-31221-111 1| 2P-124 175-31224- 67 M1 1| 2P-126 
175-31221-113 1| 2Ρ-124 175-31224- 69 M1 1] 2P-126 
175-31221-115 Ml 1| 2P-124 1775-31224- 73 41 1| 2P-126 
175-31221-117 M1 1| 2P-124 175-31224- 75 M1 1] 2P-126 
175-31221-119 ML 1| 2P-124 175-31224- 77 M1 1| 2P-126 
175-31221-121 M1 1| 2P-124 175-31224- 79 M1 1| 2P-126 
175-31222 Mi] 81 1|AxJ7104 175-31224- 81 Ml 1| 2P-126 
175-31222- 3 ΜΙ 1|AXJ-104 175-31224- 84 M1 1| 2P-126 
175-31222- 5 M1 1|AXJ-104 175-31224- 86 M 1 2P-126 
175-31222- 6 M1 1|AXJ-104 175-31224- 88 μι 2| 2P-126 
175-31222- 7 M1 1|AXJ-104[ 175-31224- 93 M1 2| 2P-126 
175-31222- 8 Hi 1) AXJ~104 175-21224- 99 M1 2| 2P-126 
175-31222- 9 M1 2| AX J=104 175-31224-103 M1 1| 2P-126 
175-31222- 11 M1 1|AXJ-104 175-31224-119 M1 1| 2P-126 
175-31222- 13 M1 1|AXJ-104 175-31224-123 M1 1| 2P-126 
175-31222- 14 M1 1|AxJ-104 175-31224-125 M1 1| 2P-126 
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“House CHOR 

[crass cope] part NUMBER — || AND INDEX NUMBER 
175-31224-128 
175-31224-131 
175-31224-133 
175-31224-135 
175-31224-137 
175-31224-139 
175-31224-141 
175-31224-143 
175-31224-145 
175-31224-147 
175-31224-149 
175-31224-151 
175-31224-153 
175-31224-155 
175-31224-157 
175-31224-189 
175-31224-193 
175-31224-195 
175-31224-197 
1175-31224-203 
175-31224-205 
175-31224-207 
175-31224-209 
175-31224-211 
175-31224-215 
175-31224-217 
175-31224-219 
175-31224-223 
175-31224-224 
175-31224-241 
175-31225 
175-31225- 
175-31226 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226-. 
175-31226- 
175-31226- 
[175-31226- 
175-31226- 
175-31226-101 
175-31226-107 
175-31226-109 
175-31226-113 
175-31226-115 
175-31226-117 
175-31226-129 
175-31226-131 
175-31226-133 
175-31226-135 
175-31226-137 
175-31226-139 
175-31226-141 
175-31226-149 
175-31226-153 
175-31226-155 
175-31226-183 
175-31226-187 
175-31226-189 
175-31226-191 
175-31226-193 
175-31226-199 
175-31226-201 
175-31226-203 
175-31226-205 
175-31226-207 
175-31226-209 
175-31226-300 





2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 


STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER 3 S| AND INDEX NUMBER | 
* 13 


175751227 


REF| 2P-128 


175-31227- 
175-31227- 
175-31228 
175-31228- 3 
175-31228- 5 
175-31228- 7 
175-31228- 9 
175-31228- 10 
175-31228- 11 
175-31228- 12 

13 

15 

17 

19 


2P-128 
2P-128 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
ΧΖ-123 
ΧΖ-123 





175-31228- 
175-31228- 
175-31228- 
175-31228- 
175-31228- 21 
175-31228~ 22 
|175-31228- 23 
175-31228- 25 
175-31228- 27 
175-31228- 29 
175-31228- 31 
175-31228- 33 
-75-31228- 35 
175-31228- 37 
175-31228- 39 
175-31228- 41 
175-31228- 43 
175-31228- 44 
175-31228- 45 
175-31228- 47 
175-31225- 49 
175-31228- 51 
175-31228- 53 
175-31228- 55 
175-31228- 57 
175-31228- 61 
175-31228-100 
175-31228-200 
175-31229- 1 
175-31229- 
175-31230- 
175-31230- 
175-31232- 
175-31232- 
175-31233 
175-31234 
175-31235 
175-31236 
175-31237 
175-31238 
175-31239- 
175-31239- 
175-31240- 
175-31240- 
175-31241 
175-31242 
175-31242- 
175-31242- 
175-21243 
175731244 
175-31245 
175-31245- 
175-31245- 
175-31245- 
175-31246 
175-31247 
175-31248 
175-31248- 
175-31249 
175-31249- 
175-31249- 
175-31250 
175-31251- 
175-31251- 
175-31252- 
175-31252- 
17531253 
175-31254- 
175-31254- 
175-31255- 
175-31255- 
175-31256 


2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 

XY-15 

XY-15 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
20-127 
2P=127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 


= 


- 
PER RR Pe = > = = Pe PP I 15} > 2 N ID > > > 1» > = RP 153 > = = > = p [57 1-} 1-1 [2 ERP 55 14} ° = N N > > = N P = S = N 8 PSI = N) N) Ñ) N) N Ñ) B) Ñ) FO. S) NJ i9 IO BJ Ee. 


PNR N 2 Z N 2 > r> = > + P t> ο > RR HRP AA N P N RPP P N 2 r9 P EE BT- N N N > > N O = RP RP > A > S > {ὁ N N I. [5 £ ES = Ñ = >= Z RP = N N = > N As κ» Q Q) F2 RRR L Ree 


ΧΧ-76 
XX-76 
ΧΖ-124 
ΧΖ-125 
ΧΖ-126 
2H-227 
XZ-128 
X2-129 
ΧΖ-30 
ΧΖ-30 
ΧΖ-131 
ΧΖ-131 
ΧΖ-1432 
ΧΖ-133 
ΧΖ-133 
ΧΖ-133 
ΧΖ-134 
ΧΖ-135 
2H-228 
2H-228 
2H-228 
2H-228 
Xz-137 | 
Χ2-138 


AXJ-106 
AXJ-106 
AXJ-106 


XY-17 
XY-17 

2F-8 

2F-8 
XX-77 
Xx-T8 
XX-78 
XX-179 
ΧΧ-το 
XX-80 
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STOCK NUMBER 





CLASS CODE PART NUMBER 


175-31257- 
175-31257- 2 
175-31258 
175-31258- 3 
175-31258- 5 
175-31258- 7 
175-31258- 9 
175-31258- 11 
175-31258- 13 
15 
16 
17 
19 









175-31258- 
175-31258- 
175-31258- 
175-31258- 
175-31258- 21 
175-31258- 23 
175-31258- 25 
175-31258- 27 
175-31258- 29 


r arinen ^* 
hte 221029 Za 


175-31258- 33 
175-21258- 35 
175-31258- 37 
175-31258- 39 
175-31258- 41 
175-31258- 43 
175-31258- 45 
175-31258- 46 
175-31258- 47 
175-31258- 49 
175-31258- 51 
175-31258- 53 
175-31258- 55 
175-31258- 57 
175-31258- 59 
175-31258- 61 
175-31258- 63 
t 175-31258- 65 
175-31258- 67 
175-31258- 69 
175-31258- 71 
175-31258- 73 
175-31258- 75 
175-31258- 77 
175-31258- 79 
175-31258- 81 
175-31258- 83 
175-31258- 85 
175-31258- 87 
175-731258- B9 
175-31258- 91 
175-31258- 93 
175-31258- 95 
175-31258- 97 
175731258- 99 
, 1757312587103 
175-31258-105 
175-31258-107 
175-31258-109 
175-31258-111 
175-31258-115 
175-31258-117 
175-31258-119 
175-31258-121 
175-31258-123 
175-31258-125 
175-31258-127 
175-31258-129 
175-31258-131 
175731258133 
1757312557135 
175-31258-137 
175-31258-147 
175-31258-149 
175-31258-151 
175-31258-153 
175-31258-155 
175-31258-157 
175-31258-159 
175-31258-151 
175-31255-163 
175-31259 
175-31260 
175-31261 
175-=31261-= 3 


R82KA 
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R82NA 
R82NA 


XY-19 
2P-130 
2P-130 


CLASS CODE 





AN 01-60AABA-4 


-© STOCK NUMBER 
PART NUMBER 


175-31261- 
175-31261- 
175-31261- 
175-31262 
175-31263 
175-31263- 
175-31263- 
175731263- 
175-31263- 
175-31263- 
175-31264 
175-31265 
175-31266 
175-31267 
175-31268- 
175-31268- 
175-31269 
175-31270- 


RIERA AIAN 
¿(2 wae 


175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-21210- 
175-31270- 
175-31270- 
175-31210- 
175-31270- 
175-31270- 
175-31271 

175-31271- 
175-31271- 
175-31271- 
175-31272- 
175-31272- 
175-31212- 
175-31272- 
175-31273 

175-31273- 
175-31273- 
175-31273- 
175-31274 

175-31274- 
175-31274- 
175-2121]4- 
175-31275 

175-31276- 
175-31276- 
175-31276- 
175-31276- 
175-31276- 
175-31277 

175-31277- 
175-31278 

175-31278- 
175-31279 

175-31279- 
175-31281- 
175-31281- 
175-31282- 
115-31282- 
175-31283 

175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31284 

175-31284- 
175-31284- 
175-31285 

175-31286 

175-31287 


175-31288 


175-31289 
175-31290 


O ++ LW 


m e N O 


= c 
wr O UO 


uw 


ha a 
Uv UN ID OND fU το” 


μα 





85 
85 
85 
85 
85 
85 
85 
85 


85 
85 
85 
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Section lll 
| Index of 
Contractor Parts 


TOTAL] MICROFILM 
QTY. | NUMBER 






2P-130 
2P-130 
2P-130 
XZ-139 
2P-131 
2P-131 
2P-131 
2P-131 
2P-131 
2P-131 
AXE-9 
XZ-140 
2H-229 
ΧΥ-20 
ΧΧ-82 
XX-82 
XY-21 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
ΧΖ-142 
ΧΖ-142 
X2-142 
XZ-142 
ΧΥ-22 
XY-22 
ΧΥ-22 
ΧΥ”- 22 
ΧΖ-143 
ΧΖ-143 
XZ-143 
Χζ-143 
24-230 
2H-230 
2H-230 
2H-230 
2H-231 
2H-232 
2H-232 
2H-232 
2H-232 
2H-232 
2Η”- 233 
2H-233 
ΧΥ-23 
ΧΥ-23 
AXC-67 
AXC-67 
ΧΧ-83 
XX-83 
XX-84 
XX-84 
XZ-14T 
XZ-147 
XZ-147 
ΧΖ-147 
ΧΖ-147 
XZ-147 
XZ-147 
20-61 
20-61 
2D-61 
2F-10 
ΧΥ-26 
20-62 
XX-87 
XX-88 
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Section {| ; 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
$5| Figure’ MICROFILM| | _ STOCK NUMBER 
oj AND INDEX NUMBER | | CLASS CODE PART NUMBER 
1 = 








































STOCK NUMBER 
| CLASS CODE | PART NUMBER 


MICROFILM 
NUMBER 





: FIGURE 
AND INDEX 
M1 1 

















































































































































































































































































































































































































175-31291 M1 

; 175-31310- 69 AXJ-11 
175-31292 1 175-31310- 71 2 0 
175-31293- 1 116 - 5 i| xY-27 175-31210- 73 1 
175-31293- 2 1116 i| xv-27 
175-31294- 1 i| xv-28 a >= 7 
175-31294- 2 1 XY-28 1752313102 Τό 1 
175-31295 REF] 2P-133 175-31310- 77 1 |AXJ-110 
175-31295- 3 1| 2P-133 175-31210- 79 1 |AXJ-110 
175-31295- 5 1| 2P-133 175-31311 1| 2P-134 
175-31295- 7 1| 2P-133 175-31311- 1 1| 2P-134 
175-31295- 9 2| 2P-133 175-31311- 2 1| 2P-134 
175-31295- 11 1| 2P-133 175-31311- 3 1| 2P-134 
175-31295- 13 2 2P-133 175-31311- 4 1 2P-134 
175-31295- 15 l| 2P-133 175-31311- 5 1| 20-134 
175-31296- 1 1 175-31311- 6 1| 2P-134 
175-31296- 2 1 175-31311- 17 1| 2P-134 
175-31297- 1 1 175-31312 REF 20-1 
175-31297- 2 1 
175-31298- 1 1| AXN=234 175-31312- 3 1 20-1 
175-31298- 2 1] AXN=234 175-31312- 5 1 20-1 
175-31299- 1 i| XZ-149 175-31312- 7 1 20-1 
175-31299- 2 1 Ὃ 175-31312- 9 1 2Q-1 
175-31300 1|AXN- - Š - 
115-31300- 1. 1| AXN-235 115-31312- 13 i| ganz 
175-31300- 2 1|AXN-235 a - - 
175-31300- 3 1|AXN-235 115-31212- 17 ἽΝ €: 
175-31300- 4 1| AXN-235 175-31312- 21 1 20-1 
175-31300- 5 1 pee 175-31312- 25 1 20-1 
175-31300- 7 1] AXN=235 a = = 
175-31300- 8 1|AXN-235 1755231313 pi d isi 
175-31300- 9 1| AXN-235 175-31314 ΧΥ-29 
175-31300- 10 1|AXN-235 175-31314- 3 XY-29 
175-31300- 11 1|AXN-235 175-31314- 5 XY-29 
175-31304 2| xz-150 175-31315 X2-152 
175731305 1| 2F-11 175-31316 2F-14 
175-31306 1| 2F-12 175-31317 2F-15 
175-31307 1| 2F-13 175-31218 XY-32 
175-31309 2 20-63 175-31318- 1 xY-32 
175-31310 1|AXJ-110 175-31318- 2 XY-32 
175-31310- 3 1]AXJ7110 175-31319 2F-16 
175-31310- 5 1|AXJ-110 175-31320 2F-17 

175-31321 XY-34 

175-31310- 7 AXJ-110 175-31322 AXC=71 
175-31310- 9 AXJ-110 175-31322- 2 AXC-71 
175-31210- 11 ÀX J7110 175-31323 AXE-10 
175-31310- 13 AXJ-110 175-31323- 3 AXE~10 
175-31310- 15 AX J-110 5 AXE-10 
175-31310- 17 AX J=110 1 AXE-10 
175-31310- 18 AXJ=110 175-31323- 9 AXE-10 
175-31310- 19 AXJ-110 175-31323- 11 AXE-10 
175-31310- 20 AXJ-110 175-31323- 13 AXE-10 
175-31210- 21 AXJ-110 175-21323- 14 AXE-10 
175-31310- 22 AX J7110 175-31323- 15 AXE-10 
175-31310- 23 AXJ=110 175-31323- 17 AXE=10 
175-31310- 24 ιο 175-31323- 18 AXE-10 
175-31310- 25 XJ-110 - - XE- 
175-31310- 26 AX J7110 1752515252 20 AXE-10 






AXJ=110 
AXJ=110 
AXJ-110 
AXJ-110 
AXJ-=110 
AXJ7110 
AXJ-7110 
AXJ=110 
AXJ=110 
AXJ-110 
AXJ=110 
AXJ=110 
AXJ-110 
AXJ-110 
AXJ-110 

AXJ=110 
AXJ=110 
AXJ-110 
AXJ=110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-7110 
AXJ-110 
AXJ-110 


175-31310- 27 
175-31310- 29 
175-31216- 31 
175-31310- 33 
175-31310- 35 
175-31310- 37 
175-31310- 38 
175-31310- 39 
175-31310- 40 
175-31310- 41 
175-31310- 43 
175-31310- 44 
175-31310- 45 
175-21310- 46 
175-31310- 47 
175-31310- 48 
175-31310- 49 
175-31310- 51 
175-31310- 52 
175-31310- 53 
175-31310- 55 
175-31310- 57 
175-31310- 59 
175-31310- 61 
175-31310- 63 
175-31310- 65 
175-31310- 






AXE-10 
AXE-10 
AXE-10 
AXE-10 
AXE-10 
20-2 
20-2 
20-2 
20-2 
2Q-2 
20-2 
20-2 
2Q-2 
20-2 
20-2 
20-2 
2Q-2 
20-2 
20-2 
20-2 
20-2 
20-2 
20-2 
20-2 
XY-35 
XX-89 
XX-90 


175-31323- 21 
175-31323- 22 
175-31323- 23 
175-31323- 25 
175-31323- 27 
175-31324 
175-31324- 1 
175-31324- 2 
175-31324- 3 
175-31324- 6 
175-31324- 7 
175-31324- 10 
175-31324- 11 
13 
16 
17 
20 




























































175-31324- 
175-31324- 
175-31324- 
175-31324- 
175-31324- 21 
175-31324- 22 
175-31324- 23 
175-31324- 24 
175-31324--25 
175-31324- 28 
175-31324- 35 
175-31325 
175-31326 
175-31327 
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175-31328 
175-31329- 
175-31329- 2 
175-31330 
175-31331 
175-31332 
175-31333 
175-31333- 5 
175-31334 
175-31335- 3 
175-31335- 4 
175-21335- 5 
175-31335- 6 
175-31336 
175-31338 
175-31338- 3 
175-31339 
175-31340 
17531341 


m 






175-31341- 
175-31341- 
175-31342 

175-31343 

175-31344 

175-31345 

175-31346- 
115-31346- 
175-31347 

175-31348- 
175-31348- 
175-31349- 
175-21349- 
175-31350- 
175-31350- 
175-31350- 
175-31350- 
175-31350- 
175-31351 

175-31352 

175-31353 

175-31354- 
175-31354- 
175-31354- 
175-31355 

175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31357- 
175-21357- 
175-31357- 
175-31357- 
175-31358 

175-31359 

175-31359- 3 
175-31360 

175-31361- 
175-31361- 
175-31362 

175-31264 

175-31387- 
175-31387- 
175-31387- 
175-21387- 
175-21387- 
175-31387- 
175-31387- 
175-31387- 
175-31387- 
175-31387- 
175-31399 

175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
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STOCK NUMBER 
| CLAss CODE | PART NUMBER 























71 - 10 


17531341- 
175-313417 


111 - 


111 — 


6 


9 


NENE > 15} RP > eH 151 = fo 15} p, 
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20-64 
XY-36 


ΧΥ-36|. 


XY-37 
2H=234 


ΧΥ-38 
ΧΖ-153 
ΧΖ-153 
Χ2-153 
ΧΖ-153 

2F-18 
AXC-72 
AXC-72 
XY-40 
XX-92 


ΧΧ-93 
XX-93 
XY-41 
2F-19 
XY-43 

ΧΖ-154 
ΧΥ- 44 
XY-44 
XY-45 

2H-235 

2H-235 

X2-156 

X2-156 

ΧΖ-157 

ΧΖ-157 

X2-157 

X2-151 

X2-157 

X2-158 
XY-46 
XX-94 

2H-236 

2Η-236 
2Η-236 

ΧΖ-160 
XY-47 
XY-47 
XY-41 
XY-47 
XY-47 
XY-47 

2H-237 

2H-237 
2H-237 
2H-237 


2F-20 
2F-20 
.2F-21 
xz-162 
ΧΖ-162 
XY-50 
2F-22 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
2Q-4 
2Q-4 
2Q-4 
2Q-4 


20-4| 


20-4 
20-4 
20-4 
20-4 
20-4 
20-4 




























ΑΝ O1-60AABA-4 


FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. | NUMBER 







STOCK NUMBER 
[| PARTNUMBER | [| —— PARTNUMBER | 


175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175731401 


175-31401- 


175-31401-" 


175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
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175-31401-101 


175-31402- 
175-31402- 


175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402= 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-21402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402= 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-21402- 
175-21402- 


1 
2 


10 


DOSRIUS 


FIGURE prices 
AND INDEX 


Section Ill 
Numerical Index of 
Contractor Parts 
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Section {1} , 
Numerical index of 
Contractor Parts 


STOCK NUMBER Eš] Ficure MICROFILM 
CLASS CODE PART NUMBER Š| AND INDEX NUMBER 
M1 


20-5 
2Q-5 


1175-31402- 92 
175-31402- 93 
175-31402- 95 
175-31402- 97 
175-31402- 99 
175-31402-100 
175-31402-101 
175-31402-103 
175-31402-105 
175-31402-107 
175-31402-109 
175-31402-137 
175-31402-201 
175-31406 
175-31406- 3. 
175-31407 
175-31409- 1 
175-31409= 2 
175-31409- 3 
4 
5 





















175-31409- 
175-31409- 
175-31411 

175-31412 

175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31419 

175-31420 

175-31421 

175-31422- 
175-21422- 
175-31422- 
175-31422- 
175-31424 

175-31427 

175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31501 
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m 








0 Ju y 
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- 






175-31501- 
175-31501- 
175-31501- 
175-31501- 
175-31501- 11 
175-31501- 13 
175-31501- 15 
175-31501-.17 
175-31501- 18 
175-31501- 19 
175-31501- 21 
175-31501- 25 
175-31501- 27 
175-31501- 29 
175-31501- 33 
175-31501- 35 
175-31501- 37 
175-31501- 39 
175-31501- 41 
175-31501- 43 
175-31501- 45 
175-31501- 47 
175-31501- 48 
175-31501- 51 
175-31501- 53 
175-31501- 55 
175-31501- 56 
175-31501- 57 






Duo 
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66 - 36 
69 
69 = 1 
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2Q-5 
2Q-5 
2Q-5 
2Q-5 
2Q-5 
2Q-5 
2Q-5 
20-5 
20-5 
2Q-5 


2Q-5 


2F-23 
2F-23 


AXC-76 


2Q-6 
2Q-6 
20-6 
2Q-6 
20-6 
20-6 
20-6 
20-6 
2Q-6 
20-6 


2H-238 
2H-238 
2H-238 
2H-238 
2H-238 
2H-238 
2H-238 

20-7 


20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 


AN 01-60AABA-4 


STOCK NUMBER 
~ PART NUMBER 





CLASS CODE 


175-31501- 59 
175-31501- 60 
175-31501- 61 
175-31501- 62 
175-31501- 63 
175-31501- 64 
175-31501- 65 
175-31501- 66 
175-31501- 67 
175-31501- 69 
175-31501- 71 
175-31501- 73 
175-21501- 75 
175-31501- 77 
175-31501- 81 
175-31501- 85 
175-31501- 87 
175-31501- 89 
175-31501- 91 
175-31501- 93 
175-31501- 95 
175-31502 

175-31502- 3 
175-31502- 4 
175-31502- 5 
175-31502- 6 
175-31502- 7 
175-31502- 9 
175-21502- 11 
175-31502- 12 
175-31502- 13 
175-31502- 15 
175-31502- 16 
175-31502- 17 
175-31502- 19 
175-21502- 21 
175-31502- 25 
175-31502- 27 
175-31502- 33 
175-31502- 34 
175-31502- 














175-31502- 
175-31502- 43 
175-31502- 45 
175-31502- 47 
175-31502- 49 
175-31502- 53 
175-31502- 55 
175-31502- 57 
175-31502- 58 
175-31502- 59 
175-31502- 61 
175-31502- 62 
175-31502- 65 
175-31502- 66 
175-31502- 67 
175-31502- 69 
175-31502- 71 
175-31502- 72 
175-31502- 73 
175-31502- 75 
175-31502- 77 
175-31502- 78 
175-31502- 79 
175-31502- 80 
175-31502- 81 
175-31502- 83 
175-31502- 85 
175-31502- 86 
175-31502- 87 
175-31502- 89 
175-31502- 91 
175-31502- 95 
175-31502- 97 
175-31502- 99 
175-31502-101 




















175-31502-103 
175-31502-105 
175-31502-107 
175-31502-109 
175-31502-111 



















M1 
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STOCK NUMBER 





















































CLASS CODE 















RS2NA 175-31503 

175-31504 

175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-21:04- 
175-31505 

175-31506 

175-31506- 
175-31506- 
175-31506- 
175-31506- 
175-31507 

175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31509 

175-21509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31599- 
175-31509- 
175-31509- 









R82NA 








175-31510 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31511 
175-3151i- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31512 
175-31512- 
175-31513 
175-31514 
175-3115 
175-31517- 
175-31517- 
175-31518 
175-31518- 
175-31519 
175-31519- 
175-31519- 
175-31520 
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PART NUMBER 


175-31502-112 
175-31502-113 
175-31502-114 
175-31502-115 
175-31502-117 
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28 


175-31509-101 


NOU PWM r> 


w 


175-315p9-10 
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AN 01-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 









22-8 
2Q-8 
20-8|. 
20-3 
20-8 
X2-167 


175-31520- 
175-31520- 
175-31521 

175-31521- 
175-31521- 
175-51521- 
175-31521- 
175-31522 

175-31523 

175-31523- 
175-31523- 
175-21524 

175-31524- 
175-31525 

175-31525- 
175-31526- 
175-31526- 
175-31521- 
175-31527- 
175-31526- 
175-31528- 
175-31529 

175-31529- 
175-31530- 
175-31530- 
175-31531- 
175-31521- 
175-31531- 
175-31531- 
175-31522 

175-31532- 
175-31533- 
175-31533- 
175-31534 

175731535 

175-31535- 
175-31536 

175-31537- 
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175731541 






AX J7117| |ng2NA 


AXJ7117| |R82NA 

AXJ7117 175731544 
AXJ=117 175-31545 
AXJ7117 175-31546 


AXJ=117 175-31546- 


175-31546- 
175-31547 
175-31549 
175-31576 
175731517 
17531579 
175731579- 
17531579- 
17531579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 


AXC-79. 
AXC-79 
AXC-79 
ΑΧς-60 
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STOCK NUMBER 


CLASS CODE PART NUMBER 2 
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ww 
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175-31539- 3 
175-31539- 5 
175-31539- 7 
i 175-31539- 9 
1 20-5 175-31539- 11 
20-9 175-31540 
20-8 175-31540- 3 
2079 175-31540- 5 
20-9 175-31540- 6 
tee 175-31540- 7 
ease 175-31540- 9 
20-9 
20-39 175-31540- 14 
20-9 175-31540- 15 
2Q-3 175-31540- 17 
ante 175-31540- 19 
20710 175-31540- 21 
20-10 175-31540- 23 
20-10 175-31540- 25 
20-10 175-31540- 27 
as 175-31540- 29 
Axe 10] |Rs2NA 175-31540-200 






























ω 
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i Section lll 
Numerical Index of 
Contractor Parts 





























AXC-80 
AXC-80 






























AXC-81 
X2-168 
X2-168 
X2-168 
ΧΥ-24 
XY-24 
XZ-169 
X2-169 
ΧΥ-53 
ΧΥ-53 
2F-24 
2F-24 
XY-55 
XY-55 
AXA-417 




































XX-102 
XX-102 
ΧΧ-103 
ΧΧ-103 
XX-104 
XX-104 

XY-56 
AXC-82 
AXC-02 
XX-105 
X2-170 
X2-170 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ7118 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 


















































































175-315 
175-315 


ο- 
0- 












2Q-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
2D-65 
ΧΧ-101 
XX-108 
XY-57 
Xz-171 
2H-239 
2H-239 
2H-239 
20-66 
2H-240 
XZ-173 
ΧΖ-173 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 









175-31579- 11 
175-31579- 12 
175-31579- 13 
175-31579- 14 
175-31579- 15 
175-31579- 17 
175-31579- 18 
175-31579- 19 
175-31579- 20 
175-31579- 21 
175-31579- 22 
175-31579- 23 
175-31579- 24 
175-31579- 25 
175-31579- 27 
175-31579- 29 
175-31579- 31 
175-31579- 33 
175-31579- 34 
175-31579- 37 
175-31579- 38 

























































175-31579- 40 
175-31579- 41 
175-31579- 42 
175-31579- 43 
175-31579- 45 
175-31579- 46 
175-31579- 47 
175-31579- 49 
175-31579- 51 
175-31579- 53 
175-31579- 55 
175-31579- 56 
175-31579- 57 
175-31579- 58 
175-31579- 59 
175-31579- 60 
175-31579- 61 
175-31579- 62 
175-31579- 63 
175-31579- 64 
175-31579- 65 
175-31579- 66 
175-31579- 67 
175-31579- 68 
175-31579- 69 
175-31579- 71 
175-31579- 73 
175-31579- 75 
175-31579- 77 
175-31579- 79 
175-31579- 81 
175-31579- 83 
175-31579- 85 
175-31579- 87 
175-31579- 89 
175-31579- 91 
175-31579- 92 
175-31579- 93 
175-31579- 94 
1752315792 95 
175-31579- 97 
175-31579- 99 
175-31579-101 
175-31579-102 
175-31579-103 
175-31579-105 
175-31579-107 
175-31579-109 
175-31579-111 
175-31579-113 
175-31579-114 
175-31579-115 
175-31579-117 
175-31579-119 
175-31579-121 
175-31579-123 
175-31579-125 
175-31579-127 
175-31579-129 
175-31579-131 
175-31579-133 
175-31579-134 
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STOCK NUMBER z 
PART NUMBER FÜ 


175-31579- 39 ` 





AN O1-6OAABA-4 


FIGURE |TOTAL|MICROFILM STOCK NUMBER 
AND INDEX | QTY. | NUMBER | | CLASS CODE | — PARTNUMBER | 
E 175-31579-135 
175-31579-137 
175-31579-136 
175-31579-139 
175-31579-141 
175-31579-143 
175-31579-145 
175-31579-147 
175-31579-149 
175-31579-151 
175-31579-153 
175-31579-155 
175-31579-157 
175-31646 
175-31645= 3 
175-31646- 5 
175-31646- 7 

9 
11 

















































































































28-12 
20-12 
26-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
. 20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 





























175-31646- 
175-31646- 1 
175-31646- 13 
175-31646- 15 
175-31646- 17 
175-31646- 19 
175-31646- 21 
175-31646- 23 
175-31651 





























175-31651- 4 
175-31651- 5 
175-31651- 6 
175-31651- 7 
175-31651- 9 
175-31651- 10 
175-31651- 13 
175-31651- 14 
15 
17 
19 
20 




















175-31651- 

175-31651- 

175-31651- 

175-31651- 

175-31651- 21 
175-31651- 23 
175-31651- 25 
175-31651- 27 
175-31651- 29 
175-31651- 31 
175-31651- 33 
175-31651- 35 
175-31651- 37 
175-31651- 39 
175-31651- 40 
175-31651- 

































175-31651- 52 
175-31651- 53 
175-31651- 59 
175-31651- 61 
175-31651- 71 
175-31651- 72 
175-31651- 75 
175-31651- 75 
175-31651- 77 
175-31651- 80 
175-31651- 81 
175-31651- 82 
175-31651- 83 
175-31651- 87 
175-31651- 89 
175-31651- 91 
175-31651- 95 
175-31651-103 
175-31651-105 
175-31651-107 
175-31651-108 
175-31651-109 
175-31651-111 
175-31651-113 
175-31651-114 
175-31651-115 
175-31651-121 
175-31651-123 
175-31651-125 
175-31651-127 
175-31651-129 
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20-12 
2Qr12 
20-12 
20-12 
26-12 
28-12 
2Q-12 
20-12 
20-12 
20-12 
20-12 
20-12 
26-12 


20-13 


20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
28-13 
20-13 
20-13 
20-13 
20-13 
20-13 


20-13" 


20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
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Section lll 


AN O1-6OAABA-4 Numerical Index of 
Contractor Parts 


UIT a NUMBER 


[PARTNUMBER [PARTNUMBER 


ΕΓ. 31651-131 
115-31651-133 
175-31651-135 4 : 175-31575- 
175-31651-139 i j 175-31676 20-15 


175-31651-141 175-31677 20-16 


1 |AXJ-121 
1 
1 
1 
1 
175-31651-143 175-31678- 1 ΧΥ-67 
1 
1 
1 
1 
1 


AXJ-121 
AXJ-121 


175-31651-145 175-31678- XY-61 
175-31651-147 175-31679 AXJ-124 
175-31651-151 175-31679- AXJ-124 
175-31651-153 : à 2 175-31679- AXJ-124 


175-31651-155 M 175-31679- AXJ7124 
175-31651-157 η 175-31680- 


175-31651-159 š 175-31680- 
175-31651-151 š 175-31681- 
175-31651-163 Ñ 175-31681- 
175-31651-167 N 175-31682 
175-31651-169 Ë - 17531682- 
175-31651-179 ή 175-31682- 
175-31651-181 M 175-316382- 
175-31651-197 E 2 175-31682- 
175-31651-158 ή 175-31682- 
175-31651-199 M 3 175-31682- 
175-31651-205 É 175-31682- 
175-31651-207 175-31682- 
175-31651-209 i 175-31682- 
175-31651-211 i 175-315682- 
175-31651213 M 175-31682- 
175-31631-215 š 175-31682- 
175-31651-217 r 175-31682- 
175-31651-219 175-31602- 
175-31651-227 175-31682- 
175-31651-231 4 175-31682- 
175-31651-232 175-31682- 
175-31651-233 M 175-31682- 
175-31652- 175-31682- 
175-31652- 175-31682- 
175-31653 BL 175-31682- 
175-31653- E AXJ-120 175-31682- 
175-31653- AXJ=120 175-31682- 
175-31653- AXJ-120 175-31682- 
175-31653- AXJ7120 175-31682- 
175-31653- AxJ-120 175-31682- 
175-21653- à AXJ-120 175-31682- 
175-31654 i 175-31682- 
175-31654- B 175-21683 
175-31654- 175-31683- 
175-31654- 175-31683- 
175-31654- 175-21683- 
175-31654- 175-31583- 
175-31655 ή 175-31683- 
175-31656- 1/5-31683- 
175-31656- 175-31683- 
175-31657 + 7 175-31683- 
175-31658 ; 175-3168^ 
175-31659- 175-31684- 
175-31659- 175-31684- 
175-31663- 175-31634- 
175-31663- 175-31684- 
175-31564- 175-31684-: 
175-31664- * 175-31684- 
175-31665- 175-31684- 
175-31665- 175-316684- 
175-3231666- 175-31685 
175-31666- 175-31685- 2 
175-31667- 175-31685- 5 
175-3166 4— 175-31586 
175-31668- 175-51701 
175-31668- 175-31701-101 
175-31669- 175-31701-201 
175-31669- 175-31702 
175-31670 Mi ? 175-31702-101 
175-31671- + 175-31702-201 
175-31671- 175-31703 
175-31672- 175-31703-101 
175-31672- 175-31704 
175-31573- 175-31704-10i 
175-31673- 175-31705 
175-31675 i 175-311705- 
175-31675- 175-31705- 
175-21675- 175-31705- 
175-31675- 175-31705- 
175-31675- 175-31705- 
175-31675- 175-31705- 
175-31615- AXJ-121 175-31705- 


1| XX-113 
1| XX-113 
1| XX-114 
1] XX-114 
l 20-17 
1 2Q-17 
L 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 280-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 -229717 
1 20-17 
1 28-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 20-18 
1 20-18 
1 26-18 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
5 
4 
2 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
k 
i 
i 
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Section Ili 
Numerical Index of AN O1-60AABA-4 


Contractor Parts 
FIGURE  |TOTAL|MICROFILM STOCK NUMBER 
AND INDEX | QTY. NUMBER CLASS «ορ PARTNUMBER | PART | PARTNUMBER | 
41 






STOCK NUMBER 
| CLASS CODE | PART NUMBER 











FIGURE TOTAL) MICROFILM 
AND INDEX | QTY. | NUMBER 

































































































175-31705- 15 M1 1| 20-19 = a 

175-31705- 16 i 1| 28-19 1752 317511 43 
175-31705- 17 i| 20-19 175-31751- 45 
175-31705- 19 1| 20-19 175-31751- 47 
175-31706 1| xz-1i79 175-31751- 49 
175-31706- 3 1| XZ-179 175-31751- 51 
175-31706- 5 2| X2-179 175-31751- 53 
175-31706- 7 1| Xz-179 175-31751- 55 
175-31707 1| 2H-243 175-31751- 57 
175-31707- 3 1| 28-243 175-31751- 59 
175-31707- 5 2| 28-243 175-31751- 61 
175-31707- 7 1| 2H-243 175-31751- 63 
175-31708 175-317ϕ8- 1 175-31751- 65 
175-31708- 3 1| 2H-244 175-31751- 67 
175-31708- 5 1} 2H-244] 175-31751- 69 
175-31708- 7 1| 2H-244 175-31751- 71 
175-31708- 11 1| 2H-244 175-31751- 73 
175-31709 i| xv-71 175-31751- 74 
175-31710 l| AXD-66 175-31751- 75 
175-31710- 3 1| AXD-66 - - 

dia. BEER is 175-31751- 76 















175-31751- 77 
175-31751- 79 
175-31751- 80 













175-31714 AXJ-130 






























175-31714- 3 AXJ-130 175-31751- 81 
175-31714- 4 AXJ-130 175-31751- 83 
175-31714- 5 AXJ-130 175-31751- 85 
175-31714- 6 AXJ-130 175-31751- 87 
175-31714- 7 AX J-130 175-31751- 88 
175-31714- 8 AXJ-130 175-31751- 89 
175-31714- 9 AXJ-130 










175-31751- 90 
175-31751- 91 
175-31751- 93 
175-31751- 95 
175-31751- 96 
175-31751- 97 
175-31751- 99 
175-31751-101 
175-31751-103 






175-31714- 11 
175-31714- 13 
175-31714- 15 
175-21714- 17 
175-31714- 19 
175-31714- 21 
175-31714- 22. 
175-31714- 23 
175-31714- 25 
175-31714- 27 
175-31714- 29 
175-31714- 31 
175-31714- 35 
175-31714- 34 
175-31714-100 
175-31715 

175-31715- 3 
175-31715- 4 
175-31715- 5 
175-31715- 7 
175-31715- 11 
175-31715- 13 
175-31715- 15 
175-31715- 17 
175-31715- 19 
175-31715- 21 
175-31716 


AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ-130 
AXJ7130 
AXJ-7130 
AX J-130 
20-20 
20-20 
28-20 
20-20 
20-20 
22-20 
20-20 
20-20 
20-20 
20-20 
20-20 
20-21 






































































175-31751-105 
175-31751-106 
175-31751-107 
175-31751-109 
175-31751-111 
175-31751-113 
175=31751=115 
175-31751-117 
175-31751-119 
175-31751-121 
175-31751-123 
175-31751-125 
175-31751-127 
175-31751-129 
175-31751-131 
175-31751-222 
175-31751-229 
175-31752- 3 
175-21752- 5 
175-31761 
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175-31716-100 20-21 





































































































175-31761- 3 
175-31717 1 175-31761- 3 
175-31751 i| 20-23 175-31761- 6 
175-31751- 3 1| 20-23 175-31761- 7 
175-31751- 5 1| 20-23 175-31761- 3 
175-31751- 6 1 20-23 175-31801 
175-31751- 7 2] 28-23 175-31801- 3 
175-31751- 8 i| 29-23 175-31801- 4 
175-31751- 9 1| 20-23 175-31801- 5 
175-31751- 11 1 20-23 175-3180i- 7 
175-31751- 13 1| 20-23 175-31801- 9 
175-31751- 15 1 20-23 175-31801- 11 
175-31751- 17 1| 20-23 175-31801- 12 
175-31751- 10 i 2 175-31601- 15 
175-21751- 19 1 175-31801- 17 
175-31751- 21 i 175-31601- 18 
175-31751- 23 1 175-21301- 19 
175-31751- 25 1 175-31801- 20 
175-31751- 27 1 175-31801- 23 
175-31751- 29 1 175-31E01- 24 
175-31751- 31 1 175-31801- 2 
175-31751- 33 1 175-21801- 26 
175-31751- 35 1 175-31201- 39 
175-31751- 37 1 175-31801- 40 
175-31751- 1 











175-31£01- 43 
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R82NA 
R82NA 


[PARTNUMBER | NUMBER 


-- 31801- 44 
175-31801- 45 


175-31801- 46 
175-31801- 47 
175-31801- 48 
175-31801- 49 
175-31801- 50 
175-31801- 51 
175-31801- 52 
175-31801- 53 
175-31801= 55 
175-31801- 57 
175-31801- 65 
175-31801- 66 
175-31801- 67 
175-31801- 68 
175-31821- 69 
175-31801- 71 
175-31801- 72 
175-31801- 77 
175-31801- 78 
175-51801- 79 
175-31801- 80 
175-31801- 83 
175-31801- 85 
175-31801- 86 
175-31801- 87 
175-31801- 88 
175-31801- 89 
175-31801- 91 
175-31801- 93 
175-31801- 95 
175-31801- 97 
175-31801- 99 
175-31801-101 
175-31801-103 
175-31801-104 
175-31801-105 
175-31801-107 
175-31802- 1 


175-31802- 2 


175-31802- 3 
175-31802- 4 
175-31802- 5 
175-31802- 6 
175-31802- 7 
175-31802- 8 
175-31802- 9 
175-31802- 10 
175-31802- 11 
175-31802- 12 
175-31802- 13 
175-31802- 14 
175-31802- 15 
175-31802- 16 
175-31802- 17 
175-31802- 18 
175-31802- 19 
175-31802- 20 
175-31802- 21 
175-31802- 22 
175-31802- 23 
175-31802- 24 
175-31802- 25 
175-31802- 26 
175-31802- 21 
175-31802- 28 
175-31802- 29 
175-31802- 30 
175-3186" 21 
175-31} z- 32 
175-31802- 33 
175-31802- 34 
175-231802- 74 
175-31803- 3 
175-31803- 4 
175-31803- 5 
175-31803- 6 
175-31803- 7 
175-31803- 8 
175-31803- 9 
75-31803- 11 
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FIGURE MICROFILM 
AND INDEX NUMBER 


175-318 








AN O1-60AABA-4 


NNNNA FN NE 


01-1 


mi 
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2Q-25 
20-25 


20-25| 


20-25 
20-25 
20-25 
20-25 
20-25 
20725 
29-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 


20-25 
20-25 
20-25 
20-25 


20-26 
20-26 
26-26 
20-26 
20-26 
20-26 
20-26 
20-26 









































































175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31802- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803= 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 






R82NA 










175-31805- 
175-31805- 






175-31805- 
175-31805- 
175-21806 

175-31806- 
175-31806- 
175-31807 

175-21807- 
175-31807- 
175-31808- 
175-31808- 
175-31808- 
175-31808- 
175-31809- 
175-31809- 
175-31809- 
175-31809- 
175731810 

175-31810- 
175-31811 

175731812 

175-31812- 
175-31812- 
175-31812- 
175-31812- 
175-31512- 
175-31812- 
175-31812- 
175-31812- 
175-31812- 
175-31612- 
175-31612- 
175-31812- 
175-31613- 
175-31813- 
175-31815- 
175-31815- 
175-31615- 
175-31815- 
175-31815- 
175-31816- 
175-31816- 
175-31817- 
175-31817- 
175-31818- 
175-31818- 
175-31818- 















R82NA 
R82NA 


STOCK NUMBER 
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Section Ill 
Numerical Index of ΑΝ ΟΙ-όΟΑΑΒΑ-4 


Contractor Parts 
STOCK NUMBER FP: FIGURE — | TOTAL| MICROFILM 
CLASS CODE ` PART NUMBER 30| AND INDEX | QTY. | NUMBER 







|  stockmumeer TE] mouse |rOTAL|MICROFILM 
' | CLASS CODE | PART NUMBER 89| AND INDEX | QTY. | NUMBER 


































































































































































































































































































































































































































R82NA 175-31819 2 175-31848 
175-31820 1 175-31849 
175-31820- 3 1 175-31850- 1 
175-31820- 7 1 175-31850- 2 2 
175-31820- 8 1 175-31850- 3 2 
175-31820- 9 1 175-31851 4| 20-79 
175-31820- 10 1 175-31852- 1 1| 2H-258 
175-31820- 11 1 175-31852- 2 1| 2H-258 
175-31820- 12 1 175-31053- 1 1| 2H-259 
175-31821- 1 1 175-31853- 2 1| 2H-259 
175-31821- 2 1 175-31854- 1 1| 2H-260 
175-31822 2 175-31854- 2 1| 28-260 
175-31823 2 175-31655= 1 1| xz-200 
175-31824 2 175-31855- 2 1| xz-200 
175-31825- 1 1 175-31856- 1 1| xx-128 
175-31825- 2 1 175-31856- 2 1| XX-128 
175-31825- 3 1 175-31858 1 
175-31825- 4 1 175-31860- 1 1| 2F-34 
175-31826 1 175-31860- 2 1] 2F-34 
175-31826- 1 1 175-32020 2| 29-22 
175-31826- 2 1 175-32020- 3 2| 28-32 
175-31826- 3 1 175-32020- 5 2| 29-32 
175-31826- 4 1 175-32020- 7 2| 20-32 
175-31827 1 175-32020- 9 2| 20-32 
175-21827- 1 1 175-32020- 11 2| 20-32 
175-31827- 2 1 175-32020- 13 2| 29-32 
175731828 1] AXN=239 175-32020- 15 4| 20-32 
175-31828- 3 1|AXN-239 175-32020- 17 4| 20-32 
175-31828- 5 1|AXN-239 175-32020- 19 8| 20-32 
175-31828- 7 2|AXN-239 175-32020- 21 2 20-32 
175-31828- 9 1| AXN-239 175-32020- 23 4| 20-32 
175-31828- 11 1|AXN-239 175-32020- 25 2| 20-32 
175-31828- 13 1] AXN=239 175-32020- 27 2| 20-32 
175-31829 4| 20-71 175-32020- 29 2] 20-32 
175~31830 1| 2H-248 175-32020- 31 2| 28-32 
175-31830- 1 1| 2H-248 175-32020- 33 2| 20-32 
175-31830- 2 — 1| 2H-248 175-32020- 35 2| 20-32 
175-31831- 1 l| 2Η-249|. 175-32020- 37 2| 20-32 
175-31831- 2 1}. 2H-249 175-32020- 39 2| 20-32 
175-31832- 1 2| 2H-250 175-32020- 43 2| 20-32 
175-31832- 2 i| 2H-250 175-32020- 45 2| 20-32 
175-31833- 1 1| 2H-251 175-32020- 47 2] 20-32 
175-31833- 2 1| 2H-25U 175-32020- 49 2| 20-32 
175-31834- 1 i| 2H-252 175-32020- 53 2| 20-32 
175-31834- 2 1| 2H-252 175-32020- 55 2| 20-32 
175-31834- 3 2| 2H-252 175-32020- 57 2| 20-32 
175-31835 1| 2H-253 175-32020- 59 2 20-32 
175-31835- 1 i| 2H-253 175-32020- 63 4| 2G-32 
175-32020- 65 4| 20-32 
175-31835- 2 1| 2H-253 175-32020- 67 2| 20-32 
175-32020- 69 2| 20-32 
175-31835- 3 2| 2H-253 175-32020-101 2| 20-32 
175-31835- 5 2| 2H-253 175-32020-201 2| 20-32 
175-31835- 7 2| 2H-253 175-32020-301 οἱ 20-32 
175-31835- 9 2| 2H-253 175-32021 1| 20-23 
175-31835- 11 2| 2H-253 175-32021- 3 1| 20-33 
175-31835- 13 1| 2H-253 175-32021- 5 1| 20-23 
175-31835- 14 1 2H-253 175-32021- 7 l 20-33 
175-31835- 15 1| 2H-253 175-32021- 9 1| 20-33 
175-31835- 16 i| 2H-253 175-32021- 10 1| 20-33 
175-31836- 1 i| xz-192 175-32021- 13 1| 20-33 
175-31836- 2 1| ΧΖ-192 175-32021- 14 1| 20-33 
175-31836- 3 1| ΧΖ-192 175-32021- 15 i| 20-33 
175-31836- 4 1 175-32021- 17 1| 20-33 
175-31837 2 175-32021- 19 1| 20-33 
175-31838 2 175-32021- 21 1| 20-33 
175-31838- 3 r 175-32021- 23 1| 20-23 
175-31838- 5 1 175-32021- 25 1| 2Q-33 
175-31839 1 175-32021- 27 1| 2Q-33 
175-31840 2 175-32021- 29 1| 20-33 
175-31841 1 175-32021- 31 i| 20-33 
175-31841- 1 1 175-32021- 33 1 20-23 
175-31841- 2 1 175-32021- 34 1| 20-33 
175-31842- 1 i| 2H-254 175-32021- 35 1| 20-33 
175-31842- 2 i| 2H-254 175-32021- 37 1| 20-33 
175-31843- 1 1| 2H-255 175-32021- 39 1] 20-33, 
175-31843- 2 l| 2H-255 175-32021- 41 Οἱ 20-33 
175-31844 2| 2H-256 175-32021- 42 8| 20-33 
175-31844- 1 1| 2H-256 175-32021- 43 4| 20-33 
175-31844- 2 1| 2H-256 175-32021- 45 1] 20-33 
175-31845- 1 1| 2H-257 175-32021- 47 2| 20-33 
175-31845-= 2 1| 2H-257 175-32021- 51 1] 26-33 
175-31846 ΑΒ]. 20-76 175-32021- 53 i| 20-33 
175-31847 AR| 20-77 175-32021- 55 1] 20-33 
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. STOCK NUMBER 




























175-32022- 21 





175-32022- 25 
175-32022- 29 
175-32022- 31 
115-32022- 33 
175-32022- 35 
175-32022- 37 
175-32022- 39 
175-32022- 41 
175-32022- 43 
175-32022- 45 
175-32022- 47 
175-32022- 51 
175-32022- 53 






















175-32023- 23 
175-32023- 29 
175-32023- 31 
175-32023- 33 
115-32923- 35 
175-32023- 37 
175-32023- 39 
175-32023- 41 
175-32023- 43 
175-32023- 45 
175-32023- 47 
175-32023- 49 
175-32023- 51 
175-32022- 53 
175-32022- 55 
175-22022- 57 
175-32023-125 
175-32023-127 
175-32024- 37 
175-32102 

175-32102- 3 
175-32103- 3 
175-32107 

175-32107- 3 
175-32107- 5 
175-32108- 7 































R82NA 
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175-32022- 23" 


[ —— .srockNuweER | S| FIGURE |TOTAL|MICROFILM 
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2H-263 
2H-263 
2H-263 
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175-32021- 57 1 

175-32021- 59 1 

175-32021- 61 1 

i : ο 

175-32021-100 175-320p1-30 OS 

175-32021-103 1 

175-32021-105 1 - - 
175-32021-107 2 vee sear. 
175-32021-109 2 175-32505- 
175-32921-111 2 175-32505- 
175-32021-113 2 175-32505- 
175-32921-115 1 175-32505- 
175-32021-200 1 175-32505- 
175-32021-203 1 175-32505- 
175-32021-300 1 175-32505- 
175-32021-303 E 175-32505- 
175-32021-205 2 175-32505- 
175-32021-500 1 = = 
175-32021-500 1 1752355055 
175-32022 1 175-32505- 
175-32022- 3 1 175-32505- 
175-32022- 5 1 175-32505- 
175-32022- 7 1 175-32505- 
175-32022- 9 1 175-32505- 
175-32022- 11 1 175-32505- 
175-32022- 13 1 175-32505- 
175-32022- 15 2 175-32505- 
175-32022- 17 2 175-32505- 
175-32022- 19 1 175-32505- 


175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
|175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-22505- 


175-32022-139 1 175-32505- 
175-32022-145 1 175-32505- 
175-32023- 3 1 175-32505- 
175-32023- 5 1 175-32505- 
175-32023- 7 1 175-32505- 
175-32023- 9 1 175-32505- 
175-32023- 11 1 175-32505- 
175-32023- 13 1 175-32505- 
175-32023- 15 1 175-32505- 
175-32023- 17 1 175-32505- 
175-32023- 19 1 175-32505- 
175-32023- 20 1 175-32505- 
175-32023- 21 REF 175-32505- 


175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 99 
175-32505-100 
175-32505-101 
175-32506 
175-32506- 3 
175-32506- 5 
175-32506- 
175-32506- 
175-32507 
175-32508 


7 
8 
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175-32509 








CLASS CODE 



















2H-264 







































































































































































































3301- 38 M1 20-38 
175-32515 ΧΧ-129 - 333012 29 ΠΠ : 20-38 
175-32553 175-33301- 41 Ml 4| 20-38 
175-32553- 3 175-33301- 42 Ml ARI 20-38 
175-32553- 5 175-33301- 45 Hl 2 20-28 
175-32554 X2-203 175-33301- 47 NI 2] 28-38 
.175-32554- 3 ΧΖ-203 175-33301- 48 111 2| 20-33 
175-32554- 5 X2-203 175-33301- 49 Hl 2| 20-35 
175-32555 175-33301- 50 Ml 2 20-38 
175~32557 175-33301- 53 Ml 2| 22-38 
175-32558 175-33301- 55 Mi 2| 20-33 
175-3255 175-33301- 51 41 2| 20-33 
175-32559- 24 175-33301- 59 Ml 2| 24-38 
175732559- 25 175-33301- 61 Μι 4| 2Q-38 
175-32588 175-33301- 62 ΜΙ 4| 20-38 
175-32596 175-33301- 63 MI 4| 20-38 
175-32596- 3 175-33301- 65 Ml 2 20-38 
175-32596- 5 175-33301- 66 H1 2 20-38 
175-32598 175-33301- 73 Ml 4| 20-38 
175-32599 175-33301- 74 Hl 4| 20-38 
175-32599- 3 175-33301- 75 M 2| 20-38 
175-32599- 4 175-33301- 76 M1 2 20-38 
175-32599- 5 175-33301- 77 Μι 2] 20-38 
175-32599- 6 175-33301- 78 M1 2| 20-38 
175-32599- 7 175-33301- 79 Μι 2| 20-38 
175-32599- 8 |175-33301- 80 M1 2| 20-38 
175-32599= 9 175-33301- £1 M1 2| 20-38 
175-32599- 11 175-33301- 32 M1 2| 20-38 
175-32599- 13 175-33301- 83 M1 2| 20-38 
175-32599- 15 175-33301- 84 M1 2| 20-38 
175-32599- 16 175-33301- 85 M1 2| 20-38 
175-32599- 17 175-33301- 86 Ml 2| 20-38 
175-32599- 18 175-33301- 87 141 2| 20-33 
175-32599- 19 175-33301- 89 M1 2| 20-38 
175-32599- 20 175-33301- 95 M1 2| 20-38 
175-32599- 21 175-33301- 97 M 2 29-38 
175-32599- 22 175-33301-101 8| 20-38 
175-32593- 23 175-33301-103 M 2| 2Q-38 
175-32599- 24 175-33301-107 M1 AR| 20-38 
175-32599- 25 175-33301-109 M1 2] 20-38 
175-32599- 26 175-33301-111 M1 2| 20-38 
175-32595- 27 175-33301-112 M1 2| 20-38 
175-32599- 28 175-33301-113 M1 2| 20-38 
175-32599~ 29 175-33301-114 M1 2! 20-38 
175-32599- 31 175-33301-115 M1 2| 20-38 
175-32599- 32 175-33301-116 2| 20-38 
175-32599- 33 175-33301-207 M1 2 20-38 
175-32599- 34 175-33301-208 Mi 2| 20-38 
175-32599- 35 175-33301-209 M1 4| 20-38 
175-32599- 36 175-33301-211 141 2| 20-38 
175-32599- 37 175-33301-212 M1 οἱ 20-38 
175-32599- 38 175-33301-213 M1 2| 20-38 
175-32599- 39 175-33301-214 Ml 2| 20-38 
175-32599- 40 175-33301-215 #1 4| 20-38 
175-32599- 41 175-33301-217 M 2| 28-38 
175-32599- 43 175-33301-219 41 2 20-38 
175-32599- 45 M1 2| 20-38 
175-32599- 46 175-33201-221 41 2| 20-38 
175-33147 175-33301-223 M1 2| 20-38 
175-33148 175-33301-224 41 21 20-38 
175-33301 175-33301-225 M1 2 20-38 
175-33301- P1j353 - 30 175-33301-227 M 2| 20-38 
175-33301-231 M1 2] 20-38 
175-33301- 2 2 175-33301-233 M1 2| 20-38 
175-33301-235 M1 2| 20-38 
175-33301- 3 2 175-33301-237 Ivi 4| 20-38 
175-33301- 4 2 175-33301-239 Mi 4| 20-38 
175-33301- 5 2 175-33301-241 "M 4| 20-38 
175-33301- 6 2 175-33301-243 pa 4 20-38 
175-33301- 7 2 175-33301-245 M11356 - 77 il 20-38 
175-33301- 8 2 175-33301-301 Pl 2| 20-38 
175-33301- 39 2 175-33301-302 ML 2| 20-38 
175-33301- 10 2 175-33301-305 Ml 2| 20-38 
175-33301- 11 4 175-33301-307 Ml 2| 20-38 
175-33301- 12 4 175-33301-347 ui 2| 20-38 
175-33301- 13 8 175-33301-349 M1 2| 20-38 
175-33301- 15 4 175-33310 2 | xx-132 
175-33301- 17 2 175-33223 1| 20-80 
175-33201- 18 2 175-33223- 1 M 2| 20-30 
175-33301- 29 2 175-33323- 2 M 2| 2D-80 
175-33301- 30 2 175-33324 : ΜΙ |359 - 8 2| 2H-265 
175-33301- 31 26 175-33324- 3 M1 2] 2H-265 
175-33301- 35 4 175-32361 Μ1 1359 - 21 4 
175-33 301- 2 175-33475 A 2 20-31 
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175-34001 REF | AXJ7143 175-34338 Ρ1 [371 - 11 1| 2H-268 
. 370 175-34338- 3 x1 1] 2H-268 
175734130 1 175-34338- 5 xi 1] 2H-268 
175734226 1 175-34338- 7 xi 1| 2H-268 
NE apicc l 175-34338- 9 x1 1| 2H-268 
734: 175-34338- 11 xi 1| 2H-268 
R82NA 175-34229- 3 1 175-34339 P1|371 - 15 1| ΧΖ-211 
R82NA 175-34229- 5 1 175-34339- 3 X1 1] xz-211 
175-34229- 7 1 175-34339- 5 Xi 1| xz-211 
: 175-34230 1 175-34339- 7 xi 1| xz-211 
R82NAÀ 1757-34301 ΠΝ 175-34339- 9 X1 1| ΧΖ-211 
175-34340 P 2| XX-141 
175-34301- 3 1 175-34341 1! AXC-89 
175-34301- 5 1 175-34341- 17 8 AXC-89 
175-3430i1- 7 1 175-34342 1| AXC-90 
175-34301- 9 1 175-34343 1] AXC-91 
175-34301- 11 1 175-34344 1| AXC-92 
175-34301- 13 1 175-34350 M1 i| xY-90 
175-34201- 15 2 175-34351- 1 Μι 1| XxY-91 
175-34301- 17 1 175-34351- 2 M1 i| xY-91 
175-34301- 19 1 175734352 Μι 1| ΧΥ-92 
175-34301- 21 1 175-34353 M1 1| XY-93 
175-34301- 23 1 175-34354 M1 1| xv-94 
175-34301- 25 1 175-34355- 1 M1 i| 2F-43 
175-34301- 27 1 175-34355- 2 M1 1| 2F-43 
175-34301- 29 1 175-34356 M1 i| xv-96 
175-35201- 31 1 175-34357 M1 1| ΧΥ-97 
175-34301- 33 1 175-34530 M1 1| xx-142 
175-34301- 35 1 175-40000- 10 A |394 1| 20-40 
175-34301- 37 1 175-40000- 20 A |296 1| 2Q-40 
175-34301- 39 1 175-40000- 30 1| 20-40 
175-24301- 41 1 175740001 κ 9 REF 
175-34301- 43 1 417 
175-34301- 45 1 175-40010- 10 A 1394 - 4 1| 2Q-41 
175-34301- 47 1 395 
175-34301- 49 1 175-40010- 20 A |394 2| 20-41 
175-34301- 51 4 395 
175-34301- 53 6 175-40010- 40 1| 29-41 
175-34301- 55 1 .175-40010- 50 A |394 2| 20-41 
175-34301- 57 1 395 
175-34301- "9 1 175-40010- 60 USE 175-40010-12Q, 
175-34301- 61 1 175-40010- 90 394 2| 20-41 
175-34301- 63 2 395 
175-34301- 65 1 175-40010-100 394 2| 28-41 
175734302. 1 395 
175-40010-110 A |394 2| 2Q-41 
175-34302- 3 1 395 
175-34202- 5 i 175-40010-120 394 2| 20-41 
175-34302- 7 1 395 
1757552023 L 175-40501 * |391 REF 
175-34302- 11 1 s 1391 REF 20-42 
175-34302- 13 1 175-42052 1| Xz-212 
175-34302- 15 1 175-42053 1| xv-99 
175-34302- 17 T 175-42055 1| Χζ-214 
175-324302- 19 1 175-42056 1| xY-100 
175-34302- 21 2 175-42057 6| XY-101 
175-34302- 23 1 175-42058 6| XX-143 | 
175-34302- 25 4 175-4205 1| xv-102 
175-34302- 27 1 175-42060 1| xz-215 
175-34302- 28 1 175-42061 4| Xz-216 
175-34302- 29 1 175-42062 1| xz-217 
175-24302- 31 1 175-42063 1| XZ-218 
175-34302- 33 1 175-42064 1 
175-34302- 55 D2- 3p 175-42065 4| XY-103 
175-34302- 37 2 175-42067 8| XY-105 
175-34302- 39 2 175-42068 1] ΧΖ-219 
RE2NA 175-34303 315 2| 2H-266 175-42063 i| xz-220 
2757343035 ed 2| 2H-265 175-42069- 3 1| xz-220 
175-34304 371 2| 2H-267 175-42070 1 
175-234304- 3 2| 2H-267 175-42071 i| ΧΖ-2Ζι 
175-34309 1 ΧΖ-207 175-42072 141 2 AXC-93 
175-34309- 3 1| xz-207 175-42015 M 2| 20-43 
R82NÀ 175-34310 1| ΧΖ-208 175-42015- 3 Mi 2| 20-43 
175-34310- 3 i| xz-208 175-42075- 5 +1 2| 20-43 
175-34317 1| 20-86 175-42075- 7 Ml 2| 20-43 
R82HA 175-24323 2| ΑΧΑ-422 175-42075- 3 Ml 2| 20-43 
175-34325 2| XX=140 175-420976 P1401- 56| 2| 20-44 
RB2NA 175-34331 i| xY-87 175-42076- 3 xil- 2| 20-44 
175-34332 1| XY-38 175-42076- 5 Xi d 2| 20-44 
175-34333 1| Axc-88 175-42076- 7 x1 2| 20-44 
RB2NA 175-34334 i| 2F-52 175-42076- 9 Χ1 2| 20-44 
175-34236 i| ΧΖ-209 175-42076- 11 x1 2| 20-44 
175-34236- 3 i| Xz-209 175-42076= 12 xi 2| 20-44 
1757343367 5 1| ΧΖ-209 175-42018 * REF| 2G-45 
993 
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175-42080 2D-87 » y 
12525007 TRS 175-42306- 10 EH 280-51 

R82NA 175-42083 2H-269 15- = * 9 F z 
dtr T μερος 175-42306 42 RE 20-51 
175-42083- 5 2H-269 75~42306- R Q-5 
175-42084 AXA=423 οι νος ας. 
175-42084- 3 ΑΧΑ” 423 175-42308- 3 2] 20-52 
175-42084- 5 ΑΧΑ”- 423 175-42308- 5 2| 28-52 
|175-42085 ΧΧ” 147 175-42308- 7 2| 2Q-52 
R82NA 175-42087 ΧΧ-148 175-42308- 9 4| 20-52 
. 175-42087- 3 XX7148 175-42308- 13 1| 28-52 
R82NA 175-42088 175-42308- 15 16| 20-52 
175-42088- 3 175-42308- 17 2| 20-52 
175-42088- 5 175-42308- 19 .2| 20-52 
175-42089 175-42308- 23 8| 29-52 
175-42089- 175-42308- 25 2] 2Q-52 
175-42089- 175-42308- 27 2| 20-52 
175742310 REF| 20-53 
















175-42089- 










175-42089- 













3 
5 
175-42089- 6 
ri 
8 
9 
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175-42334 P11430 - 62 2| 20-54 

175-42089- 175-42334- 3 2| 28-54 
175-42089- 11 175-42334- 5 2| 20-54 
175-42089- 12 175-42334- 7 2 20-54 
175-42089- 13 175-42334- 9 2| 20-54 
175-42089- 15 175-42334- 11 2 20-54 
175-42089- 31 175-42334- 2| 20-54 
175-42090 4| 20-54 
175-42091 175-42334- 4| 2Q-54 
175-42091- 3 175-42334- 19 2| 20-54 
175-42091- 5 175-42334- 21 2| 20-54 
175-42092 175-42334- 25 2| 28-54 
175-42092- 3 175-42334- 25 2 Q-54 
175-42092- 5 175-42234- 10] 20-56 
175-42093 20-54 
175-42093- 3 20-54 
175-42093- 5 2 20-54 

RB2NA 175742112 f 175-42341- 3 20-55 
175-42112- 3 175-42341- 5 20-55 
175-42112- 5 175-42341- 7 20-55 

R82NA 175-42119 175-42241- 9 268-55 
175-42119- 3 175-42341- 11 20-55 
175-42119- 5 175-42341- 12 20-55 
175-42119- 7 175-42341- 15 20-55 
175-42119- 9 175-42341- 16 20-55 
175742119- 15 175-42341- 17 23-55 
175-42119-100 175-42341- 21 20-55 

R62NA 175-42122 175-42341- 23 20-55 






175-42341- 25 
175-42341- 27 
175-42341- 29 
175-42341- 31 
175-42341- 33 
175-42341- 35 
175-42352 
175-42352- 
175-242352- 


20-55 
2Q-55 
20-55 
28-55 
20-55 
20<55 
XY-109 
XY-109 
XY-109 
XY-109 
XY-109 






175-42122- 3 
175-42122- 5 
175-42122- 7 
175-42122- 9 
175-42122- 11 
175-42122- 13 
175-42122- 15 
175-42122- 17 
175-42122- 19 
175-42122- 21 
175-42122- 23 
175-42122- 25 
175-42122- 27 


u 
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175-42353- 

































































175-42146- 
175-52146- 
175-452146- 
175-42147 

175-42147- 
175-42147- 
175-42147- 
175-42148 
175-42306 


994 



















175-42508- 
175-42508- 








R82NA 





175-42509 

175-42509- 
175-42505- 
175-42509- 
175-42509- 
175-42503- 
175-42509- 












== 
Q Hr nU 


175-42508-. 


t poe 2 e 2 ae m 2 i> 12 NJ e η 


Wr O q GID 





ha 





175-42122- 29 175742356 433 - 28 2H-271 
` 2 175-42356- 3 2H-271 

175-42122- 31 τ. 2Η-271 

p CI a 175-42356- 5 2H-271 

175-42122- 35 o CE. 2 

175-42122- 37. Tac Co ala 

175-42122- 39 τος aoe 

175-42122- 41 ο. = 

175-42122- 43 ` το x 

175-42122- 45 o ees a 2F 

175-42122- 50 8 M 

RE2NA 175-42146 cre 391 1 

175-42146- 3 o 

175-42146- 5 προς 

175-42146- 7 
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1175-42510 i| Xz-228 zs = 
175-42510- 3 i| 2226 112-42618-110 20-58 
175-42510- 5 i| xz-228 175-42618-119 20-58 
175-42510- Τ᾽ 1| ΧΖ-228 175-42618-120 20-58 
1757592511 : 175-42618-121 20-58 
τροπο i 175-42618-122 20-58 
1173742219 i 175-42618-123 20-58 
175-42618-125 20-58 
175-42516 1 175~42618-127 20-58 
175-42516- 3 1 175-42618-129 20-58 
175-42601 F 175-42618-131 20-58 
175-42601- 10 1 175-42618-133 20-58 
175-42601- 20 2 175-42618-135 20-58 
175-42602 1 175-42618-137 20-58 
175-42602- 3 2 175-42618-139 20-58 
175-42602- 5 175-42618-141 20-58 
175-42602- 7 175-42618-143 20-58 
1 z 175-42618-145 . 20-58 
- - 175-42618-169 20-58 
175-42602- 35 175-42618-173 20-58 
175-42604 175-42618-175 20-58 
175-42604- 3 175-42618-179 20-58 
175-42604- 10 175-42618-185 20-58 
175-42616 : 175-42618-187 20-58 
175-42618- 3 175-42618-189 20-58 
175-42618- 5 175-42618-191 20-58 
175-42618- 7 175-42618-193 20-58 


175-42618- 39 
|175-242618- 11 
175-42618- 13 
175-42618- 15 
175-42618- 17 
175-42618- 19 
175-42618- 21 
175-42618- 23 
175-42618- 25 
175-42618- 27 
175-42618- 29 
175-42618- 31 
175-42618- 23 
175-42618- 35 
175-42618- 37 
175-42618- 39 


20-58 
20-58 
20-58 
20-58 
“20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58. 
20-58 
20-58 
20-58 


175-42618-195 
175-42618-197 
175-42618-199 
175-42618-201 
175-42618-203 
175-42618-205 
175-42618-207 
175-42618-209 
175-42618-211 
175-42618-213 
175-42618-215 
175-42618-217 
175-42618-219 
175-42618-221 
175-42618-223 
175-42618-225 




















175-42618-116 
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17543712 


175-42618- 41 175-42618-227 - 20-58 
175-42618- 43 175-42618-229 20-58 
175-42618- 45 175-42801- 2 2H-272 
175-42618- 47 175-42801- 3 2H-272 
175-42618- 49 175-42801- 5 2H-272 
175-42618- 50 175-42801- 7 2H-272 
175-42618- 51 175-42801- 9 2H-272 
175-42618- 52 175-42801- 11 ` 2H-272 
175-42618- 53 175-42801- 13 2H-272 
1157626182 55 175-42801- 15 M1 2H-272 
175-42618- 57 175-42801- 17 M1 2H-272 
175-42618- 69 175-42801- 19 2H-272 
175-42618- 71 175-42801- 21 2H-272 
175-42618- 73 175-42801-103 2H-272 
να is 175-42801-105 2H-272 
m B 175-42801-107 2H-272 
175-42618- 81 175-42801-109 2H-272 
Miei s; 175-42801-111 1| 2H-272 
2 = 175-42801-113 1| 2H-272 
175-42618- 89 175-42801-115 1| 2H-272 
175-42618- 91 175-42801-117 1| 2H-272 
175-42618- 93 175-43001 REF 
175-42618- 95 175-43019 1 
175-42618- 97 175-43019- 3 1 
|175-42618- 99 175-43019- 5 1 
175-42618-101 175-43019- 7 1 
175-42618-102 : 175-43026 2 
|175-42618-103 M 5 1 
175-42618-104 M 1155430295 10 12 
175-42618-105 M ; 
175-42618-106 M 175-43051 i| 2F-46 
-175-42618-107 M: 175-43051-. 3 1 2F-46 
175-42618-108 M 175-43051- 5 i| 2Ε-46 
175-42618-109 M 175-43052 1| 2F-47 
175-42618-110 M 175-43053 1| ΧΧ-154 
175-42618-111 M 175-43058 1| xY-113 
175-42618-112 M 175-43059 1 
175-42618-113 M 175-43060 i| 20-91 
175-42618-114 M 175-43710 1} XX-155 
175-42618-115 M 1757-43711 1| Xx-156 
1 
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Numerical Index of AN 01-6CAABA-4 


Contractor Parts 


STOCK NUMBER 





CLASS CODE 





175-43713 M [179 — 22 1| ΧΧ-158 -47094-167 
175-44612 , ül|AXa-426 115-41094-189 
175-440212- Μα 2] AXA= 426 175-47004-175 
175-44013 Ml l| AKC~95 175-47004-177 
175-44013- 141 2! AXC-95 175-47004-179 
175-44013- 2| Axc-?5 175-47004-180 
175-44862-125 1 175-47004-181 
175-46002 2| AXC-96 175-47004-183 
Ë 175-46992- 1| Αχς-56 175-47004-185 
à 175-46002- 1| Αχς-96 175-47004-187 
RB2NA 175-46003 2| 2F-48 175-47004-189 
175-47004-190 
175-46004 2| 2F-49 175-47004-191 
R82NA 175-46005 2 28-55 175-47004-193 
175-46005- 2| 20-59 175-47004-195' 
175-46005- 2 20-59 175-47004-197 
175-46005- 2| 20-59 175-47004-195 
175-46005- 2| 29-59 175-47004-201 
175-46005- 2 20-59 175-47004-203 
175-46005- 2| 26-59 175-47004-205 
175-46006 1| 2H-273 175-47004-207 
175-46006- 2| 2H-273 175-47004-209 
175-46006- 2| 2H-273 175-47004-211 
175746007 1| 20-92 175-47004-213 
175-46008 ? 175-47004-215 
175-46009 £ 175-47004-217 
175-46010 1|AXA-427 175-47004-219 
175-46011 1| 20-92 175-41004-221 
175-47001-106 REF 175-47004-223 
175-41004-225. 
175-47001-200 175-47004-227 
REF 175-47004-229 
R82NA 175-47002 2| 20-60 175-47004-231 
175-47004-233 
RB2NA 175-47002-100 2| 20-60 175-47004-235 
R82NA 175-47004- 1| 29-61]. 175-47004-241 
RB2NA 175-47004- i| 20-61 175-41004-243 
175-4T004- 2| 20-61 175-47004-245 
175-47004- 2| 26-61 J175-47004-300 
175-47004- 11 2| 20-61 175-47004-400 
175-47004- 13 2| 20-61 175-47004-500 
175-47004- 35 2| 20-61 175-47004-600 
175-47004- 36 2| 20-61 175-47005 
175-47004- 39 2| 2Q-61 175-47005- 3 
175-47004- 41 2 20-61 175-47020 
175-47004- 43 2| 20-61 175-47020- 3 
175-47004- 44 2| 20-61 175-47020- 4 
175-47004- 45 2 20-61 175-47020- 5 
175-47004- 46 2| 20-61 175-47020- 6 
175-47004- 47 2| 20-61 175-47020- 7 
175-47004- 49 2| 20-61 9 
175-47004= 51 2| 20-61 1 
175-47004- 53 2| .20-61 175-47020- 
175-47004- 54 2| 20-61 175-47020- 15 
175-47004- 55 2 20-61 175-47020- 17 
175-47004- 56 i| 20-61 175-47020- 18 
175-47004- 57 2| 20-61 175-47020- 
175-47004- 58 2| 20-61 175-47020- 2 
175-47004- 59 2 20-61 175-470202 23 
175-47004- 61 2| 20-61 175470204 25 
175-47004- 63 2| 20-61 .|175-4^7eZ0- 27 
175-47004- 67 8| 29-61 175-47020- 29 
175-47004- 71 2| 20-61 175-47020- 31 
175-47004- 73 2| 20-61 175-47020- 33 
175-47004- 77 2| , 29-61 175-47020- 35 
175-47004- 79 1| 20-61 175-47020= 37 
175-47004- 81 1| 20-61 175-47020- 51 
175-47004- 03 2| 20-61 175-47020- 53 
175-47004- 85 2| 20-61 175-47020- 55 
175-47004- 87 2| 20-61 175-47020- 61 
175-47004- 95 2| 20-61 175-47020- 63 
175-47004- 97 2| 20-61 175-47020- 65 
175-47004-101 i| 20-61 175-47020- 67 
175-47004-103 1| 20-61 175-47021 2H-274 
175-47004-129 2| 20-61 175-47021- 3 2H-274 
175-47004-131 1| 20-61 175-47021- 5 2H-274 
175-47004-133 1 20-61 175-47021- 7 2H-274 
175-47004-145 2| 20-61 1175-47022 20-62 
175-47004-146 2| 20-61 175-47028 -2H=275 
175-47004-147 2| 20-61 175-47028- 3 2H-275 
175-47004-149 2| 20-61 175-47028- 5 2H=275 
175-47004-151 2 20-61 175-47028- 7 2H-275 
175-47004-155 2 20-61) Ingona 175-47033 2H-276 
175-47004-157 2 20-61 2H-276 
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STOCK NUMBER 











CLASS CODE 


175-47033- 
175-47034 
175-47037 
175-47037- 
175-47038 
175-47038- 
175-47038- 
175-47041 
17547045 
175-47045- 


175-47045-. 


175-47045= 
175-47046 
175-47046- 
175-47046- 
175-47046- 
175-47050 
175-47050- 
175-47054 
175-47055 
175-47055- 
175-47061 


175-47061-. 


175-47061- 
175-47061- 
175-47062 
175-47062- 
175-47063 
175-47063- 
175-47094 
175-47094- 
175247401 


175-47420 


175-47422 

175-47422- 
175-47422- 
175747422- 
175747422- 
17547422- 
175747422- 
1757474227 
175747423 

17547802- 
175-478027 
175-471802- 
175-48001 

175-48004 

175-48004- 
175-48004- 
175-48005 

175-48006 

175-48006- 
175-48006- 
175-48006- 
175-48007 

175-48007- 
175-48007- 
175-48007- 
175-48008- 


175-48008- 


175-48008- 
175-48008- 


175-48008- 


175-48010 
175-48011 
175-48011- 
175-48011- 
175-48011- 
175-48012 
175-48012- 
175-48012- 
175-48912- 
175-48913 
175-48013- 
175-48013- 
175-48013- 
175-48014 
175-48014- 
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175-48014- 
175-48014- 
175-48015 
175-48015- 
175-48015- 
175-48015- 
175-48016 
175-48017 
175-48027- 
175-48027- 
175-48030 
175-48037 
175-48037- 
175-48037- 
175-48038 
175-48039 
175-48040 


175-48041 
175-48042 
175-48042- 
175-48043 
175-48044 
175-48045 
175-48045- 
175-48046 
175-48046- 


2H-2179 
2F-57 
2F-57 
2H-280 
2H-280 
20-94 
20-94 
20-63 


175-48047 
175-48048 
175-48049 
175-48049- 
175-48049- 
175-48049- 
175-48050 
175-48101 
175-48109 
175-48110- 
175-48110- 
175-48111 
175-48111- 


20-64 


20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
ΧΖ-241 
2H-281 
2H-281 
2H-281 
XX-163 









175-48111- 


175-48117 

175-48117- 
175-48117- 
175-48117- 
175-48122 

175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48127 


175-48128 
175-48131- 


175-48131- 


175-48131- 
175-48131- 


175-48131- 


175-48132 
175-48132- 
175-48132- 
175748133 
175-48133- 
175-48133- 
175-48134 
175-48134- 
175-48134- 
175-48134- 
175-48135 
175-48135- 
175-48135- 
1757-48136 
175748137 





PART NUMSER 


NY JU w 


uu 


15 
15 


uu 


uw WH 


ww 


Section il! 
Numericai Index of 
Contractor Parts 


28 FIGURE  |TOTAL| MICROFILM 
38| AND INDEX| QTY. | NUMBER 































































































zu 
m 


M1 4| 2H-282 
M1 2| 2H-282 
M1 1| 2H-283 
M1 1} 2H-283 
M1 1| 2H-283 
M1 1| 2H-283 
M1 “a : 
4 
2 
A 2 
3 |AXA-430 
M1 1| 2H-284 
M1 1| 2H-284 
M1 1| 2H-284 
M1 2 
2 
* AXN=242 
* 20-67 
M1 
ML 
M1 
A | 24 - 17 
A | 25 
A 
A | 24 
25 = 4 
27 
P1| 25 - 42 
USB 184-4314 
M1 2| xY-127 
M1 2] XY-127 
M1 6| XY-127 
M1 6| xY-127 
1| 2F-63 
1| 20-68 
M .2 | 20-96 
P1 1| 2H-287 
P1 1| 2H-287 
1| 2H-288 
A 4| 2H-288 
A 2H-288 
1| 20-97 
1| 2D-97 
1| 20-97 
1| 2D-97 
P1 1| AXC-99 
P1 1| Axc-99 
Pi i| ΑΧς-99 
P1 1| AXC-99 
P1 1| AXC-99 
x1 1| Axc-99 
3 |AXA-431 
1 
* REF | 20-69 
* REF | 20-69 
M 4| 29-69 
* 20-69 
* 20-69 
M1 i| 2F-64 
M1 1] 2F-64 
M1 1| 2F-64 
M1 1| 2F-65 
M1 i| 2F-65 
M1 1| 2F-65 
M1 1| 2F-66 
M1 1| 2F-56 
1| 2F-66 
Ml i| 2F-66 
μι 1| 2F-67 
M1 i| 2F-67. 
M1 1| 2F-67 
F 
6 
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Numerical Index of 
Contractor Parts 


eem 
AND INDEX 
175-48138 A 175-48212 XX-176 
175-748138- ^ A 
175-48138- A 175-48213 
175-48138- A 5 10175-48214 
l 7548138- ^ 12175-48215 
175-48139 


ΑΝ O1-60AABA-4 


20-104 
20-105 
20-106 
XX-179 
20-107 
20-108 
XX-182 
XC-101 


175-48217 
175-48140- š 175-48218 
175-48219 
175-48140- P: š 175-48220 





VUE ma Rp 


175-48221- 
| 75-48221- 

AXJ=156 175-48222 
175-48223 

175-48224 
AXJ=156 75748225- 
AXJ=156 . BD75-48225- 
AXJ-156 175-48225- 
20-70 175-48225- 
20-70 175-48225- 
20-70 175-48225- 
20-70 17548225- 
2Q-70 175-48226 
20-70 12175-48227 
20-70 175-48228 
AXD-73 175-48228- 
175-48228- 

2H-289 175-48229 
2H-289 175-48229- 
2H-289 175-48229= 
175-48230 

175-48231 


N 
An 


175-48140- 
1 75-48140= 
175-48141 

175-48141- 
175-48141- 
175-48141- 
175-4814 1- 


H μα μονο 


2D-109 
ΧΧ- 184 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
ΧΧ-185 
ΧΧ-186 
20-110 
2D=110 
20-110 
20-111 
20-111 
2D-111 
20-112 
ΧΧ-190 
2D-113 
20-113 
20-113 


175-48142- 
h75=48142= 
175-48142- 
h75-48142= 


ONU EP WMH 


175-48142- 
175748143 
175-48144 


PU A es ps ps 


175-48156- 
175-48156- 
175-48158 

175-48158- 
175-48158- 
175-48159 

175-48159- 
h75~48159— 
175-48159- 
175-48159- 
175-48159- 
175-48159- 


a) 


ΧΥ-130 l 75-48232= 
XY-130 175-48232- 
ΧΥ-130 175-48233 
| XY-130 175-48234 
ΧΥ-130 175.48302 
XY-130 
XY-130 175-48302- 
175-48303 
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m 


175-48160- 
1 75-48160- 
175-48160- 
[75-48161 

175-48161- 
175-48161- 
B75-48162 


17548314 
175-48314- 
175-=48314- 
175-48316 
10175-48317 
175”-48318 
175-48318- 
. P75-48318- 
175748319 
l 75-48319= 
175-48319- 
H75-48319- 
175-48319- 
175-48320- 
175-48320- 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


2 
m 


h75-48174 
L75=48174= 
L75-48174- 
L75-48174- 
175-48174- 
h75-48174~ 
175-48174- 
h75-48174- 
L75-48174— 
h75~48174— 
L75-48174= 
175-48174- 
175-48175 
175-48192 
| 75-48193 
175-48195 


PRPEN e 9 L νο 


ου O σω ww 
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175-48322 
1 75-48323 
175-48324 
175-48324- 
175=48324= 
175-48328 
175748335 
175-48336 
10175-48345 
ΧΥ-131 175-48346 
ΧΥ-131 175-48346- 
XY-131 175-48346- 
XY-132 175-48346- 
2D-101 175-48401 
2D-101 
2D-101 1 75-48402 


Hon A A [2 1} As pe 


m 
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175-48196 
1 75-48196- 
175-48196- 
175-48201 
17548202 
175-48202- 
175-48202- 
175-48208 
175-48208- 
175-48208- 
175-48 208 
μ75-48209 


ολ ο PEPPY 


5 


175-48402- 
175-48402- 
175-48402- 
2D-102 175-48402- 
175-48402- 11 
175-486402- 13 
175-48210 2D-103 d 175-48402- 15 
175-48211 AXAT434 175-48402-.17 


ΓΜ > = N N > HERP 


131 P1111 
NUNE RS ps ε» 
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h75-48402~ 19 6 20-75 175-48445-= 3 X2-264 
175-48402- 21 - 8 1| 20-75| 175-48445= 5 ΧΖ-264 
h75-48402- 23 - 2| 1| 20-75 D75-48445- 7 x2-264 
175-48402- 25 - 4| 17 | 20-75 D75-48445- 9 X2-26^ 
175-48402- 27 - 11 1 | 2Q-75 175748446 ΧΧ-195 
L75-48402- 29 - 5 1 | 20-75 R 75-48447 2H-295 
175-48402- 31 - 9 1| 20-75 75748448 ΧΖ-266 
175-48402- 33 - 1| 15] 28-75 15748449 XY7157 
L75-48 403 - 78 1| 20-76 179-484 50 
h75-48403— 3 1 | 20-76 175-48450- 3 
175-48403- 5 1 |. 20-76 175-48450-= 5 
175-48403= 7 5 | 20-76 175-48450- 7 
L75-48403= 9 i| 20-76 175-48451 XY-158 
175-48403- 11 2 | 20-76 ΧΥ-159 
175-48403- 13 i| 20-76 175-48453 XY-160 
175-48403- 15 2| 20-76 75-48454 xz-267 
175-48403- 17 9| 20-76 75-48454= 3 XZ-261 
L75-48403— 19 1 | 20-76 L75-48454- 5 Xz-267 
175-48403- 21 i| 20-76 75-48454- 1 X2-261 
L75-48403- 22 24 | 20-76 175-48454= 9 X2-261 
175748404 REF | 20-77 75-48455 X2-268 
75-48456 XY-161 
175248405 AXJ-162 175-48456= 3 ΧΥ-161 
175-48457 X2-269 
475-48406 AX J7163 175-48457- 3 ΧΖ-269 
: 175-48458 
175748407 20-78 175-48459 X2=270 
175-48460 2H-296 
175-48407-101 20-78 075-48461 XY-162 
175748462 2H-297 









x2-273 
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175-48410 1 | Xz-256 
175-484101 1 | 2H-292 175-48464 A 2H-298 
175-48411 4 | xY-140 175-48465 1 XY-163 
1 | XZ-257 17548465- 3 1 XY-163 
10175-48413 1|XY-141 10175-48466 1 XY-164 
1 | XY-162 175-48466- 3 1 XY-164 
0175748415 1 AXA-440 D75-48466- 5 1 ΧΥ- 164 
h75-48416 1 | 2H-293 175-48467 1 XY-165 
175-484167 3 1 | 2H-293 175-48467= 3 1 XY-165 
175-48416-= 5 1 | 2H-293 75748468 1 2H-299 
175-48416= 7 1 | 2H-293 175-48468- 3 1 2H-299 
175-48417- 2 | Xx-192 75748468- 5 1 2H-299 
2|XX-192 [75-48468- 7 1 2H-299 
175748417- 1 | XX-192 1175-48468- 9 1 2H-299 
L75-48418 1 2F-13 175748469 1 2H-300 
175-4819 1 AXC-103 175-48469- 3 1 2H-300 
0175-48420 2 2F-74 D75-48469- 5 1 2H-300 
10175-48421 1 | Xz-259 175-48469- 7 1 2H~300 
175-48422 1 | XY-146 175-48469= 9 1 2H-300 
175748423 4 | ΧΥ- 147 -75-48470 1 ΧΖ-2 17 
175-48424 2 | ΧΥ-148 01075-48471 1 XY-166 
175-48425 4 | XX-193 175-48472 1 XY-167 
175748426 1 17548473 1 ΧΖ-278 
175-48427 1 AXC-104 175-48473- 3 1 XZ-278 
L75-48427- 3 2 AXC-104 175-48473= 5 X2-218 
175-48427= 5 ' 175-48473- 7 ΧΖ-278 
4 | XY-150 175748474 20-114 
175-48429 1 | XY-151 175-48475 XX-197 
175-48430 2 | XY-152 
h75-48431- 3 i 2F-75 075748476 1 | ΧΥ-168 
175-48431- 5 1 2F-75 175748477 1 | 2H-301 
L75-48431- 7 1 2F-75 175748478 1 | XY-169 
175-48431- 9 1 2F-75 n75-48&79 2 2F-77 
175748432 1 | XX-19& n75-48480 - 2 | XX-198 
h75-48433 1 | XX-154 175-48481- 2 3 | XX-199 
175-48434 1 | x2-260 h75-48481- 4 3 | XX-199 
175-48435 1 | Xz-261 175-48482 1 | XY-171 
175-48436 1 | 2H-294 175-48483 3 2F-78 
175-48437 1 | xz-263 
175-48438- 1 1 175-48484 1 | Xz-280 
h75-48438- 2 1 175-48484- 3 1 | Xz-280 
175-43439 1 L75-48484- 5 1 | xz-2 0 
175-48440 1 175-48484- 7 1 | ΧΖ-280 
75748441 1 10175-48485 1 | XZ-281 
175-48442 1 Άχο- 164 D75-48485- 3 1 | Xz-281 
175-48442- 3 1 AXJ-164 075-48485- 5 1|Xz-281 
175-43442- 5 1 AXJ-164 175-48485- 7 1 | xz-281 
175-48443 1 2F-76 175-48486- 1 2 | XY-173 
175-484423= 3 1 2F-76 175-48486- 2 2 | XY-173 
175-48443- 5 1 2F-76 h75-48486- 3 2 | XY-173 
175748443- 7 1 2F-76 175-48486- + 2 | XY-173. 
1 | XY-156 175-48487 : 1 | AXD-75 
175-48445 1 | XZ-264 175748487- 3 1 | AX0-75 
175-48487-" 5 2 | AXD=75 
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Section DI 
Numerical Index of 
Contractor Parts 


AN O1-60AABA4 


TOTAL| MICROFILM STOCK NUMBER 
QTY. | NUMBER || CLASS CODE] — ` PART NUMBER 
























STOCK NUMBER 


[___ stock Numa TESI riour 
CLASS CODE PART NUMBER 9| AND INDEX 


ISOURCI 


£8 FIGURE 
8 Š | AND INDEX 




























h75~48499 
175-48501 








































1000 

































































































E 
m 
πι 










































[75-48487= 7 Κι 1 | AXD-75 1 75-48502-101 41 
175-48488 Pl #46 57 1 | x2-283 175-48502-103 
[75-48489 Pl #46 42 1 | XZ~284 175-48502-105 
175-48490 41 2 | 20-115 175-48502-107 
75-4849} P1 #46 6 2 | 2H-302 | 75-48502-108 
[175-48492= 1 Ml 1|xY-174 175-48502-109 
LD75-48492- 2 1 1 | XY-174 1 75-48502-111 
[75-48493-= 1 41 1 | XY-175 1 75-48502-113 
[75-48493-= 2 1 1 | XY-175 H75-48502-115 
175-48494 1 p46 1 | XY-176 1 75-48502-117 
175748494- 3 11 1 | XY-176 175-48502-119 
h75-48495 1 #46 23 1 | 2H-303 175748502-121 
|[75-48495- 3 1 1 | 2H—303 R75~48502~123 
175-484595- 5 1 #46 25 1 | 2H-303 N75—48502-125 
LD75-48495- 7 41 1 | 2H-303 175-48502-127 
175-48496 41 #46 1 | XY=177 75-48502-128 
10175-48497 β 1 | ΧΥ-178 175-48502-129 
175.48498 4 | XY=179 75~48502-131 


175-48502-133 
75-48502-134 
175-48502-135 
1 75-48502-137 
1 75-48502-139 














to 


XY-180 
20-79 


























































175-48502 1 175-48502-141 
N75-48502— 3 1 1n75-48502-143 
1 75-48502= 5 1 1 175-48502-145 
B75-48502- 7 1 1 175-48502-147 
H75-48502- 9 1 1 175-48502-149 
175-48502- 11 1 1 1 75-48502-151 
l 75-48502- 13 1 1 175-48502-153 
t 75-48502- 15 1 2 175-48502-155 
0175-48502- 16 41 1 L75-48502-157 
175-48502- 17 11 1 175-48502-159 
N 75-48502- 19 1 1 175-48502-161 
175-48502- 21 1 2 175-48502-163 
175-48502- 23 1 1 175-48502-165 
175-48502- 25 1 1 75-48502-167 
07548502- 27 1 2 175-48502-169 
175-48502- 1 13 175-48502-171 
41 1 L75-48502-173 
175-48502- 1 1 175-48502-175 
1 1 75-48502-176 
175-48502- 1 2 175-48502-177 
H75-48502- 35 41 4 1 75-48502-179 
175-48502-= 37 1 1 1 75-48502-181 
175-48502- 38 1 1 H75-4&8502-182 
175-48502- 39 1 1 175-48502-183 
175-48502- 40 1 1 1 75-48502-185 
175-48502- 41 1 1 175748502-187 
175-48502- 42 1 a: 175-48502-189 
175-48502- 43 1 1 175-48502-191 
175-48502-7 45 1 1 175-48502-193 
175-48502- 47 1 1 175-48502-195 
175-48502- 48 1 1 175-48502-197 
175-48502- 49 41 1 175-48502-199 
175-48502- 50 1 1 175-48502-201 
175-48502- 51 1 1 175-48502-203 
i 75-48502- 53 1 1 175-48502-205 
175-48502-= 55 1 1 175-48502-207 
175-48502- 57 41 1 175-48502-209 
175-748502- 59 1 1 [757485027211 
175-48502- 61 1 2 175-48502-213 
175-48502- 63 1 2 175-48502-215 
p75-48502- 65 1 1 75-48502-216 
175-48502- 67 1 1 75-48502-217 
175748502- 69 1 1 175-48502-219 
175-48502= 71 1 1 175-48502-221 
175-48502- 73 1 1 175-48502-223 
175-48502- 75 1 1 175-48502-225 
175-48502-= 77 11 1 175-48502-227 
175-48502- 79 1 £ 175-48502-231 
175-48502- δι 1 20 175748502-233 
| 75-48502-,83 1 1 175-48502-234 
[75-48502- 84 1 1 175-48502-235 
175-48502- 85 1 1 175-48502-236 
B75-48502- 86 1 1 11175-48503 
175-48502- 87 1 1 175-48503- .3 
.P75-48502- 88 1 1 75-48503- 5 
175-48502- 89 1 24 175-48503- 7 
175-48502- 91 1 1 1 75-48503= 9 
175-48502- 93 1 3 175-48503- 11 
175-48502- 95 1 1 1 75-48503- 13 
175-48502- 1 1 175-48503- 15 
175-48502- 1 1 75-48503- 16 





TOTAL| MICROFILM 
QTY. | NUMBER 
2 
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Section 11} 
Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE |TOTAL|MICROFILM STOCK NUMBER | 8 FIGURE | TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER [Part Number |o AND INDEX | QTY. 
20-30 75-48537- 
26-80 
20-80 75-48537- 
20-30 175-48538 
20-80 75-48539 
20-80 75-48540 
20-80 i 15-48541 
20-80 175-48542 
20-80 2175-48543 
29-50 : 
280-80 
25-80 h75-485&&6- 
2Q-80 175-48545- 
20-900 h 75.48545- 
2Q-80 15-48546 
20-80 n75-48546- 
20-80 | 75-48546- 
29-00 175-48547 
20-80 15-48548 
20-80 175-48548- 
20-80 175-48548- 
20-80 D 75-48548- 
20-80 175748549 
[75-48503- 45 29-80 ῃ 75=48550 
h75-48503- 47 : 20-80 175-48601 
[[75-48504 D75-48601- 
h75-48505 175-48602 
175-48505- XC-105 ῃ 75-48603 
RB2NA h75-48506— 2H- 304 175-48604 
R82NA 175-48506- 2H-304 
P 2H-304 
1 75-48506- P 2H-304 
h75-48507 ^ 
2H-305 75-48607- 
2H-305 175-48607- 
2D-116 15-48607- 
20-117 
2F-79 


AN O1-60AABA-4 


= 


h75-48503- 17 

18 
h75-G6503- 19 
h75-48503-. 20 
h75-48503- 21 
h75-46503- 22 

23 

24 
175-48503- 25 
h 75-48503- 27 
h 75-48503- 29 
h75-48503- 31 
h75-48503— 32 
h 75-48503- 33 
L75-48503- 34 
h75-48503— 35 
75-48503- 36 
L75-48503- 37 
175-48503- 35 
L75-48503- 39 
L75-48503- 40 
l75-48503- 41 
175-48503- 43 


PREP PRP PR PREP E IN S > [3 15 E n n nra 


I3 O UD Q9 UD Z PRP PP RPE PPR HER PRR IER IN) O E E I n n Z 


2H-310 


2H-310 
2H-310 
2H-310 
2H-310 
XX-215 
XY-190 
XY-191 


R82NA 
1 75-48508- 
175748509 


POUNNAN 


175-48512 

[75-48513 

1 75-48520 
R82NA 75748521 
R82NA 


XX-203 
2F-80 
XY-184 
2F-81 
AXJ-166 


XY-192 
XY-193 
XY-7194 
XY-194 
XY-195 

2F-83 

2F-83 

2F-83 
ΧΖ-301 
ΧΥ-197 
X2-302 
ΧΖ-302 
X2-302 


1 1 1 gg gd gg 


17548523 
0175-48524 
175-485247 
175-48524= 
75-48524- 
175-48524-7 
175-48524- 
175-48524- 
175-48525- 
175-48525- 
175-48525-7 
h75-48525— 
175-48526 
175-48526- 
175-48526- 
175748527 
175-48527— 
175-48527- 
175-48528 
175-48528- 
175-48528- 
175-48529 
175-48529- 
175-48529- 
175-48529= 
175-48530 
175-48530- 
175748531 


75-48618 
AXJ-167 75-48618- 
XJ-167 75-48€18- 
XJ-167 75-48619 
AXJ=167 75-48620 
2H= 306 75~4862) 
2H-306 075-48621- 
2H-306 175-48621- 
2H-306 175748622 
x2-291 175-48623 
ΧΖ-291 175748624 
ΧΖ-291 175-48624- 
AXD-108 175-486247 
17548624- 
175748624- 
2Q-81 0175-48624- 
2Q-81 175-48624- 
20-81 N75~48625 
X2-293 175748626 
X2-293 R75~48627 
X2-293 175-48627= 
ΧΖ-293 175-48627- 
XY-186 10175-48628 
XY-186 h75-48629 
AXA=441 175-48630 
AXA-461 175-48650 
ΧΧ-205 175-48650- 
XX-205 175-48650- 
XX-206 175-48650- 
xY-187 175-48650- 
ΧΥ-181 1 75-48650- - 
Ñ 175-48650- 
175-48650- 
175-48650- 
175-48650- 
XY-188 11 75-48650- 
2H-307 1 75-42650- 
H 75-48650- 


NI > T = 


NNE N 
PPR S — = rr ED. E IPN N) = IO HE fO S ID I 2 


+ O Mm 2 4 ο pun 


wo 


E 


= — — ο 


2D-121 


2H-311 
2H-311 
28-311 


175-48532 
175-48532- 
h75~48533 
175-48534 
175-48534- 
175-48535 
175-48535- 
17548535- 
17548535- 
17548536 
175748537 


go e) de ο ο Re = — eH ο v: ITE e n e 2 e 2 2 2 n 2 
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Section III 
Numerical Index of 
Contractor Parts 


CTI Em NUMBER 


| — PARTNUMBER — | | — PARTNUMBER — | 


AN 01-60AABA-4 


TOTAL|MICROFILM STOCK NUMBER 
QTY. | NUMBER | | CLASS CODE | PART NUMBER 











E FIGURE — |TOTAL| MICROFILM 
99, AND INDEX | QTY. | NUMBER 


















































1002 
























































































































































































































- - Q-8 175-482802- 86 2H-312 
mes on 31 i ΕΒ 83 1 75-48802- 87 2H-312 
L75-48650- 33 2 20-33 175-48803- 3 2H-313 
1 75-48650- 34 2 20-83 75-48803- 5 2H-313 
175-48650- 35 2 20-53 175-458803- 6 2H-313 
L75-48650- 37 8| 20-53 75-48803- 7 2H-313 
175-43650- 39 2 20-83 175-48803- 8 2H-313 
B75-48550- 41 4 | 20-83 175-48803- 9 2H=313 
175-43650- 43 8 20-83 75-48203- 10 2H-313 
75-4838650- 45 2 20-83 75-48803- 11 2H=313 
175-48650- 46 2 20-83 75-48803- 12 2H-313 
L75-48650- 47 2 20-83 75-4886803- 13 2H-313 
L75-48650- 48 2 20-83 175-48803- 14 2H-313 
175-48650- 49 4 | 20-83 175-48803- 15 2H-313 
175-48650= 50 4 | 20-83 175-48803- 16 2H-313 
R75-48650= 51 2 2Q-83 175-48803- 17. 2H-313 
L75-48650- 53 4| 20-83 175-483803- 18 2H-313 
175-48650= 54 4| 20-83 75-48804= 3 
175-48650- 65 2 |. 20-83 75-48804- 4 
175-48650-= 66 2 20-83 75-48804- 5 
L75-48650- 71 2 20-83 [75-48804- 6 
175-48650= 73 2 20-83 175-48804- 7 
R75-48650= 74 2 20-83 175-48804- 8 
175-48650= 75 2 20-83 75-48804- 9 
7548650- 76 2 20-83 75-48804- 10 
175-48650- 77 16 20-83 75-48804- 15 
175-48650- 78 16 20-83 75-48804- 16 
[75-48650- 79 4| 20-83 175-48804-.17 
175-48650-' 80 4 | 26-83 175-48804- 18 
1 75-48650- 2 20-33 [1 75-48804= 25 

2 20-83 175-48804- 26 
h 75-48650- 2 20-83 75-48804- 2 
175-43650= 84 2 20-83 1. 75-42304- 28 
I 75= 486592 $1 2 20-83 175-48804= 29 
175-48650- 92 2 20-83 175-48804- 30 
175-48802- 3 1 | 2H-312 1 75-48804- 31 
175-48802= 5 1 | 2H-312 17548804- 32 
175-48802= 7 1 | 2H-312 1 75-48804- 33 
H75-48802- 9 1 | 2H-312 175-48804- 34 
Π75-488ο2- 11 1 | 2H-312 σος E 
0175-48802- 17 66 1 75-48804= 
n75-48802- 19 175-48804- 37 
1 75-48802- 21 1 | 2H-312 1 75-48804- 38 
175-48802- 23 1 | 2H-312 175-48804- 39 
1 75-48802= 27 1 | 2H-312 175-48804=- 40 
h75-48802= 29 1 | 2H-312 175-48804= 41 
175-48802- 30 1 | 2H-312 175-48804- 42 
L75-48802- 31 1 | 2H-312 175-48804- 43 
175-48802- 32 1 | 2H-312 πμ ενα i 
L75-48802- 33 1 | 2H-312 75-48804- 
D 75-48802- 34 1 | 2H-312 75-48804- 46 
175-48802- 35 1 | 2H-312 75-48804- 47 
0175-48802- 37 1 | 2H-312 75-48804- 48 
175-48802- 39 1 | 2H-312 75-48804- 49 
L75-48802- 41 1 | 2H-312 75-48804- 50 
L75-48802- 43 1 | 2H-312 75-48804- 51 
175-48802- 45 1|2H-312 75-48804- 52 
L75-48802- 47 1 | 2H-312 75748804- 53 
1-75-48802— 52 1| 2H-312 75-48804- 54 
175-48802- 53 90 75-48804— 55 
L175-48802- 55 1 | 2H-312 175-48804- 56 
175-48802-= 57 1 | 2H-312 175-48804- 57 
Π75-48602- 62 1 | 2H-312 175-48804- 58 
175-48802- 64 1 | 2H-=312 0175-48804- 59 
175-48802- 66 1 | 2H-312 1. 75-48804- 60 
175-48802- 67 1 | 2H-312 175-48804- 61 
175-48802- 68 1 | 2H-312 175-48804- 62 
1 75-48802- 69 1 | 2H-312 075-48804- 67 
175-48802- Το 1 | 2H-312 1 75-48804- 68 
175-48802- Τι 1 | 2H-312 175-48804- 69 
175-48802- 72 1 | 2H-312 1 75-48804- 70 
[75-48802-= 73 1 | 2H-312 1 75-48804— 71 
175-48802- 74 1 | 2H-312 L75-48804- 72 
h75-48802= 75 1 | 2H~312 175-48804- 73 
175-48802- 76 1 | 2H-312 175-48804- 74 
175-48802- 77 1 | 2H-312 175-48804- 79 
h75-48802= 78 1 | 2H-312 75-48804-: 80 
175-48802- 79 1 | 2H-312 N 75-48804- 81 
175-48802- 80 1 | 2H-312 175-48804- 82 
L75-48802- 81 1 | 2H-312 175-48804- 83 
175-48802- 82 1 | 2H-312 175-48804- 84 
175-48802- 83 1 | 2H-312 175-48804= 85 
175-48802- 84 1 | 2H-312 175-48804=- 86 
L75-48802- 1 | 2H-312 75-48804- 87 































































































































































Revised 15 September 1955 

















Section ΙΙΙ 


Numerical Index of 
ΑΝ 01-6OAABA-4 Contractor Parts 


AND INDEX NUMBER NUMBER 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
AXC-108 

































STOCK NUMBER 
[CLASS CODE | PART NUMBER 


175-48807- 68 
75-48807- 69 
175-48807- 70 
175-48807- 71 
75-48807- 72 
175-48507- 73 
175-48807- 74 
175.48807- 77 
175-48807- 78 
|75-48807- 79 
D75-46807- 80 
[75-48807- δι 
175-48807- 82 
175-48807- 91 
175-48807- 93 
75-48807- 94 
75-48610 

75-43810- 3 
75-48810- 5 


STOCK NUMBER 
PART NUMBER 


h75-48804—- B8 
l75-48804- 89 
L75-48804- 90 
1 75-48804- 91 
h75~48804— 92 
175-48804- 93 
h75-48804— 94 
175-48804- 95 
175-48804- 97 
175-48804- 98 
l75-48804- 99 
175-48804-100 
E75-48804-101 
175-48804-102 
h75-48804-103 
h75-48804-105 
175-48804-106 
L75-48804-107 
175-48804-108 
175-48804-109 
175-48804-110 
L75-48804-111 
175-48804-112 




























































































Qu 
ES 
ου 
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AXC-108 
2F-84 
2F-84 
2F-04 
2F-84 













175-48£11- 
175-48811- 1 






h75-48804-113 75-48851 

175-48804-114 D75-48851- 3 
175-48804-115 nD75-48551- 5 
h75-48804-116 D75-5£851- 7 
h75-48804-117 h75-48851- 9 
h75-48804-118 175-48851- 11 











































































































175-48805 ΧΖ-306 

075-48805- 3 ΧΖ-306 175-48855- 1 
1 75-48806 ΧΥ-198 175-48855- 2 
h75-48806- 3 ΧΥ-198 175-48856 

1 75-48807 2H-314 175-488565- 3 
175-48807- 3 2Η-314 075-48856- 5 
175-48807- 4 2H-314 175-48856- 7 
h75-48807— 5 2H-314 175-48856- .9 
175-48807- 6 2H-314 175-48856- 10 
175-48807- 7 2H-314 175-48856- 11 
175-48807- 8 2H-314 175-48556- 13 
175-48807- 9 2H-314 175-48856- 15 







75-48851- 23 
175-488517- 25 
175-48857- 67 
175-48357- 69 
175-48857- 71 
175-48857- 73 
175-48857- 77 
75-48857- 79 
175-48857- 81 
175-48857- 83 


2H-314 
2H-7314 
2H-7314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-214 


175-48807- 10 
[75-48807- 11 
175-48807- 12 
175-48807- 13 
175-48807- 14 
175-48807- 15 
175-48807- 16 
175-48807- 17 
07548807- 18 
175-48807- 19 


















































































175-48807- 20 2H-314 175-48860- 3 X2-308 
175-48807- 21 2H-314 175-48860- 5 ΧΖ-208 
175-48807- 22 2H-314 075-48860- 7 XxZ-308 
175-48307- 23 2H-314 1 75-48860- 9 X2-308 


175-48807- 24 2H-314 175-48860- 11 X2-308 











175-48807- 25 2H=314 175-48860- 13 X2-308 
175-48807- 26 2H-314 175-48860- 15 ΧΖ-308 
175-48807- 27 2H-314 1 75-48860- 17 Xz-308 
175-48807- 29 2H-314 1 75-48860- 19 xZ-308 









X2-308 
ΧΖ-308 
ΧΖ-3208 
ΧΖ-308 
X2-308 
XZ-308 
X2-308 
X2-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
X2-208 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
X2-308 


2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-7314 
2H-314 
2H-314 
2H-314 


175-48860- 21 
1 75-48860- 23 
175-48860- 25 
175-48860- 27 
175-48860- 29 
1 75-48860- 31 
175-48860- 35 
1 75-48860- 40 
175-48860- 41 
175-48860- 42 
h75-48860— 43 
175-48860- 44 
175-48860- 45 
175-48860- 46 
h75-48860- 47 
175-48860- 48 
175-48860- 49 
h75-48860- 50 
175-48860- 51 
L75-488650- 53 
175-48860- 54 
175-48860- 55 
h75-48860- 56 
175-48860- 58 


Lh75-48807- 31 
175-48807- 33 
175-48807- 35 
175-48807- 37 
175-48807- 39 
175-48807- 41 
[1 75-48807- 43 
175-48807- 44 
175-48807- 45 
175-48807- 46 
175-48807- 47 
175-48807- 48 
175-48807- 
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2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 
2H-314 


175-48807- 50 
175-48807- 5 

h75-48807- 60 
175-48807- 61 
175-48807- 62 
175-48807- 63 
75-48807- 64 
175-48807- 65 
75-48807- 66 
175-48807- 67 
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Section Bi 
Numerical index of 
Contractor Parts 


- STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


AN O1-60AABA-4 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 










175-48860- 59 
175-48860- 60 
175-48860- 61 
1 75-48860- 62 
175-48860- 63 
1 75-48560- 64 


0175-48860- 77 







l 75-48860- 95 
175-48860-101 
[75-48860-103 
175-48360-165 


1 75-48862- 15 


D75-48862- 29 
175-48862- 30 


175-48862- 31 


[75-48862- 55 
1 75-48862- 56 


175-48862- 59 


l 75-48862- 64 





PA A ps 515] 
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X2-308 
X2-308 
X2-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 









175-48862- 74 
75-48862- 76 
175-48862- 77 
75-48862- 80 
75-48862- 52 


115-28802- 83 
175-48862- 86 
75748862- 87 
1 75-48262- 88 
175-48562- 90 
175-48862- 92 
H 75-48862-113 
175-48862-114 
175-48862-116 
75-48862-120 
B75-48562-121 
1 75-48262-122 
l 75-485862-123 


175-48862-125 
175-48862-126 


175-48862-127 
175-48862-128 
175-48862-129 
175-48862-131 
























1 75-48862-132 











175-48862- A l 75=48862=133 2 
17548862- 5 1 75-48862-134 2 
H75-48862- 6 175-48862-135 2 
175-48862- ` 7 

175-48862-= 9 175-48662-136 






| 75-48E62-137 
175-48862-138 


75-45862-139 










- F 175-48862-141 
αν με 4 | 75-48862-142 
eyes h75-48862-143 
YI MONET D75-48062-144 
h75-48862- 24 h75=48862~-145 

h75-48862-146 


75-48862-147 
IL 75-48862-148 
1 75-48862-=149 
175-48862-151 
n 75-48862-152 
1 75-48862-153 
175-48862-154 
HL 75~48862-155 
175748862-156 
75-48862-157 
175-48862-158 
175-48862-159 
1 75-48862-160 
1 75-48862-161 
175-48862-162 
75-48862-163 
175-48862-164 
175-48862-165 
h 75-48862-166 
175-48852-167 
1 75-48862-168 
i 75-48862-169 
l 75-48862-170 
175-48862-171 
Hh 75-48862-172 
175-48862-173 
175-48862-174 
H75-48862-177 
175-48862-178 
1 75-48862-179 
175-48862-180 
75-48862-181 
75-48862-182 
175-48562-183 
175-48862-186 
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Π75-48862-108 
175-48864 

175-48864- 3 
75-48864- 5 
10175-48871 










2H-316 
2H-316 
2H-316 
2H-317 
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Section III 
Numerical Index of 


AN O1-60AABA-4 
Da ; Contractor Parts 


FIGURE MICROFILM 
PART NUMBER -AND INDEX NUMBER 


R82NA 


R82NA 


R82HA 


ERR 48871- 
175-48871- 
175-48874 
175-48874- 
175-48874- 
175-48874- 
175-48877 
175-48877- 
175-48877= 
175-48871- 
175749214 
175-51001 
175-51002 
175-51004 
175-51005 


pa Gm m p A S ror ín 


175-51006 
175-51006- 
175-51006- 
175-51007 
175-51007- 
175-51007-. 
175-3100 
175-51007- 
175-51008 
175-51008- 
175-51009 
175-51009- 
175-51011 


175-51008- 


= 


> 
m 
n 


175-51C12 


175-51013 
175-51013- 3 
175-51014 
175-51014- 
175-51015 


ο ο. 


175-51016 
175-51016- 
175-51016- 
175-51016- 
175-51016- 
175-51017 
175-51018 
175-51019 
175-51020 
175-51021 
175-51021- 


ENP ERR ae 
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mm 
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175-51021- 
175-51022 


175-51023 
175-51024 
175-51024- 
175-51024- 
175-51025 
175-51026 
175-51027 
175-51028 
175-51029 
175-51029- 
175-51029- 
175-51030 
175-51030- 


.|175-51030- 


175-51030- 
175-510307 
175-51030- 
175-51030- 
175-51030- 
175-51030- 
175-51030- 
175-51931 


175-51032 


175-51033- 
175-51033- 
175-51033- 
175-51034 
175-51035 


M1|161 - 56 
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X2-310 
ΧΖ-310 
ΧΖ-310 
X2-310 


2H-318 
2H-318 
2H-319 


, 2H=319 


2Q-87 


2Q-88 
20-88 
20-88 
20-88 
20-88 
2H-320 
ΑΧΚ-5 
2F-85 
2F-86 
20-89 
29-89 


29-89 
20-90 


AXK-6 
20-91 
20-91 
20-91 
20-92 
2H-321 
2H-322 


2H-323 
2H-323 








175-51040 


175-51040- 
175-51042 
175-51044 
175-51044- 
175-51044- 
175-51045 


175-51046 

175-51046- 
175-51046- 
175-51046- 


175-51048- 
175-51048- 
175-51048- 
175-51058- 


175=51048- 
175-51048- 
175-51048- 
175-51048- 
175-51048- 
175-51048- 
17551049 
175-51050 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- | 
175-51053-: 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 


175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 75 
175-51053- 79 
175-51053- 81 
175-51053- 03 
175-51053- 85 
175-51053- 95 
175-51053- 97 
175-51053- 99 
175-51053-101 
175-51053-103 
175-51053-105 
175-51053-107 
175-=51053-109 
175-51053-111 
175-51054 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054= 
175-51054- 
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20-95 


20-95 
20-96 


20-97 


AXK-12 
AXK-12 
AXK-12 
AXK-12 
2F-88 
2F-80 
20-98 
20-98 
20-98 
20-98 
*20-98 
20-98 
20-98 
20-98 
20-98 
20-98 
20-98 


20-123 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-224 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
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Numerical Index of AN 01-60AABA-4 
Contractor Parts ` 


STOCK NUMBER FIGURE |TOTAL|MICROFILM eS masi NUMBER FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX | QTY. | NUMBER CLASS CODE | PART NUMBER | NUMBER AND INDEX | QTY. NUMBI ER 


37° 





-5fÉ M4 1 à 
175-51054-. 39 M τα i pone 
E1991 με H 1 175-51065- 1| 2F-93 
175-51054- 43 M 1 175-51066 2) 20-99 
175751054- 45 M 1 175-51066- 2| 20-99 
175-51054- 47 M 1 175-51066- 2| 24-99 
175-51054- 49 M 1 
175-51054- 51 M 1 175-51066- 2| 20-39 
175-51054- 53 Μ 1 175-51066- 2| 20-99 
175-51054- 55 , 1 175-51066- 2 20-59 
-175-51054-= 57 1 175-51066- "2 2Q-99 
175-51054- 59 1 175-51066- 2 Í 2 2G-99 
175-51054- 61 r 175-51066- 23 -2| 20-99. 
!175-SUQs4— 63 1 a75-51067 1 
1175-5y094- 65 1 175-510 1| 2F-94 
1713-=51034- 67 1 175-51 1 2F-94 
175-51054- :69 1 175-51063- 4| 2F-94 
175-51054- 71 1 175-51069 2| xv-208 
175-51054- 73 1 175-51069- 2| xv-208 
175-51054- 75 1 175-51069- 2 | xv-208 
175-51054- 77 1 175-51070 2 |AxA-443 
175-51054- 79 1 175-51071- - 1 
175-51054- 81 1 175-51071- 1 
175-51054-103 2 175-51072 2| AxD-81 
175-51054-105 2 175-51072- 2| AXD=81 
175-51054-107 2 175-51072- 2| AxD-81 
175-51054-109 2 175-51072- 2| AXD-81 
175-51054-111 2 175-51072- 2| AXD-81 
175-51054-113 2 175-51073 4| 2D-124 
175-51054-115 1 
175-51054-117 1 
175-51054-121 2 175-51074 REF | ΧΖ-320 
175-51054-123 1 175-51075 1| 2H-328 
175-51054-125 1 175-51076 1| 2H-329 
175-51054-127 1 175-51076- 1| 2H-329 
175-51054-129 1 175-51076- 1| 2H-329 
175-51054-131 1 175-51076- 1| 2H-329 
175-51054-133 1 175-51077 1| 2H-330 
175-51055 1 175-51078 i| 2H-331 
175-51055- 1 175-51078- 3 1| 2H-321 
175-51055- 1 175-51078- 5 1| 28-321 
175-51055- 1 175-51078- 7 1] 28-321 
175-51055- 1 175-51079- 3 1 : 
175-51055- 1 175-51079- 5 1 
175-51055- 1 175-51079- 7 1 
175-51055- 1 175-51079- 9 1 
175-51055- 1 175-51080 2 |AXC-114 
175-51055- 1 175-51081 2| 2H-332 
175-51055- 1 175-51081- . 1| 28-232 
175-51055- 1 175-51081- 1| 248-332 
175-51055- 1 175-51081- 1| 28-332: 
175-51056 4| XY-203 175-51081- 1| 24-332 
175-51056- 4| xY-203 175-51082 1| 20-125 
175751057 1 175-51082- 1| 20-125 
175-51057- 1 1 175-51083 d 175-511d5 
175-51057- 2 1 175-51084 4| 20-126 
175-51057- 3 1 175-51085- 1 
175-51057- 4 1 175-51085- 1 
175-51058 1 175-51086 2| 2F-95 
175-51058- 1 1 175-51086- 2| 2F-95 
175-51058- 2 1 175-51086- 2| 2F-95 
175-51058- 3 1 175-51086- 2| 2F-95 
175-51058- 4 1 175-51087 1 
175-51059 4 175-51087- 175-51047- 1 
175-51059- 4 175-51087- g - 7- 19 
175-51061 1 175-51087- 1 
175-51061- 2 175-51087- 1 
175-51061- 2 175-51087- š 1 
175-51061- 2 175-51087- H 175-51087- 2 
175-51061- 1 175-51087- 1 
175-51061- 1 175-51087- H 175-51087- 
175-51062 4| 2H-325 175-51087- i 1 
175-51063- i| 2H-326 175-51087- 1 
175-51063- i| 2H-326 175-51088 1| xz-327 
175-51063- 2| 2H-326 175-51089 1| 20-127 
175-51063- 2| 2H-326 175-51090 i| 2F-96 
175-51064 - 1| 28-327 175-51090-. i| 2F-96 
175-51064- 1| 2H-327 175-51091 i| 2F-97 
175-51064- i| 28-327 175-51091- i| 2Ε-97 
175-51064- i| 28-327 175-51092 2| 2F-98 
175-51064- i| 28-327 
175-51064- 1| 28-327 175=51093 1 
175-51064- i| 2H-327 175-51093- 1 

i| 29-327 175-51094 1| 2H-334 


175-51064- 
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: Section lll 
AN O1-6OAABA-4 Numerical Index of 


Contractor Parts 
FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL MICRO 
AND INDEX | QTY. NUMBER CLASS CODE PART NUMBER AND INDEX | QTY. 



















STOCK NUMBER 
| CLASS CODE | PART NUMBER 

















































































































175-51095 2| XY-215 175-51801- 7 159 - 31 20-104 
175-51098 1 175-51601- 16 - 20- du 
175-51098- 1 1 175-51801- 77 20-104 
175-51098- 2 1 175-51801- 78 20-104 
175-51099 1 175-51801- 79 20-104 
175-51100 1 175-5180i- 80 20-104 
175-51102 1 175-51801- 81 20-104 
175-51102- 3 1 175-51801- 83 20-104 
175-51102- 5 2 175-5160i- 85 20-104 
175-51104 REF 175-51801- 87 20-104 

























175-51801- 83 20-104 
175-51105 1 175-51801- 91 20-104 
175-51200 REF] AXX-15 175-5180i- 93 20-104 


175-51801- 95 
175-51801- 97 
175-51601- 99 


20-104 
2Q-104 
2Q-104 










m 





175-51300 20-101 
































































































































































175-51507 1 175-51801-101 20-104 
.[175-51532 ` i| 20-102 175-51801-103 20-104 
175-51532- 3 1| 20-102 175-51801-105 20-104 
175-51533 1| 2H-336 115-51801-107 20-104 
175-51533- 3 1| 2H-336 175-51801-109 20-104 
175-51533- 5 1] 28-336 175-51801-111 20-104 
175-51533- 7 1| 2H-336 175-51801-115 20-104 
175-51533- 9 i| 2H-336 175-51801-117 20-104 
175-51533- 11 1| 2H-336 175-51802 20-106 
175-51540 REF| 20-103 175-51802- 20-106 
175-51540-392 R 20-103 20-106 
175-51801- 3 20-104 20-106 
175-51801- 4 20-104 20-106 
175-51801- 5 20-104 20-106 
175-51801- 6 26-104 20-106 
175-51801- 7 20-104 ΑΧΝ-246 
175-51801- 8 20-104 AXN=246 
175-51801- 9 20-104 AXN-246 
175-51801- 10 20-104 175-52002 AXK-20 
175-51801- 11 20-104 
175-51801- 12 20-104 175-52004 20-107 
175-51801- 13 20-104 






.|175-52005 
175-52007 


20-104 
20-104 


175-51801- 14 
175-51801- 15 
























175-51801- 16 20-104 

175-51801- 17 20-104 175-52008 

175-51801- 18 20-104 175-52009 ΧΥ-216 
175-51801- 19 20-104 175-520100 20-128 
175-51801- 20 20-104 175-520101- X2-346 
175-51801- 21 20-104 175-520101- XZ=346 












20-104 175-520102- 20-108 


N ru 


175-51801- 22 












175-51801- 23 20-104 175-520102- 20-108 
175-51801- 24 20-104 175-520103 16 XY-240 
175-51801- 25 20-104 : 90 

175-51801- 26 20-104 175-520104- 3 12 XX-256 
175-51801- 27 20-104 175-520104- 5 86 XX-256 


175-51801- 28 20-104 175-520105 XX-25T 
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o 
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175-51801- 29 2Q-104 dE 
175-51801- 30 20-104 175-520106 14 2 | ΧΧ-258 
175-51801- 31 20-104 88 

175-51801- 32 175-520107 XX-259 
175-51801- 33 175-520108 XX-260 
175-51801- 34 175-520109- 1 ΧΥ- 241 






























ΧΥ- 241 
2F-100 
XY-242 
20-129 
20-130 


175-520109- 2 
175-52011 


175-51801- 35 
175-51801- 37 
175-51801- 39 
175-51801- 41 
175-51801- 43 





175-520112 
175-52012 








175-51801- 45 20-104 175-52013 20-131 
175-51801- 47 20-104 175-52018 XX-224 
175-51801- 49 20-104 175-52019 2F-101 
175-51801- 51 20-104 175-52020 ΧΥ-217 
115-51801- 52 20-104 175-52020- 3 ΧΥ- 217 
175-51801- 53 20-104 175-52021 XY-218 
175-51801- 54 20-104 175-52022 AXA-445 






XY-219 
ΧΥ-219 


115-52023 
175-52023- 3 
175-52024 


175-51801- 55 20-104 
175-518C1- 57 
175-51801- 59 
175-51801- 61 
175-51801- 62 
175-51801- 63 
175-51801- 64 
175-51801- 65 
175-51801- 67 


N NP N N N p NN N P > PE 













AXC-116 
2H-337 
X2-332 
ΧΥ- 220 
ΧΥ-221 













175-52021 
175-52028 
1175-52029 





175-51801- 69 20-104 175-52030 ΧΥ- 222 
175-51801- 71 20-104 ΧΖ-333 
]175-51801- 73 . 2Q-104 XZ-334 


: m 
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175-51801- 20-104 XZ-335 
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Section lij 
Numerical index of AN O1-60AABA-^. 


Contractor Parts 
ER FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PARTNUMBER | 99| AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER AND INDEX | QTY. | NUMBER 
175-52034 X2-336 175-52093 XX-249 
175-52035 2H-338 175-52094 XY-239 
175-52035- 2H-338 175-52095 XX-250 
175-52035- 2H-338 175-52096 XX-251 
175-52037- XY-223 XX-252 
175-52037- XY-223 XX-253 
175-52038 XX-225 XX-254 
175-52039 XX-226 ΧΧ- 254 
RB2NA 175-52040 XY-224 20-111 
175-52041 20-132 26-111 
175-52042 20-109 20-111 
R82NA 175-52043 2H-339 
R82NA 175-52044 XY-225 
175-52044- XY-225 
175-52044- XY-225 
R82NA 175752045 XY-226 
š 175-52046 2F-102 
175-520&7 XY-228 
175-52047- ΧΥ-228 
175-52047- XY-228 
175-52048 20-133 


175-52101- 
175-52101- 


aom ENN ο Λε” 


175-52101- 
175-52102 
175-52103 
175-52104 
R82NA -1175=52105 
175-52106 
175-52106- 
175-52106- 
175752107 
175-52107- 
175-52108 
175-52108- 
175-52109 
175-52109- 
175-52109- 
175-52109- 
175-52109- 
175-52110 
175-52111 
175-52112 
175-52112- 
175-52113 
175-52113- 


26-111 
20-112 
20-113 
20-114 
260-115 
2H-342 
211-342 
20-342 
AXA-450 
AXA-450 
AXA-451 
AXA-451 
2F-108 
2F-108 
2F-108 
2F-108 
2F-108 
Xx-263 
`XY-246 
AXB-1 
AX8-1 
AXB-2 
AXB-2 
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2F-103 


nN 


175-52050 


175-52051 
175-52052. 
175-52053 
175-52053- 
175-52054 
175-52055 
175-52055- 
175-52055- 
R82NA 175-52056 
175-52057 
R82NA 175-52058. 
. 175-52059 
R82NA 175-52060 
175-52060- 
175-52060- 
175-52061 
175-52063 
175-52064 
175-52065 
175-52065- 
175-52065- 
175-52065- 
175-52065- 
175-52066 
175-52066- 
175-52066- 
175-52067 
175-52068 
175-52069 
175-52070 
175-52071 
175-52072 
175-52073 


ΧΧ-229 
2F-104 
AXD-82 
AXD-82 
XX=230 
2H= 340 
2H-340 
2H-340 
X2-341 
2H-341 
XY-231 
XX-231 
2F-105 
2Ε-105 
2F-105 
2F-106 
XY-234 


175-52114- 
175-52114- 
175-52114- 
175-52142 
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175-52201 


ΧΖ-343 
X2-343 
Χζ-243 
X2-7343 
X2-343 
XZ-344 
" Xz-346 
X2-344 
XY-235 
XX-232 
ΧΥ-236 
ΧΧ-233 
, 2F-107 
AXK-23 
20-110 


175-52202 
175-52203 
175-52203- 
175-52203- 
175-52204 
11715-52206 
175-52207 
175-52208 
175-52209 
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175-52209- 
175-52209- 
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AXA- 446 
AXA-446 
ΑΧΑ- 447 
AXA-447 
AXA-448 
ΑΧΑ- 448 
ΑΧΑ- 449 
ΑΧΑ- 449 
X2-345 
X2-345 
ΧΖ-345 
XY-238 
XY-238 
XY-238 
XX-238 
- XX-239 
XX-240 
XX-241 
AXC-117 
XX-242 
2D-134 
XX-244 
XX-245 
XX-246 
ΧΧ- 247 
ΧΧ- 248 


175-52074 
175-52074- 
175252075 
175-52075- 
175-52076 
175-52076- 
175-52077 
175-52077- 
175-52078 
175-52078- 
175-52078- 
175-52079 
175-52079- 
175-52079- 
175-52080 ` 
175-52081 
175-52083 
175-52084 
175-52085 
175-52086 
175-52087 
175-52088 
175-52089 
175-52090 
175-52091 
175-52092 


175-52209- 19 
175-52209- 21 


Rh = = i> RA oo — 


ΧΥ-246 
ΧΖ-348 
X2-348 
24-343 
2H-343 
20-136 
20-136 
XY-24T 
2H-344 
2H-344 
XY-248 
XY-248 
2F-109 
2F-109 
2F-109 
2F-109 
2H-345 
2H-345 


175-52210- 
175-52211 


175-52215 
175-52215- 
175-52216 
175-52216- 


175-52217- 
175-52218- , 
175-52218- 
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! I Section {18 
AN O1-60AABA-4 Numerical index of 


Contractor Parts 
STOCK NUMBER — . FIGURE |TOTAL MICROFILM 
CLASS CODE PART NUMBER AND INDEX | OTY. ABER 


. STOCK NUMBER FIGURE | TOTAL’ MICROFILM 
CLASS CODE PART NUMBER 88| AND INDEX| QTY. 
175-52219 20-118 


175-52311 ΧΧ-283 
175-52220 2Q-119 XX-284 
175-52220- 20-119||- 2F-114 
175-52220- 20-119 XX-285 ` 
175-52220- 20-119 XX-286 
175-52220- 20-119 
175-52220- 20-119 
175-52221 20-120 
175-52221- 20-120 
175-52221- 20-120 
175-52221- . 20-120 
175-52221- 20-120 
175-52221- 20-120 
175-52229- XY-250 
175-52229- XY-250. 
R82NA 175-52230 20-121 
R82NA 175-52231 20-122 
175-52232 
17552233 


20 

m 

τι 
pore 


m 
PON Ww 


ΧΖ-355 
ΧΖ-355 
ΧΖ-355 
ΑΧΒ-17 
AXB-17 
AXB-17 
XX-288 
XX-288 
20-144 
AXC-120 


175-52319- 
175-52320 
175-52320- 
175-52321 
175-52322 
175-52324 
175-52325 


ka 
N) 2 i> O — Un O 
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XY-254 


AXC-121 
20-124 


175-52233- 3 
175-52233- 50 
175-52233-100 


re 


2H-348 
AXK=36 
ΧΖ-358 
X2-358 
ΧΧ-290 
2Q-125 
XY-255. 
20-126 
AXK-39. 


AXB-3 
ΑΧΒ-3 
AXB-4 
AXB-4 
AXC-118 
20-137 
20-137 
AXB=5 
AXB-5 
AXB=6 
ΑΧΒ-6 
AXB=7 
AXB=7 
2F-110 
2F-111 
2F-111 
2H-346 
2F-112 
20-138 
20-138 
2F-113 
2F-113 
`2D-139 
20-140 
20-141 


175-52234 
|175-52234- 
175-52235 
175-52235- 
175-52236 
175-52237 
175-52237- 
175-52238 
175-52238- 
175-52239 
175-52239- 
175-52240 
175-52240- 
175-52241 
175-52242 
175-52242- 
175-52243 
175-52244 
175-52246 
175-52246- 
175-52241 
175-52247= 
175-52248 
175-52249 
|175-52250 
11715-52252 
175-52252- 
175-52252- 
175-52253 
175-52254 
175-52255- 
175-52255- 
175-52255- 
175-52255- 
175-52255- 
175-52260 
175-52261 
175752262 
175-52263 
175-52274 
175-52214-. 
175-52274- 
175-52301 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52 302 
175-52 303 
175-52304 
175-52305 
175-52306 
175-52306- 
175-52307 
175-52301- 
175-52308 
175-52309 
175-52310 


175-52405 
175-52405- 3 


175752409 
1757-52410 


Tr 


2 
m 


AXK-39 
AXK=40 
AXK-40 
2H=349 ` 
20-145 
XX-292 
20-146 
AXD-84 
XX-293 
XX-294 
XX-295 
XX-296 


175-52410- 3 
175-52411 
175-52411- 3 
175-52412 
175-52413 
J175-52414 
175-52415 
175-52416 
175-52420 
175-52421 
175-52422 
17552423 
175-52424 
175-52425 
175-52425- 
175-52425- 
175-52425- 
175-52426 
175-52427 
175-52428 
175-52432 
175-52433 
175-52433- 
175-52433- 
175-52433- 
175-524717 
175-52605 
175-52605- 
175-52605- 
175-52606 
175-52606- 
175-52606- 
175-52606- 
175-53006 


AXC-122 
AXC-122 
AXC-122 
AXC-122 

AXB-19 

ΑΧΒ-20 
AXC-123 


- 2D-142 
20-142 
20-142 
20-142 
20-142 
ΧΧ-276 
XX-277 
AXB-10 
AXB-11 
20-143 
20-143 
20-143) 
ΑΧΚ- 26 
ΑΧΚ- 34 
AXK-34 
AXK-34 
ΑΧΚ- 24 
AXK-34 
AXK-34 
20-123 
AXD-83 

AXC-119 
2H-7347 
ΑΧΒ-13 
ΑΧΒ-13 

` AXB-14 
AXB-14 
AXB-15 
AX8-16 
XX-282 
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1175-53008 
175-53010 
175-53011 
175-53012 
175-53013 
175-53015 
175-53016- 
175-53016- 
175-53016- 
175-23016- 
175-53018 
175-53019 
175-53020 
175-53021. 
175-53021- 
175-53021- 


AXB-21 
'X2-361 
XX-297 
XX-298 
X2-362 
X2-362 
X2-362 
ΧΖ-362 
ΑΧΒ-22 
AXB=23 
2F-115 | 
20-129: 
20-129 
20-129 
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Section III 
Numerical Index of | - ΑΝ O1-60AABA-4 


Contractor Parts 
FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 
PART NUMBER AND INDEX | QTY. NUMBER | | CLASS CODE; — PARTNUMBER | PART | — PARTNUMBER | AND INDEX| QTY. | NUMBER 
ee 7 20-129 
1175~53022 XY-258 
175-53070 


175-53024 AXK-43 


Prrn 


175-53024- : AXK-43 
175-53024- AXK=43 
175-53024- AXK-43 
175-53024- AXK-43 
175-53031 i "20-130 


175-53070- 


175-53070- 
175-53070- 
175-53070- 


175-53032 I 2Q-131 
175-53033- 2H-350 
175-53033- 2H-350 
175-53033- 2H-350 
175-53033= 2H-350 
175-53033- 2H-350 
175-53033- 2H-350 
175-53033- 2H-350 
175-53034. AXK-45 


175-53070- 
175-53070- 
.|175-53070- 
175-53070-- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 


F O N n UN: 


m 
NRNANANN > 


> 
m 


AXC-125 
AXC=125 
AXC-125 
AXC-126 
AXC-126 
AXC-126 

Xx2-364 
.ΧΖ-364 

ΧΖ-364 

20-132 


175-53035 
175-53035- 
175-53035- 
175-53036 
175-53036- 
175-53036- 
175-53037 
175-53037- 
175-53037- 
175-53038 


20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136: 
20-136 
20-136 
20-136 
20-136 
AXK-52 


N O 15} r 5 pu e 


175-53038- 
175-53038- 
||175-53038- 
175-53038- 
175-53039 
175-53039- 
175-53039- 
175-53039- 
175-53040 


20-132 
20-132 
20-132 
20-132 
2Η-351 
2Η-351 
- 2H-351 
2H-351 
AXK-47 


175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53076 


νο ON LID 


m 


175-53041 
175-53042 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-52042- 
175-53042- 
175-53043 
175-53044- 
175-53044- 
175-53045 
175-53046 
175-53047- 
175-53047- 
175-53048 
175-53048- 
175-53050 
175-53052 ° 
175-53053 : 

175-53054 189 - 
175-53054- j 

175-53055 436 - 18 
175-53055- £ 175-5204 
175-53055- 
175-53055- 
175-53055- 
175-53055- 
175-53056 
175-53057 
175-53057- 
175-53057- 
175-53057- 
175-53057- 
175-53057- 
175-53058 
175-53060 
175-53060- 
175-53060- 


m 


20-133 
AXK-49 
AXK-49 
AXK~49 


1 
I 
i 
1 
1 
` 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
2 
F 
4 
2 
2 
1 
2 
2 
2 
1 
2 
1 
1 
4 
4 
4 
1 
1 
F 


RE 


AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK~53 
ΑΧΚ-53 
ΑΧΚ-53 
AXK-53 
ΑΧΚ-53 
AXK-53 
AXK-53 
ΑΧΚ-23 
ΑΧΚ- 53 
AXK-53 
AXK-53 


175-53076- .. 
175-53076- 
175-53076- 
175-53076- 
175-53076- “ 
175-53076- 
175-53076- 
175-53077 
175-53077- 
175-53077= 
175-53077- 
175-53071- 
175-53077- 
175-53077- 
175-53077- 
175-53077- 
175-53077= 
175-53077- 
175-53078 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53079 
175-53079- 
175-53079- 
175-53079- 


ΧΥ- 259 
. XY-260 
XY-260 
XX-299 
XX-300 


2F-116 
2F-116 


AXD-127 
2F-117 
2F-117 
AXK-50 


1 
2 
2 
2 
1 
1 
2 
1 
F 
F 
1 
1 
1 
1 
` 1 
1 
1 
1 
2 
2 
2 
1 
1 
1 
1 
1 
. 1 
1 
1 
1 
1 
2 
1 
1 
1 


AXK-50 
: AXK=50 
AXK-50 
AXK-50 
XY-264 
20-134 
20-134 
20-134 
20-134 
20-134 
20-134 
ΧΖ-366 
20-135 
20-135 
20-135 


20-137 
20-137 
20-137 
20-137 
20-137 
20-137 
20-137 
AXK-56 
ΑΧΚ-56 
AXK-56 
ΑΧΚ-56 


We O J n O 


rr 


175-53079- 
175-53080 

175-53080- 
175-53080- 
175-53080- 
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Aa Section ill. 
ΑΝ 01-60AABA-4 I ` Numerical Index of 


Contractor Parts. 
FIGURE MICROFILM 
PART NUMBER AND INDEX NUMBER 





CA 53080- 97 AXK-56 175-53114 

175-5308) 2H- 352 175-53114- l 

175-53082 2H-353|. 175-53114- 1 

175-53082- 2H-353 175-53115 1 
p 175-53082- 2H-353 175-53116 REF 


175-53082- 
175-53083 
175-53084 
175-5308 4= 
175-53084- 
175-53084- 
175-53084- 
175-53085 
175-53085- 


2H=353 
20-138 
2H-354 
2H-354 
2H-7354 
. 2Η-354 
` 2H-354 
20-139 
20-139 


175-53117 

175-531117- 
175-53118 

175-53119 

175-53119- 
175-53119- 
175-53120 

175-53137- 
175-53137- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53157- 
175-53157- 
175-53151- 
175-53151- 
175-53158 

175-53158- 
175-53158- 
175-53159- 
175-53159- 
175-53159- 
175-53159- 
175-53159- 
175-53160 

175-53160- 
175-53161 

175-53162 

175-53162- 
175-53163 

175-53163- 
175-53164- 
175-53164- 
175-53165 AXK-62 
175-53195 

175-53201 

175-53202- 
175-53205 

175-53268- 
175-53268- 
175-53268- 
175-53268- 
175-53301 


20-144 
2F-125 
2F-125 
2F-125 
XZ-373 


BPR RRP PRP Bee PPP 
un 


20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-149 
2F-118 


175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53086 
175-53087 
175-53088 
175-53089 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
115-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53090 
175-53091 
175-53092- 
175-53092- 
175-53093- 
175-53093- 
175-53094 
175-53095 
175-53096 
175-53097 
175-53098 


2F-126 
2F=126 
2F-126 
2F-126 


AXK-59 
AXK-59 
AXK=59 
AXK-59 
AXK-59 
AXK-59 
20-159 

20-159. 
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X2-374 
X2-314 
X2-375 
X2-315 
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20-153 
2F-119 
20-154 


` 


y 


2F-120 
2F-121 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
ar 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
2 
1 
1 
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175-53099 
175-53100 
175-53101 
175-53102 
175-53103. 
175-53103- 
175753104 


2H-355 
2F-122 
2D-155 
2D-156 

2F-123 
2F-123 
20-140 


175-53301-200 


175-53301-300 
175-53302 


NA εν ps 


m 
m 


175-53303 


ΧΖ-371 
ΧΖ-371 
ΧΖ-371 
X2-371 
ΧΖ-371 
X2-7371 
XZ-371 
ΧΖ-311 
20-141 


175-53105- 
175-53105- 
175-53105-— 
175-53105- 
175-53105- 
175-53105- 
175-53105- 
175-53105- 
175-53106 
175-53107 
175-53107- 
175-53107- 
175-53108 
175-53108- 
:[175-53108- 
175-53108- 
175-53108- 
175-53109 
175-53110 
175-53111 
175-53112 
175-53112- 
175-53112- 
175-53113 


175-53304 
175-53305 : 20-145 


175-53306 . : x 20-146 


175-53306-100 "P 1| 20-146 
175-53308 F| 20-147 


Ne 
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175-53308-100 20-147 
ΧΖ-316 | 
XZ-376 . 
X2-316 | 
ΧΖ-316 
X2-316 
X2-316 
x2-376 
xz-376 
x2-376 
ΧΖ-376. 
XZ2-316 
X2-376' 
X2-316 


175-53309 

175-53309- 
175-53309- 
175-53309- 
115-53309- 
115-53309- 


2H-356 
2H-356 
2H-356 
2H-356 
2H-356 
20-157 





175-53309- 
175-53309- 
175-53309- 
175-53309- 
175-53309- 


20-142 
2F-124 
2F-124] 
2F-124 
20-158 
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Section IIE 
` Numerical index of 
Contractor Parts 


STOCK NUMBER : 
-| CLASS CODE | PART NUMBER 


AN 01-60AABA-4 


175-53309- 53 
175-53309- 55 
175-53309- 57 
175-53309- 59 
175-53309- 65 
175-53309- 69 
175-53309- 71 
175-53309- 77 
175-53309- 81 
175-53309- 85 
175-53309- 89 
175-53309- 93 
175-53309- 97 
175-53309-101 
175-53309-107 
175-53309-109 
175-53309-113 
175-53309-117 
175-53309-119 
175-53309-121 
175-53309-137 
175-53309-141 
175-53309-145 


175-53309-149. 


175-53309-153 
17553310 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
[175-53310- 
175-53310- 
175-53311 
175-53311- 
175-53311- 
175-53311- 
175-533111 
175-533112 
175-533113 
1175-533113- 
175-533113- 
175-533113- 
175-533113- 
175-533113- 
175-533114 
175-533114- 
175-533114- 
175-533114- 
175-533114- 
175-533114- 
175-533114- ` 
175-533115 
175-533116 
-° 11757533117 
Ἔ5-533117- 
175-533117- 
.|175-533118 


rm 


175-533119 
175-533119- 
175-53312 
175-53312- 
175-53312- 
175-53312- 
175-533120 
-|175-533121 
175-533122 
175-533122- 
175-533122- 
175-533123 
1757533123- 
1175-533123- 
175-533123- 
175-533123- 
175-533123- 
11752533124 
175-533125- 
175-533126-, . 
|1792533126- 
:[1752533126-- 
525331267 
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ΧΖ-376 
XZ=376 
ΧΖ-376 


ΧΖ-3Τ6 


XZ-376 
ΧΖ-376 
ΧΖ-376 
Χζ-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
x2-376 
XZ-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
XZ=376 
ΧΖ-376 
XZ=376 
ΧΖ-376 
X2-316 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
Xz-376 


X2-377 
ΧΖ-377 
X2-3T1 
X2-371 
AXC-130 
AXC-131 
2H-359 
2H-359 
2H-359 
2H-359 
2Η-359 
2Η-359 
AXD-88 
AXD-88 
AXD-88 
AXD-88 
AXD-88 
AXD=88 
AXD-88 


` AXD=90 


AXD-91 
AXD-91 
AXD-91 
AXB-27 


AXC=132 
AXC-132 
X2-378 
ΧΖ-378 
ΧΖ-378 
XZ2-378 
AXC-135 
AXB=28 





]175-53323- 


e ce 
175-533126-. 
175-533126- 
175-533126- 
175-533126- 
175=533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
175-533127 

175-533127- 
175-533127- 
175-533127- 
175-753313 

17553313- 

175-53313- 

175-53313- 

175-53314 


175-53315 


 |175-53315- 


175-53215- 
175-53316 

175-53316- 
175-53317 ` 
175-53318 

175-53318- 
175-53318- 
175-53318- 
175-53318- 
175-53318- 


||175-53318- 


175-53318- 
175-53319 

175-53319- 
175-53319- 


175-53319- 


175-53319- 
175-53319- 
175-53319- 
175-53319- 
175-53319- 


175-53320- 
175-53321 - 
175-53321- 5 
175-53321- 17 
175-53322 
175-53322- 3 
175-53322- 5 
175-53322- 7 
175-53322- 9 
175-53322- 11 
0 


.|175-53322-10 


175-53323 

175-53323- 
175-53323- 
175-53323- 


Sure 


175-5332% 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324= 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- ` 
175-53324- 27 


175-53325- 
175-53325- 
175-53325-' ; 








20-148 
20-148 
20-148 
20-148 
2H-360 
X2-319 
ΧΖ-380. 
ΧΖ-380 
ΧΖ-380 
ΧΥ-273 
ΧΥ-273 
XY-274 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
“κ.α 
2R-1 
2R-1- 
X2-381' 
X2-381 
ΧΖ-381 
X2-382 
X2-382 
ΧΖ-382 
X2-383 
X2-383 
X2-383 
ΧΖ-383 
X2-383 
X2-383 
XZ-383 
XZ-275 
X2-215 
X2-275 
XZ-275 
X2-275 
2R=2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2: 
2R-2 
2R-2 
2R-2 
2R-3 
2R-3 
2R-3 
2R-3 
2R=3 | 


yen m n A A DIO o el ο ο ο A NI NA 
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Section Ill 


MEE Ne iin at 


| - STOCK NUMBER y FIGURE 
CLASS CODE PART NUMBER 3 S| AND INDEX | QTY. 
M1 


h75-53352 
175-53352- - μι 
175-53352- 1 
175-53353 
175-53353- 
175-53354 
175-53355 
175-53356- 
175-53356- 
175-53357 
175-53357- 
175-53357- 
175-533517- 
175-53357= 
175-53357- 
175-53357- 
175-53357- 
175-53358 


STOCK NUMBER : 
PART NUMBER ` 


175-53325-. 11 

.[175-53325- 13 
175-53326 
175-53327 

175-53327- 3 

175-53327- 5 

175-53327- 7 

175-53327- 9 

175-53327- 11 

175-53327- 13 

15 

17 

19 

3 

5 


ΧΥ- 285 
XY-285 
XY-285 
XY-286 
XY-286 
ΧΥ- 287 
XY-288 
XX-314 
XX-314 





115-53327- 
175-53327- 
175-53327- 
175-53328- 
175-53328- 
175-53328- 11 
175-53328-100 
175-53329 
175-53330- 3 
175-53330- 5 
175-53331 


ΧΧ-312 
ΧΧ-312 
ΧΧ-312 
ΧΧ-312 
ΧΥ-289 
XY-290 


p n: N IS. rererere 


ΧΖ-384 
X2-2384 
ΧΥ-276 


Ὁ) > κ“ 1-3 = > HE PR = i = γ᾽ = pu 


ΧΖ-395 
ΧΖ-395 
ΧΖ-395 
ΧΖ-395 
ΧΖ-395 
X2-395 
X2-395 
AXK-67 
ΑΧΚ-67 
AXK-67 
AXK-67 
ΑΧΚ”567 
AXK-67 
2H-361 


175-53360 

175-53360- 
175-53360- 
175-53360- 
175-53360- 
175-53360- 
115-53360- 
175-53361 

175-53361- 
175-53361- 
175-53361- 
175-53361- 
175-53361- 
175-53362 

175-53363 

175-53364 

175-53364- 
175-53364- 
175-53364- 
175-53364- 


175-53332 
175-53332- 
175-53332- 
R82NA 175-53333 
175-53333- 
115-53333- 
175-53334 
175-53335 


XY-277 
XY-277 
XY-277 
XY-278 
ΧΥ-278 
ΧΥ-278 
ΧΖ-385 
ΧΥ-279 


175-53336 
175-53337 
175-53337- 
175-53337- 
175-53338 
175-53338- 
175-53338- 
175-53339 
R82NA 175-53340 
R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 


XY-280 
ΧΥ-281 
XY-281 
ΧΥ-281 
XY-282 
ΧΥ-282 
XY-282 
ΧΧ-313 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC7134 


2R-5 
2R-5' 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
ΧΖ-39Τ 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
ΑΧΚ-69 
ΑΧΚ-69 
ΑΧΚ-69 
ΑΧΚ-69 
ΑΧΚ-69 
ΧΧ-316 
ΧΥ-291 
ΧΧ-317 
XX-317 
XX-317 
XX-317 


R82NA 175-53366 
: 175-53366- 
175-53366- 
175-53366- 
175-53366- 
175-53366- 
_|175-53366- 
175-53366- 
175-53366- 
175-53366- 
175-53366- 
175-53366- 
175-53361 
175-53368 
175-53369 
175-53369- 
175-53369- 
175-53369- 
175-53370- 
175-53370- 
175253371 
175-53372 
175-53373 
175-53373- 
175~53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
R82NA 175-53374 
175-53374- 
175-53374- 
175-53374- 
175-53374- 
175~53374- 
175-53374- 


R82NA 175-53340- 
R82NA 175-53340- 
R82NA 175-53340- 
175-53341 
175-53341= ` 
175-53341- 
175-53341- 
175-53341- 
175-53342 
175-53342- 
175-53342- 
175-53342- 
. 175-53342- 
R82NA 175-53343 
175-53343- 
175-53343- 
175-53343- 
175-53343- 
175-53344 
175-53344- 
175-53344- 
175-53344- 
. 175-53344- 
R82NA 175-53345 


AXC-=134 
AXC7134 
AXC-134 
Χζ-286 
ΧΖ-386 
ΧΖ-386 
ΧΖ-386 
ΧΖ-386 
ΧΖ-387 
XZ~387 
X2-387 
ΧΖ-387 
X2-381 
X2-388 
X2-388 
X27388 
X2-388 
X2-388 
X2-389 
X2-389 
X2-389 
X2-389 
ΧΖ-389 
ΧΖ-390 


ον DAY 
PRR ae PP rr PPP EP ER PP PP RB IND FA PP PE PP p I I2 με μμ 


wen uw 


0 un 


AXD-93 
AXD-93 
AXD-93 
AXD-93 
-AXD-93 


= N = ee 


wo WWW 
NPP PRP PBR PRP 2 BP IS RP PEPE PH BEND O RPP IND RS 


ΑΧΟ-93 
AXD-93 | 
AXD-93 
X2-399 
ΧΖ-399 
X2-399 
ΧΖ-399 
ΧΖ-399 
ΧΖ-399 
X2-399 


R82NA 175-53346 
175-53347 
175-53348 
175-53349 
175-53349- 
175-53349- 
175-53350 
175-53350- 
175-53350- 
175-53351 


XY-283 
X2-391 
ΧΖ-392 
X2-393 
ΧΖ-393 
ΧΖ-393 
X2-394 
X2-7394 
ΧΖ-394 
XY-284 


BPN RENE m RS rS rS 

ee == 

νω Q Ju ου οσώυφ ο N = 
BPH PP RPP UN 
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‘Section M ` 


Numerical Index of ` 


Contractor Parts 


| CLASS CODE | 





STOCK NUMBER ; 
τος PÁRT NUMBER 


175-53374-100 


175-53375 
175-53315- 
175-53375- 
175-53375- 
175-53375- 
175-53375- 
175-53376 
175-53376- 
175-53376- 
175-53376- 
175-53376- 
175-53376- 
175-53377.. 
175-53377= 
175-53377- 
175-53377= 
175-53377- 
175-53377- 
175-53378. 


175-53378-. 


175-53378- 


175-53378- ` 


175-53378- 
175-53378- 
175-53378- 
175-53378- 
175-53378- 
175-53378- 
175-53378- 
175-53378- 
175-53378- 


175-53378-100 


175-53379 
175-53379- 
175-53379- 
175-53379- 
175-53379- 


-|175=53379- 


175-53379- 
175-53379- 
175-53380 - 
175-53380- 


9 


11: 


OON UW 


Ow FON 


11 
13 
15 
17 
19 
21 
23 
25 


175-53380- 


175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53381 

175-53382 

175-53383 

175-53383- 
175-53383- 


[175-53383- 


R82NA 


R82NA 


1014 


175-53383- 
175-53384 
175-53384- 
175-53384- 
175-53384- 
175-53384- 
175-53385 
175-53385- 
175-53385- 
175-53385- 
175-53386 
[175-53387 
175-53387- 
175-53387- 
175-53387- 
175-53387- 
175-53387- 
175-53387- 
175-53387- 


175-53387-. 


175-53387- 
175-53387- 


πνω ONW onub 


3 
5 
7 
9 
11 
13 
15 
17 
19 


21 


175-53387-100 


175-53388 
175-53389 
175-53390 
175-53391 
175-53391- 


3 





ΑΝ O1-60AABA-4 


FIGURE MICROFILM 
2 οἱ AND INDEX NUMBER 


P1|130 - 11 
P1|213 - 30 


[all poll nd αλα ο > > fÑ N λα λα αλα αλλ > > pl > i> > = > = == — > > 1-2 > > > > [4 > {52 > > = > i> ου > i> > > 2 N P N > N N > > > ps 


XZ=400 
X2-400 
X2-400 


XZ2-402 
X2-2402 
ΧΖ-402 
X2-402 
XZ=402 
ΧΧ-318 
Χ2-403 
XY-292 
XY-292 


- XY-292 


XY-292 
XY-292 
XZ272404 
X2-2404 
XZ=404 
Χζ-404 
Χζ”40άὰ 


` XY=293 


ΧΥ-293 


XY-293]| 


XY-293 


X2-405 
Χ2-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
x2-405 
X2-7405 
ΧΖ-405 
Χ2-405 

2R-6 

2R-7 
ΧΖ-406 
ΧΖ-407 
XZ-407 








. STOCK NUMBER ; 
CLASS CODE PART NUMBER 


175-53391- ML 
175-53392 

175-53392= 

175-53392- 

175-53392= 

175-53392- 

175-53392- 

175-53392- 

175-53392- 

175-53392- 





175-53396- 


175-53397- 
115-53397-. 
175-53397- 
175-53398 
175-53398- 
175-53398- 


175-53399- 
175-53400 
175-53400- 


175-53404 

175-53404- 
175-53405 - 
175-53405- 
175-53405- 


175-53407 
175-53408 : 
175-53408- 
175-53408- 
175-53408- 
175-53408- 
175-53409 
175-53409- 
175-53409- 
175-53410: 
175753411 
175-53411- 
175-53411- 
175-53411- 
175-53412 
175-53413 
175-53414 


175-53418 
175-53419 
175-53420 
175-53420- 3 
175-53420- 
175-53420-100 . 
175-53423- 3 
175-534223- 5 
175-53424 


175-53424- 3 


Revised 


FIGURE | TOTAL] MICROFILM i 
20| AND INDEX | QTY. | NUMBER 
M1 |; 1 


XZ-407 
XZ-407 


XZ-401 
2R-8 
2R-8 
2R-8 
2R=8 
2R-8 
2R-8 
2R-8 
2R-8 
2R-8 
2R-8 


XY-294 
ΧΥ-294 
XY-294 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
xZ-408 
XZ-408 
XZ-408 
X2-408 
XZ2-409 


V 15 = > d > > > 1’ = = > > I2 RP > 1-2 = κ» > Rn > εν» 


q8- . 
XZ-409 
ΧΖ-409 
XZ-409 
X2-409 
XY-295 
XY-295 
2H-362 
2H-362 
2H-362 
2H-362. 
ΧΥ-296 
XY-296 
XY-296 
X2-411 
2H-363 


AXD-96 
AXD-96 
AXD-96 
AXD-96 
XY-297 
X2-414 
AXD-97 
AXD-97 
AXD-97 
AXD=97 
AXD-97 


XX-319 
ΧΥ-298 
ΧΥ-298 
ΧΥ-298 
ΧΥ-298 
ΧΧ-320 

AXC-135 


XY-300 
XY-7301 
XZ-415 
ΧΧ-321 
ΧΧ-322 
20-162 
2D-162 
2D-162 
20-162 
XX-324 
XX-324 
XY-302 


N > > FO FO N N e 49 i= A — > = i= = = = de > eh É> de ae = > = > > = > > > S = = = deo = i= > i= > i= = 15 = = = [2 ps 
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Section ΙΙΙ 
Numerical Index of 


AN 01-60AABA-4 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
















175-53424- 
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175-53433- 3: 1 175-53460-200 1 
175-53433- 5 1 175-53461 1 
175-53433- 7 1 175-53462 1 
175-53433- 9 1 175-53463 2 
175-53433-100 1 175-53464 1 
175-53434 REF| 28-10 175-53464- 1 
175-53435 1| xY-304 175-53464- 1 
175-53436 1| 2H-364 1 
175-53436- 3 1| 2H-364 1 
175-53436- 5 1| 2H-364 175-53466- 1 
175-53436- 7 2] 2H-364 175-53461 1 
175-53436- 9 1| 2H-364 175-53468 1 
175-53436- 31 1| 2H-364 175-53469 1 
R82NA 175753437 i| xx-327 1 
175-52438 i| xx-328 3 
175753439 1| xx-329 175-53472 1 

. 1757-53440 1| XY-305 175-53472- 1 
RS2NA 175-53441 i| ΧΖ-418 175-53412- 1 
175-53441- 3 1| xz-418 175-53472- 2 
175-53441- 5 1| Xz-418 1 
175-53442 i| xY-306 1 
175-53442- 3 1| xY-306 9 1 
175-53442- 5 1| XY-306 13 1 
175-53442- 7 1| xY-306 175-53474- 17 1 
175-53443 : 1| xx-330 175-53474- 21 1 
175-55444 i| xx-331 175-53474- 23 1 
175-53444- 3 i| xx-331 175-53474- 25 1 
175-53445 i| xx-332 175-53474- 27 1 
175-53446 1| AXK-76 175-53474- 29 1 
175-53446- 1 1| AXK-76 175-53474- 31 1 
R82HA 175-53446- 2 1| AXK-76 175-53474- 33 1 
175-53446- 3 1| AXK-76 175-53474- 35 1 


AXK-76 


J ` 3 AXK-76 
175-53424- XY-302 2] AXK-76 
175-53424- 9 ΧΥ-302 1 | AXK-76 
175-53425 175-534406- 1 | AXK=76 
175-53426 XY-303 175-53446- 1| AXK-76 
175-53426- .3 ΧΥ- 32023 175-53446- 1 | AXK-T6 
175-53427 1| AXK-76 
175-53427- 3 175-53446- 26 | AXK-76 
175-53428 ΧΧ- 226 175-53446- 1| AXK-76 

x 1 | AXK-76 
175-53529 1| X2-416 1| AXK-76 
175-53429- 3 1| X2-416 1| 2F-127 
175-53429- 5 1| XZ2-416 1 | AXD-99 
1757-53430 1 1 | Ax0-99 
175-53430- 3 1 175-53440- 1| AXD-99 
175-53430- 5 I 175-53448- l| AXD-99 
175-53430- 7 1 175-53449 1| ΧΥ-208 
175-53430- 9 1 1, XY-309 
175-53430- 11 1 1| 2H-365 
175-53430- 13 1 175-53451- 1| 2H-365 
175-53430- 15 1 175-53452- 1] 2H-366 
175-53430- 17 1 175-53452- 1 | 2H-366 
175-53431 1 1| XY-210 
175-53431- 3 1 1| XY-310 
175-53431- 5 -1 1 | XY-310 
175-53431- 7 1 1 | XX-333 
175-53431- 9 1 175-53455 1| XY-311 
175-53431- 11 1 175-53456 1 
175-53431- 13 1 175-53457 1 2R-11 
175-53431- 15 1 175-53457- 1 2R-11 
175-53431- 17 1 175-53451- 1 2R-11 
RB2NA 175-53431- 19 1 175-53458 1 | 2H-367 
175-53431- 21 1 175-53459 1 
175-53431- 23 1 175-53459- 1 
175-53431- 25 1 1 
175-53431- 27 1 1 
175-53431- 29 1 1 
175-53431- 31 1 1 
175-53431- 33 1 1 
175-53431- 35 1 175-53459- 1 
175-53432 >T 175-53459- 1 
175-53432- 7 1 175-53459- 1 
175-53432- 9 1 1 
175-53432- 11 1 1 
175-53432- 13 1 175-53460 REF 
175-53432- 17 1 
175-53422- 19 1 175-53460- 4 
175-53432- 21 1 175-53460- 4 
175-53432- 23 1 175-53460- 4 
175-53433 F 175-53460-100 1 
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Section [86 : 
Numerical Index of | ΑΝ 01-60AABA-4 


Contractor Parts 
FIGURE TOTAL | MICROFILM 
AND INDEX | QTY. NUMBER 

















STOCK NUMBER y 
CLASS CODE | ` PART NUMBER 


` STOCK NUMBER 


CLASS CODE PART NUMBER 









































































































































































































175-53474- 37 1| 2H-368 175-53493 
175-53474- 39 1| 2H-368 175-53493- 3 
175-53474- 4] 1| 2H-368 175-53493- 5 
175-53474- 45 1| 2H=368 175753494 
175-53474- 47 1| 2H-368 175253495 
175-53474- 49 1| 2H-368 175-53496 
175-53474- 93 M1|217 - 28 1 175-53496- 3 
175-53474- 95 1 175-53496- 5 
175-53475 1 175753498 AXK-82 
175-53475- 1 1 175-53498- 3 AXK-82 
175-53475= 3 1 175-53498- 5 AXK-82 
175-53475- 5 1 175-53499 AXD-102 
175-53476 1 175-53500 XX-335 
175-53476- 3 1 175-53501 2R-21 
175-53476- 5 1 175-53501- 3 2R-21 
-|175-53476= 7 ot 175-53501- 5 2R-21 
175-53476- 9 1 175-53501- 7 2R-21 
175-53476- 11 1 175-53501- 9 2R-21 
175-53476- 13 1 175-53501- 11 2R-21 
175-53476- 15 2 175-53501- 13 2R-21 
175-53477 1 175-53501- 15 - 28-21 
175-53477- 3 1 115-53501- 17 221 — 29 28-21 
175-534Τ7- 5 1 175-53501- 19 221 — 28 2R-21 
175-53477- 7 1 175-53501- 21 221 — 27 2R-21 
175-53477- .9 -| ΧΖ-426 175-53501- 23 221 - 25 2R-21 
175-53477- 11 Ly X2-426 175-53501- 221 - 23 2R-21 
175753478 i X2-421 221 - 22 2R-21 
175-53478- 3 1; XZ2-427 221 — 21 2R-21 
175-53478- 5 ΧΖ-427 221 - 2R-21 
175253479 2R-16 221 - 2R-21 
175-53479- 3 2R-16 221 - 2R-21 
175-53479- 5 2R-16 221 - 2R-21 
175-53479- 7 2R-16 221 - 2R-21 
175-53480 ΧΥ-316 175-53501- 41 2R-21 
175753481 XY-317 175-53501-. 43 2R-21 
175-53482 175-53501- 45 2R-21 
175753483 175-53501- 221 2R-21 

























281 28-21 

175-53 484 221 2R-21 
175-53484= 3 175-53501- 221 28-21 
175-53484- 5 115-53501- 55 221 2R-21 
175-53484- 7 175-53501- 57 221 2R-21 
|[175-53484- 9 175-53501- 59 2R-21 






175-53501- 61 
175-53501- 65. 
175-53501- 65 
175-53501- 67 


2R-21 
2R-21 
2R-21 
28-21 


175-53484- 11 
175-53484- 21 
175-53484- 23 
175-53484- 25 
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175-53484- 27 175-53501- 68 221 2R-21 
175-53485 175-53501- 69 221 2R-21 
175-53485- 3 175-53501- 70 2R-21 
175-53485- 5 175-53501- 71 2R-21 
175-53485- 7 175-53501- 73 2R-21 






175-53501- 75 
175-53501- 77 
175-53501- 79 
175-53501- 81 
175-53501- 83 
175-53501- 85 
175-53501- 87 
175-53501- 89 


2R-21 
98-21 ᾿ 
28-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 


175-53485-= 9 
175-53485- 11 
175-53485- 13 
175-753485- 15 
175-53485- 17 
175-53485- 19 
175-53485- 21 
175-53485- 23 
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175-53485- 25 175-53501- 91 2R-21 
175-53486 175-53501- 93 221 2R-21 
175-53487 175-53501- 95 221 2R-21 
175-53487- 3 175-53501- 97 221 2R-21 
175-53487- 5 175-53501- 99 221 2R-21 
175-53487- 7 175-53501-101 2R-21 
175-53487- 9 175-53501-103 2R-21 
175-53488 175-53501-105 2R-21 
175-53488- 3 175-53501-107 2R-21 
175-53488- 5 175-53501-109 = :2R-21 
175-53488- 7 175-53501-111 2R-21 
175-53488- 9 175-53501-113 221 2R-21 






175-53501-115 
175-53501-117 
175-53501-119 
175-53501-121 
175-53501-123 
175-53501-125 
175-53501-127 
175-53501-129 
175-53501-131 
175-53501-133 
175-53501-135 
175-53501-201 


2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
28-21 
2R-21 
2R-21 
2R-21 


175-53488- 11 
175-53488- 13 
175-53488- 15 
175-53488- 17 
175-53489 
175-53490 
175-53490- 3 
1757253491 
175-53491- 3 
175-53491- 5 
175-53492 
175-53492- 
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AN 01.60 AABA-4 Numerical Index of 

Contractor Parts 

STOCK NUMBER EF STOCK NUMBER $5| FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 38 CLASS CODE 89| AND INDEX| QTY. | NUMBER 
1757-53502 AXK-83 - 57 M1 1| AXK-84 
I 1| AXK-84 
175-53502- 1 AXK-83|. l| AXK-84 
175-53502- AXK-83 1| AxK-84 
175-53502- AXK-83 1| AXK-84 
175-53502- AXK-83 1 | AXK-84 
175-53502- AXK-83 1| AXK-84 
175-53502- AXK-83 11 AXK-84 
175-53502- AXK-83 175-53503- 1| AXK-84 
175-53502- AXK-83 175-53503- 1 | AXK-84 
175-53502- . AXK-83 175-53503- 1 | AXK-84 
175-53502- ? ΑΧΚ-83 175-53503- 1| AXK-84 
175-53502- AXK-83 175-53503- 1 | AXK-84 
175-53502- AXK-83 175-53503- 8 1| AXK-84 
175-53502- AXK-83 175-53503- 1 | AXK=84 
175-53502- AXK-83 175-53505- 1| AXK-84 
175-53502- AXK-83 ÀR | AXK-84 
175-53502- AXK-83 AR | AXK-84 
115-53502- AXK-83 AR | AXK-84 
175-53502- AXK-83 AR | AXK-84 
175-53502- AXK-83 175-53503- AR | AXK-84 
175-53502- AXK-83 175-53504 REF |AXN-248 
175-53502- AXK-83 175-53504- REF |AXN-248 
175-53502- AXK-83 REF ΙΑΧΝ-248 
175-53502- AXK-83 REF ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- - 1 |axN-248 
175-53502- AXK~83 175-53504- - 1 ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- - 1 AXN-248 
175-53502- AXK-83 175-53504- - 1 AXN-248 
175-53502- AXK-83 175-53504- - 1 |AXN-248 
175-53502- AXK-83 175-53504- - 1 |AXN-248 
175-53502- AXK-83 175-53504- - 1 JAXN-248 
175-53502- AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - ΑΧΚ-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 ΙΑΧΝ-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 [AXN-248 
175-53502- - AXK-83 175-53504- 1 [AXN-248 
175-53502- - AXK-83 175-53504- - 1 JAXN=248 
175-53502- -. AxK-83 175-53504- - 1 JAXN=248 
175-53502- - ΑΧΚ-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 AXN-248 
115-53502- - ΑΧΚ-83 175-53505 REF| 2R-22 
175-53502- - AXK-83 175-53505- REF| 2R=22 
175-53502- - AXK-03 175-53505- REF| 28-22 
175-53502- - AXK-83 175-53505- REF| 2R-22 
175-53502- - AXK-83 175-53505- 1| 2R-22 
175-53502- - AXK-83 175-53505- 1| 2R-22 
175-53502-101 - AXK-83 175-53505- 1| 2R-22 
175-53502-103 - AXK-83 175-53505- i| 2R-22 
175-53502-105 - AXK-83 175-53505- 1| 2R-22 
175-53502-107 - ΑΧΚ-83 175-53505- - 1| 2R-22 
175753503: AXK-84 175-53505- - 1| 2R-22 
š 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 - 1| 2R-22 
175-53503- - 1| AXK-84 = 1| 2R-22 
175-53503- - 1| AXK-84 - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - i| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
115-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53506 REF | AXK-86 
175-53503- u 1| AXK-84 175-53506- REF | AXK-86 
175-53503- = 1| AXK-84 175-53506- REF | AXK-86 
175-53503- 1| AXK-84 175-53506- REF | AXK-86 
175-53503- 1| AXK-84 175-53506- REF | AXK-86 
175-53503- i| AXK-84 175-53506- 4| AXK-86 
175-53503- i| AXK-84 175-53506- 1| AXK-86 
175-53503- 1| AXK-84 175-53506- 1| AXK-86 
175-53503- 1| AXK-84 175-53506- 1 | AXK-86 
175-53503- 1 175-53506- 1| AXK-86 
175-53503- 1 175-53506- 2 | AXK-86 
175-53503- 1| AXK-84 175-53506- 1] AXK-86 
175-53503- 1| AXK-84 1| AxK-86 
175-53503- 1| AXK-84 175-53506- 1| AXK-86 
175-53503- 1| AxK-84 175-53506- 2| AxK-86 

175-53503- 1| AXK-84 175-53507 6 

175-53503- 1| AXK-84 175-53508 1| 2F-129 
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Numerical Index of AN 01-60AABA-4 


Contractor Parts 
FIGURE |TOTAL|MICROFILM STOCK NUMBER 
AND INDEX | QTY. NUMBER CLASS CODE PART NUMBER 
1 


STOCK NUMBER ge 
PART NUMBER as 
2F-129 175-53519-155 


175-53508- 1 M 
2F-129 175-53519-157 


M 
175-53528- 2 
175~53509 XY-323 175-53519-155 























MICROFILM 
NUMBER 


AXK-87 
AXK-87 
AXK-87 


CLASS CODE 












FIGURE TOTAL 
AND INDEX | QTY. 
1 
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175-53510- M ΧΧ- 3236 175-53519-161 AXK-87 
175-53510- IE 1 XX-336 175-53519-163 AXK-87 
175-53510- i; ΧΧ-336 175-53519-165 AXK-87 






175-53519-167 
175-53519-169 
175-53519-171 
175-53519-173_ 
175-53519-1/> 
175-53519-177 
175-53519-179 
175-53519-181 
175-53519-183 
175-53519-185 
175-53519-187 


3 

5 

6 
175-53511- 3 AXK-87 
175-53511- 4 AXK-87 
5 AXK=87 

6 AXK-87 

7 AXK-87 

8 AXK-87 

9 AXK-87 

AXK-87 
AXK-87 
AXK-87 
AXK-87 







13 = REA ELA 





175-52511- 
175-53511- 
175-53511- 
175-53511- 
175-53511- 
175-53511- 10 
175-53511- 11 
175-53511- 12 
175753512 



































20-163 
































175-53513- 20-164 175-53519-185 AXK-87 
175-53513- 2D-164 175-53519-191 AXK-87 
175-53514- XY-325 175-53519-193 AXK-87 
175-53514- XY-325 175-53519-195 AXK-87 
175-53514- ΧΥ-325 175-753519-197 AXK-87 











AXK-87 
AXK-87 
AXK-88 
AXK-88 
AXK-88 


175-53519-199 
175-53519-201 
175-53520 
175-53520- 
` |175-53520- 


2H-369 
2H-369 
2H-369 
2H-369 
2H-369 













175-53515- 
175-53515- 
175-53515- 
175-53515- 
























1 
2 
3 
5 
7 
175-53515- 3 
4 
5 
6 
7 
8 
































































175-53515- 2H-369 AXK-58 
175-53515- 10 2H-369 AXK-88 
175-53515- 11 2Η-369 AxK-88 
175-53515- 12 2H-369 AXK-88 
175-53515- 13 2H~369 175-53520- AXK-88 










175-53520- 
175-53520- 
175-53520- 21 
175-53520- 23 
175-53520- 25 


AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 


2H-369 
2H-369 
2Η-369 
2Η-369 
2H-369 


175-53515- 14 
175-53515- 15 
175-53515- 16 
175-53515- 17 
175-53515- 18 










3 

5 

7 

9 

11 

175-53520- 13 
15 

17 

19 








































































175-53516 ΧΧ-339 175-53520- 27 AXK-88 
175-53517- 3 2F-130 175-53520- 29 AXK-88 
175-53517- 5 2F-130 175-53520- 31 AXK-88 
175-53517- 7 2F-130 175-53520- AXK-88 
175-53517- 9 2F-130 AXK-88 
175-53517- 11 2F-130 AXK-88 


















































AXK~88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 


175-53520- 39 
175-53520- 41 
175-53520- 43 
175-53520- 45 
175-53520- 47 
175-53520- 49 
175-53520- 51 
175-53520- 53 
175-53520- 55. 


175-53518 

175-53518-211 
175-53518-213 
175-53518-215 
175-53518-217 
175-53518-219 
175-53518-221 
175-53518-223 
175-53518-225 
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175-53518-227 1 175-53520- 57 AXK-88 
175-53518-229 1 175-53520- 59 AXK-88 
175-53518-231 1 175-53520- 61 AXK-88 
175-53518-233 1 175-53520- 63 AXK-88 
175-53518-235 1 175-53520- 65 AXK-88 
175-53518-237 1 175-53520- 67 AXK-88 
175-53518-239 1 175-53520- 69 AXK-88 
175-53518-241 1 175-53520- 71 AXK-88 
175-53518-243 1 175-53520- AXK-88 
175-53519 REF| AXK-87 AXK-88 











175-53520- 77 AXK-88 




























175-53519-113 AXK-87 175-53520- 79 AXK-88 
175-53519-115 AXK-87 175-53520- 81 AXK-88 
175-53519-117 AXK-87 175-53520- 83 AXK-88 






175-53520- 85 
175-53520- 87 
175-53520- 89 
175-53520- 91 
175-53520- 93 
175-53520- 95 
175-53520- 97 
175-53520- 99 
175-53520-101 
175-53520-103 
175-53520-105 
175-53520-107 
175-53520-113 
175-53520-115 
175-53520-117 
175-53520-115 
175-53520-121 
175-53520-123 


AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
ΑΧΚ-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
ΑΧΚ-88 


175-53519-119 
175-53519-121 
175-53519-123 
175-53519-125 
175-53519-127 
175-53519-129 
175-53519-131 
175-53519-133 
175-53519-135 
175-53519-137 
175-53519-139 
175-53519-141 
175-53519-143 
175-53519-145 
175-53519-147 
175-53519-149 
175-53519-151 
175-53519-153 


AXK-87 
AXK-87 
ΑΧΚ-87 
AXK-B7 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
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ΑΝ 01-60AABA-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER 
[GLASS CODE] — PARTNUMBER 


175-53520-125 
175-53520-127 
175-53520-129 
175-53520-131 
175-53520-133 
175-53520-135 
175-53520-137 
175-53520-139 
175-53520-141 
175-53520-143 
175-53520-145 
175-53520-147 
175-53520-149 
175-53520-151 
175-53520-153 
175-53520-155 
175-53520-157 
175-53520-159 
175-53520-161 
175-53520-163 
175-53520-165 
175-53520-167 
175-53520-169 
175-53520-171 
175-53520-173 
175-53520-175 
175-53520-177 
175-53520-179 
175-53520-181 
175-53520-183 
175-53520-185 
175-53520-187 
175-53520-189 
175-53520-191 
175-53520-193 
175-53520-195 
175-53520-197 
175-53520-199 
175-53520-201 
175-53520-211 
175-53520-213 
175-53520-215 
175-53520-217 
175-53520-219 
175-53520-221 
175-53520-223 
175-53520-225 
175-53520-221 
175-53520-229 
175-53520-231 
175-53520-233 
175-53520-235 
175-53520-237 
175-53520-239 
175-53520-241 
175-53520-243 
175-53521 


AXK-88 μαι πα. AXK-90 

AXK-88 175-53524- AXK-90 

AXK-88| 175-53524- AXK-90 

AXK-88 175-53524- AXK-90 

AXK-88 175-53525 2R-23 

AXX-88 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 

AXK-88 

- AXK-88 

AXK-88 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 175-53525- 
175-53525- 
175-53525- 
175-53525- 
175-53525- 

AXK-88 175-53525- 

AXK-88 

AXK-88 

AXK-88 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 175-53525- 

AXK-88 

AXK-88 

ΑΧΚ-88 

AXK-88 

AXK-88 

AXK-88 

AXK-88 

AXK-88 175-53525- 

AXK=88 175-53525- 

AXX-80 

AXK-88 

AXK-88 

AXK-88 175-53525- 
175-53525- 
175-53526 


Per 
merrer 


2R-23 
2R-23 
25-23 
28-23 
28-23 
28-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
25-23 
28-23 
2R-23 
2R-23 
28-23 
2R-23 
2R-23 
¿Reza 
258-23 
2R-23 
258-23 
2RT723 
2R-23 
2R-23 
28-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 


PRP = = RP = > = > = = = = PRP PNR fN I 2 Pee 2 i? Z? 


Ευ 
Nee PRP m PR Pee 
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m 
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175-53526- 
175-53526- 


AXK-88 
AXK-88 
AXK-88 
AXK-88 175-53226- 
᾿ΑΧΚ-88 175-53526- 
AXK-88 175-53526- 
ΑΧΚ-88 175-53526- 
AXK-88 
AXK-89 


"n nm m m = = AAA 1-12 


D 
m 


175-53526- 
AXK-89 175-53526- 
AXK=89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
᾿ΑΧΚ-89 115-53526- 

175-53526- 
175-53526- 
175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXD-103 175-53526- 
AXD-103 175-53526- 
AXD-103 175-53526- 
AXD-103 
AXD-103 
AXK-90 175-53526- 
AXK-90 175-53526- , 
AXK-90 175-53526- 
AXK-90 175-53526-101 


175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53£21- 
175-53521- 
175-53521- 
175-53521- 
175753521*-* 
175-53521-7 
175-53521- 27 
175-53521- 29 
175-53521-101 
175-53522 
175-53522- 
175-753522- 
175-53522- 
175-53522- 
175-53524 
175-53524- 
175-53524- 
175-53524- 


Nr nr 


11411 br gt 
RRR RPP RPP PRP HPP EPR m d PR n a d E ee 
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17553527 175-54024= 7 M1 |237 - 6 AXK-95 
175-54024- 9 M1 1| AXK-95 
175-53527- 3 175-54024- 11 M1 1 | AXK-95 
175-53527- 5 175-754024- 13 M1 1| AXK-95 
175-53528 175-54025- 1 Al 4 
175-54025- 2 Al 2 
175-53528- 3 175-54025- 3 Al i 
175-53528- 5 175-54025- 4 Al 1 
175-53528- 7 175-54025- 5 M1 5 
175-53528- 9 175-54025- 6 M1 3 
175-53528- 11 175-54025- 7 ` Μι 24 
175-53528- 13 175-54025- 3 M1 2 
175-53528- 15 175-54025- 9 M1 5 
175-53528- 79 175-54025- 10 MI 3 
175-53528-101 175-54026- 1 M1 5 
175-53746- 3 175-54026- 2 M1 3 
175-53808 175-54027 M1 1 | XY-327 
175-54001 2R-24 175-54027- 2 M1 1| xY-327 
175-54002 2R-25 -1175-54029 M1 1| AXB-32 
175-54003 175-54030 M1 1 
175-54004 AXK-92 175754031 * REF | 2H-373 









175-54005 
175-54006 
175-54007 








2R-26 175-54032 2R-30 






























































































175-54008- 3 XZ-436 175-54033 2R-31 
175-54008- 5 ΧΖ-436 

175-54008- 7 XZ-436 175-54033-. 3 M1 28-31 
175-54008- 9 XZ-&36 175-54033- 5 2R-31 
175-54009 XZ-437 175-54034 

175-54009- 5 X2-437 175-54035 2R-32 
175-54010 2R-27 175-54035- 3 Al 2R-32 
175-54011 y 
175-54011- 3 175-54035- 5 M1 1 2R-32 
175-54012 175-54035- 9 1 2R-32 
175-54012- 3 š 
175-54012- 5 175-54035- 11 M1 1 2R-32 
175-54012- 7 175-54036 1 2R-33 
175-54012-101 


















































































































































































































































































































175-54013 175-54036- 3 1 2R-33 
175-54015 175-54036- 5 1 2R-33 
ο 175-54036- 7 M1 1 2R-33 
175-54015-101 175-54036- 9 M1 1 2R-33 
175-54036- 11 M1 1 2R-33 
175-54016 175-54036- 13 M1 1 2R-33 
175-54017 - 175-54036- 15 M1 1 2R-33 
175-54017- 3 2H-370| 175-54036- 17 M 1 28-733 
175-54017- 5 1| 2H-370 175-54037 M1 1 2R-34 
175-54018 REF 2R-29 175-54037- 3 Ἱ M1 1 2R-34 
175-54018- 3 1 2R-29 175-54037- 5 M1 1 2R-34 
175-54018- 5 1 2R-29 175-54037- 10 M1 1 2R-34 
175-54018- 7 2 2R-29 175-54038 1 2R-35 
175-54018- 9 1 2R-29 : 
175-54018- 21 1 2R-29 175-54038- 3 M1 1 2R-35 
175-54(018- 25 1 2R-29 175-54038- 5 M1 1 2R-35 
175-54018- 27 1 2R-29 175-54038- 7 Μι 1 28-35 
175-54018-101 REF 2R-29 175-54039 M1 1 | XZ-443 
175754019 1} 2H-371 175-54039- 3 Μι 1| X2-443 
175-54019- 3 1| 2H-371 175-54040 M 1 2R-36 
175-54019- 5 1| 2H-371 175-54041 ` 1 9 
175-54019- 7 1| 2H-371 175-54042 M1 1| X2-444 
175-54020 1| 2H-372 175-54042- 3 M 1| XZ-444 
175-54020-. 3 l| 2H-372 175-54042- 5 M 1| X2-444 
175-54020- 5 1| 2H-372 175-54043 M1 1| 2F-131 
175-54020- 7 1| 2H-372 175-54043- 3 jM1 1| 2F-131 
175-54022 REF 175-54043- 5 2| 2F-131 
175-54044- 3 M1 3| xY-329 
175-54022- 3 1 175-54044- 5 Mi 3| XY-329 
175-54022- 5 1 175-54045 Μι . l | X2-445 
175-54022- 7 1 175-54045- 3 M1 1| X2-445 
175-54022- 9 1 1757-54046 * REF 2R-37 
175-54022- 11 1 175-54046- 3 Μι 1 2R-37 
175-54022- 13 1 175-54046- 5 M1 1 2R-37 
175-54022- 15 1 175-54046- 7 M1 4 2R-37 
175-*4022- 17 1 175-54046- 23 M1 1 28-37 
175-54022- 19 2 175-54046-101 REF 25-37 
175-54022- 21 1 
175-54022- 23 1 175-54047 1| 2H-374 
175-54022- 25 1 175-54047- 3 X1 1 | 2H-374 
175-54023 1 175-54047- 5 M1 1| 2H-374 
175-54023- 3 1 175-54047- 7 M1 l| 2H-374 
175-54024 REF] AXK-95 175-54049 M 2 | XY-330 
175-54050 F 2R-38 












AXK-95 
ΑΧΚ-95 


175-54024- 3 
175-54024- 5 


= 









= 
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175-54050- 





175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54050- 


175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54051 

















175-54051- 
175-54052 






175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
|175-54052- 
175-54052- 
175-54052- 






175-54053 


175-54053= 





175-54054 







175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54055 
175-54055- 
175-54055- 
175-54055- 
175-54056 
175-54056- 
175-54057 
175-54057- 
175-54057- 
175-54058. 























175-54058- 
175-54058- 







175-54058- 
175-54058- 
175-54058- 
175-54059- 






175-54059- 














175-54060 
175-54060- 
175-54060- 
175-54061 









R82NA 








175-54061- 
175-54061- 
175-54062 
175-54062- 
175-54062- 
175-54063 
175-54063- 
175-54064 
175-54064- 
175-54064- 
175-54065 
175-54066 


Revised 15 September 


175-54050-: 


175-54050- . 


STOCK NUMBER $ 
[cias cone] — PARTNUMBER | 
3 


1955 


FIGURE 
AND INDEX 

























ν 
o 
w 
τιν! 
PUNN OU 





























+ 

o 

+ 
13113 



















175-540 
81 - 49 




















2 
m 
"ne 


3 
m 


= 


b2- 


175-540$3- 


. Section III 
Numerical Index of. 
Contractor Parts 


š FIGURE  |TOTAL 
> AND INDEX | QTY. 
M1 | 1 


ΑΝ O1-60AABA-4 


- STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-54067 
175-54068 
175-54068- 3 
175-54068- 












ΧΥ- 333 
AXK-106 
AXK=106 
AXK=106 ` 
2H-379 
2H-379 
AXK-107 
AXK-107 
AXK-107 
ΑΧΚ-107 
2H-380 























































175-54070- 
175-54070- 
. 1175-54071 
175-54072 
175-54072- 


ον A ms LILA 










175-54072- 
175-54072- 13 











2 175-54072- 15 

2 175-54072- 17 

2 175-54072- 51 

8 175-54073 2H-381 
2 175-54073- 3 2H-381 
2 175-54073- 2H-381 
2 175-54074 AXC-138 
m 175-54074- AXC-138 
F 175-54074- AXC-138 





NEE ουν ο ο PPE > REP PR > > = n RH ee n ns 


175-54074- AXC-138 













£N 





25 175-54074- 1 JAXC=138 
175-54075 2 | XY-335 
175-54077 REF 








































































































































































































20-166 175-54077- 3 1 
175-54077- 5 1 
175-54077- 7 1 
175-54077- 11 1 
1 175-34077- 13 1 
1 175-54078 REF| 28-42 
1 
1 175-54078- 3 1| 2R-43 
1 175-54078- 5 i| 2R-43 
1 175-54079 1| ΧΥ-336 
1 2 
1 1| 20-167 
1 REF | 2H-382- 
2| 2H-375 
1| 2H-375 1| 2H-382 
2| 2H-375 175-54082- 11 1| 2-382 
4| 2H-375 175-54084 1 | XY-337 
4| XY-331 175-534084- 3 2] XY-337 
2| xY-331 175-54085 REF | 2R-44 
4 2R-40 175-54085- 3 1 28-44 
2 28-40 175-54085- 2 1 2R-44 
2 2R-40 175-54085- 7 1 2R-44 
ΕΕ 28-41 175-54085- 9 1 2R-44 
175-54085- 11 1 2R-44 
1 2R-41 175-54085- 13 1 2R-44 
2 2R-41|!| 175-54085- 15 4 2R-44 
175-54086 1 
1 2R-41 175-54087 2 2R-45 
1 2R-41 175-54087- 3 2 2R-45 
L 2R-41 175-54088 1 
2] AXN=253 1175-54089 i| XX-345 
175-54090 1 |AXC-139 
2| AXN=253 175-54090- 3 1 |AXC-139 
175-54092 1 | xY-339 
2H-376 175-54092- 3 1| xv-339 
2H-376 175-54032- 5 1| xv-339 
2H-376 175754093 2] 2F-132 
2H-377 175-54095 REF 2R-495 








175-54096 2R-47 





2H-377 
2R-48 





175-54097 









2R-49 
AXK-113 
AXK-113 
AXK-113 
AXK-113 
AXK-113 
ΑΧΚ-113. 
ΑΧΚ-113 
ΑΧΚ-113 


PRERENN peren 


















175-54100- 
175-54100- 11 
175-54100- 13 
175-54100- 15 










THe He r 






1021 





Section lll 


Numerical Index of 


Contractor Parts 







175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54100- 
175-54101 

175-54102 

175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 






175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 


175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54102- 
175-54106 

175-54106- 
175754107 

175-54107- 
175-5410 8- 
175-54108- 
175-54109 

175-54110 

175754111 

175-54111- 
175-54127- 
175-54127- 
175-54127- 
175-54127- 
175-54128- 
175-54128- 
175-54128- 
175-54128- 
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175-54102- ` 


175-54102-" 





STOCK NUMBER 
| CLASS CODE | PARTNUMBER . 


17 
19 
21 


71 
73 


N 


Οσο οφ ών 





ΑΝ ΟΙ-όΟΑΑΒΑ-4 


FIGURE MICROFILM 
9 0| AND INDEX NUMBER 


AXK-113 
AXK-113 
AXK-113 
ΑΧΚ-113 
ΑΧΚ-113 
AXK-113 
ΑΧΚ-113 
ΑΧΚ-113 
AXK-113 
ΑΧΚ-113 
AXK=113 
AXK-113 
ΑΧΚ-113 
ΑΧΚ-113 
AXK-=113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
AXK-113 
ΑΧΚ-113 
AXK-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΑΧΚ-113 
ΧΥ- 341 
26-50 
28-50 
28-50 
28-50 










STOCK NUMBER 


CLASS CODE PART NUMBER 


175-54128- 11 
175-54128- 13 
175-54128- 15 
175-54128- 17 
175-54128- 






































pues 



















175-54128- 25 
175-54128- 27 
175-54128- 











175-54128- 











175-54129 
175-54129- 3 
175-54129- 5 
7 
9 








:1175-54129- 































175-54129- 13 
175-54129- 15 
175-54129- 17 
175-54129- 19 
:1175-54129- 
































175-54129- 23 
175-54129- 






*EXEXTEZXZZEXEXZXXEXXXXXXYXYZEIZEZIIExEXX 
Tn ro 3 Y o 2 ED 2 2 2 I ED 2 E EA Ra RE A oe n κ DN 







D 
m 
















17554129- 






175-54129- 50 







175-54130 - 
175-54130- 3 
175-54131 





















175-5413l- 5 
175-54131- 7 
175-54133 
175-54133- 3 
4 
5 
7 









175-54133- 
175-54133- 
175-54133- > 
175-54133- 
175-54133- 11 
175-54133- 13 
175-54133- 15 
175-54133- 

















































XEZXEXEXEXXEXXEXIXIXZIIITEI 






















175-54139 
175-54140 











175-54140- 
175-54140- 
175-54140- 
175-54141 
175-54142 
175-54142- 3 
175-54142- 4 
175-54143 
175-54144 
175-54145 
175-54145- 3 
175-54146 
175-54147 







NUW 












































re 






REEZRZE SEZ E RETEST ZZZ 























175-54149- 
175-54150 
175-54151 

















2H-385 

























2H-385 175-54152 
XY-343 175-54154 
ΧΥ- 243 
XY-343 





175-54154- 
175-54155 

175-54155- 
175-54156- 
175-54156- 


ΧΥ- 243 










Ww O 





FIGURE MICROFILM 
AND INDEX 


2 
m 
τι 


æ 
m 
On mer 


e 















Qon p RN Ne E e IR L aes de GS an > ο = = — = ο RA 





















AXN-255 
AXN-255 


AXN-255 






















AXN-255 












AXK-116 
AXK-116 
AXK-116 
AXK-116 
AXK-116 
AXK-116 
AXK~116 
AXK-116 
AXK-116 
AXK-116 
AXK-116 













de oe ps 












ΑΧΚ-116 
ΑΧΚ-116 


1. 








AXK-116 





ΑΧΚ- 116 











2H-386 
2H-386 










20-171 
20-172 
2F-133 






με ο RPE NN RNP PR ee 






XY-345 
2H-387 
2H-387 
2H-387 









2F-135 
2H-393 
2H-393 
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STOCK NUMBER 


175-54156/ 


175-54183- 
175-54183- 


175-54186- 
175-54186- 
175-54186- 


175-54187- 
175-54189 

175-54189- 
175-54189- 
175-54189- 
175-54189- 


175-54194- 
175-54194- 


175-54195 
175-54195- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 


175-54195- 
175-541953- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 


175-54195- 
175- 54195- 


175-54195- 
75-54195- 


175-54195- 


175-54196 





= 
C. YU ο N = O «0 0 - Ur Ui N > 


175-54195-113 


tr PART NUMBER ` 


7 


Uu + ο ὧω w 


N 2 Q > O UI QÓ NE 


Uu 




































11 
13 
15 
17 
21 
23 
25 
27 
29 
33 
35 
&1 
77 
T9 
81 
83 
85 
87 
89 
91 
93 
95 
97 
99 


175-54195-101 
175-54195-105 


FIGURE 
AND INDEX 














er 






AN 01-60AABA-4 


TOTAL| MICROFILM 
QTY. | NUMBER 








2H-393 

175-54196- 3 1 [AXD-118 

21-393 175-54197- 9 2 
i ges 175-54198 1] 2R-55 
AXD=116- 175-54198- 3 1| 28-55 

XY~348 115-54199 1 
: 175-54200 2| 2F-137 
20-174 175-54200- 3 2| 2F-137 
20-175 175-54200- 5 4| 2F-137 
175-54200- 7 1| 2F-137 

207175 175-54201 1 
ΧΥ-349 175-54202 28-56 
XY-349 175-54203 AXD-119 
Me 175-54203- 3 AXD-119 
= 175-54203- 5 AXD-119 
ΧΥ-349 175-54203- 7 AXD-119 


REE PEP PE PEER N N N ο NANA IO I e I i I en ns n n nn 










PEE OP qm N N N UND EP ND (9 e i HOR Be INL E PRP Pre NL nons 


175-54204- 3 

175-54204- 4 AXK-120 
XX-353 175-54204- 5 AXK-120 
ΧΧ-353 175-54204- 7 AXK-120 


XX-354 
XX-354 


XX-355 








Section lll 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 













STOCK NUMBER Y 
CLASS CODE| `` ' PART NUMBER 9 



















































































































175-54203- 11 
175-54203- 13 
175-54203- 15 
175-24204 


AXD-119 



































































AXK-120 
«120 


175-54204- 9 
175-54204- 11 
175-54204- 13 
175-54204- 15 
175-54204- 17 
175-54204- 19 
175-54204- 21 
175-54204- 23 
175-54204- 25 
175-54204- 29 
175-5420^4- 31 
175-54204- 33 
175-54204- 51 








2-395 
2H-395 
2H-395 
2H-395 
2H-395 
2H-395 
2H=395 
2H-395 
2H-395 
XX-355 






AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
ΑΧΚ-120 
AXK-120 
AXK-120 



































2R-53 175-54205 . 2R-57 
2R-53 175-54205- 3 2R-57 
2R-53 175-54205- 5 2R-57 
2R-53 175754206 AXB-37 
2R-53 175-54206- 3 AXB-37 






2R-58 
2R-58 
2R-58 
2R-58 
2F-138 
2F-138 
2D-180 
AXD-120 
AXD-120 


175-54208 
175-54208- 3 
175-54208- 5 
175-54208- 6 
1757-54209 


2F-136 
2F-136 
20-177 
20-178 
20-179 
















p. > e N B N N) I I O N P I I 2 IND IR IN εν QE) ED PS S rn rn rm Tni n rererere 






2R-54 
2R-54 
2R-54 
2R-54, 





AXD-120 

























2R-54 175-54212- 3 AXD-120 
2R-54 175-54212- 4 AXD-120 
2R-54 175-54212- 5 AXD-120 





2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 





























175-54212- AXD-120 















175-54212- AXD-120 





















AXD-120 
AXD-120 
AXD-120 
AXD-120 
AXD-120 


175-54212- 
175-54212- 9 
-54212- 




















175754213 
175-54215- 
175-54214- 
175-54215 





+ N N = > O + + 








































2R-54 175-54220 
2R-54 


X0-118 


2R-54 
2R-54 175-54216 4| AXB-38 
2R-54 175-54217 1] 2F-139 
2R-54 175-54217- 3 1| 2F-139 
2R-54 1757-54218 1 | AXB-39 
2R-54 175-54219 1| AXB-40 

1 

1 

1 
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. Section [ΠΠ 
Numerical Index of 


Contractor Parts AN O1-60AABA-L 


STOCK NUMBER FIGURE |TOTAL|MICROFILMA STOCK NUMBER js 
CLASS CODE PART NUMBER 99| AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER FE 


: 175-54314- 


175-54319 
175-54320 
175-54321 
175-54321- 
175-543211 
175-54322 
175-54324 
1175-54324- 
17554325 
175-54326 


. 1175-5228 
175-54328- 
175-54328- 


175-54270- 175-54329- 

175-54270- 175-54329- 

175=54272=100 175-54331 

175-54276 2H-396 175-54331- 

175-54276- 2H-396 

2H-396 

2H-396 

2H-397 5 1HA1-LH 

2H-397 1HA1-RH 

2H-397 AXD-124 

2H=397 

2H-397 

XX-360 AX0-124 
2R-60 


Sor 


"ne PRR RP Pp 


= 
m 


2R-60 54336 AXC-146 
XY-353 175-54336- AXC-146 
XY-353 ` 
2F-142 
2F-142 
2F-142 . 
XY-355 175-54336- 
XY-355 
XY-355 
2F-143 


1 
1 
1 
1 
1 
1 
1 
1 
1 
2 


2F-143 175-54336- AXC-146 
2F-143 175-54336- AXC-146 
2F-143 175-54337 AXC=147 
2F-143 175-54337- AXC-147 
2F-143 : 

2F-143 

2F-144 

2F-144 





UH | ασ 92 1» = O 


175-54338- 
2F-144 
2F-144 
175-54306- 
2F-144 
2F-144 175-54338- 
2F-144 
2F-144 
XY-358 
XY-359 175-54338- 
XY-360 175-54238- 
2F-145 175-54338- 
2F-145 175-54339 
2F-145 175-54343 
2F-145 


175-54344 
175-54344- 


2F-146 
2H-398 


7h 0 PY PO. IND). [ND 09. PO. ND. E i2 A [2 A PPR q γα pp 


zx 
m 


175-54344- 
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Section [ki 


ΑΝ O1-60AABA4 Numerical index of 
Contractor Parts 












επι τιούβε  [roraL[microri gg] meus |τοται| MichOFILM 
[CASS CODE] PARTNUMBER |39| AND INDEX| QTY. | NUMBER 38] AMD INDEX| ary. | NUMBER 
175-54392- 9 - 
175-54348 P 8 ΧΥ-379 | |. 175-54394 XX-368 
175-54351 : 1 ΙΑΧΚ-125 175-54395 XX-369 
175-54351- 2R-63 175-54396 


175-54397 
175-54351- 2R-63 ΧΧ-370 
2R-69 
2R-69 
2R-70 
2R-70 
2R=70 
2R-TO 
2R-70 
2R=70 
2R-70 
2R-70 
2R-70 
2R-70 
2R-70 
2R-70 


2F-148 175-54705- 
2F-148 175-54706 
ΧΥ-381 175-54706- 

- XY-381 175-54706- 
ΧΥ-382 175-54706- 
XY-382 175-54706- 
XY-383 175-54706- 1 


2D-182 
ΧΥ-384 
ΧΧ-364 
2F-149 175-54706- 
2D-183 175-54106- 
2F-150 
20-184 


NNN P¿NNNANN 


175-54361 
175-54362 
175-54363 
175-54364 
175-54364- 
175-54364- 
175-54364- 
175-54365 


2D-185 
AXC-15T 
AXC=157 
AXC-157 
2R-71 
2R=71 
2R-T71 
20-186 
20-186 
20-186 
2F-155 
2F-155 
20-187 
2D-188 
2F-156 
XY-410 
XY-410 
XY-7411 
XY-411 
XY-412 
2F-157 
2F-157 


o 
ω 


AXD-125 175-54709- 
AX0-125 175-54709- 
ΑΧΟ-125 175-54710 
2R-64 175-54710- 
175-54710- 

2R-65 175-54711 
175-54711- 


= 
i" 
NNN NNNN 


2 
m 
πι 


XY-381 

ΧΥ-388 

AXC-152 
AXC=152 175-54713 
AXC-153 175754714 
AXC-153 175754715 

XX-361 

28-66 | IR82NA 


m mr) NS NS tS + tS 


D 
m 


175-54721 
XY-391 175-54721- 
XY-392 | R82NA 175-54722 
2F-151 175-54725- 

175-54725- 
2F-151 175-54726- 


175-54376- 


N Ner 


175-54376- 


N 


1754-54377 2F-152 


175-54378 28-67 


AXB=42 
2D-189 
2D-190 
20-190 
20-190 
20-190 
20-190 
20-190 
20-191 
Xx-315 
20-192 


XY-395 

XY-395 
ΧΥ- 3295 175-54731- 
ΧΥ-395 175-754731- 
AXC=154 175-547311- 
2F-153 175-54731- 
2F-154 175-54731- 

2R-68 


mi 


175-54379 


175-54380 
175-54381 
175-54382 


ον ο = I P I I I UL 2 IO PR 2 2 rb rr n PRR = = N ο REN RR r> > ΞΘ Te ΠΝ 


= 
m 
N -ᾱἆ ^n m Ar > > 52 
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AXD-126 
AXD-126 


xX τπτ 


m 
P: 
mm 
"nmn 


AXC-155 
AXC-155 2F-158 
20-193 
20-194 
20-194 
20-194 
2R-72 
2R-72 
2F-159 
2F-159 
2F-159 
2F-159 


175-54737 
175-54739 
175-54739- 
175-54739- 
175-54388 175-54140 
II tour : 175-54740- 





175-54741- 


175-54390 5 ΧΥ-402 175-54741- 

17554743 
τὸ δη» eb 175-54744 
175-54392 XY-404 


5 175-54750 
175-54392- XY-404 
XY-504 175-54750-101 


XY-404 175-54150-201 


2R-T3 
2R-73 
2R-73 


N nN N N N US) ENR ο Ἡ eim am i| n 


Revised 15 September 1955 














Section Ill 


Numerical Index of À . 
‘Contractor Parts f AN 01-60AABA-4 


ES] eun ἵτοται [wickonu 
TCI ENTIS c E1233 
175-54750-301 


175-54750-401 
175-54750-501 















STOCK NUMBER 


CLASS CODE PART NUMBER I 


175-56104- 5 















Ds 
9| AND INDEX| QTY. | NUMB MBER 

385 = 51 AXC-161 
1 AXC2162 
AXC-163 
20-203 
20-204 
AXD-133 
AXD-133 
AXD-133 
2R-74 
2R-74 


Š 
& 
20 
9 
























175756106 
175-56107 
175-56108 






















175-54750-601 














175-54750-701 2R-73 | [R82NA 


= 

















175-56113- 3 
175-56113- 5 
7 




























2R-74 

175-56113- 2R-74 

175-56113- 9 2R-74 

10 | 20-195 175-56113- 21 2R-74 

175-54753 XY-415 175-56113- 2R-74 
















175-54754 2H-400 2R-74 
175-54754- 3 2H=400 2R-74 
2H-400 2R-74 










2H-400 
2H-400 
2H-400 
2F-160 
XX-381 
20-196 
20-196 
2H-401 
AXB-49 | 
2F-161 


2R-74 
2R-74 
2R-74 
2R-74 
AXC-164 
2F-169 







175-54754- 11 
175-54754= 15 
175-54755 
































175-56115 
175-56116 







175-54757- 
175-54758 
175754759 
175-54760 
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175-56127- 
|175-56127- 


















AXC-166 
AXC-166 
AXC-167 







20-197 
2D-198 
20-198 
XY-417 
XY-2417 
20-199 
2F-162 




















175-56135 
175-56147 
175-56306 
175-56323 
175-56353 


175-54762- 3 
175-54763 
175-54763- 3 
175-54764 
175-54765 








AXD=135 
AXB-52 
2F-170 
































175-56638 
175-56810 
175-56811 
175-56812 
175-56612 
2175-56001 
175-58002 
175-58003 
175-58003- 3 
175-58003- 5 
175-58004 














175-54766 
175-54767 


XY-418 
ΧΧ-388 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 





XX-397 
XX-398 
XX-399 
XX-400 
AXK-134 
















= 
m 



















AXK-135 
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= R82NA 175-58006 XX-401 
CHE 175-58007 XX-402 
2H-402 175758008 20-205 
2F-163 175-58009 2F-171 
175-58009- 3 2F-171 
175-54770- 2F-164 x 1 
175-54771- 2F-165 175-58010 28-74 


2F-165 
2F-165 
2F-165 
2F-165 
2F-166 
2F-167 
20-200 
2F-168 
AXD-130 
AXD-131 
AXD-131 
ΑΧΟ-132 
AXD=132 
















175-56010- 
175-58010- 


w 


2R-76 
2R-76 





















WNJDWNAN δ 


175-58011 
175-58013 
175-58014 


2R-77 

























175-58015 2R-78 

















175-58016 2R-79 










175-58017 
175-58017- 


AXN-258 
AXN-258 














175-58018 





2R-80 









20-201 
XX-393 
XX-393 





175-58019 2R-81 









175-58020 AXK-144 










175-58021 





2R-82 






2D-202 





175-58022- 3 2R-83 










175-58022- 





2R-83 
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FIGURE meso noun [rotar] miceorum]: ` 
ra arma. AND INDEX MBER A στα AND INDEX | QTY. | NUMBER 
R83NA 175-58022- 2R-83 175-58072 M 312 - 31 AXD-140 


R83NA 175-58022- R-8 175-58072- 
E > 2i 285ga 175-580732 


R83NA 175-58022- 2R-83 313 - 34 
175-56074 


R33N 15-58022- i = 175-58074- 
ae τ. ENE 175-58075 
175-58075- 
175-58077 AXC=171 


R83NA 175-58022- 28-83 175-58078 Š 2H-407 


R83NA 175-58222- 28-53 


R83N 75-58 - R=83 175-58079 
5b R ο 2 š 175-58080 1 | 2H-408 


175-58024 AXC-169 175-58083 AXK-156 


175-58024- AXC=169 


175-58100 2H-409 


175-58105 
175-58106 
175-58106- 
ΑΧΚ- 147 175-58107 


PRP ο N N £ N 


AXN=260 AXD-147 


2R-85 
2R-85 175-58110 


175-58111 
175-58032 175-58112 


75-58033 AXK-150 175-58113 
Ç : 175-58113- 


175-58033- ΑΧΚ-150 175-58113- 


28-89 
ἸΑΧΚ-158 
AXD-148 
AXD-148 
AXD-148 
XY-426 
XY-426 
ΧΥ- 427 
xY-427 


175-58035- 


- - 175-58115- 
doc ci 175-58116 
- : - 175-58116- 
ponendo i ; 25:06 175-58116- 
175-58041 
175-58041- : AXN-262 
175-58042 2R-87 


175-58043 = 8 
R83NA 175-58044 ` 2H-405 


ONV ο-νω 


AXC-173 
AXC-173 
AXC-173 
XY-429 
XY-430 
XY-430 
AXC-174 
XY-431 
AXK-159 


R83NA 175-58051 27 I 1| 2H-406 
ο μα . 


r 
ww 


1175-58052 ΑΧΚ-154 
ΑΧΚ-155 


ΑΧΚ-155 
ΑΧΚ-155 175-58121 


175-58122 
175-58123 


175-58053 


175-58124 
175-58125 

15-58125- 

175-58125- 

175-58125- 

175-58125- 

175-58125- 
175-58127 

175-58127- 

- 175-58127- 
ος 175-58127- 
pigs 175-58127- 
2F-173 175-58127- 
2F-173 75-58127- 

15-58121- 

175-58127- 

75-58127- ` 

“75-58127- 

175-58127- 
= 75-58127-101 

ferns 15-58128. 
AXD-139 175-58128- 3 
175-58128- 5 


AXC=175 
AXC-175. 


AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXc-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXD-150 
XD-150 
XD-150 ` 
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STOCK NUMBER | 
CLASS CODE PART NUMBER 


175-58126-. 7 
175-58129 

175-58130 

175-58130- 3 
175-58130- 5 
175-58130- 7 
175-58130- 9 
175-58130- 11 
175-58130- 13 
175-58130- 15 
175-58131 


175-58132 
175-58132- 3 
175-58133 
175-58134 
175-58135 
175-58136 
175-58137 
175-58138 
175-58138- 3 
175-58139 
175-58139- 3 
175-58140 
175-58140- 3 
175-58141 
175-58141- 3 
175-58142 
175-58143 
175-58143- 3 
175-58143- 5 
175-58144 
175-58144- 3 
175-58145 
175-58146 
175-58147 
175-58148 
175-58148- 3 
175-58148- 5 
175-58148- 7 
175-58149 
175-58149- 
175-58149- 
175-58150 
175-58150- 
175-58151 
17558152 
175-58153 
175-58156 


R83NA 
R83NA 


R83NA 
R83NA 
R83NA 


R82NA 


R83NA 
R83NA 


mu 


w 


R82NA 


175-58156- 
175-58156- 
175-58157 
175-58158- 
175-58158- 
175-58159- 
175-58159- ` 
175-58160 
175-58161 
175-58162 
175-58163 
175-58164 
175-58167 
175-58172 
175-58173 
175-58174 
175-58174- 3 
175-58174- 5 
175-58175 
175-58176 
175-58177 
175-58178 


Www 


Ww uw 


R82NA 


R83NA 
R83NA 


R83NA 
R&3NA 


R83NA 


175-58179 
175-58179- 
175-58179- 
175-58179- 
175-58180 
175-58180- 3 
175-58181 

175-58181- 3 
175-58181- 5 
175-58182 

175-58182- 3 


Uu 
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ἊΝ O1-60AABA-4 


= 
m 
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AXD-150 

2F-174 
AXN-265 
AXN=265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 












^" emm N N 








AXD-151 
AXD-151 

2R-90 
AXK-163 


XY-2433 
XY~433 
2F-175 


AXD-152 
2H-410 
2H-410 

AXD-154 

2H-411 

2H-411 
2H-411 







2F-176 
AXC-176 
AXC-177 
AXC=177 
AXC=177 
AXC=177 
ΑΧς-178 
AXC=178 
AXC-178 
AXC-179 
AXC-179 
ΑΧΚ-164 
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ΧΥ- 442 
ΧΥ- 443 
XY-44& 
2H-412 
2H-412 
2H-412 
AXD=157 
AXD-158 
XY-445 
AXD-159 
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AXD-160 
AXD-160 
AXD-160 
AXD-160 
XY-446 
XY~446 

































































































































































CE NUMBER 
PART NUMBER 


ku 58182- 
175-58183 
175-58183- 
175-58183- 
175-58184 
175-58185 
175-58188 
175-58189 


175-58193 
175-58194 
175-58195 
175-58195- 
|175-58195- 
175-58196 
175-58196- 
175-58197 
175-58198 
175-58199 
175-58199- 
175-58199- 
175-58200 
175-58201 
175-58204 
175-58204- 
175-58204- 
175-58205 
175-58205- 
175-58205- 
175-58205- 
175-58206 
175-58206- 
175-58207 
175-58207- 
175-58208 
175-58208- 
175-58208- 
175-58209 
175-58209- 
175-58209- 
175-58209- 
175-58209- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 1 
175-58212- 
175-58212- 
175-58213 
175-58213- 
175-58214 
175-58214- 
175-58214- 
175-58215 
175-58216 
175-58217 
175-58218 
175-58219 
175-58220 
175-58220- 
175-58220- 
175-58221 
175-58222 
175-58223 
175-58224 
175-58224- 
175-58225 
175-58226 
175-58227 
175-58228 . 
175-58228- 
175-58228- 
175-58228- 
175-58229 


N 


175-58229- 
175-58229- 


5 


3 
5 


uw 


uw 


ww Y UL) ww 
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w uw nr Uu 


— σω 


gs FIGURE  |TOTAL| MICROFILM 
P AND INDEX | QTY. | NUMBER 


M1 
Ml 
M1 
41 
MI 


i 

4 

2 

3 

1 

1 

1 

1 

2 

4 | 2D-207 

l| XY-451 

1 | 2H-414 
" l| 2H-414 
M1 1| 2H-414 

l| 2H-415 

2| 2H-415 

1 

1 

1 

1 

1 

4 

1 
M1 1 
M1 1 
Ml 1 
M1 l| 2F-181 
M1 1 | 2F-181 
USH 175-582q5- 
M1 1| 2F-181 
Μι 1 JAXC-183 
M1 1 |AXC-183 
M1 1 
M1 1 
M1 1 
M1 1 

1 : 
M1 7| 2F-182 
Mi 21 | 2F-182 
M1 7| 2F-182 
M1 7| 2F-182 
M1 7| 2F-182 
P1 2 
Pl 2 
X1 2 
X1 2 
X1 4 
Xi 2 
X1 4 
X1 2 
M1 2| XY-458 
M1 2| XY-450 
M1 2| AXE-15 
M1 2| AXE-15 

1 | AXB-54 
M1 & | AX8-54 
M1 $ | AXB-54 
M1 2| XX-408 
Mi 1 | AXB-55 
m1 1| 2H-416 
Ml 1 
X1 1 
X1' 1 
X1 1 
X1 1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

4 

4 

2 

2 


41 
M1 
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STOCK NUMBER ΒΒ] FIGURE |TOTAL|MICROFILM ` STOCK NUMBER MICROFILM 
CLASS CODE | - PART NUMBER. |38| AND INDEX | QTY. | NUMBER | [CLASS CODE| ` - PART NUMBER: ` ` NUMBER 
175-58229- 7 2| 2F-183 175-58710 


2F-183| 
2R-92 |175-58710- 





- 
m 
το 


26-93 175-58711 
175-58234 
175-58234- 
175-58234- 


AXC-186 
175-58235- 20-209 
175-58235- 
175-58235- 


175-58237 2R-101 


2H-424 
175-58238 

175-58238- 
175-58238- 
175-58238- 
175-58238- 


2H-425 
175-58724 2H-426 


175758725 
2F-184 175-58726 
2F-184 175-58727 
2F-184 175-58728 
2F-184 175-58729 
2F-184 175-58730 
2F-184 175-58731 
20-208 175-58731- 
AXB-57 175-58732 
AX8-43 175-58732- 
175-58733 
2H-418 175-58734 
2H-419 
2H-419 
2H-420 
AXB-59 175-58734- 2F-194 
175-58734- 2F-194 
175-58734- | 2F-194 
175-58734- 2F-194 
175-58734- .2Ε-194 
175-58734- 2F-194 
175-58735 2D-211 
175-58736 2F-195 
175-58736- 2F-195 
175-58736- 2F-195 
175-58737 XX-7413 
20-212 
XX-415 
20-213 
2D-213 
2D-213 
XX-417 
2F-196 
2F-196 
2F-196 
2F-196 
2F-196 
2F-197 
2F-197 
2F-197 
2F-198 
2F-198 
2F-199 
2F-199 
2F-199 
2F-199 
2F-200 
2F-200 
2F-200 
2F-2CO 
2F-200 
2F-201 


nm 
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2F-193 
2F-193 
XX-411 
2F-194 


ΜΜ PO P2 PO i P N PO NN 


175-58739 
175-58740 
175-58740- 
175-58740- 
175-58741 
175-58742 
175-58742- 
2R-95 175-58742- 
175-58742- 
175-58742- 
2R-96 175-58743 
175-58743- 
2R-96 175-58743- 


2H-421 


N NN r 


2R-97 
2R-98 


Αχὺ-1το 175-58 145- 
AXD=170 175-58746 
175-58746- 
175-58746- 


2R-99 = 2 
προ. 175-58746 


2R-99 

d 2R-99 

175-58707= 2R-99 
175-58707- 2R-99 dong 

-58707- E - - 
μια. ce 175-58748 
175-58101- 2R-99 175-58749 

175-58708 2H-422 


175-58709 2R-100 175-58149- 
` 175-58749- 


+ SÑ N) IDKNKNUUOQ9wuP.NaOoQUmnrIPS4P 


2F-201 
2F-201 
2F-202 
2F-203 


o £ ο 


2F-203 
2F-203 
2H-428 
2F-204 


Hepp 


E `. _ 175-58750 
175-58709 2R-100 175-58751 
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STOCK NUMBER __|23] ricure MICROFILM [πο ORE a) NUMBER FIGURE 
| CLASS CODE | PART NUMBER 9 «| AND INDEX NUMBER [PARTNUMBER |39) AND INDEX 


175-58752 20-214 175-58/95- 
175-58754 -| 2F-205 175-58795- 
175-58754- 2F-205 175-58795- 
2F-205 2 175-58797 

175-58754 Fam aa 

sç x 2F-205 
175-58755 : H AXB-65 
175-58756 20-215 175-58798- AXB-65 
175-58757 2D-216 175-58799 20-222 
175-58758 : | A 175-58800 2H-434 
175-58759. - 175-58800- 2H-434 
175-58759- 175-58800- 2H-434 
175-58760 XX-423 175-58800- 2Η- 434 
175-58761 | Xx-424 ` μ(9-28800- 2564 
m = L12-2550U- 2H-43 
175-58762 ΕΕ i7s-68600= PH e 
XY-486 175-58800- 2H-434 
2H-429 175-58800- 2H-434 
20-218 .175-58800- 2H-434 
ΧΥ- 487 175-58800- 2H-434 
2F-201 175-58800- 2H-434 
2F-207 175-58800- 2H-434 
AXB=64' > |}75-58800- 2H-434 
AXB-64 175-58800- 2H-434 
2Dp-219||: 175-58800- 2H-434 
' 20-220 175-58800- 2H-434 
2R-103 175-58800-. 2H-434 
2R-103 2H-434 
2H-430 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 : 175-58800- 2Η- 494 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
XY-488 175-58800- 2H-434 
175-58777 ΧΧ-431 175-58800- 2H-434 
175-58778 - , 2F-208 175-58800- 2H-434 
175-58779 2R-104 175-58800- 2H-434 
175-58779- 2R-104 175-58800- 2H-434 
"1175-58779- b 2R-104 175-58800-103 2Η-434 
175-58780 2R-105 175-58800-105 ; 2H-434 
175-58780- 2R-105 175-58800-107 2H-434 
2D-221 175-58800-109 2H-434 
XY-490 175-58800-111 2H-434 
XY-490 : 175-58800-113 2H-434 
XY=490 175-58800-115 2H-434 
' 175-58800-117 2H-434 
175-58785 2H-432 175-58800-119 2H-434 
175-58785- 2H-432 175-58800-121 2H-434 
175-58785- 2H-432 175-58800-123 2H-434 
175-58785- ` 2H-432 175-58800-125 i 2H-434 
175-58785- 9 2H=432 175-58800-127 κ 2Η- 434 
175-58786 : 2R-106 175-58800-129 2H-434 
2R-106 175-58800-131 2H-434 
2R-106 175-58800-133 ἽΝ, 2H=434 
2R~106 175-58800-135 M 2H-434 
2R-106 175-58800-137 2H-434 
2R-106 175-58800-139 Y 2H-434 
2R-106 175-58800-141 2H-434 
2R-106 175-58800-143 2H-434 
2F-209 175-58800-145 2H-434 
2F-209 175-58800-147 2H-434 
2F-209 175-58800-149 2H-434 
2F-209 175-58800-151 2H-434 
2F-209 175-58800-153 2H-434 
175-58800-155 2H-434 
175-58800-157 : 2H-434 
175-58788- ° 175-58800-159 2H-434 
“1155586792 P1 |297 = 23 175-58801 : 2H-435 
175-58801- . 2Η-435 
175-58801- 2H-435 


TOTAL| MICROFILM 
QTY. | NUMBER 
























SO 1011141 


175-58793 2F-210 
175-58793- 2F-210 

175-58793- 5: 2F-210 175-58801- 
175-58794 

175-58794- 

175-58795 

175-58795- 


2H-435 
2H-435 


2H-435 


43 2H=435 
47 2H=435 
49 2H-435 


175-58795- 19 ; 51 .2H-435 
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ΑΝ 01-60AA 
AN O1-60AABA-4 Contractor Parts 
[stock NUMBER | microm] | — STOCK NUMBER [15] FIGURE |TOTAL| MICROFILM 
[Ass CODE] PARTNUMBER NUMBER | [sss CODE]  PARTNUMBER |88] AND INDEX| ay. | NUMBER 
175-58801- 53 2H-435 175-58803- 7 M1 2H-437 
175-58801- 55 2H-435 175-58803- 9 M1 2H-431 






175-58803- 11 
175-58803- 13 


2H-437 
2H-437 


2H-435 
2H-7435. 


175-58801- 57 
175-58801- 59 























































































, 175-58801-113 2H-435 175-58803- 15 17 2H=437 
175-58801-115 2H-435 175-58803- 21 12 2H-431 

175-58801-117 2H-435 175-58803- 23 20 2H-437 

175-58801-123 2H-435 175-58803- 25 21 2H-437 


NIS fm NNN IND IND DP I Re 






ar t d: rrt t 
N 
N 









175-58801-147 2H-435 175-58803- 27 2H-431 
175-58801-149 2H-435 175-58803- 29 8 2H-437 
175-58801-151 2H-435 175-58803- 31 26 2H-437 
175-58801-153 2H-435 175-58803- 33 23 2H-437 
175-58802- 3 2H-436 175-58803- 35 2H-437 

|175-58803- 37 2H-437 


175-58803- 39 2H-437 


N 


2H-436 









175-58803- 41 24 2H-437 

2H-436 175-58803- 42 25 2H-437 

j 175-58803- 45 27 2H=437 
175-58802- 9 175-58803- 47 8 21-427 


2H-436 


175-58803- 49 2H-437 


175-58803- 51 2H-437 


















A 4 1 
Uv 
vU 





175-58802- 2H-436 32 

^ 175-58803- 53 29 2H=437 

175-58802- 13 175-58803- 55 4 2H-437 

175-58802- 15 2H-436 175-58803- 57 3 2H-437 

175-58802- 17 2H-436 175-58803- 59 ° 211-437 
175-58803- 61 5 2H-437 

175-58802- 2Η- 436 175-58803- 63 18 2H-437 
175-58803- 67 35 2H-437 
175-58503- 69 2H-437 











175-58802- 2H-436 


175-58803- 71 
175-58803- 73 
175-58803- 77 
175-58803- 79 
175-58803- 81 


2H-437 
2H-437 
2H-437 
2H-437 
2H-437 
2H-437 


Ευ 
2t P 
H 





2H-436 
2H-436 
2H-436 





νε N 












1| 2H-436 175-568803- 82 

1| 2H-436 175-58803- 85 2H-437 

1| 2H-436 175-58803- 91 2H-437 

2| 2H-436 175-58803- 93 2H-437 
|175-58803-103 2H-437 













































2H-437 





2H-436 175-58803-105 







































175-58802- 2H-436 175-58803-107 2H-437 
175-58802- 45 2H-436 175-58803-109 2H-437 
175-58802- 47 2H-436 175-58803-111 2H-437 
175-58802- 49 2H-436 175-58803-113 2H-437 
175-58802- 51 2Η-436 175-58803-115 2H-437 
175-58802- 2H-436 175-58803-121 2H-437 
2H-436 175-58803-123 2H-437 
2H-436 175-58803-125 2H=437 
2HS436 175-58803-127 2H-437 
2Η-436 175-58803-129 2H-431 


2H-437 
2H-437 
2H-437 
2H-437 


175-58803-131 
175-58803-133 
175-58803-135 
175-58803-137 


2H-436 
2H-436 
2H-436 






2H-436 
2H-436 175-58803-139 2H-437 
2H-435 175-58803-141 2H-437 
175-58802-103 2H-436 175-58803-143 2H-431 
175-58802-105 2H-436 175-58803-145 2H-431 
175-58802-107 2H-436 175-58803-147 2H-437 


175-58803-149 2H-437 


175-58802-109 2H-435 
175-58802-111 2H-436 175-58803-151 2H-437 
2H-436 175-58503-155 2H-437 


175-58802-115 
175-58802-117 
175-58802-119 
175-58802-121 
175-58802-123 
175-58802-127 
175-58802-129 
175-58802-131 
175-58802-133 
175-58802-135 
175-58802-143 


2H-437 
2H-437 
2H-437 
2H-437 
2H-437: 
2H-437 
2H-437 
2H-437 
2H-437 
2H-437 


175-58803-155 
175-58803-157 
175-58803-159 
175-58803-161 
175-58803-163 
175-58803-167 
175-58803-169 
175-58803-171 
175-58803-173 
175-58803-177 


2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436| 
2H-436 
2H-436 





175-58802-145 2H-436 175-58803-181 2H-437 
175-58802-149 2H-436 175-58804 2H-438 
175-58802-151 2H-436 175-58804- 3 2H-438 
175-58892-153 2H-436 175-58804- 5 2H-438 

175-58804- 7 2H-438 


2H-436 
2H-436 

2H-436 
2H-436 
2H-436 
2H-436 
2H-437 
2H-437 


175-58802-155 
175-58802-157 
175-58802-159 
175-58802-167 
175-58802-169 
175-58802-171 
175-58803- 3 
175-58803- 5 


2H-438 
2H-438 
2H-433 
2H-438 
2H-438 
2H-438 
2H-438. 


175-58804-. 9 
175-58804- 11 
175-58804- 12 
175-58804- 15 
175-58804- 16 
175-58804- 17 
175-58804- 19 





po à den gh e de Ie ων 5 N IO 2 e 2 e 2 rn 2 t: IIA 






1031 


Revised 15 September 1955 








Section 


Numerical Index of 


008 


Contractor Parts 


CLASS CODE 


STOCK NUMBER 


| PART NUMBER 


175-58804- 
175-58804- 
175-58804- 
175-58804- 
175-58804- 


175-58804- 


175-58804- 

175-58804- 

175-58804-103 
175-58804-105 
175-58804-107 
175-58804-109 
175-58804-111 
175-58804-113 
175-58804-115 
175-58804-117 
175-58804-119 
175-58804-121 
175-58804-123 
175-58804-125 
175-58804-127 
175-58804-129 
175-58804-131 
175-58804-133 
175-58804-135 
175-58804-137 
175-58804-139 
175-58804-141 
175-58804-143 
175-58804-145 
175-58804-147 
175-58804-149 
175-58804-151 
175-58804-153 


175-58804-155 


{175-5880 4=157 


- 1032 


175-58804-159 
175-58804-161 
175-58804-163 
175-58804-165 
175-58804-167 
175-58804-169 
175-58804-171 


175-58804-173 


175-58804-175 
175-58804-177 
175-58804-179 
175-58804-181 
175-58804-183 
175-58804-185 
175-58804-187 
175-58804-189 
175-58804-191 








ΕΓ FIGURE 
38] AND INDEX 


AN O1-60AABA-4 ' 


TOTAL! MICROFILM 
QTY. | NUMBER 


2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2Η- 638 
2ῃ- 438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
| 2H-438 
2H~438 


μα eh n el ll e ol ol o E pd Gp d get ps pd a ga a gà 


2H-438 
2H-438 
2H- 438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 


ΝΗΡ} p ps 


2H-433 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 


2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-2438 
2H-438 
2H-438 
25-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 


1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
£ 
1 


2H-438 


F ass NUMBER 


Uu 
58 


PART NUMBER 3 8 


175-58804-193 
175-58805 


175-58805- 
175-58805- 
175-58805- 
175-58805- 
175-58805- 
175-58505- 
175-58805- 


175-58805- 
175-58805- 
175-58805- 
175-58805- 


175-58805>- 
175-58805- 
175-58805- 
175-58805- 


175-58805- 
175-58805- 
175-58805- 
175-58805- 


175-58805- 


175-58805- 
175-58805- 


175-58805- 
175-58805- 
175-58805- 


175-58805-105 
175-58805-107 
175-58805-109 
175-58805-111 
175-58805-113 
175-58805-115 
175-58805-111 
175-58805-11€ 
175-58805-12; 
175-58805-12: 
175-58805-125 
175-58805-127 
175-58805-129 
1Υ»-58805-131 
175-58805-133 
175-58805-135 
1/5-58805-137 
175-58805-139 
175-58805-141 
175-58805-143 
175-58805-145 
175-58805-147 
175-58805-149 
175-58805-151 
175-58805-152 
175-58805-155 
175-58805-157 
175-58805-159 
175-58805-161 
2/5-58805—163 
1(5-»58805-165 
175-58805-167 
175-58805-169 
175-58805-171 


FIGURE 
AND INDEX 





TOTAL] MICROFILM 
QTY. | NUMBER 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-58805-173 
175-58805-175 


175-58805-173 
175-58805-181 
175-58805-183 
175-58805-185 
175-58805-187 
175-58805-189 
175-58805-191 
175-58805-193 
175-58805-195 
175-58806 
175-58806- 
175-58806- 


175-58806- 
|175-58806- 


175-58806- 
175-58806- 
175-58806- 
175-58806- 
175-58806- 
175-58806- 


175-58806- 


175-58806- 
175-58806- 
-58806- 


175-58806- 

175-58806- 83 
175-58806- 85 
175-58806- 87 
175-58806- 89 
175-58806- 91 
175-58806- 93 
175-58806- 95 
175-58806-193 
175-58806-195 
175-58807 

175-58807- 3 
175-58807- 5 


11 
13 
21 
23 
25 
27 
29 
31 
175-58807- 33 
175-58807- 35 
175-58807- 37 
175-58807- 39 
175-58807- 43 
45 
61 
65 
67 
69 


Revised 15 September 1955 





=a FIGURE 
ὃν] AND INDEX 
M1 





PAICROFILM 
NUMBER 





AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD=185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD=185 
AXD=185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD=185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
';2H-439 
2H-439 
2Η- 439 
2Η- 439 
2Η-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 


ο eh Ro i= ου A A A A A συ ο A A ee ee et i jn E P S ie n n rr nnn? 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-58807-103 
175-58807-105 
175-55807-107 
175-58807-109 
175-58807-111 
175-58807-113 
175-58807-121 
175-58807-123 
175-58807-125 
175-58807-127 
175-558507-129 
175-56807-131 
175-58807-133 
175-58807-135 
175-58807-137 
175-53807-139 
175-58807-143 
175-58807-145 
175-58807-161 
175-58807-165 
175-58807-167 
175-56807-169 
175-58807-171 
175-58807-173 
175-58807-175 
175-58807-177 
175-58808 
175-58808- 3 
175-58808- 5 
175-58808- 7 
175-58808- 9 
175-58808- 11 
175-58808- 13 
175-58808- 15 
175-58808- 17 
19 
21 
23 
25 
27 
29 
31 
35 
175-58808- 35 
175-58808- 37 
175-58808- 39 
175-58808-105 
175-58608-107 
175-56808-109 
175-58808-111 
175-58808-113 
175-58808-115 
175-58808-117 
175-58808-119 
175-58808-121 
175-58808-123 
175-58808-125 
175-58808-127 
175-56808-129 
175-58808-131 
175-58808-133 
175-58808-135 
175-58808-137 
175-58808-139 
175-58809 


175-58809- 
175-58809-103 
175-58609-105 
175-58809-107 
175-55810 
175-586810- 


Qu 
58 
ov 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
- 16 


585 Ρ 
N Ον 


νο w . 
ONA οω σώσουν δω 


Section [δὲ 
Numerical index of 
Contractor Parts 
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2H-439 


2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H~439 
2H-439 
2H-439 


AXD-186 
AXD-186 
AXD-186 
AXD-186 


AXD-186 
AXD-186 
AXD-186 
AXD-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD-186 
AXD-186 
AX0-186 
AXD=186 
AXD=-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD-186 
¡AXD-186 


2H-440 
2H-440 
2H-440 
AXN=120 
AXN-120 
AXN=120 
AXN-120 
AXN-120' 
AXN=120 . 





Section Ill 2 
, Numerical Index of. 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-58810- 13 
175-58810- 15 
175-58810- 17 
175-58810- 19 
175-58810- 21 
175-58810- 23 
175-58810- 25 
175-58810- 27 
175-58810- 29 
175-58810- 31 
175-58810- 33 
175-58810- 35 
175-58810- 37 
175-58810- 39 
175-58810- 41 
175-58810- 43 
175-58810-. 45 
175-58810- 47 
175-58810- 49 
175-58810- 


ος 















































175-58810- 
175-58810- 77 
175-58810- 79 
175-58810- 81 
175-58810- 83 
175-58810- 85 
175-58810- 87 
175-58810- 









175-58810-103 
175-58810-105 
175-58810-107 
175-58810-109 








ην 


: FIGURE 
AND INDEX 


ΜΙ |298 = 23 

































TOTAL|MICROFILM 
QTY. NUMBER 


AXN-120 
AXN-120 
ΑΧΝ-120 
AXN=120 
AXN-120 
AXN-120 
AXN-120 
AXN=120 
ΑΧΝ-120 
ΑΧΝ-120 
ΑΧΝ-120 
ΑΧΝ-120 
AXN-120 
AXN=120 
ΑΧΝ-120 
ΑΧΗ-120 
ΑΧΝ-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 


AXN=120 
AXN-120 
ΑΧΝ-120 
ΑΧΝ-120 





ΑΧΝ-120 
ΑΧΝ-120 
ΑΧΝ-120 
ΑΧΝ-120 
AXN=120 
AXN-120 
ΑΧΝ”120 





AXN-120 


ΑΧΝ-120 


























ΑΝ ΟΙ-όΟΑΑΒΑ-ἆ À 


STOCK NUMBER 28 TOTAL] MICROFILM 
| CLASS CODE] PART NUMBER 38] AN QTY. | NUMBER 


175-56811- 
175-568611- 
175-58611- 
175-58811- 
175-58811- 
175-58811- 
175-58811- 
175-58611- 
175-58815- 


175- 


58815- 


175-58815- 


175- 


58815- 


175-58815- 


175- 


58815- 


175-586815- 


175-58815- 


175-58815- 


175- 


58815- 


175-58815- 


175- 
175-58815- 


58815- 


175-58815- 


175-58815- 
175-58815- 


175-58815- 


175-58815- 


.55 






59 
61 
63 
65 
67 
69 
71 
73 
77 
79 
81 
83 
85 
89 
93 















































!'! tj. 0 0911 
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N 






N 






































175-58815-107 
175-58815-109 
175-58815-111 
175-58815-113 
175-58815-127 
175-58815-143 
175-58815-145 
175-58815-147 
175-58815-149 
175-58815-151 
175-58815-153 
175-58815-155 
175-58815-159 
175-58815-161 - 
175-58815-163 
175-58815-165 
175-58815-167 
175-58815-169 
175-58815-171 
175-58815-177 
175-58815-179 
175-58815-181 
175-58815-183 
175-58815-185 
175-58815-189 
175-58815-193 
175-58816- 7 
175-58816- 31 
175-58816- 35 






ΑΧΝ-120 
AXN-120 
ΑΧΝ-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 


175-58810-111 
175-58810-113 
175-58810-115 
175-58810-117 
175-58810-119 
175-58810-121 
175-58810-123 
175-58810-125 
175-58810-127 
175-58810-137 
175-58810-139 
175-58810-141 
175-58810-143 
175-58810-145 
175-58810-147 
175-58810-149 
175-58810-151 
175-58810-153 
175-58810-155 
175-58810-157 
175-58810-159 
175-58810-161 
175-58810-163 
175-58810-165 
175-58810-167 
175-58810-169 
175-58810-171 
175-58810-173 
175-58810-177 
175-58810-179 
175-58810-181 
175-58810-183 
175-58810-185 
175-58810-187 
175-58810-189 
175-58810-191 
175-58810-193 
175-58810-195 
175-58811- 3 
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AXN=120 
AXN-120 
AXN=120 
AXN-120 
AXN-120 
AXN-120 
AXN=120 
¡AXN=120 
AXN-120 














AXN-121 
AXN-121 
ΑΧΝ-121 























































AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 






N I) i> RR 5» > = => > i> = = — 










175-58816- 37 AXN-121 










175-58816- 39 
175-58816- 41 
175-58816- 43 
175-58816- 45 
175-58816- 47 
175-58816- 51 
175-58816- 53 


AXN-121 
AXN-121 
ΑΧΝ-121 
ΑΧΝ-121 
AXN-121 
AXN=121 
AXN-121 
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Section ill 
Numerical Index of 
Contractor Parts 


: STOCK NUMBER : FIGURE MICROFILM . STOCK NUMBER FIGURE | TOTAL 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | | CLASS CODE | PART NUMBER AND INDEX| QTY. 
M1 1 1 1 


ΑΝ. 01-60AABA-4 

























175-58816- 2 ΑΧΝ-121 175-58817-121 M 
AXN=121 175-58817-123 M 


AXN-121 175-58817-127 Ml 
AXN-121 175-58817-129 

AXN-121 175-58817-131 

AXN-121 - 

AXN-121 x 

AXN-121 17- 


AXN-121 
AXN-121 175-58817-145 


AXN-121 175-58817-149 
AXN-121 175-58817-151 
AXN-121 175-58817-153 
AXN-121 175-58817-165 
AXN=121 175-58817-167 
AXN-121 175-58817-177 
AXN-121 175-58817-185 
AXN-121 175-58817-187 
ΑΧΝ-121 175-58817-193 
AXN-121 175-58817-195 
AXN=121 175-58818 
AXN-121 175-58618- 5 
AXN-121 175-58818- 15 
AXN-121 175-58818- 17 
AXN-121 175-58818- 19 
AXN-121 

ΑΧΝ-121 175-58818- 29 
ΑΧΝ-121 175-58818- 33 
AXN-121 175-58818- 35 
AXN-121 31 
AXN-121 39 
AXN-121 41 
AXN-121 43 
AXN-121 45 
ΑΧΝ-121 

AXN-121 


AXN=121 
AXN-121 175-58818- 
AXN-121 175-58818- 
AXN-121 175-58818- 
AXN-121 175-58818- 
ΑΧΝ-121 175-58818- 
AXN-121 175-58818- 
AXN-121 175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 95 
175-58818-105 
175-58818-115 
175-58818-117 
175-58818-129 
175-58818-133 
175-58818-135 
175-58818-137 
175-58818-139 
175-58818-141 
175-58818-143 
175-58818-145 
175-58818-147 
175-58818-149 
175-58818-151 
175-58818-153 
175-58818-155 
175-58818-157 
175-58818-159 
175-58818-161 
175-58818-163 
175-58818-165 
175-58818-167 
175-58818-169 
175-58818-171 
175-58818-173 


175-58816- 
175-58816- 
175-58816- 
175-58816- 
175-58816-147 
75-58816-151 


NPP A RPP PRP PRP 15} = > = = > 15’ e = > > e Inl 


175-58816-159 
175-58816-163 
175-58816-165 
175-58816-167 
175-58816-169 
175-58816-171 
175-58816-173 
175-58816-175 
175-58816-177 
175-58816-179 
175-58816-181 
175-58816-183 
175-58816-185 
175-58816-187 
175-58816-189 
175-58816-191 
175-58816-193 
175-58816-195 
175-58817 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 


NER NE BPP BPE BPP BBP PP E PPP EPP PP > > = = = > = I3 > > EA > = > 2 2 EO 2 IH 2 2 2 r: et et 2 2 e nt 


N 


175-58817- 
175-58817- 
175-58817- 
115-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 


175-58817-103 
175-58817-105 
175-58817-107 
175-58817-109 


(ehe) > pu > ου ο > > > > > 1ο) = > > > > 157 155 > = 4-1 1-’ 1} I Qe 1-; > = = > > > > 2 5’ 1’ 15» 2 i: 2 > Z A A AI iz AA 
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Numerical Index of . 
Contractor Parts ΑΝ Qi-6OAABA-4 


STOCK NUMBER 28 FIGURE  |TOTAL|MICROFILM STOCK NUMBER y 
| CLASS CODE | PART NUMBER 85] AND INDEX | QTY. | NUMBER | [CLASS CODE] PART NUMBER 


















FIGURE |TOTAL| MICROFILM d 
AND INDEX | QTY. |. NUMBER 
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175-58818-175 1 175-58819-141 2H-441 
175-58818-177 1 175-58819-143 1] 2u-441 
175-58818-179 1 175-58819-145 1 | 2H-441 
175-58818-181 1 175-58819-147 1| 2H-441 
175-58818-183 1 175-58819-145' 1| 2H-441 
175-58818-185 1 175-58819-151 1] 2H-441 
175-58818-187 1 175-58519-153 1| 28-441 
175-58818-189 1 175-58819-155 1| 2H-441 
175-58818-191 1 175-58819-159 1 | 2H-441 
175-58818-193 1 175-58819-163 1| 2H-441 
175-58818-195 1 175-58819-169 1| 2H-441 
175-58819 1| 2H-441 175-58819-171 1| 2H-441 
1| 2H-441 175-58819-173 1| 2H-441 
1] 2H-441 175-58819-175 1| 2H-441 
1| 2H-441 175-58819-177 1| 2H-441 
1| 28-441 175-58819-179 1| 2H-441 
1| 2H-441 175-58819-181 1| 2H-441 
1l 28-441 175-58819-183 1| 2H-441 
2| 2H-441 175758819-185 1| 2H-441 
175-58819-187 1| 2Η- 441 - 
1| 2H-441 175-58819-189 1| 2H-441 
1 2H-441 175-58819-191 1 2H-441 
1| 2H-441 175-58819-193 1| 2H-441 
1| 2H-441 175-50819-195 1] 2H-441 
175-58820 1 
2H-441 175-58822 1| 2H-442 
175-58822- 35 2| 2H-442 
2H-441 175-58822- 31 2| 2H-442 
175-58622-135 1| 2H-442 
175-58822-137 1] 2H-442 
2H-441 175-56823 1| 2H-443 
- 50 175-58823- 3 1| 2H-443 
- 6 175-58823- 5 1| 2H-443 
= 1 175-58823- 7 1| 2H-443 
= 1 175-58823- 9 1| 2H-443 
= 1 175-58823- 11 1| 2H-443 
- 1 175-58823- 13 1| 2H-443 
= 1 175-58823- 1| 2H-443 
- 1 1| 2H-443 
- 1 1| 2H-443 
- 1 1| 2Η-4 43 
- 1 175-58823- 1| 2H-443 
= 1 175-58823- 1| 2H-443 
= 1 1| 2H-443 
= 1 1| 2H-443 
175-58819- 55 - 1 1| 2H-443 
175-58819- - 1 1| 2H-443 
ES 1 1 
- 1 [2H-441 1 
175-58819- 1 [2H-441 1 
175-58819- 69 1 |2H-441 1 
175-58819- 71 1 1 
175-58819- 73 1 1 
175-58819- 75 1 175-58825- 1 
175-58819- 1 175-58825- 17 1 
1 175-58825- 19 1 
1 175-58825- 21 1 
1 175-58825- 23 1 
1 175-58825- 25 1 
1 175-58825- 27 1 
1 175-58825- 29 1 
175-58819- 1 175-58825- 31 1 
175-58819- 91: 1 175-58825- 33 1 
175-58819- 93 1 175-58825- 35 1 
175-58819- 95 1 175-58825- 37 1 
175-58819-103 1 175-58825- 39 1 
175-58819-105 - 1 175-58825- 41 1 
175-58819-107 1 175-58825- 43 1 
175-58819-109 i 175-58825- 45 1 
175-58819-111 η 175-58825- 47 1 
175-58819-113 1 175-58825- 49 1 
175-58819-115 1 175-58825- 51 1 
175-58819-117 1 175-58825- 53 1 
175-58819-119 1 175-58825- 55 1 
175-58819-121 1 175-58825- 57 1 
175-58819-123 1 175-58825- 59 1 
175-58819-125 1 175-58825-155 1 
175-58819-127 2 175-58826 1 | 2H-444 
175-58819129 2 175-58826- 3 1] 2H-444 
175-58819-131 1 175-58826- 5 i| 2H-444 
175-:8819-133 1 175-58826- 7 1| 2H-444 
175-58819-135 1 175-58826- 11 1| 28-444 
175-58819-137 1 175-58826- 15 11 2H-444 
175-58819-139 1 . 





1036 : Revised 15 September 1955- 





Section IIl 
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τα! 
AN O1-60AABA-4 Contractor Parts 
FIGURE MICROFILM 35] roure [torai] micrornm 
mese na — I AND INDEX NUMBER PART NUMBER |3| AND INDEX | QTY. | NUMBER 
2H-444 175-58828- 11 i 2H-445 
2H-444| ` |75-58828- 13 2] 2H-445 
2H-444 175-58828- 15 1| 2H-445 
175-58828- 17 11 2H-445 
2H-444 175-58828- 19 1| 2H-445 
175-58828- 21 1| 2H-445 
2H-444 175-58828- 23 1| 28-445 
175-58828- 25 1| 28-445 
2] 2H-444 175-58828- 27 1| 2H-445 
175-58528- 29 1| 2H-445 
1l 2H-444 175-58828- 31 l| 2H-445 
1| 28-444 175-58828- 33 1| 2H-445 
175-58826- 1| 2H-444 175-58828- 35 1] 2H-445 
175-58826- 1| 2H-444 . h75-58828- 37 1| 2H-445 
175-58326- 1| 2H-444 175-56828- 39 1 | 2H-445 
2| 2H-444 175-58828- 41 1| 2H-445 
175-58828- 43 1| 2H-445 
1| 282444 175-56528-103 1| 2H-445 
1| 2H-444 175-58528-105 1| 2H-445 
1| 2H-444 175-58828-107 1| 2H-445 
1| 2H-444 175-58828-109 1 | 2H-445 
1| 28-444 175-58828-111 1] 2H-445 
1] 2H-444 175-58828-112 1| 2H-445 
1| 2H-444 175-58828-113 1| 2H-445 
1| 2H-444 175-58828-117 1| 2H-445 
1] 2H-444 175-58828-119 1| 2H-445 
1| 2H-444 175-58828-121 1| 28-445 
1| 28-444 175-58828-123 1| 2H-445 
1| 2H-444 175-58828-125 1| 2H-445 
1| 2H-444 175-58828-127 1| 2H-445 
1| 2H-444 175-58528-129 1} 2H-445 
1 | 2H-444 175-58828-131 1| 2H-445 
1| 2H-444 175-58528-133 1 | 2H-445 
1| 2H-444 175-58828-135 1 | 2H-445 
1| 2H-444 175-58828-137 1| 2H-445 
1| 28-444 175-58828-139 1| 2H-445 
1| 2H-444 ; 1 ΙΑΧΟ-191 
175-58826- 1l 2H-444 175-58828-141 2| 2H-445 
175-58826- 1| 2H-444 175-58823-143 1| 2H-445 
175-58826-103 1| 2H-444 175758829 1 [AXD-192 
175-58826-105 1| 2H=444 175-58829- 3 - 1 laxo-192 
175-58826-107 1| 2H-444 175-58829- 5 - 1 |AXD=192 
175-58826-111 1| 2H-444 175-58829- 7 = 1 AXD-192 
175-58826-115 1| 2H-444 175-58829- 9 τ 1 |ΑΧΟ-192 
175-58826-117 1| 2H-444 175-56829- 11 = 1 |AXD-192 
175-58826-119 1| 2H-444 175-58829- 13 = 1 JAXD-192 
175-58826-121 1| 2H-444 175-58529- 15 - 1 ΙΑχῦ-192 
175-58826-123 1| 2H-444 175-58829- 17 - 1 |AXD-192 
175-58826-125 1| 2H-444 175-58629- 19 S 1 [AXD-192 
175-58826-127 1| 2H-444 175-58829- 21 = 1 JAXD-192 
175-58826-129 1| 2H-444 175-58829- 23 - 1 |AXD-192 
175-58826-131 1| 2H-444 175-58829- 25 = 1 [AXD-192 
175-58526133 1| 2H-444 l 175-58829- 27 » 1 JAXD-192 
175-58826-141 1| 2H-444 175-58829- 29 S 1 [AXD-192 
175-58826-143 1| 2H-444 75-58829- 31 1 [AXD-192 
175-58826-145 1| 2H-444 475-58629- 33 1 [AXD-192 
175-58826-147 1| 2H-444 175-58523- 35 1 [AXD-192 
175-58826-149 1| 2H-444 175-58829- 37 1 [AXxD-132 
175-58826-157 1| 2H-444 175-58829- 39 1 JAX0-192 
175-58826-159 1| 2H-444 175-58629- 41 1 JAxD-192 
175-58826-161 1| 2H-444 175-58829- 42 1 ¡AXD-192 
175-58826-163 1| 2H-444 I 20025 A bjA Dr ise 
175-58826-165 1| 2H-544 1152588292 41 ον 
175-58026-167 1| 2H-444 175-58829- 49 2 |AXD-192 
175-58526-169 1| 2H-444 175-58829- 51 1 [AXD-192 
175-58026-171 1| 2H-444 175-55829- 52 1 [AXD-192 
175-58826-173 1| 2H-444 175-58829- 55 1 μας 
175-58825-175 1| 2H-444 175-58829- 57 1 [AXD-192 
175-58826-177 1| 2H-444 175-58829- 59 1 JAXD-192 4 
175-58826-179 1| 2H-444 175-58829- 61 1 [AXD-132 
175-58826-181 1| 2H-444 175-58829- 63 1 jAXD-192 
175-58826-183 1| 2H-444 175-58829- 65 1 ¡AXD-192 
175-58826-185 1| 2H-444 175-58829- 67 1 AXD-192 
175-58828 1l 2H-445 175-55829- 69 1 [AXD-192 
175-58828- 3 2| 2H-445 175-56829- 71 1 [AXD-192 
. : 175-58829- 73 2 |AxD-192 
175-58828- 5 2| 2H-445 
175-56629- 75 1 JAXD-192 
175-58828- 7 2| 2H-445 175-58829- 71 1 |AXD-192 
175-58829- 79 2 |ΑΧ0-192 
175-58828- 9 2] 2H-545 175-58829- 81 1 [AXD-192 
1 


175-58829- 83 


AXD-192 
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175-58829- 85 1 JAXD0-192 EE = = 55 M1 |321 - 37 1| 2H-446 
175-58829- 87 1 ΙΑΧΟ-192 175-58876- 57 Μι 1 | 2H-446 
175-58829- 89 1 ΙΑΧΟ-192 M1 1 [AXD-193 
175-58829- 91 1 JAXD-192 175-58876- 59 Ml 1| 2H-446 
175-58829- 93 2 lAxD-192 175-58876- 61 M1 1| 2H-446 
175-58829- 95 2 |AXD-192 175-58676- 63 M1 (321 ~ 9 2 | 2H-446 
175-58829-103 1 |AxD-192 175-56876- 65 M1 [321 - 28 1| 2H-446 
175-58829-105 1 lAxD-192 175-58876- 67 M1 1311 - 17 1 | 2H-446 
175-58829-107 1 |ΑΧ0-192 175-58676- 69 M11321 - 8 1| 2H-446 
175-58829-109 1 JAXD-192 175-58876- 71 M1 1| 2H-446 
175-58829-111 1 JAXD-192 175-58876- 73 M1 [321 - 11 1 | 2H-446 
175-58829-113 1 |]ΑΧ0-192 175-56576- 75 N1 |321 - 12 1| 2H-446 
175-58829-115 1 ΙΑΧΟ-192 175-56876- 77 M1|321- 4 1| 2H-446 
175-58829-117. 1 ΙΑχῦ- 192 175-58876- 79 M1 |321 - 15 1] 2H-446 
175-58829-119 1 lAXD=192 175-56876-103 ML 1| 2H-446 
175-58829-121 1 JAXD-192 175-56676-107 M1 1| 25-446 
175-58829-123 1 JAXD-192 175-58876-109 M1 1| 2H-446 
175-58829-125 1 |AxD-192 175-58676-111 Hi 1| 2H-446 
175-58829-127 1 |ΑΧΡ-192 175-58576-117 Mi 1] 2H-446 
175-58829-129 1 |AXD-192 175758876-119 M1 1] 2H-446 
175-58829-121 1lAXD-192 175-58676-121 M1 1| 2H-446 
175-58829-133 1 lAxD-192 175-58676-125 ML i| 2H-446 
175-58829-135 1 |AxD-192 175-58676-125 M1 1} 2H-446 
175-58829-137 1 |AXxD-192 175-58576-127 M1 1} 2H-446 
175-58829-139 1 ΙΑΧΡ-192 175-56876-122 M1 1| 2H-446 
175-58829-141 1 ΙΑΧΟ-192 175-58876-131 M1 1| 2H-446 
175-58829-143 1 laxo-192 175-58876-133 M1 1| 2H-446 
175-58829-145 1 laxb-192 175-58676-135 M1 1| 2H-446 
175-58829-147 1 ΙΑΧΟ-192 175-58876-137 M1 1 | 2H-446 
175-58829-149 1 |AxD-192 175-58876-139 M1 1| 2H-446 
175-58829-151 1 lAx0-192 175-58876-141 M1 1| 2H-446 
175-58829-153 1 ΙΑΧΡ-192 175-58876-142 M1 1| 2H-446 
175-58829-155 1 ΙΑΧΟ-192 175-58876-145 M1 1| 2H-446 
175-58829-157 1 JAXD-192 175-58876-147 M1 1| 2H-446 
175-58829-159 1 JAXD-192 175-58876-149 M1 1| 2H-446 
175-58829-161 1 |AXD-192 175-53:376-151 M1 l | 2H-446 
175-58829-163 1 lAX0-192 175-25576-152 M1 1| 2H-446 
175-58829-165 ` 1 lAXD-192 175-58876-155 M1 1| 2H-446 
175-58829-167 1 lAX0-192 175-58876-157 M1 1| 2H-446 
175-58829-169 1 |AXD-192 175-58€76-159 M1 1| 2H-446 
175-58829-171 1 |AX0-192 175-58876-161 M1 1| 2H-446 
175-58829-173 1 ΙΑΧΟ-192 175-58876-163 M1 1| 2H-446 
175-58829-175 1 JAXD=192 175758676-165 Ml 1| 2H-446 
175-58829-177 1 lAxD-192 175-58676-167 M1 1| 2H-446 
175-58829-179 1 JAXD-192 175-56876-169 M1 1| 2H-446 
175-58829-181 1 laxD-192 175-58876-171 M1 1| 2H-446 
175-58829-183 1 JAXD-192 175-58876-173 M1 1| 2H-446 
175-58829-185 1 JAXD-192 175-58876-175 m1 1 | 2H-446 
175-58829-187 1 |AXD-192 175-58877 1| 2H-447 
175-58829-189 1 JAXD-192 175-58877- 3 M1 [317 - 22 1| 2H-447 
175-58829-191 1 JAXD=192 175-58877- 5 M1 [317 - 23 1| 2H-447 
175-58829-193 1 |AXD-192 175-58877- 7 M1 |317 - 18 1| 2H-447 
175-58829-195 1 JAXD-192 175-58877- 9 M1 |317 - 19 1| 25-447 
175-58862- 9. 1 175-58877- 11 M1 [317 - 9 1| 2H-447 
175-58862-133 1 175-586877- 13 M1 |317 - 10 1| 2H-447 
175-58862-134 1 175-58677- 15 Μι |317 =- 8 1| 2H-447 
175-58862-177 1 175-53877- 17 M1 (317 = 7 1| 2H-447 
175-58876 1] 2H-446 175-58877- 19 M1 |317 — 5 1 | 2H-447 
175-58876- 3 1| 2H-446 175-58877- 21 M1 [321 - 7 1| 2H-447 
175-58876- 5 1| 2H-446 175-58877- 23 N1 |317 - 4 1| 2H-447 
175-58876- 7 1l 2H-446 175=58877= 25 M1 [321 <= 2 1| 2H-447 
175-58876- 9 1l 2H-446 175-55877- 27 M1 |318 - 29 1| 2H-447 
175-58876- 11 1 | 2H-446 175-5868877- 29 M1 [318 - 28 1| 2H-447 
175-58876- 13 1| 2H-446 175-58877- 31 ΜΙ [318 - 26 1| 2H-447 
175-58976- 15 1 | 2H-446 175-58877- 33 Mł [318 - 19 1| 2H-447 
175-58876- 17. 1 | 2H-446 175-56877- 35 M1 1| 2H-447 
175-58876- 19 1] 2H-446 175-58877= 37 M1 1 | 2H-447 
1175-58876- 21 1 | 2H-446 175-58877- 39 M1 318 - 18 1} 2H-447 
175-58876- 23 1 | 2H-446 175-586877- 41 M1 l | 2H-447 
175-58876- 25 1 | 2H-446 175-58677- 43 141 1319 - 13 1| 2H-447 
175-58876- 1] 2H-446 175-588717- 45 M1 1| 2H-447 

1| 2H-446 175-58677- 47 M1 1| 2H-447 

1| 2H-446 175-58877- 49 M1 1| 2H-447 
175-58876- 1| 2H-446 175-58277- 51 M1 1| 2H-447 
175-58876- 35 il 28-446 175-58877- 53 M1 1| 2H-447 
175-58876- 37 1} 2H-446 175-58877- 55 M1 |318 ~ 42 1 | 2H-447 
175-58876- 39 1 | 2H-446 175-58877- 51 N1 |218 - 43 1 | 2H-447 
175-58876- 41 1| 2H-446 175-588677- 59 M1 [321 - 1 1 | 2H-447 
175-583876- 43 1 | 2H-446 175-58877- 61 M1|321- 5 1| 24-447 
175-58876- 45 1| 2H-446 175-58877- 63 1 1321 = 10 1| 2H-447 
175-58876- 47 1} 28-446 175-58877- G5 M1 |321 - 14 1| 2H-447 
175-58876- 49 1 | 2H-446 175-5868877- 67 M1 |321 — 21 1 | 2H-447 
175-58876- 51 il 28-546 175-58847- 69 M1 [321 - 32 1| 2H-447 
175-58876- 53. 1 2H-446 175-58E77- Τι M1 321 - 36 1| 2H-447 
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STOCK NUMBER JE FIGURE MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


[crass cone] part numsen — | 
2H-447 175-56878-129 
2H-447 175-58570-133 
2H-447 | 175-58678-135 
2H-447 175-58873-137 
2H-447 175-58878-139 
2H-447 
2H-447 
2H-447 
2H-447 175-56878-157 
2H-447 175-56878-149 
2H-447 175-58878-151 
2H-447 175-58873-165 
2H-447 9 
2Η- 447 : 2R-108 
2Η- 447 2R-109 
2Η- 447 2R-10S 
2H-447 2R-109 
2H-447 2R-109 
2H=447 2R-109 
2H-447 175-63005- 2R-109 
2u-447 175-63005- 2R-109 
2H-447 175-63005- 2R-109 
2H-447 175-63005- 28-109 
2H-447 175-63005- 2R-109 
2H-447 175-63005- 2R-109 
2H=447 175-63005- 2K-109 
2H-447 175-63005- 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 175-63005- 2R-109 
2H=447 175-63005- 2R-109 
2H-547 175-63005- 2R-109 
2H-447 175-63005- 2R-109 
2H-447 175-63006- 2R-110 
2H-447 
2H-447 
2H-447 
2H-447 
2H=447 
2H-447 
2H-447 
2H-447 
2H-447 
2H-447 


175-56877- 

175-58877- 

175-58877- 

175-58877-103 
175-58877-105 
175-58877-107 
175-58877-109 
175-58877-111 
175-58877-113 
175-58877-115 
175-58877-117 
175-58877-119 
175-58877-121 
175-58877-123 
175-58877-125 
175-58877-127 
175-53877-129 
175-58877-131 
175-58877-133 
175-58877-135 
175-58877-137 
175-58877-139 
175-58877-141 
175-58877-143 
175-58877-145 
175-58877-147 
175-58877-149 
175-58877-151 
175-58877-153 
175-58877-155 
175-58877-157 
175-58877-159 
175-58877-163 
175-58877-165 
175-58877-167 
175-58877-169 
175-58877-171 
175-58877-173 
175-58877-175 
175-58877-177 
175-58877-179 
175-58878- 5 
175-58878- 7 
175-58878- 9 
175-58878- 11 
175-58878- 13 
175-58878- 15 
175~58878= 17 
175-58878- 19 
175-58878- 21 
175-58878- 23 
175-58878- 25 
175-58878- 27 
175-58878- 29 
175-58878- 31 
175-58878- 33 
175-58878- 35 
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2R-110 


2R-110 
28-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 


23 
175-63006-101 


FPINPNTNNSNITNNSO 


175-63006-102 2R-110 


E 


2U-93 
2U-93 
2U-93 
2U-93 
2U-93 
AXE-17 
AXE-17 
AXE-17 
AXE-1T 
AXE-17 
AXE-18 
AXE-10 
AXÉ-18 
AXE-18 
AKE-18 
AXE-18 
AXE-18 
AXE-18 
AXE-18 
ΑΧΕ-19 
AXE-19 
AXE-19 
AXE-18 
AXE-19 
AXE-19 
AXD-195 
AXD-195 
2F-211. 


175-63007 
175-63007- 
175-63007- 
175-63007- 
175-63007- 
175-63008 
175-63008- 
175-63008- 
175-63008- 
175-63008- 
175-63009 
175-63009- 
175-63009- 
175-62009- 
175-63009- 
175-63009- . 
175-63009- 
175-63009-101 
175-63009-102 
175-63010 
175-63010- 
175-63010- . 
175-63010- 
175-63010- 
175-62010- 
175-63011 
175-53011- 
175-63012 
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175-58878- 37 
175-58878- 39 
175-58876- 41 
175-58878- 43 
175-58878- 45 
175-58878- 47 
175-58878- 49 
175-58878- 51 
175-58878- 65 
175-58878-105 
175-58878-113 
175-58878-115 
175-58878-117 
175-58878-119 
175-58878-121 
175-58878-123 
175-58878-125 
175-58878-127 
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Section IH 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


AN O1-60AABA-4 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
- 29 3 


ΧΧ- 424 







STOCK NUMBER 
PART NUMBER 


175-71028- 
















20 
ou 
pS 








175-63013 










175-63014 
175-63014- 


175-63015 
175-63016 








175-63017 
175-63018 
175-63019 
175-63019- 
175-63020 
175-63020- 




































175-63023 
175-63024- 
175-63024- 


175-63028- 
175-63028- 
175-63029 
175-63029- 
175-63029- 
175-63030 
175-63031 
175-63032 
175-63033 
175-63033- 





175-63038- 
175-63039 
175-63040 
175-63041 
175-63041- 
175-63041- 
175-63042 
175-63043 
175-63043- 
175-63043- 
175-63044 
175-63044- 
175-63044- 
175-63045 
175-63045- 
175-63045- 
175-63046- 
175-63046- 
175-63046- 
175-63046- 
175-63204 
175-63204- 
175-63204- 
175-71002 
175-71003 
175-71004 










175-71006 






175-71027- 
175-11027- 
175-71027- 
175-71027- 
175-71028 

175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 


- 1040 


175-63014-. 
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AXD-196 
AXD-196 
AXD-196 
XX-435 
XX-436 


XY-496 


AXD-197 
AXD=197 
AXD-198 
AXD-198 
2F-212 
XY-499 
2F-213 
XY-500 
XY-500 
XX-7437 
ΧΧ-438 
XY-501 
XX-439 
ΧΧ- 4329 
XY-502 
XY-502 
XY-502 
XX-4&0 
XX-4&1 
XX-442 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 


20-223 
AXC-194 
AXC-194 
AXC-194 
AXC-195 
AXC-195 
AXC-195 
AXC-196 


AXC-197 
AXC-197 
AXC-197 


2R-112 
2R-113 
2R-114 


2F-214 
2F-214 
2F-214 
2F-214 
2R-115 
2R-115 
2R-115 
2R-115 
2R-115 
2R-115 























175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71030 

175-71030- 
175-71030- 
175-71030- 
175-71030- 
175-71030- 
175-71030- 
175-71031 


175-71031- 
175-71031- 
175-71032 

175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 


175-71032-. 


175-71033 
175-71033- 
175-71033- 
175-71033- 
175-71033- 
175-71033- 
175-71034 
175-71034- 
175-71034- 
175-71034- 
175-71035 
175-71035- 
175-71036 
175-71036- 
175-71037 
175-71037- 


175-71040 


175-71040- 
175-71040- 
175-71040- 
175-71040- 
175-71040- 
175-71041 


175-71041- 
175-71041- 
175-71041- 
175-71041- 
175-71042 
175-71044 


175-71045 
175-71046 
175-71046- 
175-71047 
175-71047- 


175-71050- 


175-71050-. 


175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 
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AXD=202 
AXD-202 
AXD=202 
AXD-202 


AXB-67 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
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Section il! 
Numerical Index of 
Contractor Parts 


F FIGURE |TOTAL MICROFILM 
38} AND INDEX | QTY. | NUMBE 


` AN O1-6OAABA-4 


STOCK NUMBER 





STOCK NUMBER 85 FIGURE MICROFILM 
-CLASS CODE PART NUMBER 89| AND INDEX MBER 
































































































PART NUMBER 
175-71050- 51 1| 2R-118 
1| 28-119 i 
1| 2R-119 1 
1| 2R-119 1 : 
175-71051- 1] 2R-119 | IR82NA 175-13005 1| 2R-122 
175-71051- 2| 28-119 175-73005- 3 1| 28-122 
1| 2R-119 175-73005- 5 1| 28-122 
1| 2R-119 175-73005- 7 1| 28-12. 
1| 2R-119 175-73005- 9 1| 2R-122 
2| 2R-119 175-73005- 11 2| 2R-122 
1| 2R-119 175-73005- 13 2 | 2R-122 
1| 2H-449 175-73005- 15 2| 2R-122 
1| 2H-449 175-73005- 17 2 | 2R-122 
175-71061 2| 2R-120 175-73005- 19 1| 2R-122 
175-73005- 31 1| 2R-.22 
175-71061- 4| 2R-120 175-73005- 41 1| 2R-122 
175-71061- 4| 2R-120| |R82NA 175-73006 1| 2F-215 
175-71061- 4| 2R-120 | [R82NA 175-73007 1] 2F-;16 
175-71061- 4| 2R-120 | [R82NA 175-73008 1| 2R-123 
175-71061- 2| 2R-120 175-73008- 3 1| 2R-123 
4| 2R-120 175-73008- 5 1| 2R-123 
4| 2R-120 175-73008- 7 1] 2R-123 
¿| 2R-120 175-73008- 9 1| 2R-123 
4| 2R-120 14/5-73008- 11 1] 2R-123 
4| 2R-120 175-73008- 1: L| 2R-123 
4| 2R-120 1| 2R-123 
4| 2R-120 REF | 2R-124 
1| 2R-120 175-73102. REF 
4| 2R-120 175-73103 REF 
4| 2R-120 
4| 2R-120 175-73104 REF 
4| 2R-120 
175-71061- 70 4| 2R-120 175-73105 1| 2R-125 
175-71061- 80 8| 2R-120 175-73105- 3| 2R-125 ` 
175-71062 1 [AXD-204 
175-71063 1| XX-445 175-73105- 2R-125 
175-71064 1|AXN-265 : i 
175-71065 REF 1/5-/3106 2R-126 
175-71065- 1 
175-71065- 1 175-73106- 3 2R-126 
175-71065- 1 175-73106- 5 2R-126 
175-71065- zt 175-73107 2R-127 
175-71065- 1 2R-128 
175-71066 1| xY-509 
1 |AX0-205 2R-128 
1 3| 2R-128 
1|AXD-206 REF |AXK-188 
1 |AXD-206 ; 
2 |AX0-206 1 
2| ΧΥ-510 | [¡R82NA 1 
1 JAXD=207 2 
1 |Axp-208 2 
1 [AxD-208 2 
1| XX-446 2 
1lAx0-209 175-73110- 1 
1 lAxD—-209 175-73110- 1 
175-71075 1 1 
175-71075- 1 2 
175-71075- 1 2 
175-71075- 1 2 
175-71075- 1 Š 
|175-71075- 1 4 
175-71075- 1 4 
1 1 
1 4 
175-71075- 1 2 
175-71077 1 2 
i 4 
F lAXK-182 175-731101- 1| xx-470 
1 175-731101- 1 | xx-470 
1 175-731101- 1 | xx-470 
1 175-731101- 1 | xx-470 
F 1] ΧΥ-519 
1 1| xv-519 
2 1| xv-519 
1 175-731102- 1| xv-519 
175-72006- 2 175-731102- 2| xv-519 
175-72006- 1 |175-731102- 2| XY-519 
175-72006- 1 6 | 20-225 
175-72006- 1 8 
175-72006- 4 2 | XY-520 
175-72006- 2 8| 20-226 
175-72006- 1 6 | xx-472 
175-72006- 1 1 [AxD-229 
1041 
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Section lll 
Numerical Index of 


/Contractor Parts | AN ΟΙ-6ΟΑΑΒΑ-4 


STOCK NUMBER FIGURE  |TOTAL|MICROFILM ECO NUMBER FIGURE | TQTAL| MICROFILM 
PART NUMBER AND INDEX | QTY. | NUMBER PART NUMBER AND INDEX| QTY. j NUMBER 
: M1 


1042 


175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 


175-731107- 
175-731108 
175-731109 
17573111 


175-731111- 
175-73111- 


175-73111- 
175-73111- 


175-731110 
175-731110- 
175-731110- 


175-731113- 
175-731113- 
175-731113- 
175-731113- 
175-731114 


175-731117- 
175-731117- 
175-731118 

175-731118- 
175-731118- 


175-731122 
175-731123 


175-731124 


175-731125 
175-731126 
175-731127 
175-731127- 
175-731127- 


175-731127- 
175-731127- 
175-731127- 
175-731127- 


175-731127- 
175-731127- 


1 
1 
1 
1 
1 
1 
1 
1 
£ 
1 
1 
1 
2 
4 
1 
1 
2 
1 
1 
4 
1 
2 
4 
2 
1 
1 
8 
1 
1 
1 
1 
1 
2 
3 
1 
il 
1 
1 
1 à 
1 
1 
F 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
L 
1 
2 
1 
1 
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AXD-229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 
ΑΧΡ-229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 


XX-473 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
28-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
AXD-230 
AXD-230 
AXD=230 
20-227 


2R-132 
XX-4175 
XX-416 
20-228 


XX-478 





eae 41 
128 


175-73 

115-151128- 
175-731128- 
1752731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 


175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 


175-73113 
175-731130 
175-731131 
175-731131- 
175-731131- 
175-731131- 
175-731131- 
175-731131- 
175-731132 
175-731133 
175-731134 
175-731135 
175-731136 
175-731137 
175-731138 
175-731139 
4175-73114 


175-731146- 
175-731146- 
175-731146- 
175-731147 
175-731148 
17572731149 


175-731149- 
175-73115- 
175-73115- 
175-73115- 
175-73115- 
175-73115- 
175-731150 


175-731156- 


175-731156- 
175-731157 

175-721157- 
175-731157- 
175-721157- 
175-731157- 
175-731158 


2D-229 


AXD-231 
AXC-199 


20-230 
20-231 
AXC-202 
AXC-202 
AXC-202 
AXC-202 


AXC-203 
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Section lll 
Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM FIGURE MICROFILM 
AND INDEX NUMBER PART NUMBER 9 AND INDEX NUMBER 


| CLASS CODE | PART NUMBER | [CLASS CODE] 
175-731190- Μι 109 - "67 
1109 


‘{175-731190- 


AN ΟΙ-6ΟΑΑΒΑ-4 


STOCK NUMBER | 








175-731158- 
175-731158- 
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175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 


175-731158- 


175-73116 

175-731160 
175-731161 
175-731162 
175-731163 
175-731164 
175-73117- 


175-73117- 


175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731172 

175-731173 

175-731173- 
175-731173- 
175-731173- 
175-731173- 


175-731177- 
175-731178 
175-731173- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 


11 
13 
15 
17 
18 
19 
21 
23 
25 


- 27 


175-73118- 
175-73118- 
175-73118- 
175-731180- 
175-731180- 
175-731181 
175-731182 


175-731183- 
175-73119 
175-73119- 
175-73119- 
175-73119- 
175-731190 


29 
31 
33 
35 
37 


1 
2 
3 


- OU un 


1 
3 





3 
3 
3 
3 
3 
6 
6 
3 
3 
3 
3}. 
6 
4 
1 
2 
1 
1 
1 
2 
ο 
1 
1 
1 
.1 
1 
1 
4 
4 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
1 
6 
2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
4 
2 
2 
l 
1 
2 
2 
1 
2 
1 
1 
1 
8 
8 
2 
3 
1 
1 
1 
s 3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 


ΧΧ- 487 
ΧΧ-488 
XY-524 
XX-489 
XX-490 


XY-525 


XY-525 
ΧΥ- 525 
XY-525 
XY-525 
XY-525 
XX-491 
AXD-232 
AXD-232 
AXD-232 
AXD-232 
AXD-232 


AXD=234 
2F-217 
2H-452 
2H-452 


2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-7131 


2F-218 
2F-218 


AXD-210 
AXD=210 
AXD-210 
ÁAXD- 210 
ΧΥ-528 


XY-525 


2R-131. 


175-731190- 
175-731190- 
175-731191 
175-731192 
175-731193 


175-73121- 
175-73122 


175-73123- 
175-73123- 
175-73123- 
175-73123- 
175-73124 

175-73124- 
175-73124- 
175-73124- 
175-73124- 
175-73124- 


175-73124- 
175-73124- 
175-73124- 
175-73124- 


175-73124- 


175-73124- 


|175-73124= 


175-73124= 
175-73124- 


175-73124- 
175-73125 

175-73128- 
1/5-73128- 
175-73128- 


` |175-73128- 


175-73128- 


1759-3135 


175-73136- 
175-73136- 
175-73139 

175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-13139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73155 

175-73158 

175-73160 

175-73166 

175-73166- 
175-73170 


175-73171 
175-73171-- 
175-73171- 


175-72172- 
175-73172= 
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2F-219 
20-232 


2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
28-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2D-233 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
20-234 
20-235 
2D-235 
2R7134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
20-236 
2H-453 
2D-237 
2D-238 
2D-238 
20-239 
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AXD-219 
AXD-219 
AXD-219 
AXD-219 
AXD-220 
AXD-220 
AXD-220 
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Section Hl 


Numerical Index of 
Contractor Parts ` AN O1-60AABA-4 


— G KONETI y: 
[CLASS CODE | PART NUMBER . AND INDEX | QTY. | NUMBER 
AXD-220 
AXD-220 
AXN-270 
AXN-270 
AXN=270 
AXN=270 





— s NUMBER HII FIGURE | TOTAL] MICROFILM 
PART NUMBER 99 AND INDEX | QTY. | NUMBER 


σεις 9 ΑΧΟ- 228 
175-/3194- 11 AXD-228 


175713195 XX-461 
175-73195- 1 _ XX-46T 
175-13196 AXL-8 


175-73174- 
175-73174- 
175-73174- 
175-73174- 


RH > ο 


175-73196- 
175-73196- 
175-73196- 
175-73196- 
175-73196- 11 
175-73196- 13 
175-73196- 15 
175-73196- 16 
175-73196- 17 
175-=73196- 19 
175-73196- 21 
1/5-(3196- 23 
-|175-73196- 25 
175-73197 


AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-3 
AXL-8 
XX-468 


AXN-270 
AXN-210 
AXN-270 
AXN-210 | 
AXN-270 
2H-454 
2H-454 
2Η-4 534 
2Η-4 54 
2H-454 
2H-454 
2H-454 
2H-454 
2H-455 
2H-455 
2H-455 
2H-455 
2H-455 
2H-455 


SNO TO An 4 UD [9 ο ON 


175-73174- 
175-73174- 
175-73174- 
175-73174- 
175-73176 

175-73176- 


PREP PRP A A A RRR ps pos 


175-73176- 
175-73176- 
175-73176- 
175-73177 

175-73177- 
175-73177- 
175-73177- 
175-73177- 
175-73177- 
175-73177- 


175-73199 
175-73200 


175-73201 


AXD-=235 
AXD-235 
AXD-235 
AX0-235 


175-73202-' 
175-73202- 
175-73202-. 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-13202- 


. OO un TOO N 


m 


AXD-235 
AX0-235 
AXD=235 
AXD=235 
AXD-235 
AXD-235 
AXD-235 
AXD-235 
AXD=235 
AXD=235 
AXD=235 
AXD=235 
AXD=235 
AXD-235 
AXD=235 
AXD=235 
AXD=235 
AXD-235 
AX0-235 
AXD-235 
AXD-235 
AXD-235 
AXD-235 
ΑΧΌ-235 
AXD-235 


2H-456 
2H-456 
2H-456 
2H-45T 
2H-457 
2H-457 
2H-457 
2Η- 57 
2H-457 
2H-457 
2H-457 
2H-457 
AXL-6 
AXL-6 
AXL-6 
AXL-6 


Yun wn 


175-73202- 
175-73202- 
175-73202- 
175-73202- 
75-13202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 3 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202= 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-713202- 
175-73202- 
175-73202- 
175-73202- 
175-73202-= 
175-73203 
175-73204 
175-73204- 
175-73204- 
175-73204- AXD-236 
175-73204- AXD-236 
175-73205 REF | AXL-10 


175-73179- 
175-773179- 
175-73179- 


ESE ὓ 


NP ω ΝΗ» 


NU 


2D-240 
ΧΧ-463 
2D-241 


175-73183 

175-73184 ΜΙ [346 - 25 
175-73185 

175-73185- 


1. 
1 
1 
1 
1 
1 
1 
2 
8 
4 
2 
2 
8 
1 
1 
1 
2 
2 
8 
2 
4 
1 
1 
1 
1 
1 
1 
1 
8 
8 
1 
1 
1 
1 
4 
S2 
8 
1 
1 
1 
1 
1 
1 
L 
4 
8 
1 
1 
1 
2 
1 
1 
4 
4 
4 
8 
4 


20-241 
AXD-235 


AXD-235 
AXD-235 


2F-221 
2F-221 
2F-221 
: 2F-221 
175-73187- 2F-221 
175-73188 

175-73189 

175-73189- 
175-73189- 
175-73190 

175-73191 

175-73192 

175-73192- 
175-73192- 
175-73192- 
175-73192- 
175-73193 

175-73193- 
175-73193- 
175-73193- 
175-73194 

175-73194- 
175-73194- 
175-73194- 


AXD=235 
ΑΧΌ-235 
AXD-235 
AXD-235 
AXD=235 
AXD=235: 


2H-458 
2H-458 
2H-458 
XX-466 
2F-222 
2H-459 
2H-459 
2H-459 
2H-459 
2H-459 
AXD-227 
AXD-227 
AXD-227 
AXD-227 
AXD-228 
AXD-228 
AXD-228 
AXD-228 


AXD-235 

20-243 
AXD-236 
AXD=236 
AXD-236 


Pee ee OP HR PRR ERR e I. I η 
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Section lil . 


Numerical index of 
AN 01-60AABA-4 Contractor Parts 


STOCK NUMBER AE FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
M1 





-STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 





2R-136 
2H-462 
2H-462 
2H-462 
2H-462 
XX-502 
XX-502 
XX-503 
2F-228 
2F-228 
2F-228 
2F-228 
XX-504 
XX-504 
XY-531 
XY-532 
XY-532 
XY-533 
XY-533 
XY-534 
XY-535 
XY-536 
XY=537 
XX=505 
20-246 


175-73226- 
175-73226- 
175-13221- 
175-73221- 
175-73228 

175-73229- 
175-13229- 


Vn Uo Uu yr 


w MU Ur 


ΡΝ, 


175-73236 
175-73237 


Qi PRP eis RP EOP OPUPOP RR ER 


20-244 
20-244 
20-244 
20-244 


ο 


XX-507 


XX-508 
ΧΧ-509 
XX-510 
AXD-241 
AXD-241 
AXD-241 
AXD-241 
AXD-241 
XX-511 i 
XX-511 
XX-512 
XX-512 
20-247 , 
XX-514 
2F-229 
2F-229 
2F-229 
2H-463 
2H-463 
2H-7463 
2H-463 
2H-463 
2H-463 


= p Im p A PRP EPH I pe e e i= ο PN NH 


AXL-11 


175-73245- 


175-732101- 
175-73245- 


175-732102 
175-732103 


ONW 


XY-552 
XY-552 
XY-552 
AXC-205 
2F-223 


175-732417- 
175-73241- 
175-73248 
175-73249 


wow 


175-732106 
175-732109 
175-732109- 


PERRA A 1-5 15} 1-2 1-} A AA τ; 


=> 
m 
^n 


AXL-12 
AXC-207 
175-73251- 
175-73251- 
175-73251- 
175-73251- 
175-73252 
175-73252- 
175-73252- 
175-13252- 
175-73252- 
175-73253 
175-73253- 


175-732112 
175-732113 
175-73212 
175-73213 


AXD=237 
AXE-21 


= 


AXE-21 
AXE-21 
AXE-21 
AXE-21 
AXE-21 
XX-501 
XX-501 
XX-501 


175-73213- 
175-73213- 
175-73213- 
175-73213- 
175-73213- 
175-73214 

175-73214- 
175-73214- 
175-73215 

175-13215- 
175-73215- 
175-73215- 
175-73215- 
175-73215- 
175-73215- 


AXD=243 | 
AXD-243 


1 
1 
1 
1 
2 
2 
1 
2 
1 
1 
1 
1 
1 
1 
. 1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


XX-515 
XX-516 


BRP E 


20-248 
XY-539 
XY-539 
AXD-244 
AX0-244 
AXD-244 


175-73217 
175-73220 


XY-540 
XY-540 
ΧΥ-541 
XY-541 
XX-518 
XX-518 ; 
XX-519 ' 
XX-519 
ΧΧ-519 
2F-230 | 


175-73263 
175-13263- 
175-73264 
175-73264- - 
:(175-73265- 
175-73265- 
175-73266- 
175-13266- 
175-73266- 
175-73257- 


AXD-228 
AXD-238 
AXD-2359 
AX0-239 


175-73221- 
175-73222 
175-73222- 
175-73223 
175-73223- 
175-73224 
175-73224- 


AXC=208 
AXC-208 
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Contractor Parts | AN O01-60AABA-4 

FIGURE MICROFILM “STOCK NUMBER ὅπ] reure |rorat| MICROFILM 

EA PART NUMBER AND INDEX | CLASS CODE | PART NUMBER 33| AND INDEX | QTY. | NUMBER 
175-73267- 2 f- f 2175-73281- 17 AXL=17 
175-73267= 2E3320 R82NA ` 1175-73282 I 2F-231 


175-73282- 3 2F-231 
175-73282- 5 1 | 2F-231 
175-73283᾽ # AXL-18 


2F-230 
2R-137 


175-73267- 
175-73268 


Re > 


175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 


2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 


175-73284=. 
175-73284- 


175-73285- XY-546 


XY-546 
XY-546 
XY-546 
XY-546 
XY-546 
ΧΥ-546 
ΧΥ-546 
XY-546 
XY-546 
ΧΥ- 547 


175-73285- 5 
175-73285- 7 
175-73285- 9 
175-73285- 11 
175-73285- 13 
175-73285- 15 
175-73285- 17 
4175-73285- 19 
175-73285- 21 
175-73286 


ra mem e 153 po 15} po 15} 1» 15» ps pu 
OPREPRLOPEES 


~ 


XY-543 
XX-520 
20-249 


INS 


175-73271 


w 
N 


175-73287 XX-525 
2D-249 
20-250 
2D-250 
ΧΥ- 544 
ΧΥ- 544 
ΧΥ- 544 
ΧΥ- 544 
ΧΥ- 546 
XX-523 
XX-523 
XX-523 
ΧΧ-523 

-ΧΧ-523. 
ΧΧ-524 
ΧΧ-524 
XX-524 


175-73271- 
175-73272- 
175-73272- 
175-73273- 
175-73273- 
175-73273- 


AXD-245 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXC-209 
AXC-209 


175-73288 
175-73289 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73290 
175-73290- 


VET CE 0809072099 E 20317101 


ου +pt++++Tq++TN DO 


175-73290- 


5: 
e 


AXC-209 


|175-73275- 
175-73275- 
175-73275- 

4175-73276 
175-73277- 


175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73291 


AXC-209 
AXC-209 
AXC-209 
AXC-209 


175-73278 
175-73218- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-7327 8- 
175-73279 

175-73279- 
175-73279- 
175-73279- 
175-73279- 


= 
ο ος 


(ES 4) li i gd: prd í digg 


ONY NUV O-Uumnmo-UUUPUNIUUIU 


ΧΧ-526 
ΧΧ-526 
ΧΥ-548 


175-73291- 


° 
το 


175-73292- 
175-73292- 
175-73293- 
175-73293- 
175-73294 
175-73294- 
175-73294- 
175-73295 
175-73295- 
175-73296 
175-73297 
175-73298 
175-13298- 
175-13299 
175-73299- 
175-73299- 


XY-548 
. ΧΥ-548 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AxL-15 
AXL-15 
AXL-15 
AXL-15 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
AXL-17 
AXL-17 
AXL-17 
AXL-17 
AXL=-17 
AXL-17 
AXL-=17 
AXL-17 
AXL717 


NN 
Hepe 


XY-549 
ΧΥ-549 
ΧΥ-549 
XX-52T 
XX-52T 
XX-528 
XY-7549 
ΧΧ-529 


175-73279- XX-529 


175-73280 ` 130 '- 68 
_ |175-73280- 
175-73280- 
175-73280- 
175-73280- 
175-73280- 
175-73280-— 
175-73280- 
175-73280- 
175-73281 . 
175-73281- 
: 175-73281- 
.|175-73281- 
175-73281- 
175-73281- 
175-73281-. 
175-73281- 
175-73281- 


2D-252 
2R-139 


NR RR ANN RN NN A a 


D m 
m m 
^n 


175-73301-100 2R-139 


ro 


2R-139 


175-73301-200 


175-73302 ` AXD-246 
175-73302- i AXD-246 
175-73302- AXD-246 

AXD-246 


4 
1 
1 
2 
2 
2 
2 
9 

` 1 
2 
1 
2 
1 
1 
1 
1 
2 
1 
2 
1 
2 
4 
4 
4 
4 
4 
4 

04 
4 
2 
1 
2 
1 
2 
1 
1 
1 
1 
2 
1 
` 
2 
2 
2 
4 
4 
4 
2 
2 
2 
1 
1 
2 
1 
1 
1 
2 
1 
1 
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STOCK NUMBER k 


FIGURE MICROFILM STOCK NUMBER ` Zs] Figure |τοται| MICROFILM| ` 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | CLASS CODE| PART NUMBER 38| AND INDEX| QTY. | NUMBER 










175-73304 AXL-20 175-73309 i 7 2 













175-73304- 3 AXL-20 175-73310 
175-73304- 5 AXL-20. 175-73311 
y 175-73305 2R-140 175-73311- 
175-73305- 2R-140 175-73311- 


175-73306 175-73312 


AXL-22 
AXL-22 
AXL-22 
AXL-22 


AXL-22 








175-73306- 
175-73306- 
175-73307 

175-73308- 
175-73308- 


ΧΧ-531 
ΧΧ-531 
R82NA 175-73315 


N > RMR Re ee m RS 





2R-141 
28-141 


ΜΉΝ r N N 


Du 





175773316 


N 


2F-232 

















2R-141 
2R-141 
2R-141 
2R-141 


175-73308- 
175-73308- 
175-73308- 
175-73308- 





R82NA 175-73506 
175-73524 
175-73525 
175-73525- 


AXL-23 


Nr = 


AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 

















2R-141 
2R-141 


175-73308- 9 
175-73308- 10 






pe 


175-73525- 
175-73525- 
175-73525- 
175-73525- 
175-73525- 
1175-73525- 
175-73525- 
175-75525- 








2R-141 
2R-141 


175-73308- 11 
175-73300- 12 


po 















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 


XX-532 





AXD=247 
AXD=247 


mea m FENMN EEE ENNNNNMWN YW πε 


zm 
m 








175-73308- 
175-73308- 24 


N = = = = — > a9 ND tQ > > 





AXD-247 
















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 


175-73308- 
175-73308- 26 
175-73308- 






175-73565 
175-73565- 
175-73565- 
175-73569 





2H-465 

2H-465 

175-73570- : EF | 2H-465 
175-73571 2F-233 
175-73571- 2F-233 
175-73571- 2F-233 
175-73572 2F-234 
175-73572- 2F-234 
175-13512- 2F-234 
175-73573 2F-235 
175-73513- 2Ε-235 
2Ε-235 
2F-236 
2F-236 
2F-236 
2F-236 
2F-236 


N > ee — = ps 


2R-141 
2R-141 





Ne 


















2R-141 
2R-141 
2R-141 
2R-141 







175-73308- 
175-73308- 39 
175-73308- 40 


Ne a 
vuU 















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 


175-73308- 
175-73308- 42 
175-73308- 43 
175-73308- 44 
175-73308- 46 
175-73208- 58 





tN OMM ||| 





RPG ανω 


2R-141 
2R-141 





175-73575- 
175-73575- 


Ne 
vu 


AXD-249 
AXD-249 
AXD-249 
AXD-250 
AXD-250 
2H-466 
2H-466 
2H-466 
AXD-252 
AXD-252 
AXD=252 
2F-237 
2F-237 
2F-237 
2F-238 
2F-238 
2F-238 
2H-467 





N 


2R-141 


















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 



















175-73308- 
175-73308- 72 
175-72308- 74 
175-73308- 76 
175-73308- 78 
175-73308- 80 
175-73208- 82 
175-73308- 84 
175-13308- 86 
175-73208- &8 
175-73508- 90 
175-73308- 92 
175-73208- 94 
175-73308- 96 
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STOCK NUMBER ` 








175-73583- 5 
175-7401 





1795-7400. 






175-74026- 
175-74026- 40 
175-75026- 50 
175-74101 
175-74101- 3 
175-74101- 4 
175-T4101- 5 
175-74101- 7 
175-74101- 9 
175-74101- 11 
175-74101- 13 
3 
5 
7 








175-7410 2= 
175-74102- 
175-74103 
175-74103- 
175-74104 
175-74104- 
175-74104- 






2175-74104- 
175-74104- 
175-74104- 11 
175-74104- 13 
175-74104- 15 
175-74104- 16 
175-74104- 17 
175-74104- 19 
175-74119 

175-74119- 3 
175-74119- 9 
175-74119- 11 
175-74119- 13 
175-74119- 15 
175-75120 
175-75120- 









175-75120- 
175-75120- 
175-74121 
175-74122 
175-74122- 










175-75005- 
175-75005- 
175-75005- 
175-75005- 






175-75047- 
175-75047- 
175-7504T- 


17 
175-75047- 19 
175-75047- 21 
175-75047- 23 
175-75047- 25 
175-75047- 27 







CODE 


CLASS CODE "PART NUMBER 


339 = 








5 


eo 
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‘AN O1-60AABA-4 


FIGURE 
AND INDEX 
1 

















2H-468 










Pme 
NUMBER | [CLASS CODE] PART NUMBER 
x= 175-75047- 29 ` 

2-467 175-75047- 31 
2F-239 175-75047- 33 
2F-239 175-75047- 35 
2F-239 175-75047- 37 
2R-142 175-75041- 39 
175-75047- 41 
AXL-26 175-75047- 43 
AXD-254 175-75047- 45 
AXD-254 175-75047- 47 
AXD-254 175-75047- 49 
AXD-254 175-75041- 51 
AXD-254 175-75041- 53 
AXD-254 175-75047- 55 
2R-143 175-75047- 57 
2R-143 175-75041- 59 
2R-143 175-75047-101 
2R-143 175-75047-103 
2R-143 175-75047-105 
2R-143 175-75047-107 
2R-143 175-75047-109 
2R-143 175-75047-111 
2H-468 175-75047-113 
2H-468 175-75047-115 
2H-468 175-75047-117 


175-75047-119 


2R-144 175-75047-121 
2R-144 175-75047-123 
| 2R=145 175-75047-125 
2R-145 175-75047-127 
2R-145 175-75047-129 
2R-145 175-75047-131 


AXC-210 
AXC-210 
AXC-210 


AXC-211 
AXC-211 
AXC-211 


2R-145 
2R-145 


2R-145 
2R-145 175-75060 
2R-145 175-75062 
2R-145 175775065 
2R-145 175-75065- 
2R-145 175-75065- 
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175-75151- 15 
175-75151= 17 
175-15151= 19 
175-75151- 55 
175-75151- 57 
175-75151- 59 
175-75167 
175-75167- 


175-75168- 
175-75168- 


175-75171- 3 
175-75171- 5 
175-75171- 7 
175-75171- 9 
175-75 


175-75172- 
175-75172- 


175-75175- 
175-75175- 
175-75175- 


= om ο JU 


wn 


175-75176- 3 
175-75176- 5 
175-75176- 7 
175-75176- 9 
175-75176- 


Revised 15 September 1955 










Lo EAD O) 12. ON UT US 







































NN mi a > N N N) (g EP BRP PPB ο > > r= = = PE PRP ο NRE S 2 S = = 15} = t) => 157 = = [3 = EA = > > al 1-2 r+ {154 et κ a e en n 


1732151482 ἐ 


7 


175-75301-105 
175-75301-105 
175-75301-107 


175-75301-111 
175-753501-115 
175-75301-115 
175-75301-117 
175-75301-119 
175-75303 


175-75303- 
175-75303- 17 
175-75303- 19 
175-75303- 21 
175-75303- 23 
175-75303- 


175-75303- 
175-75303- 31 
175-75303- 33 
175-75401 

175-75401- 3 
175-75401- 5 
175-75401- 7 


' 
~ 
Uu 
uv 
o 
r 

Li 
re 












T 
~ 
Uu 
1 
— 
w 
ον 
° 
= 
' 
DU 










ran 
~ 
u 
' 
En 
w 
o 
e 
fo 
' 
we ON Ό ο 


175715173 
175-7517^ 175-75602- AXL-42 
175-75174- 3 1 AXL-42 
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AXL-39 
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AXL-39 
AXL-739 
AXL-39 
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175-922002- 
175-931018 

175-931032 

175-931032- 
175-931032- 
175-931032- 
175-931032- 
175-931032- 
175-931032- 
175-931080 

175-931131- 
175-931131- 
175-931132 

175-931138 

175-931138- 
175-931138- 
175-931133- 














AXL-46 
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175-931424 

175-931424- 
175-931424- 






STOCK NUMBER i 
| CLASS CODE | PART NUMBER 


16 
17 
18 
19 
20 
21 
22 
23 






Nr 

























3 
4 


175-931402-151 
175-931402-152 







11 
17 
27 
29 
31 









ασ] FIGURE |TOTAL| MICROFILM 
89| AND INDEX | QTY. | NUMBER 









































































PPP ο e IO N BEE pu > PE PP PE REP EER > > = = Gp GN ΙΟΥ A ο B P) P. N) NJ 2 2 N) N NS IR ee BR om — {5} rm pu — s 












AXL-56 
AXL-56 
AXL-56 








AXL-57 
AXL-57 
AXL-5T7 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-58 
AXL-58 
AXL-58 
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AXL-52 -9542 i 
AXL-62 Ἔα 954204 
AXL-65. 175-954207 
AXL-65 
AXL-65 
AXL-65 


AXL-65 
AXL-65 175-956127- 


AXL-55 175-956303 
AXL-65 175-958003 
AXL-65 
AXL-65 
AXL-65 
AXD-263 
AXD-263 
2F-245 
AXL-69 
AXL-69 
175-947004- AXL-69 
175-948407 AXD-265 
175-948408 2H-470 
175-948409 ΧΥ-566 
ΧΥ-567 
ΑΧΌ- 268 
175-948479 AXD-269 
175-948502 AXL-71 
175-952126 
175-952133 AXD-271 
175-952133- 7 AXD-271 175-971032 
AXD-271 175-971032- 
AXD=271 175-971032- 
175-952133- AXD-271 : 175-973233 
175-952133- AXD-271 175-973233- 
175-952133- AXD=271 
175-952135 XY-570 
175-952143 20-257 
175-952144 2F-248 
175-952144- 2F-248 
175-952144- 2F-248 
175-952146 AXD-273 183-00003 
175-952146- AXD=273 183-31030 
175-952147 XY-573 
XX-536 
XX-538 
XX-538 
XX-539 
ΧΧ-539 
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XX-541 
20-259 17 
175-952159- 20-259 
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163-31040- 


2R-149 
2R-149 
2R-149 183-31043 
2R-149 183-31044 
2R-149 183-31044- 15 
2R-149 183-31044- 17 
175-953017- i 2R-149 183-31044- 19 
-953017- 2R-149 183-31044- 21 
2R-149 183-31044- 23 
2R-149 25 
2R-149 31 
175-953017- 2R-149 33 
175-953017- 2R-149 41 
175-952017- 2R-149 43 
175-953017- 2R-149 
175-953017- 2R-149 
175-952315 


AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-30 
AXD=292 
AXD-292 
AXD-292 
2H-476 
2H-476 
2H-476 
AXL-81 
AXL-81 
AXL-31 


AXL-73 

: - AXL-73 

175-954052- AXL-73 
175-954052- AXL-73 : 
175-954052- AXL-73 183-31048- 
175-954052- . AXL-73 183-31048- 
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AXC-221 
AXN-122 
ΑΧΝ-122 
AXN-123 
ΑΧΝ-123 
2Η- 477 || 
2H-478 
2H-4T79 
2H=479 
2H-479 
2H-479 
2H-479 
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2H-480 
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2H-481 
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AXD-301 
2F-260 
2F-260 
2F-260 
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183-31124- 2 
183-31124- 3 
183-31124- 4 
183-31125 
183-31127. 
183-31127-101 
183-31128 
183-31128- 3 
183-31128- 5 
183-31129 
183-31129- 3 
183-31129- 5 
183-31129- 7 
183-31129- 9 
183-31130 
183-31130- 3 
183-31132 
183-31132- 3 
J183-31132- 5 
183-31132- 7 
183-31132- 9 
183-31132- 11 
183-31132- 13 
183-31132- 15 
183-31132- 17 
183931132- 19 
183-31133 
182-31133- 3 
183-31133- 5 
183-31133- 7 
183-31133- Ὁ 
183-31133- 11 
183-31135- 13 
183-31133- 15 
183-21133- 19 
183-31133- 51 
183-31134 
183-31134- 35 
183-31134- 4 
183-31134- 5 
183-31135 
183-31135- 3 
183-31135- 5 
183-31135- 7 
-|183-31135- 9 
183-31135- 11 
183-31135- 13 
183-31135- 15 
182-31135- 17 
183-31135-100 
183-31136. 
185-31136- 3 
1863-31137 
183-31137- 3 
183-31137- 5 
183-31138 
183-31139 
183-31139- 3 
1834931139. 5 
182-31139- 7 
1683-=31135- 9 
183-31139-101 
183-31140 
183-31140- 3 
183-31140- 5 
183-31140- 7 
183-31140- 9 
183-31140- 11 
183-31140- 13 
83-31140- 17 
183-31140- 19 
133-31140- 21 
183-31140- 23 
163-31140- 25 
183-31140- 27 
183-31140- 29 
183-31140- 31 
183-31140- 33 
183-31140- 35 
183-31140- 37 
183-31140- 39 


183-31140-101 
183-31140-103 
183-31140-105 
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2R-155 
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2R-155 
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AXL-91 
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AXL-91 
AXL-91 
AXL-91 
AXL-91 
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2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
AXL-93 
AXL-93 
2R-157 
2R-157 
2R-157 
2F-264 
2H-485 
2H-485 
2H-485 
2H-485 
2H-485 
2H-485 
2R-162 
2R-162 
2R-162 
2k-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
258-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R+162 
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Contractor Parts 
1 FIGURE MICROFILM 
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183-31140-107 2R-162 183-31158-105 - 

2H-486 183-31158-111 M 28-182 
2H-486 183-31158-121 2R-165 
2H-486 | AXD-312 
AXD-312 
AXD-312 
2H-489 
2H-489 
2H-489 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2H-490 
2H-490 
2H-490 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
28-167 
AXL-101 
AX0-315 
2H-491 
2H-491 
2H-491 
25-1 
28-1 
25-1 
25-1 
25-1 
25-1 
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2R-163 
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AX0-309 
AXC-244 
2H-487 
2H-488 
2H-488 
2H-488 
2H-488 
2H-488 
2H-488 
2R-164 
2R-164 
2R-164 
2R-164 
2R-164 
AXC-245 
AXC-245 
AXC-245 
AXC-245 
AXC-245 
AXC-245 
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183-31167 
2U-107 -31167- 
AXE-8 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31168- 
2R-165 183-31168- 
2R=165 D 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31174- 
2R-165 183-31174- 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31178 
2R-165 183-31178- 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 


183-31156 
731157 


183-31158- 


183-31158- 


2H-492 
2H-492 
2H-492 
AXD-318 
AXD-318 
AXD-318 
AXL-103 
AXD-319 


-31158-7 


183-31158- 
183-3115€- 
183-31158- 
183-31158- 


AXN-124 


AXN-124 
25-2 
25-2 
25-2 
25-2 
25-22 
25-2 
25-2 


183-31158- 
183-31158- 
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[CLASS CODE] — PART NUMBER NUMBER | [CLASS CODE] —— PARTMUMBER — | 


ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 183-31182- 

ΑΧΝ- 277 183-31182- 

AXN=277 183-31182- 

AXN-277 183-31182- 

AXN=277 183-31182- 
183-31182- 
183-31182- 

AXN=277 183-31182- 

ΑΧΝ- 277 183-31182-101 
183-31183- 29 
183-31185 


25-4 
25-4 
25-4 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 


AXC-250 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
2576 


AXN-277 
AXN-277 
AXN-277 
AXN-277 
AXN-277 
AXN-277 
AXN=277 
AXN-277 
AXN-277 
7 AXN-277 
183-31179- M AXN-277 
183-31179- AXN-277 183731186-101 
AXN-277 
ΑΧΝ- 277 183-31187 
E AXN-277 
183-31179- M ; AXN=277 
183-31179- M AXN-277 183-31187- 
183-31179- AXN-277 183-311687- 
183-31179- 183-31187- 
183-31179- 
183-31179-101 
183-31179-103 


DO 0 Xn P 
toe) e i: £ N E I > > > I I = S N RA R9 am > ΠΕ 


25-7 


25-7 
25-7 
25-7 
25-7 
25-8 


183-31189- 
183-31189-10 
183-31190 
183-31190- 


NR 


Ne 


183-31192- 
183-31192- 
,£183731192- 


ο in un 


nr 


183-31193- 
183-31194 

183-31194- 
183-31194- 
183-31195- 
183-31195- 
183-31196 

183-31196- 
183-31196- 


m 


AXC-254 


m 


PH A A A UN) mI 15} “2 IR ER {5 IS 15}; IS INO AD IND p DOH 
NENH 


2H-494 
2H-494 
2H-494 
2H7494 


23 
25 
27 
29 
30 
31 
32 
33 
35 
37 
39. 
41 
43 
45 
47 
49 
51 
53: : 
55. 
51 
58 


ο δω 


183-31198- 
183-31198- 
183-31198- 
183-31198- 


183-31198- 
183-31198- 
183-31198- 


FE» P = om nae 
S OONN PEPO vou 


25-9 
25-9 


Q7 on n n rh ol 2 Rs l ol ol ol det RR Ra e) Rn ο an a ae ee es ps PRA m om oe 1} e ps a a IND S 


ω 
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183-31199- 
183-31199- 
183-31199- 


183-31208- 
183-31208- 
183-31208- 
183-31211 

183-31211- 


183-31213- 
183-31213- 
183-31213- 
183-31215 

183-31215- 
183-31216- 
183-31216- 
183-31216- 
183-31216- 
183-31217 

183-31217- 


183-31218- 
183-31218- 
183-31218- 


183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 


STOCK NUMBER 
[crass CODE] — PART NUMBER 


ONU 



























σσ ON 


Cu un 












= 
v οσο 





σα ο ο 









25 
27 
29 
31 
33 
35 
37 
39 
&1 
43 
51 
53 
57 
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Section Ill 
Numerical Index of 


AN 01-60AABA-4 


zaj FIGURE MICROFILM 
85] AND INDEX NUMBER 


M1 25-9 
25-9 | 
25-9 
AXD=322 
AXD=322 
AXD-322 
AXD=322 
AXD-322 
AXD-322 
AXD- 322 
AXD-323 
AXD=323 
AXD-323 
AXD-323 
AXD-323 | 
AXD-323 
AXD-222 
AXL-112 
AXL-112 
JaxL-112 
AXL-112 
AXL-112 
AXL-112 
AXL-112 
AXL-112 
AXL-112 
AXL-112 












STOCK NUMBER 2 FIGURE 
| CLASS CODE | PART NUMBER 38 | AND INDEX 
M | 82 


83131213- 2 
183-31219- 5 
183-31219- 7 
183-31219- 9 
183-31219- 11 
183-31219- 13 
183-31219-101 
183-31220 















































































183-31228- 7 
183-31228- 12 
183-31228- 15 
183-31228-101 
































183-31229- 13 
183-31229- 1> 
183-31229-101 
183-31230 
183-31231- 






2H-495 
2H-495 
2H-495 









193-31231- 











2H-495 
25-10 183-31231- 
2s-10 183-31231- 1 
25-10 183-31231- 2 


25-10 
25-10 
25-10 
AX0-324 
AXD-324 
AXD-7324 
AXD-324 
AXD-325 
AXD-325 



















































163-31239- 
183-31239- 
63-31239- 


xn +. > 


83-31243- 1 
83-31243- 2 
83-31244 
83-31244- 
83-31244- 
83-31245 















ο; 










183-31 248 
83-31248- 3 












Contractor Parts. 


TOTAL| MICROFILM 
QTY. | NUMBER 











33715 
25-12 
25-12 
25-12 
25-12 
25-12 
25-12 
AXD-326 
ΑΧΟ-226 
¡AXD=326 
2H-496 
2H-496 
2H-496 
2H-497 
2H-497 
AXD-329 
AXD-329 
AXD-329 
AXD-329 
ΑΧΟ- 3229 
AXD-329 
ΑΧΌ-329 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
AXC-255 





































CHR — — κ᾽ — — — RP PPE PRR tO Ñ 15553 > 1Ξ} 1-5 1-} 15 1-} 1-2 152 1-2 ans 































AXC-256 





AXB-84 
2H-499 
2H-499 
2H-499 
2H-500 
2H-500 
2H-500 
2H-500 
2H-500 
2H-500 
2H-501 
2H-501 
2H-501 
2H-501 
2H-501 
2H-501 
AXD-334 
xD-334 
AXD-334 
AXD-334 


eree a οὐ I E S e + + 








Section 100 
Numerical Index of 
Contrector Parts 


STOCK NUMBER [ 
CLASS CODE PART RUMBER 














τε 
ου 


M1 









183-31706- 
183-31706- 
183-31706- 









183-31709 
183-31709- 







183-31717 
183-31718 







183-31721- 
183-31721- 11 
183-31721- 











183-31723- 
183-31724 
183-31724- 3 
183-31725 

183-31725- 3 
183-31739 











3 










183-31802-123 
183-31803 
183-31803- 







1056 








a 
m 





λα 1-1 5} ed 2 2 πο (3 N t= 3 = ene 


` FIGURE ἰ|τοται 
AND INDEX | OTY. 
: 1 


y 
> 
m 
mu 


TIPPER 2 r 2 2 A RHE N Q EE EERE 2 2 2 2 2 re ase ro NIS Ner pa ja B 













AXN-126 
AXD-344 


AXD-346 
AXC-264 


AN O1-60AABA-4 


` STOCK NUMBER 
` PART NUMBER 





183-31803- 38 
83-31803- 39 


183-=31803- 43 
183-31803- 44 
83-31803- 45 
183-31803- 46 






183-31803-" 59 
83-31803- 61 
183-31803- 63 
83-31803- 65 
183-31803- 75 
183-31803- 77 
-183-31803- 79 
183-31803- 81 
183-31803- 83 
183-31803- 85 
183-31803- 87 
183-31803-.89 
183-31803- 93 
183-31803- 95 
183-31803- 97 
183-31803-101 
183-31803-113 
183-31803-115 
183-31803-117 
183-31803-119 
183-31803-121 
183-31803-123 
183-31803-125 
183-31803-127 
183-31803-129 
183-31803-131 
183-31803-133 
183-31803-135 
183-31803-137 
183-31803-139 
183-31803-141 
183-31803-143 
183-31803-145 
183-31803-147 
183-31803-149 
183-31803-151 
183-31803-153 
183-21803-155 
183-31803-157 
183-21803-159 
183-31803-161 
183-31803-163 
183-31803-165 
183-31803-167 
183-31803-169 
183-31803-171 
183-31803-173 
183-31803-175 
183-31803=177 
183-31802-179 
183-31803-181 
183-31803-183 
183-31803-185 
83-31803-187 
183-31803-189 
183-31803-191 
183-31803-193 
183-31803-195 
83~31803-197 
183-31803-241 
183-31804 
83-31804= 
183731804- 






AXL-118 












25-14 
25-14 
25-14 
25-14 
25-14 
AXL~120 
AXL-120 
AXL-120 
ΑΧΟ- 338 
AXD-338 
AXD-339 
AXD-339 
AXN-125 








































































AXD=341 
AXD-341 
AXD-341 
ΑΧΟ-341 
AXC-263 
25-15 
25-15 
25-15 
25-15 
25-15 
25-15 
25-15 
25-15 
25-15 
AXD-342 
AXD-342 








































AXN-126 






AXD-344 
AXD-345 
AXD-345 
AXD=346 
















AX8-85 






AXC-264 
25-16 























25-16 
25-17 
25-17 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 














































































83-31804- 
83-31804- 
183-31804- 9 
183-31804- 10 
183-31806%- 11 
183-31804- 12 
183-31804- 13 
183-31804- 14 
183-31804- 15 
183-31504- 16 
































183-31803- 47- 









23 FIGURE | TOTAL] MICROFILM 
33| AND INDEX| QTY. | NUMBER 


25-18 
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Section iil 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 23) FIGURE |TOTAL/ MICROFILM FIGURE 
CLASS CODE PART NUMBER 59] AND INDEX | QTY. | NUMBER AND INDEX 
M1 28-19 5 3 3- - 

. e = 51 AXESS 
25-19 | 2H-508 
28-19 2H-508 
25-19 6 2H-508 
25-19 2H-508 
28-19 2H-508 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 


AN Ο1-6ΘΑΑΒΑ-4 








183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
1983-31804- 25-19 
183-31804- 25-19 
183-21804-101 25-19 
183-31804-102 : 25-19 183-318130- 2F-268 
182-31805- 1 25-20 | | 183-316130- 2F-268 
183-318134 AXD=364 
3 AXD-364 
20-269 
AXN-282 ë 20-270 
183-316137 2H-509 
AXN=282 | R82NA 183-218137- 2H-509 
29-21]|R82NA -|183-219131- ; 2H-509 
25-21 
25-21 
25-21 183-318139- 
25-21 183-31814- 
25-21 
25-21 AXC-2T71 
25-21 AXC-271 
25-21 133-318140- AXC=271 
25-21 183-318141 
25-21 183-318143 AXL-126 
25-21 183-318143- AXL-126 
25-21 183-315143- AXL-126 
25-21 183-318143- AXL-126 
25-21 183-318143- AXL-126 
25-21 183-318143- AXL-126 
183-318142- AXL-126 
AXC=265 183-318143- AXL-126 
2F-265 183-318143- AXL-126 
2F-265 AXL-126 
2F-265 ë 10 2 AXL-126 
2F-265 183-318143-101 AXL~126 
2F-265 183-318143-102 AXL-126 
20-266 1837318144 25-23 
2D-267 183-316144— 25-23 
20-267 182-318144- . 25-23 
20-268 18373181447 ὶ 25-23 
20-268 183-318144- 25-23 
29-22 183-318144- 25-23 
25-22 8 25-23 
AXN-129 AXC-272 
AXN-129 Αχς- 212 
2 ΑΧς- 212 
183-318146 AXD-366 
ΑΧΌ-358 183-318146- I AXD-366 
AXD-358 183-318146- ΑΧΟ-366 
AXD=358 AXD=366 
2H-505 A 
2H-505 
2H-505 
AXD-359 


2F-268 
2F-268 


= pa p “2 ο PP PRP BPE E IB i 


m o0 in Q NS > 


= 


ω 


2 i 25-20 


erer 


183-31307- 
182-31807- 
183-31807-7 
182-31807- 
182-31807- 
182-31807- 
183-31807- 


183-31807- 
183-31807- 


183-318101- 
183-318101- 
183-318101- 
183-318101- 
183-318101- 


wanouPrwnr 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


ουδ ω N 


183-318147- 

1183-318147- 

AXL-124 183-318147- 

2F-266 183-318147- 

2F-266 183-318147- 

2F-266 183-318147- 
2H-506 
2H-506 
2H-506 


183-318119- 
183-318119- 
183-31812 


On +. > N > 


183-318122 
183-318122- 
183-318122- 
183-318124 
183-318126 
183-318126- 
183-318126- 





Ne 


AX0-362 


AXD-362 
AXD-362 183-31816 AXL-130 


AXD-362 183-31816- AXL-130 
AXD-362 183-31816- AXL-130 
AXC=267 183-318161- ΑΧΝ-130 


1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
4 
1 
1 
2 
1 
2 
2 
2 
2 
4 
2 
2 
2 
2 
1 
1 
E 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
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Section III 
Numerical Index of 


Contractor Parts AN O1-60AABA-4 
FIGURE MICROFILM ë| εισύκε {[τοται] MICROFILM 
| Paer πας κ | [crass ματ — |38| Πρ ση 








AXN-130 
| [AXN-130 
AXN-130 
AXN-130 
AXN-130 
AXN-130 
183-318161- 1 AXN=130 
183-318162 AXC=274 
183-318162- AXC=274 
183-318162- AXC-274 
183-318163 . 2F-270 
183-318163- 03 ` . 2F-270 
183-318163- 5 2F-270 
183-218165 2F-271 
2F-271 


PTA amm 


AXD-369 

2D-271 

ΑΧ0”- 247 

AXD=347 

2F-273 

25-273 

2F-273 

183-318171 AXB-91 
183-31818 2H-504 
183-31818- 2H-504 
183-31818- 2H-504 


AXC-297 
AXC-297 


fO N) S IO I2 4 ο ο ο = 


m 


25-28 
25-28 
25-28 
2H-512 
2H-512 
2H-512 


183-31820 
183-31820- 
183-31820- 


133-31854- 
133-31855 
183-31855- 
183-31855- 
183-31822- 183-31856- 
183-31823 183-31856- 
183-31823- AXC-279 
183-31823- : AXC-279 
183-31823- AXC-279 183-31856- 
183-31823- AXC=279 183-21856- 
AXD=361 183-31856- 
AXD-361 183-31856- 


AXD-361 


AXD=350 
AXD-350 
AXD=350 


νο - ον ὧν ὢ finm 


NN 


AXD-350 


Αχς-- 299 
AXC-299 
183-31860- AXC=299 
183-31861 
183-31861- 
183-31861- 
183-31862- 
AXC-284 183-31862- 
AXC=284 183-21862- 
AXC=284 183-31862- 
AXC-285 1183-31863 
AXC-285 183-31863- 
AXC-285 183-31863- 
183-31865 
183-31865- 
183-31865- 
183-31866 


AXN~283 
25-29 
25-29 
25-29 

AXL-140 

AXL-140 

AXL-140 
AXP-1 
AXP-1 

20-272 
2D-272 
20-272 
2c-277 
AX8-93 
2H-513 
AXC=302 


Αχς-286 


183-31867- 
AXC-287 183-31868 
AXC-287 183-31869 
AXC-288 183-31871 
AXC=2B8 183-31872 
AXC-288 83-31876 





183-31837- ` 
183-31837- 


an AAA 


183-31879 


1058 | "Revised 15 September 1955 











. Numerical Index of 
ΑΝ O1-6OAABA-4 , Contractor Parts 


FIGURE TOTAL 
AND INDEX| QTY. 














i 
STOCK NUMBER . 
| CLASS CODE | PART NUMBER 






STOCK NUMBER Ὁ 
s PART NUMBER 9 















E FIGURE 
IN 
Ma 























































































































183-31879- 3 2 |AXC-303 2 25-34 
183-31879- 5 2 |AXC-303 2 25-34 
183-31880 7 11 2H-514| 1 25-34 
183-31881 1 25-30 1 
p 1 25-30 1 
2 | AXB-94 1 
4 ΙΑχς- 204 l 
4 |AXC-304 1 
4 lAXC=304 183-51801- 1 159A- 32 1 
2 |AXC-305 183-51801- 3 159A- 33 1 
183-51801- 5 159Α- 7 1 
2 |ΑΧς-305 183-51801- 7 159A- 8 1 
2 |AXC-305 9 159A- 4 1 
2 JAXC=305 159A- 5 1 
2 |AXC-305 159A- 1 1 
2 ΙΑχς-305 159A- 2 1 
1| 2F-278 R82NA 183-52009 1 
4| 2F-278 R82NA 183-52240 1 
3| 2F-278 183-53004 REF| AXP-2 
3| 2F-278 
2| 2F-278 183-53004- 23 
2| 2F-278 183-53004-200 
183-31886 4 [AXC=307 183=53006 












183-53007 






25-21 

25-31 
AXC-308 
AXC-308 
AXB-95 
AXC-309 
AXC-309 
2F-279 
2F-279 
2F-279 
ΑΧς- 211 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 


183-31887 
183-31887- 3 
183-31€88 
183-31888- 















183-31891 
183-31891- 3 
183-31891- 5 
183-31892 

183-31893- 
183-31893- 





















183-31893- 





















183-31893- 25-32 

193-31893- 25-32 183-53008- 
25-32 183-53008- 
25-32 183-53008- 


183-53008- 
183-53008- 
183-53008- 
183-53008- 


25-32 

25-32 
AXD=355 
AXD-355 
AXD-355 
AXD-355 
2F-280 
2F-280 
AXC-312 
AXC-313 
AXC=313 
AXC=313 
AXC-314 





183-31893- 
183-31893- 
183-31894 
183-31894- 3 
183-31894- 5 
183-31894- 7 
183-31895 

183-31895- 3 
1863-31896 
183-31897 


=. Ó «σι + O. 


m 
o 
ω 
' 
νι 
ω 
o 
o 
το 
t 
- 













































: AXD-2T1 
201 - 14 AXD-371 
201 AXD-371 
201 - 15 AXD=372 
201 - 26 25-37 

25-37 

25-37 
AXL-149 
AXL-149 










PRP RPP NPN PEN IP I IB I I I IH INN ERE A n n 7 
T 
@ 
v 
' 
V 

W ω 
ο 
° 
Ὁ 
' 
m 















183-31898- 


103-31898- 183-53012- 


1 
183-53012- 2 
























































































1 
2 
183-31898- 3 1|AXC-314 AXL-149 
183-31898- 4 1 |AXC-214 183-53013 AXD-373 
1 lAXD-356 183-53013- 201 - 23 ΑΧΟ- 273 
1 [AXD-356 201 AXD=373 
1 lAxD-356 201 - 25]: 2 |AX0~374 
1 183-53014- 2 [AXD-374 ` 
1 183-53015 201 - 22 1 Αχς-216 
1 28-33 183-53016 01 1 AXC-317 
3 1 2S-33 01 - 13 2 JAXD-375 
5 i| 25-33 1 | AXB-96 
1 {AXD-370 201 = 10 1 | AXB-96 
1 1 [AXD-370 201 1| ΑΧΒ-96 
2 1 JAXD-370 pol - 7 1 ¡AXL-150 
183-51048- 3 1 JAXD-370 1 JAXL=150 
183-51048- 4 1 ΙΑΧΡ- 270 1 ΑΧΙ.-120 
i| 28-34 1 [AXL7150 
3 1| 25-34 1 AxL1150 
183-51064- 5 1 25-34 2 AXL 1120 
193-51064- 7 1| 25-34 DARE 199 
183-51064- 9 1 25-34 3 1 ΑΧΙ 4120 
183-51064- 11 2 25-34 183-53019- 15 1 AXL-150 
183-51064- 13 i| 25-34 183-53019- 17 1 ΑΧΙ «150 
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Section ΙΙΙ 


Numerical index of 
Contractor Parts. . ΑΝ OI-60AABA-4 


STOCK NUMBER -—138| FIGURE MICROFILM ETE NUMBER FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER Ὁ o| AND INDEX NUMBER PART NUMBER AND INDEX | QTY. | NUMBER 


— I 183-53103- 6 

183-53020- 183-53105- 7 

183-53021 183-53105- 
183-53106 


183-53109 


183-53110 


163-53025- 
183-53025- 


183-53205- 


183-53025- 183-53311 


183-53025- 


183-53025- 183-53312 I AXL-157 


.J183-53512- AXL-157 
183-53312- AXL-157 
AXL=157 


183-53025- 
183-53025- 
183-53025- 


δν» OO Ant O D 


183-53512-. 
183-53312- 
AXL-157 
AXL-157 
183-53025- 
183-53025- 


183-53025- 
183-53031 


P Jp ERA Pr ο e tJ 


AXL-152 
AXL-152 


1 
2 
3 
5 
7 
8 
9 


183-53042- 
183-53043 
183-53069 


Nee PE 


WwW nr 


183-53069- 


183-53069- 183-53315- 


183~53316 
183-53317 
183-53317- 
183-53318 
183-53319- 
183-53319- 
183-53319- 


ω 


183-53069- 
183-53069- 
183-53069- 


183-53319- 
183-53319- 
183-53319- 


o0-0wUuwfutN mo 


183-53069- 
183-53069- 
183-53579- 
183-53379- 
183-523379- 
183-53379- 13 
2183-53379- 
183-53382 


RENN RPE NP REN PRP PP Rh ee aa aes gà gà a ga ps 


AXC-321 
AXC-322 183-53511- 
20-273 183-53511- 
AXC-323 
25-40 
25-40 < 
25-40 183-52511- 12 


V) V ο WWW mn pr pl pos 
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STOCK NUMBER E FIGURE MICROFILM STOCK NUMBER 2 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | | CLASS CODE| PART NUMBER 


183-453511- 

183-53511- 

183-53511- 

133-53511- 

Ü 183-53511- 

A 183-52511- 
183-535]1* 





R82NA 183-54032 25-50 
-54033 


AXD-381 
183-54034- AXD-381 
183-54036 
183-54037 


183-53523- 
183-53523- 
183-53523- 

-53523- 


N N MrrnNNN 2 r2 rm NE 


2$-51 
25-51 
25-51 
25-51 
25-51 
25-51 
25-51 
25-51 


Ὁ d 

PRD Ju 
= 
m 


^n = rS Ñ N = > > > = "n S NS N) N 


AXM=1 

AXM-1 

AXM-1 

AXM-1 

AXM=1 

AXM=1 

AXM-1 

AXM-1 

AXM=1 

AXiA=1 

25-45 183-54049- 
183-54049- 


183-53524- 
193-53524- 
183-53524- 
183-53524- 
133-53524- 


AXM=9 
AXM=9 
AXM=9 
AXM=9 
AXM-9 
-᾿ΑΧΜ-9 
ΑΧΜ-9 
ΑΧΜ-9 
AXM-9 
AXM-9 


=> 
m 


28-45 
25-45 
25-45 
25-45 
25-45 
25-45 
25-45 
25-45 . 183-54049- 
25-45 
25-45 
25-45 
AXM-3 


183-53525- 
18323-53525- 
183-53525- 
183-53525- 


I'll dg!) 111411 


AXM-9 
AXM=9 
AXM=9 
AXM=9 
AXM-9. 
25-52 
25-52 
25-52 
25-52 
25-52 
25-52 
25-52 
25-52 
29-52 
25-52 
25-52 
25-53 
25-53 


NR A A A o AA 


AXM-3 
AXM=3 


183-54007 25-46 
183-54021 AXD=379 
25-47 


25-47 
25-47 
25-47 183-54050- 
25-47 183-54050- 
25-47 
25-47 
25-47 
25-47 
25-47 
25-47 
25-417 ! 183-54051- 


25-47 183-54051- 

25-47 183-54051- 

25-47 183-54051- 

25-47 

25-47 

25-47 

25-47 |. 

25-47 

25-47 

25-47 183-54056- 

25-47 1183-54057 

25-47 -54057- ` 

25-47 

25-47 

25-47 

25-47 

25-47 83-54061 

25-48 | 

25-49 | 83-54061- 25-56 

183-54061- 25-56 

25-49 183-54061- 25-56 

25-49 183-54061- 25-56. 

25-49 183-54061- 25-56 
AXD-380 83-54061- 25-56 


183-54022- 
183-54022- 
183-54022- 
183-54022- 


25-53 
25-93 
25-53 
25-53 
25-53 
25-53 
25-53 
25-53 
2H-515 
2H-515- 
2H-515. 
2H-515 
2H-515 
2H-515 
25-54 
25-54 
25-55 


N) > > PP NP ENN T+ = SN AA 383 I N Ñ N Z PEP NR ES A rn 2 W^ = {215 d ha Rh Im IS ο + ιο 


183-54022- 
183-54022- 
183-54022-7 
183-54022- 
183-54022- 
183-54022- 


Ni — > N = > > = = = o» 


25-55 
25-55 
25-56 


183-54022- 
183-54022- 
183-54022- 





AAA AE id ES 2 RD > =: 
ree 


pa eed κ 
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STOCK NUMBER ç eat com> NUMBER MICROFILM 
| CLASS CODE | PART NUMBER | PARTNUMBER | MBER 


183-54062 25-57 


25-57 001 . 25-66 


2 
m 
τι 


ΑΧΜ- 23 
AXP-7 
AXP-7 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 

2H-517 
25-68 


25-58 
25-58 
25-59 


AXM=15 183-74101- 
AXM-15 183-74101- 
AXB-107 183-74101- 
183-74101- 
183-74101- 


M HM om A ps -; 


Pn — > 


AXD-383 


1184-00001 
AXD- 384 2184-00003 
1184-11601 
AXD=385 1184-12310 
1184-12410 
25-60 ` 1184-15009 
25-60 184-15009- 
25-61 1184-20001 
1284-21002 
25-61 . 184-21003- 
25-61 j : 
AXM-16 184-21003- 
AXM-17 


183-54106 


183-54107 2H-521 


2H-522 
2F-286 
2F-286 
25-75 
25-77 
25-78 


EN οσο 


moa > Úm ee = = = N N 


zm 
mm 
N nmn 


25-78 


Um 


25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-70 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-76 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-73 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 


184-21003-. 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 


00-09 wuvp25u 


183-71028- 
183-71029 
183-71030 


Oo e ps ps p 


2D-278 
AXB-109 184-21003- 
AXM-18 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-62 
25-62 
25-62 185-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-63 184-21003- 
AXD-386 184-21003- 
AXD-386 
AXM-20 
AXM-20 
AXM-20 184-21003- 
AXM-20 184-21003- 
AXM-20 184-21003- 
AXM=20 184-21003- 
AXD-387 184-21003- 
AXD-387 184-21003- 
AXD-387 : 184-21003- 
AXC-326 184-21003- 
AXD-388 184-21003- 
AXD-388 184-21003- 
AXD-389 184-21003- 
AXD-389 184-21003- 
AXD=389 184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
AXD-390 184-21003- 
AXM-21 z 184-21003- 
AXB-110 1845-21003-. 
183-71057 184-21003- 
183-72001 25-65 184-21003- 


183-72001-101 25-65 184-21003- 
183-73101 84-21003- 


£ 


183-71032- 
183-71032- 
183-71032- 


183-71037 
183-71037- 
183-71037- 


183-71053 


4 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
I 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
- 1 
1 
1 
1 
1 
1 
1 
1 
5 


ERIN NIN EER ee ee de ep 


183-73110- 5 i 1845-21003- 
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STOCK NUMBER FIGURE 
| CLASS CODE | PART NUMBER AND INDEX 







FIGURE 
AND INDEX 










































































STOCK NUMBER ç 
[Ass cope] — PART NUMBER 

































































184-21003- 69 184-21042- 15 25-79 | 
184-21003- 70 184-21042- 17 $8-19 
184-21003- 71 184-21085- 1 25-80 
184-21003- 13 184-21085- 2 25-80 
184-21003- 75 164-21085- 3 25-80 
184-21003- ΤΊ 184-21085- 4 25-80 
184-21003- 79 184-21085- 5 25-80 
184-21003- 81 184-21085- 7 25-80 
184-21003- 82 184-21085- 9 25-80 
184-21003- 83 184-21085- 11 25-80 
134-21003- 85 184-21129- 1 25-81 
184-21003- 86 184-21129- 2 25-81 
184-21093- 87 184-21129- 3 25-81 
184-21003- 89 184-21129- 4 25-81 
184-21003- 90 184-21129- 5 25-81 
.(184-21003- 91 184-21129- 7 25-81 
184-21003- 93 184-21129- € 25-81 
184-21003- 95 184-21129- 9 25-81 
184-21003- 97 184-21173 28-525 
184-21003- 99 184-21174- 1 25-82 
184-21003-103 184-21174- 2 25-82 
184-21003-105 184-21174- 3 25-82 
184-21003-107 184-21174- 4 25-82 
184-21003-109 184-21174- 5° 25-82 
184-21003-111 184-21174- 7 25-82 
184-21003-113 184-21174- 8 25-82 
184-21003-115 184-21174- 9 25-82 
184-21003-117 184-21179- 1 2F=287 
184-21003-118 184-21179- 2 2F=287 
721003-119 184-21185- 1 2H-527 
2 2H-527 





25-83 






184-21003-123 




























































































184-21003-125 184-21189- 3 25-83 
184-21003-126 184-21189- 5 25-83 
184-21003-127 184-21304 2H-528 
184-21003-129 184-21305- 3 25-84 
184-21003-131 184-21305-. 4 25-84 
184-21003-133 184-21305- 5 25-84 
184-21003-135 184-21305- 7 25-84 

184-21305- 9 25-84 





184-21093-137 
184-21003-139 
184-21003-141 
184-21003-143 
184-21003-145 
184-21003-146 
184-21003-147 
184-21003-148 
184-21003-149 
184-21093-150 
184-21003-151 
164-21003-152 
184-21993-153 
184-21003-155 
184-21003-157 
184-21003-158 
184-21003-159 
184-21003-161 
184-21003-163 
184-21003-165 
184-21003-167 
154-21003-168 
184-21003-169 
184-21003-170 
184-21003-171 
184-21003-172 - 
184-21003-173 
184-21003-175 
184-21003-176 
184-21003-177 
184-21003-179 
184-21003-181 
184-21003-183 
184-21003-185 
184-21003-187 
184-21003-189 
184-21011 





25-84 
25-84 
29-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-64 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 


184-21305- 11 
184-21305- 13 
184-21305- 15 
184-21305- 17 
184-21305- 19 
184-21305- 21 
184-21305- 23 
184-21305- 25 
184-21305- 27 
184-21305- 29 
184-21305- 31 
184-21305- 33 
184-21305- 35 
184-21305- 37 
184-21305- 39 
184-21305- 41 
184-21305- 43 
184-21305- 45 
184-21305- 47 
184-21305- 48 










































































































184-21311 
184-21431 
184-21432 
184-21433 
184-21437 
184-21438 
84-21439 
184-21440 
184-22004- 






2H-530 



























2H-531 
2H-532 
2H-533 
2H-534 
25-86 



















e 









25-86 


N 



























184-21042- 1 184-22004- 
184-21042- 2 
5 84-22004- 3 25-86 
4 184-22004- 5 25-86 
184-21042- 5 184-22004- 7 25-86 
184-21042- 7 184-22004- 9 25-86. 
184-21042- 11 184-22004- 11 28-86 
184-21042- 13 184-22004- 13 25-86 
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184-22004- 
184-22004- 21 
184-22004- 23 
184-22004- 25 
184-22004- 27 
184-22004- 28 
184-22004- 29 
184-22004- 31 
184-22004- 33 
184-22004- 35 
184-22004- 














184-22004- 
184-22004- 45 
184-22004- 








184-22004- 
184-22004- 










184-22004- 
184-22004- 85 
184-22004- 87 
184-22004- 89 
184-22004- 91 
184-22004- 93 
184-22004- 95 
184-22004-201 









184-22005- 








184-22005- 





184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
















184-22005- 
184-22005- 
184-22005- 
184-22005- 21 
184-22005- 23 
184-22005- 25 
184-22005- 26 
184-22005- 27 
184-22005- 


















184-22005- 
184-22005- 35 
184-22005- 37 
184-22005- 39 
184-22005- 41: 
184-22005- 42 
184-22005- 43 
184-22005- 45 
184-22005- 47 
84-22005- 49 
184-22005- 51 
184-22005- 53 
184-22005- 54 
84-22005- 
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AN 01-60AABA-A 


TOTAL} MICROFILM 
QTY. | NUMBER 






184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 






















184-22005- 
184-22005- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 










184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22001- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-220017- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 































m 











































184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 








184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 






















184-22007-. 


184-22008-. 





STOCK NUMBER 
[CLASS CODE | PART NUMBER 


57 
58 
59 
61 
62 
63 
65 
66 
67 
68 
69 


11 
15 
15 
17 
15 












MICROFILM 
NUMBER 
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AN OI-6OAABA-* Contractor Parts: 
T 
STOCK NUMBER MICROFILM STOCK NUMBER Š FIGURE «| TOTAL) MICROFILM 
NUMBER | [CLASS CODE] PARTNUMBER |$] AND INDEX| QTY. NUMBER 
25-89 184-22028 56 - 32 -54 
184-22028- 3 28-344 : 


25-89 
25-89 
25-89. 
25-89 
25-89 
25-89 
25-89 










2H-545 
2H-545 


184-22029 
184-22029- 3 













184-22008- 27 
184-22008- 29 
















211-546 
.2H-547 











































25=B9 

25-89 

25-89 2H-548 
' 28-898 2H-549 

25-89 184-22039- 2H-549 

25-89 184-22040 2H-550 


2U-108 















































































































25-89 
184-22008- 25-89 2U-108 
184-22008- 53 2s-89 2U-108 
25-89 2U-108 
25-89 184-22042 2H-551 
25-89 184-22042- Š 2H-551 
184-22008- 61 25-89 184-22043 2H-552 
184-22008- 63 25-89 1684-22044 2H-553 
25-89 184-22044- 3 211-553 
25-89 184-22084- 1 2U-101 
25-89 184-22084- 2 21-101 
25-89 184-22084- 3 2U-101 
25-89 184-22084- + 2U-101 
184-22008- 25-89 J184-22084- 5 2U-101 
184-22008- 70 25-89 184-22084- 6 2U-101 
184-22008- 71 25-89 184-22129- 1 2U-102 
25-89 184-22129- 2 2U-102 
25-89 184-22129- 3 2U-102 
25-89 184-22129- ^4 2U-102 
25-89 184-22129- 5 2U-102 
28-89 184-22311 2H-555 
25-89 184-22311- 3 2H-555' 
25-89 184-22311- 5 2H-555 
























184-22406 


25-89 
184-22406- 


25-89 
25-89 
25-89 
25-89 
25-89 


184-22008- 
184-22008- 80 


w 










2F-291 























2F-291 
2F-292 
2F-294 


2 
2 
1 
2 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
1 
2 
2 
2 
2 
6 
6 
2 





































184-22008- 85 25-89 

184-22008- 86 25-89 2F-295 
25-85 2F-296 
25-89 184-22415 2F-297 






184-22514 2F-298 


25-69 
184-22515 







































































184-22008- 25-89 
184-22008- 93 25-89 184-22603- 25-92 
184-22008- 94 25-89 184-22603- 25-92 
25-89 25-92 
25-92 


25-89 




































































































184-22008- 25-89 25-92 
184-22008- 99 25-89 25-92 
184-22008-101 25-89 2s-92 
184-22008-103 25-89 25-92 
184-22008-105 25-89 2F-300 
184-22008-107 25-89 2F-301 
184-22008-108 25-89 2F-302 
184-22008-109 25-89 184-31020 25-93 

.184-31020- 10 25-93 


25-89 
25-89 
25289 
25-89 
25-89 
25-89 





184-22008-111 
184-22008-113 
184-22008-115 
184-22008-117 
184-22008-119 
184-22008-121 


184-31126 
184731144 
184-31221 
184-31221- 
184-31428- 
184-31428- 








































































- UN UN ο 


184-22008-123 25-89 
184-22008-125 25-89 184-31526- 2F2317 
184-22008-127 25-89 184-31526- 2F-317 
184-22010 2F-289 184-31526- 2F-317 | 


184-31709 
184-31779 
184-31779- 39 
184-31779- 81 
184-318165 
184-318166 
184-31866- 1 
184-31866- 2 
184-31890 
184-31891- 
184-31891- 
184-31892- 
184-31892- 


2H-535 
2H-536 
2H-537 
2H-538 
2H-538 
2H-539 
2H-539 
2H-540 
2H-540 
2H-541 
2H-541 
2H-542 
2H-543 


184-22011 
184-22012 












































184-22026 
184-22027 
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184-31895 
184-32120- 3 
184-32120- 4 
184-32506 
184-32506- 3 
184-32506- 5 
184-32506- 7 
8 
9 





184-32506- 
184-32506- 
184-32506- 11 
184-32506- 13 
184-32506- 20 
184-32905- 1 
184-32905- 2 
184-33120 
184-33513 
184-33519 
184-38133- 
184-40000 






R82NA 





184-42226 
184-42227 
184-42228 
184-42229 
184-42230 
184-42601- 10 
184-42601- 20 
184-42628 

184-42628- 10 
184-47001-100 
184-47001-200 
184-48160 















184-48179 

184-48208- 10 
184-48208- 20 
184-48442 

184-48508- 3 
184-51006 

184-51006- 3 
184-51006- 5 
184-51010- 3 
184-51010- 5 
184-51010- 7 
184-51010- 10 
184-51010- 15 
184-51010- 20 
184-51038 





184-51067- 
18451114 


18451115 










184-52012- 
184-52012- 20 














184-52083 
184-52083- 3 
184-52083= 5 
184-52083- 7 
184-52083- 9 
184-52083- 11 
184-52083- 17 
184-52083- 19 
184-52083- 21 
184-52083- 23- 
184-52083- 25 
184-52226- 


184-52236 
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184-52236- 












25-111 2184-52237 
25-111 184-52237- 
met 184-52231- 
25-7112 


25-112 
25-112 











25-112 184-52240 
259-112 1864-52240- 
25-112 184-52241- 


184-52241- 
184-52241- 
184-52241- 
184-52243- 
184-52243- 
184-52245 

184-52247 

184-52247- 
.|184-52251 

184-52266 

184-523109 
184-523109- 
184-52317 

184-523217 
184-523217- 
184-52354 
` Ba4-52354- 
184-52354- 


25-112 
25-112 











2F-329 
















25-113 
25-114 








2H-599 
2H-599 
2H=599' 
2H-600 
2Η-601 









2F-331 


N 
ν΄. ο... NNN IO. P IR pan 





AXP-8 
AXP-8 







184-52357 
184-52477 
184-52508 
184-52511 
184-52515 
184-52516 
184-52531 
184-52531- 








20-305 
25-119 
25-119 
2F-358 











































2F-364 184-52546 
2F-367 184-52547 
2F-367 184-52548 
184-52548- 
184-52548- 
` 21-52 184-52549 
2T-52 184-52549- 
21-52 184-52549- 
21-53 184-52601- 
21-53 184-52601-. 
2T-53 184-52601- 
27-53 184-52601- 
27-53 184->2601- 
21-53 





2F-470 
2F-470 
20-403 







84-54111 
2864-54112 
1184-54113 

1284-54114 . 
184-54114- 
184-54121- 
184-54121- 
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2Ε-482 
2F-483 
2F-483 
2F-483 
2F-484 
2F-485 
2F-485 
2F-486 
2F-486 
234-179 
23-179 
24-179 
24-179 
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mm 
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20-424 
2F-487 
2F-487 
20-426 
20-427 
2F-483 
2F-489 

































2F-490 
2F-490 






















20-430 
20-431 







20-452 





20-454 
2D-455 
20-458 
20-458 
20-462 
20-463 
2F-511 
2F-511 
2F-511 
24-192: 
24-192 






























2F-512 
2F-512 
2F-512 
2F-512 
2F-512 
2F-512 
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STOCK NUMBER ΕΡΕ MICROFILM FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 9 9| AND INDEX NUMBER [CLASS CODE| PARTNUMBER | AND INDEX | QTY. | NUMBER 
184-6363233- 11 j ; 
20-468 184-71033- 3 
2F-529 | 184-71039 
21-89 184-71129 
21-89 184-73313 
2D-470 184-74025- 3 
2F-530 184-943005- 71 
2F-530 


ΑΝ ΟΙ-6ΟΑΑΒΑ-4 








184-54173- 2 20-500 
184-54217 

184-54241- 27 
184-54241-101 


3 


2F-589 


m 
`D £ O) UU FM Im I * > UD. Q) 2 pre 


184-54713- 
184754714 
184-547147 
18454716 
184754717 
184-54719- 
184-54719- 
184-54769- 
184-54770 
184-54771- 
RI7AIR 184-54772- 
184-58003 
184-58005 


= 


2F-540 
2F-541 
246-212 
2J-212 
2F-543 
2F-544 
2J-213 
2F-545 


nN 
On 


> BER RP RP BP IR A 2 EOS. N O) O SD Ὁ SD I PEE 
to 
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184-58005- 


m 


184-58006 


m 


184-58006- 


184-58111 


2F-546 
2F-546 
2F-547 


ero 
= — — Ó > F ENE O) p- 2 > G) Q PO σι 


184-58138 6 
184-58244 
18458252 
184-58253 
184-58254 
184-58328 
184-58520 
184-58521 


= 
= 
- 


184-58524 
184-58708 
184-58711 
184-58719 
184-58726 
184-58740 


+f INP +O r mo 


> > =o 


184758741 
184-58748 
184-58782 
184-58783 

51 

55 

57 
184-58804- 59 
184-58804- 65 
184-58804-151 
184-58804-155 
184-58804-157 
184-58804-159 
184-58806- 89 
184-58808 
184-58808- 13 
184-58808- 63 
184-58808- 65 
184-58808- 67 
184-58808- 69 
184-58808- 83. 
184-58808-163 
184-58808-165 
184-58808-167 
184-58808-169 


AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
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CLASS CODE 
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. STOCK NUMBER 





PART NUMBER 


2P7-18-80-1/2 


2P7-180-80-1/2 


2P7-180-802 


2κ3-6-10 
283-6-3 . 
293-6-4 
2R3-6-5 


| |2R3-8-10 


2R3-8-11 
2R3-8-12 
2R3-8-13 
2R3-8-4 
2R3-8-5 


2WSP73-72-156 
2W1-11-32-63 
2W1-12-12-020 
2W1-12-18-63 
2W1-12-20-16 
2W1-12-22-50 
2W1-12-26-32 
2W1-12-28-32 
W1-13-14-63 





AN 01-60AABA-4 


TOTAL|MICROFILM 
QTY. 
4 





|2w1-13-16-63 


2W1-13-16-64 
2w1-13-20-16 
241-13-20-63 
W1-13-20-94 
2W1-13-24-064 
2W1-13-24-065 
2W1-=13-24-63 
2W1-13-24-65 
2W1-14-14-020 
Μ1-14-20-32 
2W1-14-22-65 
W1-16-16-032 
W1-716-16-63 


W1-16-22-32 
l2W1-16-24-32 


W1-16-24-50 
W1-716-24-63 
2W1-16-24-64 
Wl-716-24-65 
W1716-43-65 
W1-17-16-16 
W1"17-16-63 


2W1-17-20-63 
W1-717-22-50 
2W1-17-22-63 
i2W1-717-22-65 
W1-17-24-32 
W1-17-24-63 
2W1-17-24-65 
W1-17-28-65 
2W1-=17-48-50 
W1-18-8-032 
W1-20-20-025 
2W1-20-26-93 
W1-20-28-40 


2W1-=21-14-16 
W1-21-22-63 
W1-21-22-65 

i2W1721-24-065 
W1-21-24-65 


-241-21-32-63 


2W1-24-18-31 
W1-24-20-93 


| pw1-24-22-125 


2W124=22~215 
2W1-24-24-40 
2W1-24-28-65 
2Ww1-24-32-16 
2W1-24-32-32 
W1-24-32-62 
W1-724-32-64 
2W1-24-32-31 
2W1-24-40-62 
W1-25-30-65. 
2W1-25-40-60 
W1-25-40-64 


2Ww1-26-26 
2W1-26-32-63 
W1-726-36-63 


2W1-28-20-025 

2W1-728-24-025 

2W1-28-28-125 
W1-32-36-040 
W1-733-24-32 


241-733-28-125" 


W1-36-24-025 
W1-740-36-50 
W1-40-40-64 
W1-44-30 
241-44-30-32 
W1-50-36-65 


W1-764-56-91 
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semema ES ERIT 
CLASS CODE PART NUMBER AND INDEX NUMBER AND INDEX | QTY. | NUMBER 

2W1-8-12-32 65 - 13 8 348 - 20 4 
2w1-80-48-16 USE 2W1AL13432- 
2W1-30-52-20 
241-80-52-50 
2W1-80-56-16 
241-81-60-921 
2W1-90-56-10 
2W1ALB6-32 
2W1ALP18-18-93 
2W1ALP21-23-64 
2W1ALP 25-25-64 
2W1ALP 33-29-64 
2W1ALP 37-31-84 
2W1ALP41-33-64 
2W1ALP 45-35-64 













STOCK NUMBER 
| CLASS CODE | PART NUMBER 


2W1AL16-32-32 
2W1AL16-32-64 


2W1AL16-43-64 
2W1AL17-16-16 
2W1AL17-17-8] 
2W1AL17-22-64 
2W1AL17-24-032 
2W1AL17-24-12 
























w 

o 

u 
y 


66 AR 













































2W1AL17-24-30 
2W1AL 17-24-64 
2W1AL17-26-032 
2W1AL17-26-32 
291AL17-32-032 
2W1AL17-32-064 
2W1AL17-32-125 
2W1AL17-48-64 
2WiAL18-28-62 















2W1ALP 46-31-32 
2W1ALP 49-37-40 
2W1ALP 49-37-64 
2WIALP6-16-40 

2W1ALP 65-45-84 
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OPDOONNEN 
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2W1AL18-32-032 















2W1ALP73-49-64 
2W1ALP81-53-64 
2W1^4L10-12-16 


+— m 


2W1AL18-32-064 


















































































2W1AL10-16-16 1 2W1AL18-32-125 
2W1AL10-20-032 4 2W1AL18-32-64 
2W1AL18-44-032 
2W1AL11-24-032 20 241AL18-44-064 
2414L11-24-064 AR 2W1AL18-44-125 
2W1AL11-32-32 8 2W1AL18-52-156 
2W1AL117-62-65 1 2W1AL20-20-32 
2W1AL12-10-16 8 2W1AL20-22-51 
2W1AL12-10-32 6 2W1AL20-24-64 
2W1AL12-12-16 9 2W1AL21-22-91 
2W1AL12-12-31 2 2W1AL24-36-91 
2W1AL12-14-16 5 ‘ 
2W1AL12-16-40 1 2W1AL25-16-16 
2W1AL12-16-64 1 2W1AL25-20-032 
2W1AL12-18-64 4 2W1AL25-24-064 
2v111AL 12-20-40 16 2W1AL25-24-64 
2W1AL 12-28-32 4 2W1AL25-78-64 
2W1AL12-32-40 4 2" 1AL29-43-40 
2W1AL 13-10-64 1 Ç 
2W1AL13-14-32 1 
2W1AL 13-16 2 2W1AL32-20-32 
2W1AL13-16-32 1 2W1AL32-28-188 
2W1AL13-18-40 4 2w1AL32-28-6& 
2W1AL13-18-64 LE 2W1AL32-26-064 
2W1AL13-20-64 2 W1AL32-40-64 
2414L13-22-64 20 2W1AL33-2-32 
2V1AL13-24-032 51 21AL 33-20-64 
















W1AL33-22-32 
W1AL33-28-42 
W1AL35-31-40 
1AL36-25-16 
W1AL36-36-91 
W1AL40-26-64 
W1AL40-28-32: 


W1AL13-24-064 


PR {ΕΜ N r N m OSU 








2W1AL13-24-125. 
2W1AL13-32-032 









W1AL40-32-016 
2W1AL 45-40-40 
2W1AL46-31-32 
RW1AL48-40-64 
RW1AL49-32-91 
PW1AL49-38-64 
2 41AL49-40-64 
“1AL50-34-64 
W1AL56-48-167 


= 













+ 














ω 
= 
1 


2W1AL13-32-064 


2W1AL13-32-125 











2W1AL13-32-64 
W1AL13-40-64 
2W1AL 14-29-20 


W1AL14-20-40 
1 W1AL80-70-91 


DWlALCt5-54-91 
DW1AL9-10-32 
















21114L14-68-91 
2W1AL16-12-24 


Drrpa¿r+orprrya 









2W1AL16-12-64 
2W1AL16~14-64 
2W1AL16-22-65 
2W1AL15-26-51 
2W1AL16-28-32 





DW1AL9-1032 
ρΗ1Αι 9-9 

DW1AL9-9-32 
pu1810-24-51 
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2111812-20-40 


2W1813-14-51 
2W1824-28=125 


241825-20-64 
241828-26-5652 
W1837-30-64 


2W1C112-27-50 
2:71C112-72-36 
2w1C118-72-10 
2W1C118-72-20 
2W1C118-75-36 
2W1C116-75-50 
2V1C12-24-63 
241C13-16-42 
2W/1C13-18-32 
241C13-20-20 
2W1C13-42-60 
241C14-20-050 
2W1C16-24-64 
241C16-28-90 
2W1C17-20-25 
2W1C17-20-50 
2481C17-24-63 
241C21-22-42 
241C24-40-125 
2:1C25-26-50 
211C32-22-42 
2W1C32-26-010 
2wW1C33-36-63 
2541C37-30-32 
2Η 1ζ41-32-016 
241ς41-32”-30 
2W1C41-32-60 
21C68-48-125 
2W1C8-10-31 

2W1C8-12-20 

2W1C8-16-20 

2W1C9-30-43 


2W1C9-38-43 

2W1C9-40-743 

2W1C96-72-716 
2w1C96-72-31 
2w1C97-70-18 
2%41C97-10-25 
231F10-11-232 


2W1F12-12-32 
2W1F20-20-32 
2W1F40-24-32 
2W1K25-24-65 
241452-34-82 
2U1LA12 
2W1LB21-20-10 
2W1L824-20-16 
241LB30-48-62 
211L837-34-32 
W1LB49-42-32 
2v1P10-2A62 
241P10-20-62 
241P10-24-62 


2W1P12-16-62 
2w1P12-20-63 
W1Pi 2-24-62 
2v11P12-28-62 
241P13-28-63 
2y1P14-24-62 
2U1Pl4-24-64 
241P16-16-63 
231Ρ16”-24-62 
21/1P17-16-963 
241P21-20-125 


W1P21-20-156 
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W1P22-18-32 
W1P40-40-64 


W1P9-10-32 
W1P96-72-47 
2 W1R12-10-62 
PpW1R16-16-62 
W1IR25-24=05 
21/1R64-68-62 
W1SR10-18-94 


2v115R40-24-30 
WISR56-48-187 
W1SR72-56-167 
w1S14-32-55 


1v1Vio-12-62 


$1V10-14-82 
2W1V14-12-52 
2W1V16-44-32 
241V29-22-62 


v1V30-24-62 
W1V33-24-62 


W1V3 3-24-64 
2w1V37-26-62 


w1V37-26-54 
Wl1V4z-38-52 
W1V49-32-52 
W1V57-36-52 


2910-10 
2W10=12 


Nip NO +£ + 


Nr ο C G O 


Revised 15 September 1955 








AN O1-60AABA-4 


[εἰκιετονεῖ---- [πατε FIGURE |TOTAL|MICROFILM Cr iwa NUMBER 
[PARTNUMBER | [PARTNUMBER | AND INDEX | QTY. | NUMBER [| PARTNUMBER | NUMBER 




















EET 
R82NA- IH 



























































20-5024-8 
20-5024-3 

20-5025-11 
20-5025-16 
20-5025-17 
20-5025-10 
20-5025-19 
20-5025-20 
20-5025-21 
20-5025-22 
20-5025-23 
20-5025-24 
20-5025-7 

20-5025-8 

20-503-10 

20-503-11 
20-503-12 
20-503-13 


2418-18 E R82NA-RH 
2418-4 R8ZNA=RH 
2W18-4L M R82NA-RH 

R82NA-RH 
R82NA-RH 


218-416 


2Ww18-416L 





20-503-18 
20-503-19 
j 20-503-2 
23118-516L 
2W18-6 


20-503-21 
2418-6L i 


2418-615 
W18-616M 
2418-7716 
2W18-8 
2118-8L 
20-503-34 
20-503-5 
20-503-9 
20-5032 
:|20- 5034-6 
20-5035 
20-5036 
20-5036-0 
20-5036-6 


R82NA-RH 
2118-216 
2W2-20-62 
2289-64-62 

.|2w2sP112-72-65 
2V2SP118-75-065 
2425P118-775-65 
2ἠ25Ρ16-28-95 
225P17-22-065 
242SP20-20-62 
2W25P21-20-65 
2W2SP21-28-125 

W2SP25-30-65 
2W25P26-26-125 
2W2SP33-26-125 
2W2SP 37-31-95 
2W25P37-36-094 
21:25P41-34-95 
2W2SP73-607125 
2W2SP 73-68-7125 
212SP73-72-156 
2W2SP76-76-125 
242529-27-93 
282533-32-125 
22549-36725 
2W25-24-064 
2125-49-40-25 


R82NA-RH 


R82NA-RH 


20-5037-2 
2072057-2 
0-5037-5 


R82NA-RH 
R82NA-RH 


R82HA-RH 


R82NA-RH 
IR82NA-RH 
R82NA-RH 
R82NA-RH 


20750239-4 
0-504-10 


jK82NA-RH 





0-504-22 
0-504-23 
0-504-24 
20-504-25 





20-500-28 07504-28 


20-500-29 
20-504-30 


po-504-47 
20-504-48 
20-504-50 






20-504-51 
R82NA-RH 
20-502-7L 
-502-7R 20-504-56 
R82NA-RH P0-504-57 
R82NA-RH RS2NA-RH [20-504-58 
20-504-59 


R82HA-RH 20-504-6 
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R82NA-RH 
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PART NUMBER 9 AND INDEX | OTY. NUMBER PART NUMBER 
— RE 
0-509-30 
20-509-31 
0-509-32 
0-509-8. 
20-510-15 
20-510-16 
20=510-17 
20-510-2 
20-510-3 
20-510-503 

















FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


cope | 






















20-504-61 
20-504-62 
20-504-63 
20-504-9 
20-5040 
20-5040-10 
20-5040-20 
20-5040-30 
20-5040-6 














R82NA-RH 
R82NA-RH 























R82NA-RH 
R82NA-RH 






R52NA-RH 
R82NA-RH 
R&2NA-RH 


















20-510-8 
20-511-12 













R82NA=RH 
R82NA-RH 


20-5043-10 






20-5043-12 
20-5043-13 
20-5043-14 
20-5043-15 
20-5043-16 
20-5043=5 



















R82NA=RH 
R82NA-RH 
RB2NA-RH 
R82NA-RH 
R82NA-RH 
R82NA-RH 
R82NA-RH 
R82NA=RH 
|R82NA-RH 





0-511-64 
0-511-65 
20-511-66 
20-511-67 










20-5043-7 










20-5043-8 







20-511-72 
20-511-73 










fo 














20-5045-21 
20-5046-100 
0-5046-13 

0-5946-17 





R82NA-RH 












R82NA-RH 





20-5046-19 
20-5046-22 
20-5046-23 
20-5046-30 
20-5046-40 
20-5046-50 
20-5046-6 





0-516-30 
0-516-60 
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0-527-7008 
20-527-80 
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CLASS CODE 


20-529-20 
20-529-30 
20-530-100 
20=530-103 
20-530-104 
20-530-105 
20-530-106 
20-530-108 
20-530-109 
R82NA-RH [20-530-115 
20-530-116 










20-530-161 
20-530-162 
20-530-163 
20-530-164 
20-530-165 
20-530-166 
20=530-167 
20-530-168 
20-530-169 
20-530-170 
20-530-171 
290-530-4172 
20-530-173 
20-530-174 
20-530-175 












































20-530-179 
20-530-180 
20-530-181 
20-530-1€2 
20-530-183 
207-530-7184 
20-530-185 
20-530-186 
20-530-187 
20-530-188 
20-530-190 
207530-191 
20-530-192 
20-530-193 
R82NA-RH |20-530~2 






20-530-211 
20-530-212 
20953070213 
20-530-214 
20-530-215 
20-530-216 
20-530-22 
20=530=23 
20-530-24 
R82NA-RH |20-530-27 
20-530-28 
R82HA-RH |20-530-29 
R82NA-RH [207-530-7307 
R82NA-RH |20-530-313 
























R82NA-RH |20-530-52 
R832HA-RH [207530753 





20-530-62 
20-530-63 
R82HA-RH |20-530-66 
R82NA-8H [20-530-67 
20-530-68 
20-530-69 
20-530-70 
20-530-71 
20-530-72 
20-530-73 
20-530-74 
20-530-75 
20-7530-88 
20-530-89 
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4819-8-010 
4819312-010 
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481984-006 

451954-007 
481984-008 
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3H2-6-42 
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481985-008 
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481985-009 
B19B5-010 
B19810-018 
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B19B12-012 
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3H2L4-12 
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“= 28 
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4B1954-008 
481994-012 
481955-004 


481956-904 
481956-006 
481956-008 


4820-5-006 
4820-55D10 
4820-8-010 
4820B10-093 
4820810-008 


4820810-016 
4B20B10-020 
4820B11-022 
4820B12-006 
4820B14-018 


4820B4-008 


4B20B4-03 

482085-007 
4B20B5-0C8 
4B2285-016 
4820B6-005 
4B2086-007 


4322R6-008 
432086-010 


4B20MS 4-013 
4g20457-013 
4820MS8-918 
4820510-098 
4822510-11 

4820511-011 
4B20512-010 


4820514013 
4820514-028 
4B20514-128.£ 
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482154-119 
4B21S4-123 
482154-124 


482155-028 
482155-1404 
482155-212 
482156-011 
482156-012 
4B21S6-23 
4821$6-27 


4B2158-0-11 
482158-024 
482158-112 
482158-19 
482158-6 


453=10-4 


453=-=10-7 
453-10-8 
4953-16-11 
453-416-16 
453-416-20 
453-416-22 
453-416-24 
453-8-24 


453D10-15 
453D10-16 


453D10-17 
453010-2 

453D10-24 
453D10-42 


6 

8 
453D616-12 
453D616-13 
453D616-18 
453D616-20 
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$3P416-30 
53Ρ8-18 


1453P8-4 
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454-4-9 
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4S404-34 
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454D6-74 
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97-14055-5 
97-54109-16 
97-54109-17 
97-54199-2 
97-54109-4 
97-54109-5 
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ACCELEROMETER RBBA140-§5 

ADAPTER : 

ADAP TER INDICALOR 

ADAP TER i INDICATOR 

ADAPTER INDICATOR 

ADAPTER COMPASS INDICATOR R8811888 

AERO INDICATOR R8812700-10 

AERO INDICATOR 

AERO4A USE 1ERO4B INDICATOR R8812662-10 

AERO4B INDICATOR R3811929-50 

ALTIMETER R8810625-000 INDICATOR R88U1931 

ALTIMETER INDICATOR 

ALTIMETER R88A0351-011 INDICATOR 

ALTIMETER INDICATOR 

ALTIMETER INDICATOR 

AMPLIFIER REBAO496-00 INDICATOR 

AMPLIFIER. REPAY TE- 065 INDICATOR 

AMPLIFIER INDICATOR 

BALL INDICATOR . 1£$11795-015 

BALL INDICATOR R8810750-110 

BALL INDICATOR R8811927-50 

BALL INDICATOR R8812698-25 

BALL STAINLESS ST INDICATOR R1611976 
R8880648-000 INDICATOR R8810474-010 
R888060-000 INDICATOR R1611976 
18K194-268 INDICATOR R8812698-25 

INDICATOR 

INOICATOR 

INDICATOR: R8811200-12 

INSTRUCTIONS 

INTERCONNECTING CABLES 

JUNCTION BOX 


EF gt l ng g EL o ab grid 


F2 σα t ο m a e m RS Rm M r S m m m mS + 


18K194-268 


CAMERA MOUNT R16S10481-200, 
CAPACITOR | : 
CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CARD R88C0152 
CASE 

CASE 

CHART BOARD 

CLIP 

CLIP 

CLIP 

CLOCK 

CLOCK R88C0583-011 
CLOCK R88C0590-011 
CLUTCH SWITCH 

CLUTCH SWITCH R8851378 
COMPASS R88C779-500 
COMPASS 08C0779-525 R8810801-011 
COMPASS i R88R383-50 
COMPASS 

COMPASS 

COMPASS 

COMPASS REPEATER R8810801-011 
COMPUTER R88C1121-000 
COHPUTER Μα soco 
CONTROL E18C1862-135 
CONTROL * e1721662- 138 
CONTROLLER 

CONTROLLER STICK R88c1500-050 
COVER 

COVER 

CYLINDER K1084-514 
CYLINDER K1084-516 
DISCONNECT 

DISCONNECT 

FLOWMETER R88T1965-000 
GENERATOR R8561395 
GENERATOR R88G1320 
GROMMET 

GROMMET 

HAND BOOK 


SUPPORT 


Virg rg rope 
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PLOTTING BOARD 
POTENTIOMETER 
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R88S0400-050 
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H R8851378 
TACHOMETER GENERATOR 
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ο ΝΠ; 

AND INDEX AND INDEX| QTY 
TIRE 370 — 62 1 

TRANSMITTER R88T2651 392 - 11 1 Αα. a 
TRANSMITTER R88T2651-125 392 - 12 1 |lAN161-16LS 1 
TRANSMITTER R88T2651-225 392 1 | JAN165-16RS 5 
TRANSMITTER R88T2350 411 =- 1 1 | jAN165-465 4 
TRANSMITTER 411 — 2 1 3 
TRANSMITTER il — 3 1 ||AN173-10A 4 
TRANSMITTER 412 — 17 1 | |AN173-11A 4 
TRANSMITTER 412 - 19 1 | |AN173=-34A 1 
TUBE 353 1 | JAN174~-12 170 - 5 1 
TUBE 370 1 |[AN174-12A 56 - 71 1 
TYPE ΑΦ. 10 ||AN174-13 38 - 3 
TYPE-A5 16 | [AN174-13A 56 - 3 
WATCH 189 1 ¡[AN174-17 188 - 1 
WATCH 192 AN174-17A 56 - 1 
WATCH BOX 189 1 | JAN174-23 52 = 1 
YOKE 34] - 6 1 | JAN174-25A 55 - 4 
YOKE ASSEMBLY 342 — 6 1 | |AN174-26 52 - 1 
AAF39A4240 22 - 19 5 | |AN174-30A 56 - 1 
| AAF39A424 22 - 24 AN174733A 329 - 1 
AAF3985435 22 - 23 ^ | |AN174-36A 170 - 2 
AA11324 USE .AA11324A 188 - 6 
AA11324A R83V1 278 - 40 4 56 - 1 
299 =. 67 3 ||AN175-10A - 2 
2994= 49 AN175-12 R43B76500-2225 1 
^ 322 - 17 1 ||AN175-16 168.- 64 1 
12 8 326 - 4 1 
š 107 ~ 44 2 38 - 25 1 
AF08-12S4S 1 424 - 4 1 
AF08A10S2S R17P4436-1-25. 2 329 - 4 1 
AF08A12SAS ΕΙΡ uu3í£-]450 413 = 28 1 ||AN177-35A 186 - 20 1 
AFO8A14S7S 434 — 20 2 | |AN178-20 358 - 4 8 
'"|AF08A18-11S R17CED-AFOBA18-115 13 - 29 2 ||AN178-20A 184 - 12 1 
AF08A18S4S : ` 1 358 — 10 16 
JAF394-13 199 - 44 1 184 — 1 
AF83-6 91 - 18 3 371 - 1 
AF84-12A τ 23 1 | ΙΑΝΙΤ9-1ΤΑ - 1 
AF865-1 2 | |AN179=24 1 
AF934~101 29 = 57| 4 | |AN179-24A 6&.-35| 1 
AF934-7107 4 52 - 38 1 
AF934-116 146 - 13 2 186 - 10 1 
|AF934-12 23 - 80 2 R43B76540-244 358 - 16 12 
AF934-123 149 — 27 1 RN 84 358 - 17 4 
AF934-713 446-7 9 2 15 - 43 1 
AF 934-14 * R33P492-2231 148 - 46 6 52 =- 4 4 
AF934-18 155 - 36 1 124 - 5 5 
AF934-19 147 - 8 1 185 - 53 1 
AF934-20 9 - 10| 10 171 - 43 3 
AF934-22 149 - 6 1 60 - 33 3 
AF934-723: 147 - 10 2 56 - 12 3 
AF934-27 147 - 12 1 107 - 21 5 
AF934-4D 1 R778513-00417-0004 173 - 47 5 
AF934-40 446 - 32 1 R778511-00303-0004 107 - 17 16 
AF934=5 145 - 23 8 R778511-00417-0004 41 ~ 14 14 
AF934-6 [R33 . 148 6 R77B511-00509-0004 38 - 36 2 
AF934-7 R33P492-2115 144 1 R778511-00613-0004 54 = 19 2 
AF934-8 155 - 12 1 R778511-00811-0004 54 - 10 6 
AF934-9 17 - 19 14 168 - 20 4 
AF934-97 1 326 - 29 2 
AJ4-35 R42F36040 243 = 13 1 152 - 21 1 
AMC40A1C4 ^ E . 2 90 = 34] 13 
AM3433-22-5 5 1 178 — 26 4 
AM40/A1C R16AN 333 - 4 4 90 = 12 8 
AM40/A1C - 335 — 22 3 R77B511-01007-0004 175 - 27 3 
AM40/A1C 336 - 55 R718511-00407-0004 7 - 26 26 
- AM40/A1C 1 R778511-00609-0004 176 - 65 3 
AM40/A1C4 2 | |AN201K8A R778511-00805-0004 90 - 4 2 
AN/ASA3 “7 = 32 10 | JAN202K21B R778511-02103-0004 171 - 2 
AN/ASA3 7 = 43 R77B8511-0 2903-0004 118 - 5 
AN/ASA3 63 - 70 187 - 2 
AN=N6A 343 - 60 1 R778519-00311-0004 183 - 1 
ANO3-30CH29 \ 1 R778519-00421-0004- = 2 
AN12-21A 384 - 19 1 - - 1 
AN12-22 353 - 60 2 1 
AN12-50 387 - 10 1 - 2 
AN1306A14S1S 1 R778517-00421-0004 173 - 48 2 
AN1306A1452P 1 ||AN207D5 . R778517-00515-0004 38 - 1 
AN1306A20-27$ 4 | |[AN210-1A R82P810100 40 - 2 
AN13064A28-12P 1 | JAN210-18 176 - 42 
AN155-16L 53-7 4 4 R82P810110 38 - 25 
AN155-16S 53 = 21 2 89 - 71 
AN155-22S 173 - 59 3 | JAN210-4A R82P810130 40 - 2 
AN155-325 390 - 16 1 | |AN210-6A 40 - 2 
AN155-80L 132 -.44 1 | ΙΑΝΟΙΟ-68 = -32 
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AN218-4 R778995-41001-0000 


















AN218P4 433 - 36 1 2 
ΑΝ22 1-6 189 - 11 4 
AN227-7 189 - 10 4 


AiX227 78 

























































































FUOW + ON + O. 


1 
1 
1 
2 
1 
2 
1 
1 
9 
3 
7 











AN227-9 4 
AN23-10 R43B32774 40 - 9 6 

AN23-11 R43B32780 53 - 10 11 

AN23-11A . 184 - 65 3 

ΑΝ23-12 53-25 23 - 

AN23-13 R43B32792 40 - 10 11 5 

ΑΝ23-15 R43B32804 176 - 49 5 - 
ΑΝ23-15Α 169 = 53 1 = 

AN23-16 R43B32810 94 - 19 .7 | |AN3-12A = 

AN23-17 R43B32816 9S4 = 8 9 | [AN3-13 - 
Ail23717A 168 - 45 5| |AN3-13A = 

ΑΝΖ3”18 Το - 41 1 | JAN3-14 - 

AN23-19 R43832828 173.“ T2 3||ΑΝ3-14Α - 

AN23-20 R43B 32834 179 =- 17 2||AN3-15 - 

ÀN23-21 R43B32840 173 — 36 2 | |ΑΝ3-15Α = 
AN23-21A R43B32842 ! 4 | JAN3-16A 

AN23-25A 170 1 |[AN3-17 = 

AN23-26 179 - 18 2 |IAN3-17A - 

AN23-27 107 5 2 = 

AN23-29 179 - 8 1 5 

AN23-30 176 = 2 1 = 
AN23-32. 179 - 6 1 N - 

AN23-34 176 9 1 | JAN3=23A ` ú 

AN23-38 179 - 9 l|l|AN3-24 - 

AN23-42 176- 3 1 | JAN2<24A 7 

AN23-9 R43B32768 40 - 8 25 - 

AN23-9A 38 = 55 2 

AN230B20 189 = 9 2 - 

AN24-10 R43B33312 408 - 60 15 - 

AN24-711 R43B33318 423 - 29 3 - 

AN24-12 R43B 33324 168 — 26 7 = 

AN24-13 175 - 15 9 - 

AN24714 169 - 18 1 - 

AN24-15 7 - 40 3 - 

AN24-717 R43B 33354 92 = 38 | 4 - 
AN24=174 eor 4€ T 2 - 

AN24” 18 R43B33360 55 = 34 22 

AN24-19 R43833366 110 - 16 2 

AN24-20 R43B 33372 110 — 51 1 

AN24-21 R43B33378 94 - 13 1 

AN24-—22 R43B33384 38 - 42 3 

AN24-23 R43B33390 196 4 

AN24-25 R43B33402 94 - 27 4 

AN24-26 R43833408 422 = 4 2 

AN24-27 3 

AN24~27A R43B33416 377 = 54 2 

AN24-28 R43833420 132 - 18 4 

AN24~29 R42833426 196 - 71 2 

AN24-32 168 - 81 1 

AN24- 46 R43832504 377 =- 6 1 

AN24-750 i 111 - 54 1 

AN25-10 409 = 7 6 

AN25-20 R43833966 196 — 66 2 

AN25-22 R438339783 196 - 49 2 

AN25-25 94 - 23 1 

AN25-26 171 - 46 2 

AN25-29 132 - 11 2 

ΑΝ25-30 R43B34026 387 - 18 1 

AN25-42 132 — 6 2 

AN25- 464 63 - 19 2 

AN25-52 R43B34098 186 - 57 1 R17528246-120 

AN25-64A 63 - 4 2 USE AN3021-3 

AN253-1-050 89 - 38 2 8 
AN253-1-4050 67-7 3 1 3 
AN253-1-578. CL. 42 439 — 46 1 & 
AN253-2-1200 193 - 14 i 1 
AN253-2-200 116 4 R17528266-22 2 
AN253-2-25 1 2 
AN253-2-2 445 - 46 1 1 
ΑΝ253-2-300 193 = 13 1 2 
AN253=-2-53 65 - 16 i R17528266-95 4 
AN253-4-2375 217 - 14 1 R17528234-270 7 
AN2552-3A 269 — 19 1 R17528231-105 8 
AN26-16 184 2 | IAN3027-6 513$232211-]25 1 
AN26-17 R43534558 181 < 2 4 N3027-1 R175282$6-115 1 
AN26-19 R43B 34570 168 - 9 6 R17S28231-90 3 
AN26-22 R43B34588 114 - 16 4 5 
AN26~24 77- 6 2 2 
AN26-26 R43834612 115 - 16 6 1 





Revised 15 September 1955 





Section Il. 
Numerical Index of 
Standard and Vendor Parts 





AN3030=7' 






















AN3053-16 
AN3054-16 
AN3054=4 
AN3054=6 
AN3055-22-8 
AN3056-12 
AN3056-20 
AN3056-24 
AN3056A10 
AN3057=10 
AN3057=10A 
AN3057-12 
AN3057=12A 
AN3057-16 
AN3057=16A 
AN3057=20 
AN3057=20A 
AN3057=24 
AN3057=3 
AN3057=3A 
AN3057-4 
AN3057-4A 
AN3057-6 
AN3057-6A 
AN3057=8 
AN3057-8A 
AN3057-8D 
AN3057A10 
AN3057A108A 
AN3057A12A 
AN3057A16A 
AN305708L 
AN3058-16 
AN3060=16 
AN3063-4 
AN3064~16 
AN3064-4 
ΑΝ2064-6 
AN3065-1032 
AN3066-16 
AN3066-4 
AN3066-6 
AN3067-5 
AN310=10 
AN310-12 
AN310-14 
AN310-3 
AN210-4 
AN310-428 
AN310=5 
AN310-6 
AN310-8 
ΑΝ210-9 
AN310C4 
AN310C5 
AN310C6 
AN3100-1253P 
AN3100-16-13P 
AN3100-18-22P 
AN3100-20-27P 
‘| AN3100~205 


ÀN3030-9 R17L11382-100 Pat = i 
5 R17L12931-5 21 = 13 
R17L11411 R28 = 8 

R46 - 15 

31. = 16 

21 - 15 

21 - 16 
























R17A2299 
R17A2299-100 















USE AN3057-4 
R17A2297 

USE. AN2057-6. 
R17A2298 











N 
3 
ν ` 
$$ ETE TG E P tg 










m 
> 
MI O 









AN3100A12S3P 
AN3100A14S2S 
AN3100A16S1S 
AN3100A18-1S 
AN3100A18-20$ 
ΑΝ3100Α20-15 
AN3100A20-165 
AN3100A22-19S 
AN3100A28-11S$ 
AN3100A32-65 
AN3100C14S6P 
AN3100C14S7P 
AN3100C14S7R 






R17R1652-50-50 











R17R1652-60-100 
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AN 01-60AABA-4 


MBE! STOCK NUMBER FIGURE |TOTAL 





AN310-C20-1P 

AN3100C20-18P 
AN3100C20-27P 
AN3100C22-14P 











AN3100616-13P 
AN3101-14SIP 









AN3102-24-5P 
AN3102A14525 
AN3102A16515 
AN3102A16585 
AN3102A18-15 
AN3102A20-165 
AN3102A20-275 


AN3102A24-28P 
AN3102A 28-125 
AN2102C20-18P 
AN3106-10SL3S 
AN3106-1253S 
AN3106-14S2S 
ΑΝ2106”- 14555 
AN3106-16-13S 
AN3106-16S1S 
AN2106-18-1S 
AN3106-.18-20P 
AN3106-18-20S 
AN3106-18-55 
AN2106-19-20S 
AN3106-20-27S 
AN3106-24-19P 










AN3106A18-15 
AN3106A18-10S 
AN3106A18-11S 
AN3106A18-12P 
AN3106A 18-125 
'AN3106A 18-185 
AN3106A18-6S 
AN3106A 18-85 
¡AN3106A18-95S 
AN3106A18S1S 
AN3106A20-1S 
AN23106A20-11S 
AN3106A20-16P 












AN3106A20-16S 
AN3106A20-27S 


:|R17R1670-6060 


AN3102A20-27SW 
AN3102A22-14SWw 


R17P4425-945 


AN3106A20-16PW 













R17R1653-120-50 






R17R1807 





R17R1505-180 
R17R1525-40 






















š 
Ευ 















R17R1707-50-10 
R17P4425-620 
R17P4425-830 















R17P4426-110 









R17P4426-188 

















R17P4426-20 
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AN3106A20-29S 
AN3106420-4S 
AN3106A22-14P 
AN3106A22-145 
AN3106A22-19P 
AN3106A22-19S 
AN3106A24-11P 
AN3106A24-28S 
AN3106A24-55 
AN3106A28-11S 
AN3106A28-12P 
AN3106A28-125 
AN3106A28-15P 
AN3106A28-155 
AN3106A28-16P 
AN3106A28-16S 
AN3106A6-11S 
AN3106B12535S 
AN3106B14S2S 
AN3106B14S6P 
AN3106B1456S 
^N3106B1457P 
AN3106B14S 7S 
AN3106B147P 
AN3106B16-115 
AN3106B1651P 
AN3106B16S1S 
AN3106818-1S 
AN3106818-20P 
AN3106B18-20S 
AN3106818-5S 
AN3106B20-13P 
AN3106B20-13S 
AN3106B20-155 
AN3106B20-17P 
AN3106B20-27P 
AN31068B20-275S 
AN3106B22-14S 
AN3106B24-20P 
AN3106B24~20S 
AN3106B24-5P 
AN3106B24-7S 
AN3106B28-12P 
AN2106828-12S 
AN3106B28-15P 
AN3106B32-7P 
AN3106B32-7R 
AN3106B32- 7S 
AN3106836=7P 
AN3106B36~7PW 
AN3106B36~7SW 
AN3106B36-7SX 
AN3106B38-7P 
AN3108-10SL4S 
ΑΝ3108-12535 
AN3108-1452P 
AN3108-1452S5 
AN3108-14S5S 
AN3108-1457P 
AN3108-1457S 
AN3108-16-105S 
ΑΝ3108-18-15 
AN3108-18-125 
AN3108-18-20P 
AN3108-18-22S 
AN3108-18-4S 
AN3108-20-7S 
AN3108-20A-165S 
ΑΝ3108-28-165 
AN3108-4S7S 
AN3108-8S1S 
AN3108A05-25 
AN3108A10SL35 
AN3108A1253S 
AN3108A14-2S 
AN3108A14S2P 
AN3108A14S2S 
AN3108A14525X 
AN3108A14S2SY 
AN3108A145257 
AN3108A1453S 
AN3108A14553 
AN3108A14555 
AN3108A1457S 


PART NUMBER STOCK NUMBER 


R17P4430-9-15 


R17P4430-420 
R17P4430-444 
R17P4430-450 
R17P4430-452 
R17P4430-479 


R17P4430-678 


R17P4430-799-30 


R17P4430-640 
R17P4430-763 


R17P4429-410 


Revised 15 September 1955 





AN O1-60AABA-4 


FIGURE  |TOTAL 
A 


ND INDEX | QTY. 


tree 


Vet b) 3 111 


2 


~ 


PI IN ENR HNMR UN 1-7 Qn) in 3 ὑπ INO). RS am I a > N ENN NEN N) Z Z Q) Z IND N 2 > > N ND N) N) EN FPWR > — — p pa pd 4-2 pad NI ud NY Dd pd END ee un N N = 


PART NUMBER STOCK NUMBER A FIG 


AN310WA16-105 


AN3108A18=15 
AN3108A18-105 
AN3108A18-35 
AN3108A18-65 
AN3108A18=95 
AN3108A20-225 . 
ΑΝ3108Α20-275 
AN3108A22-14S 
AN3108A24-28S 
AN3108A24=55 
AN3158A28-115. 
AN3108A32~6P 
AN3108B14S5S 
AN3108814S6P 


AN3108B20-27P 
AN3108820-27S 
AN3108820-27SY 
AN3108B22-14P 
AN3108B22-14S 
AN3108B24 
AN3108B24-285 
AN3108B24-55 
AN3108B24-7S 
AN3108B28-12P 
AN3108B28-12S 
AN3108B28~155S 
ΑΝ3108836-75 
AN310888S1P 
AN3108M28-125S 
AN3116-1 
AN3118-2 
AN3121-313 
AN3121-313R 
AN3121R313 
AN3122-1524 
AN3122-308 
AN3124-307 
AN3124SB307 
AN313~1032 
AN3132-30V8 
AN3132-308 


AN3157-8 
AN3158-1 
AN3158-2 
AN316-10 
AN316-10R 
AN316-12R 
AN316-14R 
AN316-16R 
AN316-4 
AN316-4L - 
AN316-4R 
AN316-5 
AN316-5L 
AN316-5R 
AN316-6 
AN316-6L 
4AN316-6R 


R17L5100MA230 
R17L6732=20 


R17L12932-123 


R17L12932-121 
R17L12932-127 
R17L12932-125 


R43N25006 
CL. 43 
R43N25010 
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AN316-7R 

AN316-8R 

AN316-9R 

AN3160-10 

AN3160-25 - 
AN3160-35 USE AN3106-25 
AN3160-50 

AN3161P10 R17C9179-60 
AN3161P15 R17C9179-70 
AN3161P20 R17C9179-80 
AN3161P25 R17C9179-90 
AN3161P35 R17C9179-110 
AN3161P5 R17C9179-50 
AN3161P50 R17C9179-125 
AN3165R 

AN3166-1 

AN3169-1 

AN3177-1 

AN3177-3 R17L12932-129-177 
AN3195-3 

AN3199-1 

AN320=10 R43N22645 
AN320-12 R43N22650 
AN320-14 R43N22655 
AN320-16 

AN320-18 

AN320-2 

AN320-3 

ΑΝ320--4 

AN320-5 

AN320-6 

AN320-8 

AN320-9 

AN3200-450 

AN3202-1 

AN3210-1 

AN3211-1 

AN3211-2 R17525519-26 
AN3213-1A CL. 83 
AN3216-1 R17525109-174 
AN3220-2 

AN3223-1 

AN3224-2 

AN3225-1 

AN3226-2 R17S28288-50 
AN3226=3 

AN3227=1 R17528242-18 
ΑΝ3227-2 

AN3227=5 R17$28542-21 
AN3227-7 

AN3227-8 R17528242-23 
AN3228-1 R176-101-77-65 
AN3228-2 R17610177-64 
AN3229-1 

ΑΝ3249-1 

LAN3249-2 

AN3308-1 R17R5899-33 
AN3310-1 R17R5899-35 
AN3314-1 

AN3316-1 R17R5899-40 
AN3320-1 R17R5882-70 
AN3333-1 

AN3350-2 

AN3352-1 R17R56777-120 
AN3370-1 R17R5886-56 
AN3371-1 

AN3380-1 

ΑΝ340-4 

AN340-6 

AN340-8 

AN3408616 

AN341-10 

AN341-4 

AN341-6 

AN361-616 

AN341-8 

ΑΝ3426-2-2 

ΑΝ3433-2-2 

AN3433-2-3 

AN3433-2-5 

AN3433-4-2 

AN3434 

AN3434-1 

AN3434-2 


AN3434-2-6 
AN3434=3 
AN3434-4 
AN3435-2-20 
AN3436-10-1 
AN3436-2-1 
AN3436-2-10 
AN3436-2-11 
AN3436-2-12 
ΑΝ2436-2-13 
AN3436-2-14 
ΑΝ2436-2-15 
ΑΝ2436-2-16 
AN3436-2-17 
AN3436-2-19 


t0 uu 























R17P439-249 


OFON@OAWO 










AN3436-2-4 
AN3436-2-5 
AN3436=2-6 
AN3436-2-7 
AN3436-2-8 
AN3426-2-9 
AN3436-28 

AN3436-3-16 
AN3436=4~16 
AN3436-4-5 

AN3436-4-6 

AN3436-4-7 


Parte 
N 
£ 
3 
rg) gd S d o τν τι 
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F 
w 
w 
Itb i lb l 





AN350-1032 
AN3502-2A 
AN36/APS31 
ΑΝ26-44 
AN360C616 
AN360D416 
ΑΝ363-1032 
AN363-524 
AN363-624 
AN363-632 









R43N95940-1910 






R43N97525-105 
R43N97525-110 



























AN364-1032 
AN364-1034 
AN364-1216 
AN364-1414 
AN364-428 
AN364-524 
AN364-624 ' 
AN364=6 32 
AN364-720 
AN364-832 
AN364-918 
AN365-1016 
AN365-1018 
AN365-1032 
AN365-1216 
AN365-1614 
AN365=426 
AN365-428 
AN365-440 
AN365-524 
AN365-528 
AN365-624 






R43N98210 












R43N97443=10 
R43N97415-10 
R43N97445-10 
R43N97449-10 
















R43N97420~10 
R43N97200 
R43N97425-10 












R43N97430-10 
R43N97205 
R43N97435-10 
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AN365D624 2 }|ΑΝ4-16 
AN3650820 R43N96830 1 LIAN&=16A i 
AN380-2-1 1 | JANS~17 
ΑΝ386-1-11Α - 1 | |AN4-17A 
AN386-1-7 R42P14420 - 3 | |AN4-20A 
AN386-1-7A R42P14425 - 4 | AN4-21 
AN386-1-8A - 1 | [AN4-21A 3 
AN386-18 - 1 
AN386-2 - 1 1 
AN3903-0- 4118 1 
AN392-11 R42P9104 - 4 - 
AN392-12 Cle 42 - 1 - 
AN392-13 R42P9106 - 1 - 7 2 
AN392-17 R42P9110 - $ - 
AN392-19 R42P9112 - 4 - 
AN392-21 - R42P9114 - 1 - 
AN392-23 R42P9116 - 9 - 
ΑΝ392-25 R42P9118 - 1 - . 
AN392-27 R42P9120 - 2 1 
AN392-33 R42P9126 - 1 
AN392-43 = 4 | AN4-31A 1 
AN392~49 - 2 | AN4-32A 
AN392-9 R42P9102 - 2 | AN4-34A 407 ~ 27 
AN393 » 5 | [AN4-35A 419 - 
AN393-11 ë R&2P9206 - 9 | AN4-36 67 - 
AN393-12 CL. 42 = 1 | JANS=4 432 = 
AN393-13 R42P9208 - 15 | [AN4=4A 188 - 
AN393-14 Cleo 42 - 1 | [AN4= 40A 209 - 
AN393=15 R42P9210 - 7 6- 
AN393-17 R42P9212 - 3 R43877888 358 - 
AN393-19 R42P9214 - 7 | [AN4-44A R43877900 332 - 
AN393-2-2 1||AN4-5 66 - 
AN393-21 R42P9216 - 3 | ΙΑΝ4-5Α R43B77714 41 = 
AN393-23 R42P9218 s 2 363 - 
AN393-25 B 3 444 = 
AN393-27 = 2 320 - 
AN393=29 - 3 R43877718 B 
AN393-31 R42P9228 - 5 | [AN4=6A R43877720 
AN393-33 R42P9230 - 3 | |AN4-65A R43878002 
AN393-35 - 2 | [AN4-7 R43B77724 
AN393-37 - 1||AN4-7A R43877726 
AN393-39 R42P9236 - 2 R438407600-32 
AN393-41 - 4 
AN3 93-47 - 1 R43B16310 
AN393-53 - 1 
AN393-57 - 3 
AN393-61 R42P9258 - 2 
AN393-65 R42P9262 2 
AN393-67 =ë 2 3 
AN393-7 R42P9202 - 11 
AN393-9 R42P9204 - 29 R43885059 
AN3 94-13 R42P9352 - 2 Cle 43 

E AN394-15 R42P9354 - 2 
AN394-17 R42P9356 - 4 
AN394-19 - 4 
AN394=23 - 4 
AN3 94-27 R42P9366 - 4 R43B85077 
AN394=31 R42P9370 - 2 
AN394-33 1 
AN394-39 R42P9378 4 
AN394=51 5 
AN395-21 4 R43B85043-15 
AN395-41 2 
ΑΝ395-53 2 R43B85043-20 
AN396-27 R42P9712 1 | JANSHSA R43B85043~20 
AN396-29 2 R43885045 
AN396-31 1 
AN396--33 R42P9718 2 6 
AN397-29 1 R85635000 3 
AN398-43 2 4 
AN398-45 4 CL. 86 1 
AN398-69 R42P10154 - 2 1 
AN4-10 R43877730 - 18 CL. 86 I 2 1 
AN4=10A R43B77732 - 12 | |AN4127-6 R82F360012 30 - 26 2 
AN4-11 R43877736 - 125 | |AN4128 CL. 82 D 29 1 
ΑΝό-11Α R43B77738 - + 76 | ¡AN4128-1 R82F 366020 2 
ΑΝ4-12 R43B77742 - 4 | |AN4130-1 Cle 82 145 - 7 1 
AN4-12A R43B77744 τα 32 | JAN4130=22 CL. 82 30- 4 -10 
AN4-13 R43B77748 - 4 | [AN4130-23 CL. 82 30 - 11 10 
AN4-13A R43B77750 - 61 | [AN4130-26 CL. 82 30- 6 1 
AN4-14 R43B77754 = 7 | JAN4130=3 R82F360046 145 - 8 1 
ANG=14A ` 1R43B77756 39 R82F360052 30- 5 11 
AN4=15 R43877760 1 30 - 12 4 
AN4=15A R43B77762 13 30 - 30 2 
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AN4131-1 
AN4135-1 
AN4135-11 
AN^143-1 
AN4171-16 
AN4181-1 
AN42-124 
AN42-13 
ΑΝΔ2-3 
AN42-3A 
AN42=30A 
AN42-4 
AN42-%A 
AN42-6 
AN42D50C8 
ΑΝ43-30Α 
AN43-6A 
AN436A8 
ΑΝ44-16 
AN44=5 
ANA&-5A 
AN45=11 
AN45-7 
AN46A 
AN481-4P 
AN481-8P 
AN486-1 
AN486-=2 
AN486-3 
ANA4B6-4 
ΑΝ5-10 
ANS=10A 
AN5=11 
ΑΝ5-11Α 
ΑΝ5-12 
ΑΝ5-12Α 
AN5-13 
AN5-13A 
ΑΝ5-14Α 
ΑΝ5-15Α 
AN5-16A 
AN5-17 
ΑΝ5-17Α 
ΑΝ5-20 
ΑΝ5-20Α 
AN5-21 
AN5-21A 
AN5-22 
AN5-23A 
AN5=24 
AN5=24A 
ΑΝ5-25 
AN5=30A 
ΑΝ5-32 
ΑΝ5-32Α 
ΑΝ5-35 
AN5-37A 
ΑΝ5-40Α 
ΑΝ5-5Α 
AN5-50A 
AN5=6A 
ANS=7 
AN5-7A 
AN5C22 
ANSHA 
ANSH11 
ANSH13A 
ANSH25A 
ANSH26 
AN5H30 
ANSH4 
ANSHAA 
ANSH5 
ΑΝΒΟΟΑ10-12 
AN500A416-12 
AN500A6-3 
ΑΝΒΟΟΑ8-10 
AN500A8-5 
AN500AB-8 
AN500B6-12 
AN501-10-6 
AN501~516=10 
AN501-516-8 
AN501A10-10 


1086 


R82F360126 
R82AN 
R83KOEK1125D 


R43885150-85 
R43B85150-7 
R43B85150~8 
R43B85150-10 
R438181600 
R43S181955 


R435181542 
R435181522 


R435180853 
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AN501A10-11 
AN501A10-12 
ANS01A10-16 
ANSO1A10-4 
AN501A10-5 


AN502-10-10 
AN502-10-12 
AN502-10-14 
AN502-10-24 
AN502-10-4 
AN502-10-6 
AN502-10-8 
AN502-416-10 
AN502-416-14 
AN502-%16-20 
AN502-416-8 
AN502-8-10 
AN502-8-14 
AN502=-8-6 . 
AN503-10-10 
AN503-416-14 
AN503-416-16 
ΑΝ503-416-18 
AN503-416-8 
AN503-8-14 
AN503-8-4 
AN503-8-8 
ΑΝ5034-3 
AN504-8-9 
AN505-6R10 
AN505C4-10 
AN506-632-10 
AN507-10-13 
AN507=10R24 
AN507-1032-10 
AN507-1032-7 
AN507-1032B8 
AN507-1032R10 
AN507-1032R14 
AN507-1032R16 
ANS07=1032R18 
AN507=1032R7 
AN507-428-10 
AN507-428-12 
AN507-428-7 
AN507-428R8 
AN507-440 
ANSO7=440=6 
AN507-440-8 
AN507-440R10 
AN507-440R12 
AN507-440R3 


AN507-632F8 
AN507-632R 

AN507-632R10 
AN507-632R12 
AN507-632R16 
AN507-632R18 
AN507-632R5 
AN507 -622R6 


AN507=832R12 
ANSO7=832R16 
AN507=832R7 
AN507-832R8 
AN6078440-6 





Ra3s182542 


R435182532 


R435182534 
R435182538 


vo... 
> 
Ur PONE 


NNN 
+ O c + nm ω 


R435183244 


R435183240 


R435183124 


R435189800-4030 
435193900-340 


R435189800-4430 
R435189800-4440 


R435189800-530 


R435193850-518 - 
R435193850-526 


m 


R435189800-780 
R435189800-800 


T 


R435193850-946 
R435193850-950 
R435193850-918 
R435193850-922 
R435193850-926 
R435193850-930 
R435189800-3250 


R435193900-140 
R435193900-150 


R435193900-120 
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ANDO 18624R32 
AN5078632-10 
AN507B632R10 
AN507B632R14 
AN507B632R18 
AN507B632R22 
AN507B632R28 
AN507B632R6 
AN5078632R7 
AN507B632R8 
AN507B832R18 - 
AN507C1032R10 
AN507C1032R8 
AN507C832R12 
AN507UB632R14 
AN507UB632R18 
AN507UB832R26 
ANS08-7 
AN599-10-10 
ANS09-10-11 
AN509-10-12 
AN509-10-13 
AN509-10-14 
AN5C9=10=15 
AN509-10-16 
AN509-10-18 
AN509-10-19 
AN509-10-20 
AN509-10-28 
AN509-10-31 
AN509-10-33 
AN509-10-34 
AN509-10-35 
AN509-10-37 
ΑΝ509-10-5 
AN509-10-7 
AN509-10-8 
AN509-10-9 
AN509-10RS 
AN509-10R10 
AN509-10R11 
AN509-10R12 
AN509=10R13 
AN509-10R14 
ANDO9=10R15 
AN509-10R16 
AN509-10R17 
AN509-10R18 
AN509-10R20 
AN509-10R21 
AN509-10R22 
AN509-10R23 
AN509=10R24 
AN509-10R25 
AN509=10R27 
AN509-10R32 
AN509-10R37 
AN509-10R38 
AN509-10R58 
AN509-10R6 
AN509-10R7 
AN509-10R8 
AN509-10R9 
AN509-1027 
ANS09-16R22 
AN509-416-11 
AN5bQ07-7416-712 
AN509-416-13 
AN509-416-15 
AN509-416-22 
AN509-416-23 
AN509-416-29 
AN509-416-33 
'^N509-416-24 
AN509~416R10 
AN509-416R11 
ANS09-416R12 
AN509-416R13 
ANDOY=416R14 
ANbDOS-A416R15 
ANSO9-416R19 
ANS09-416R20 
AN509-416R22 
AN509-416R24 


R43514200-530 


R435142000-1080 


R435147059 
R435147062 
R435147065 
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ÀN509-416R29 
AN509-416R31 
AN509-416R33 
AN509-416R 34 
AN509-416R35 
AN509-416R47 
ANS09-416R48 
AN509-416R9 
AN509-417R17 
AN509-516-28 
AN509-516-35 
AN509-516R14 
AN509-516R17 
AN509-516R27 
AN509-616-20 
AN509-616-27 
AN509-616-40 
AN509-616-45 


'"|ANS509-7616-48 


AN509-616-9 
AN509-616R15 
AN509-616R42 
AN509-8-10 
AN509-8-11: 
AN509-8-12 
AN509-8-14 
AN509-8-16 
AN509-8-17 
AN509-8-4 
AN509-8-7 
AN509-8-8 
AN509-8-9 
AN509-8R15 
AN509-8R16 
AN509-8R19 
AN509-8R6 
AN509-8R7 
AN509-8R8 
AN509-8R9 


AN515-4R5 
AN515-4R6 
ANS15-4R7 
AN515-4R8 
AN515-4R9 
AN515-6-1 
AN515-6-14 
AN515-6-18 


.JAN515-6RH 


AN515-6RS: 
AN515-6R10 


[AN515-6R11 


AN515-6R12 
AN515-6R15 
AN515-6R16 


AN515-6R3 
AN515-6R32 


.JAN515-6R4 


AN515-6R40 
AN515=6R5 


-[AN515-6R6 


AN515-6R7 

ANSI5-6R8 

AN515-632R6 

AN515-8-10 

AN515-8-12 

AN515-8-17 
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Section lli 


Numerical Index of 
Standard end Vendor Parts AN O1-60AABA-4 i 


PART N! I STOCK NUMBER FIGURE 
T i : AND INDEX 





AN515-8-8 -832- ς = 
SIERO ids AN526-832-10 R435175154 200 - 37 19 
AN515-8R12 AN526-832K5 408 1 
AN515-8R13 | 4 | [AN526C1032-=8 397 - 5 
AN515=8R14 18 | |AN530-10-8 R435438132 y 21 - 8 
AN515-8R16 8 | |AN530-6-6 35 - 3 
ANS15-8R18 6 | [AN530-6R4 το = ο 
AN515-8R22 . 4 | [AN530-6R6 3 š 4 
AN515-8R24 R435210410 2 | |AN530-8-6 R435438092 79 - 5 . 
AN515-8R26 12 | |AN530-8R8 : 150 - 1 É 
AN515-8R4 R435210370 2 | [AN535-2-4 R43549594 344 = 4 i 
AN515-8R40 1 | [AN5525-1 R888890 159 - 3 a 
AN515-8R5 ; : 1| |AN5525-2 213 - 2 
AN515-8R6 R425210378 - 2 | AN5534-1 241 - 1 
AN515=8R7 R43S210382 - 2 | AN5537-1 R88C1310 . 2 
AN515-8R8 R425210386 - AN565A10-7 R435190402 214 - 2|* 
AN515-8R9 - AN565A10H12 365 - 8 | 
ANS 15B4R4 - laN565A6-4 152 - 1 
AN515B6R10 R435149314 - ¡ANS65B6=4 R435189950-2020 1 
ANS15B6R12 R435149318 - AN565C10-7 R43$190520 354 = 1 
AN51586R6 R435149302 - AN565C6-6 R435190450 2 
'AN515B6R8 - AN565D416H8 : 355 - 1 
AN515B8R12 - AN565D6-4 227 - 1 
AN515B8R8 - AN565D6-8 - 227 - 1 
AN5154R7 AN5745L2A 1 
AN5156R10 AN5771-5A R88G0924-010-000 349 - 2 
ANS156R8 ANS771-7A β886640 278 - 1 
ΓΆΝΞ16-6Ν = ANS771T4B 96 - 1 
AN520-10-10. = AN5785-1 . R88T2650 265 - 1 
AN520710-24 τ AN5791-1 š 164 - 1 
ΑΝ520-10-26 = AN5795-6 Cle 88 1 
AN520-10-5 ` - AN5795T6 : 237 - 1 
AN520-10-8 - AN5816-2 Π88Τ3305 2 1 
AN520-10R - AN5830-2 23 - 1 
| ^N520-10R10 - AN5830-3 23 - 1 
AN520-10R12 - AN5863-3 š R881474 1 
AN520-10R14 - ΑΝό-1ο > 269 - 1 
AN520-10R16 AN6=10A | 3- 9 
AN520-10R17 AN6-11A. R43B79132 117 3 
AN520-10R18 AN6-12A R43B79138 3- 6 
AN520-10R20 AN6-13 R43879142 181 = 4 
"| ANS20-10R22 + | |AN6-13A R43B79144 15 - 8 
AN520-10R24 R435211548 AN6=134  : 4 
AN520~10R26 R435211522 2 | |ANé-14 77 - 2 
AN520-10R28 R435211556 3 | [AN6-14A 372 - 1 
AN520-10R30 1 ||ΑΝ6-15 `. R43B79154  . 14 4 
AN520-10R32 R435211564 O | [AN6=15A R43879156 ; 15 - 4 
AN520-10R36 R435211568 1 | JAN6~16A R43B79162 88 - 8 
AN520-10R37 1 | |AN6-17 1 436 - 2 
AN520-10R4 8 | |AN6-17A R43879168 15 - 2 
AN520-10R42 - CL. 43 4 | JAN6-20 R43879172 163 - 2 
'AN520-10R43 1 | |AN6=20A 331 - 1 
AN520-10R48 I 2 | |AN6-21 370 - 9 
AN520-10R6 R43S211508 6 | |AN6=21A R43B79180 15 = 2 
AN520-10R7 R435211512 55 | [AN6-22 395 - 2 
AN520-10R8 R435211516 224 | |AN6-22A 356 - 2 
AN520-1028 2 | [AN6=23A 332 = 1 
AN520-1032-10 2 | |AN6-24A 141 - 6 
AN520-3R3 12 | [AN6=25A 343 - 4 
AN520-4R3 8 | |AN6=26A 141 - 4 
AN520-40R8 1 | |AN6=27A 141 - 2 
AN520-416 . . 4 | |AN6-31 92 - 2 
AN520-416R10 R435211642 - 2||AN6-31A : 2 
AN520-416R12 R435211646 - 4 | AN6-34A - 152 - 1 
AN520-416R14 - 14 | ΙΑΝ6-35Α 152 - 1 
AN520-416R18 - 8 | |AN6-36A .|152 - 2 
AN520-416R8 - 3 | ΙΑΝ6-5Α 340 - 4 
AN520~416R9 - 8 | ΙΑΝό-51Α 152 - 4 
AN520-465R12 4 | |JAN6-55 52 = 1 
AN520-5 . - 4 | |AN6-55A 4 
AN520B10R8 ' R43S1150526 - 2 | |AN6-7A R43879120 10 - 3 
AN520C10-6 R435325608 - 20 | |AN6A 374 - 4 
AN520C10-8 š - 1 | |AN6A34 a 171 - 1 
AN520C10R22 - 8 | |AN6DD67 R43B17606 178 - 1 
AN526-1032 14 | |AN6H12 3 184 - 1 
AN526-1032R11 - 30 ||AN6H2O - 184 - 1 
AN526-1032R12 - 1 | JAN@H20A R43885160-64 168 1 
AN526-1032R16 - 2 | ΙΑΝ6ΟΟ2-72Α. 351 - 4 
AN526-1032R30 - 1|lAN6016-2 R33V90640 351 - 8 
AN526-1032R8 R435193746 - 4 | |ANS017-1 R83V90650 351 - 4 
AN526-1032R9 - 14 | |AN6200-8A8 1 
AN526-6D 2 | |AN6204-1 323 - 1 
AN526-632R30 2 | |AN6204-2 . 355 - 5 
AN526-632R8 8 | |AN6227 3 
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AN 01-60AABA-4 Standard and Vendor Parts 
; RE FIGURE 

eo umm cP 
AN62 27-10 299A- E AN6246-14 R3361002-27 
AN6227-11 R33P492-40 34 - 42 AN6246-15 £^ 
ANR6227-12 R33P492-43 17 - i 14 | |AN6246716 32 
AN6227-13 R33P492-46 49 - 28 7 | |AN6246-16D 1 
AN6227-14 R33P492-49 21 - 38 26 | [AN6246-17 4 
AN6227-15 355 - 5 3 | |AN6246-18 R3361002-36 10 
AN6227-16 50 = 19 22 | JAN6246-19 R33G1002-38 6 
AN6227-17 R33P492-58 17 - 6 2 | lAN62&6-20 R33G1002-40 4 
AN62 27-18 R33P492-61 50 - 24 9 | JAN6246-22 . , 2 
AN6227-19 R33P492-64 17 - 30 7 | JAN6246-23 USE 5R16-23 
AN6227-2 320 - 26 10 | |AN6246-24 R33G1002-48 4 
AN6227-20 R33P492-67 285 - 30 14 | [AN6246-25 6 
AN62 27-21 R33P492-70 262 -. 12 2 | |AN6246-26 R3361002-52 8 
AN62 27-22 441 - 12 : 2 | JAN6246-27 R3361002-54 2 
AN6227-23 R33P492-76 22 = 36 13 | JAN6246-29 8 
AN6O 227-24 R33P492-79 95 - 10 2 | ¡AN6246-31 4 
AN6227-25 50 - 23 10 | JAN6 246-33 R33G1002-84 2 
AN62 27-26 361 - 23 4 | |AN6246-35 R33G1002-87 4 
AN6G2 27-27 R33P492-88 322 - 72 2 | |AN6246-37 2 
AN6221-28 427 - 48 2 | |AN6246-4 R33G1002-8 6 
AN6227=29 ` 355 = 20 3 | |AN6246-42 R33G1003 4 
AN6227=3 320 - 34 23 | |AN6256-44 4 
AN6227-21 R33P492-100 29 - 31 2 | AN62866-46 2 
AN62 27-33 R33P492-106 379 = 21 .l||AN6246-48 R33G1003-12 1 
AN6227-25 360 - 28 3|1AN6246-5 2 
AN6221-37 282 - 5 2| |AN6246-52 R33G1003-20 1 
AN6227-42 442 ~ 12 2 | |]ΑΝ6246-58 R33G1003-32 2 
AN62 27-44 285 - 10 5 | |JAN6246=60 2 
AN6 227746 355 - 35 1 | JAN6246-60 2 
AN6227-48 376 - 11 1|¡A4N6246-61 R33G1003-38 2 
ΑΝΘ22Τ-49 364 - 41 2 | |AN6246-65 6 
AN6221-5 28 - 36 12 | [AN6246-7 R3361002-14 6 
AN6221-52 376 - 14 1 | |JAN6246-9 R33G1002 2 
AN6221-58 R33P492-184 364 - 47 2| |AN6264-10-22-3/4 1 
AN6227-6 R33P492-25 323 - 20 7| |AN6264-100L 1 
AN6227-60 355 = 25 1||AN6264-10019-1/2 2 
AN6227-61 364 - 50 2||AN6264-16DL 1 
AN6221-66 355 = 11 3 | JAN6264-16011-1/2 3 
ΑΝ6227-7 R33P492-28 291 - 25 11 | JAN6264-16014 11 
AN6227-0 R33P492-31 361 =- 9 2 | |AN6264-16D17-1/4 1 
AN622 7-9 R33P492-34 21 - 26 17 | |AN6264-16019 1 
AN6229-10 324 - 2 1 | ΙΑΝ62Θ4”- 16021 1 
ΑΝ6230-13 360 - 22 21]ΑΝ6264-16023-1/4 2 
ΑΝ62 30-14 282 - 2 2 | JAN6264-16023=12 1 
AN6230=19 442 - 25 1 | JAN6264~16023=14 1 
AN6230-2 135 - 11 7 | |AN6264-16034 1 
AN6230-4 R3361150-16 50 - 17 2 | [AN6264-16D37 1 
AN62 30°41 285 - 14 2 | |AN6264-16D41-1/^ 1 
AN62 30-9 379 - 16 2 | [ANS264-16D43 1 
AN6231-l 441-7 4 1 | ΙΑΝ6264- 16047 1 
AN6231-13 379 - 6 3 | JAN6264-16050 3 
AN6231-3 388 - 14 1||AN6264-16D84 2 
AN6221-37 376 - 18 1 ||AN6264-160-47 1 
AN6221-4 118 - 16 1|jAN6264-4-10 2 
AN62 31-47 1 | JAN6264—4-11 Cle 45 2 
AN62 31-5 361 - 15 2 | JAN6264—4-12 1 
AN6231-9 360 - 14 . 3| |AN$26474-13-1/2 Cle 45 i 
AN6231A33 355 - 41 1|/AN6264-4-14-1/2 Cle 45 1 
AN6231A47 364 = 54 2 | JAN6264-4-15 Cle 45 4 
AN62 3145 135 - 4 4 | |AN6264-4-16 Cle 45 2 
AN6232-1 364 - 53 3 | |AN6264~4-17 G 1. 
AN6232-2-2-3/4 361 - 17 2 | jAN6264-74-719 : 1 
AN6232-4-3/8 379 - 7 3 11ΑΝ6264-4-20 CL. 45 2 
AN6232C1-9/16 375 - 20 1 | JAN6264-4=-22 Cle 45 2 
AN6232C11-3/8 355 - 39 1 | ¡AN6264-4-24 4 
AN6232C2 326 - 13 2 | |AN6264-74-26 1 
AN6232C2-3/8 388 - 16 1 ||AN6264-4-26-3/4 1: 
AN5232C2-9/16 329 - 21 1 | |AN6264-4-28 1 
AN6232C3 50 - 18 4 | [AN5264-4-28-1/2 2 
AN6232C3-9/16 360 - 16 3 | [AN6264-4-36 2: 
AN62 34-2 274 - 20 3 | [AN6264-4-40 Cle 45 2 
AN5236=2 285 - 11 1 | |AN6264-4=48 Cle 45 1 
AN6240-1 : 311 - 61 8 | |AN6264-4-54 Cle 45 1 
'AN62 44-13 R3361004-34 360 - 21 8 | |AN6264-4-7 Cle 45 1 
ΑΝ62 44-14 I 282 3 2 | [AN6264-4L 1 
AN62 44-19 R3361004-46 442 = 24 2 | ΙΑΝό2δ4-5-35 i 
AN62 44-2 R3361004-12 135 - 10 14 | [AN6264-6-18 1 
AN62 44-4 R33G1004-16 50 - 16 4 FIAN6266-6-23-1/2 i; 
AN6244-9 R3361004-26 379 - 15 4 | [AN626476-23-1/4 1 
AN62 46-10 R33G1002-20 441-7 9 2 | {AN6264-6-30 CL» 45 1 
AN6246-10D19 1]l|AN6264-6-31 i 
AN6246-11 R3361002-22 50 - 30 32 | |AN6264-80L 1 
AN6246-12 R33G1002=24 137 - 11 16 | [AN6264-3D20 4 
AN62 46-13 R3361002-34 118 - 20 6 | [AN6264-8D21-1/2 -4 
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Standard and Vendor Parts 


PART NUMBER 


AN6264~8022=1/2 
AN6264-8D24 
AN6264-8034-1/2 
AN6264=80-14-5/8 
AN62 1-50 
AN6270-10-3/4 
ΑΝ6270-10-8 
AN6270-4-10 
AN6270-4-12 
AN6270-4-12 
AN6270-4-14 
AN6270-4-15 
AN6270-4-18 
AN6270=4-19 
AN6270-4-21 
AN62 10-4-6 
AN6270-4-0 
AN62 107 4-9 
AN6270-8- 
AN6271-10-12 
AN6211-10-12-1/2 
AN6271-10-13-1/2 
AN6271-12-10-1/2. 
AN6271=12-10-1/4 
AN6271-12-11 
AN6271-16-20-1/2 
AN6271-16-35-1/2 
AN6271-4-11 
AN6271-4-12 
AN6271-4=13 
"| AN6271-4-14 
| AN6271-4-15-1/2 
AN6271-4-16 
AN6271-4-18 
AN6271-4~20 
AN6271-4-26-1/2 
AN6271-4-29-1/2 
AN6271-4-30 
AN6271-4=32 
AN6271-4-40 
AN6271-4-7 
AN6271-4-7-5/8 
AN62T1-4-8 
AN6271-4=9 
AN6271-4-9-1/2 
AN6271-5-10-1/2 
AN6271-5-12 
ΑΝ6271-5-12-1/2 
.| AN6271-5-21-1/2 
‘| AN6271-5-21-1/4 
AN6271-5-35 
AN6271-6-10-1/4 
AN6271-6-12 
AN6271-6-13  , 
AN6271-6-13-1/2 
AN6271-6-20-1/2 
AN62 11-6-7-1/2 
AN6271-8-14 
AN6271=8=34-1/2 
AN6271-8-9 
AN6271D12 
AN627105 
AN6274=4=10 
AN6274-5-19-1/2 
AN6274-5-21-1/2 
AN62 1475-60 
AN6214-5-68 
AN62 17-4 
AN62 77-40 
AN62 11-6 
AN6279=4CD 
AN6280-12 
AN6280-4 
AN6280-6 
AN6280-8 
AN6280-8D 
AN6287-1 
AN6289-10 
AN6289-10D 
AN6289-12 
AN6289-12D 
AN6289-16 
AN6289-16D 
AN6289-4 


R45N239430 


R45N239435 
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STOCK NUMBER 


AN 01-60AABA-4 


AN6289-4D 
AN6289-5 
AN6289-3D 
AN5289-6 


AN6289-8 
ANe289-8D 
AN6289-80 


AN6290-10 
AN6290"12 
AN6290-15 
AN6290-18 
AN6290=20 
AN6290-3 

4 

5 
AN6290-5D 
AN6290-6 
d 8 


5 
AN6291-6 
AN6291-8 
AN6292-20-1/2 
ΑΝ6292-5-21 
ΑΝ6292-6-10-1/2 
ΑΝ6292-6-12 
AN6292-6-13 
ΑΝ6292-6-13-1/2 
AN6292-6-14-1/2 
AN6292-6-718-1/2 
ΑΝ6292-6-19 
ΑΝ6292-6-19-1/2 
AN6292-6-9-1/2 
'|AN6292-68 
AN6292-6R 
AN6292-8-10-1/2 
AN6292-8-14 
AN6292-8-14-1/2 
AN6292-8-17-1/2 
AN6292-8-19-1/2 
AN6292-8-23 
AN6292-8-32 
AN6292-8735 
AN6292-3-44 
AN6292-8-45-1/2 
AN6346-31 
AN635-416 
AN635-832 


AN737=26 
AN737-30 
AN731-38 
AN731-44 


m 
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R45N239410 
R45N239415 


4R45N239420 


USE AN6289-8 


R3361151-180 
R3361151-190 


R33G1151-30 
R32G1151-140 
R3361151-150 


R3361151-160 
R33G1151-170 
R33G1105-70 
R3361105-80 


R33G1105-40 
R3361105-50 
R33G1105-60 


USE MS28741-8-1 
USE MS28741-8-1 


45 


R1713609-125 
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AN737RM26 
Ait73 7RM30 
AN737RM38 
AN737RM4 
AN73 7RM4C 
AN73 7RM44 
AN73 7RN46 
ΑΝΤ2ΤΕΗΣ6 
AN737RM58 
AN73 7RM66 
ANT3TRMT4 
AN737RM82 
AN737RM91 
AN737RM98 
ANT37TWA8 
AN737TW91 
ANT4=11 
ANT4-17 
ANT4-20 
ANT4-21 
AN74-3 
ANTA TA 
ΑΝΤά-5 
AN74-6 
AN74A12 
ANT42-11 
AN742-4 
AN742=4D 
AN74 2-82 
AN742D18C 
AN742D18CB 
AN742D19 
AN762D21C 
AN742023 
ANT42023C 
AN142028 
AN742D32 
AN742D38C8 
ANT42D4 
AN74204C 
ANT42D4SCB 
AN742D46C 
AN742D48 
ANT42050CB 
AN742D56 
AN742D64 
AN742D7C 
AN742D9C 
AN748-107 
AN748-22 
AN748-26 
ANT48-46 
ANTA8-66 
AN748-82 
AN748-98 
AN749-2-2 
ΑΝΤ502-39 
AN7503-3 
AN7510-2 
AN752-1-6 
AN76A5 
ΑΝΤ80-3 
AN780C8 
AN781-4 
AN783-10D 
AN783-6D 
AN783D6 
AN784-10D 
AN784-5 
AN784D16 
AN784D6 
ANT91-3 
ANT95-3 
ANS-12 
ANE-13A 
AN8-22 
ΑΝ8-21Α 
ANB-22A 
AN3H11 
AM3COBDO 
AH8008D1 
ANBOOBDIC 
AN8008D16 
AN800802 
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PART NUMBER 


Section HI 
Numerical Index of 
Standard and Vendor Parts 


STOCK NUMBER FIGURE 
AND INDEX 


AN 01-60AABA-4 


STOCK NUMBER FIGURE  |TOTAL PART NUMBER 
AND INDEX | QTY. 
68 - οἱ 74 | 









































AN8008D6 1594- 9 .2 

22 164 - 19 2 

8 159 - 6 5 

12 R43'300120 167 - 2 20 

R43W300130 159 = 5 6 

159 - 9 4 

191 ~ 13 2 

2 3 

1 

2 

12 2 

21 

AN804-5-4 1 

AN804-5D 6 

AN804-6D 2 

AN804-8D 1 

AN804D4 2 

R43B46948 2 
R43B48952 1 
R43848980 2 






R43848900 
AN801-60 
AN809-1 
AN812-1 
AN813-1A 
ΑΝ814-100 
AN816-12D 
AN814-2' 
ΑΝ814-20 
AN&14=30 
AN814-4D 
AN814-6D 
AN814-80 
AN815-10 
ANB15-10D 


R45N130-102 















































R42C1800-170 


we 
NN = > un + O O == U O O f 2 UL YW UEP: 

















- 

































= 
~ 

Ill ll 3G gg) 40171 
- 
o 


R45UT7-20 24 3 
R42C18200-100 AN815-240 23 45 
ΑΝ815-280 23 14 

ANS15=4 R45U1420-20 19 














R45U75-20 19 — 15 
n45U1420-30 45 - 
R45U76 47 - 


















R42C18200-115 
δν σα 65-125 


R45UT6-1C 

















































R42C18632-107 26- 1 
R42C18632-22 23 - 27 
A ib R45U76-20 23 - 79 
R42C18632-46 AN816-10D R45C2678-45 391 =- 6 
R42C18236-6€ AN816-120 : 423 - 18 

AiN816-16-712D R45C2678-55 24 - 29 4 

ANB16-16D R45C2678-60 24 - 3 

ANB16-4 R45C2697-744 19 - 9 

AN816-4-4 5 1 

AN816-4-40 5 

1 

R45C2673-20 21 

R45C2697-49 6 

AN816-6-2D R45C2678-125 2 
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AN816-6-6 1 
AN316-6-6D A4562673-32 2 
R45C2673-30 7 
R45C2678-38 2 
1 R45C2678-40 3 
1 2 
1 R4582381-20 16 
1 2. 
1 2 
1 | |AN819-140 1 
R&5T2759-10 12 ||ΑΝ819-42Ζ R4557540 2 
4 | |AN819-62 2 
6 | [AN821-10D 1 
1 1 
3 2 
11 R45E9536-34 1 
R&3865200-21 8 R45E242-15 6 
R4214511 4 1 
R421411-745 8 | AN621-5D 5 
R421411-815 3| [AN821-6D R45E242-25 10 
4 | JANS21-8 1 
12 | |AN821-8D 5 
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Section Ili 


Numerical index of 
Standard and Vendor Parts. 


APART NUMBER STOCK NUMBER FIGURE |TOTAL 
AND INDEX | QTY. 


AN821A 


AN822-16-120 


AN822-16D 
AN822-4 


AN822-4-4D 


ΑΝ82 2-40 
ΑΝ822-4011 
ΑΝ82 2-6 
AN822-6-2D 
ΑΝ82 2--6-6 
AN822-6-68 
AN82 2-6-6D 
‘| ANB22-6D 
ANB22-8 
ΑΝΒ22-80 


AN823-16-12D 


AN823-160 
AN82 3-4 
AN823-4D 
AN823-6 
AN823-6D 
^AN823-8 
ΑΝ82 3-80 
ΑΝ824-100 
AN824-16D 
AN824-3D 
AN82 4-4 
AN824-74D 
AN824-50D 
AN824-6 
AN824-60 
| AN824-8D 
AN825-4 
AN825-4D 
AN825-6D 
ANB26-4 
AN826~4D 
AN8267~6D 
AN827-4D 
AN827-5D 
AN827-6 
ΑΝΘ82 7-8 
AN83 2-10 
AN832-10D 
AN832-12D 
AN832-16 
AN832-160 
AN832-20D 
AN83 2-4 
| AN832-4D 
AN832-5 
ΑΝ832-50 
AN832-6 
AN832-6D 
AN832-60 
AN83 2-8 
AN832-80 
AN833-10 
AN833-10D 
AN83 3-12 
AN833-12D 
AN833-16 
AN833-16D 
AN833-20 
AN833-20D 
AN83 3-4 
AN833-4D 
AN83 3-5 
ΑΝ833-50 
AN83 3-6 
AN83 3-60 
AN833-8 
AN83 3-80 
AN834-10D 
AN834-12D 
AN83 4-4 
AN834-4D 
ΑΝ83 4-5 
AN834-5D 


















` | AN834-6 


AN834-6D 
AN834-8 
AN83 4-BD 
AN836-6 


R45E232-78 


R45E239-45 - 31 
: aes - 7 
R45E9535-74 202 - 25 
24 - 13 
R45E239-15 19 - 23 
164 - 2 
396 - 56 
R45E239-135 433 = 52 
190 - 20 
R45E239-26 18 - 26 
R45E239-25 148 - 58 
391 - 7 
27 - 10 
25 - 41 
R45E9535=34 19 - 8 
R45E238-10 19 - 13 
24 - 48 
R45E238-20 349 - 35 

23 

R45E238-30 

R45E238-35 287 - 19 
349 = 5 
410 - 17 
R45T283-20 34 - 13 
R45T283-30 47 = 24 
218 - 8 
R4571283-40 148 - 25 
R457284 287 - 29 
"1202 - 33 
R45T267-20 147 - 56 
R45T267-40 17 — 35 
$ 24 - 42 
R45T 318-20 33 = 11 
: 23 - 70 
349 - 57 
278 - 36 
275 = 5 
148 - 5 
R45U90-30 49 - 8 
414 = 30 
R45U90-40 146 - 29 
158 - 18 
24 - 14 
R45U90-10 24 ~ 40 
R45U1430-15 45 = 45 
R45C90-15 276 - 63 
R45U1430-20 43 - 8 
R45U90-20 18 - 9 
274 — 8 
R45U90-25 45 - 49 














R45E232-80 






R45E232-82 
















R45E232-84 -> 
R45E9536-134 
R45E232-70 

R45E9536-136 
R45E232-72 

R45E9536-138 
R45E232-74 









R45E232-76 



















R45T9831 
R45T290-15 









R45T290-20 









R45T290-25 
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ΑΝ O1-6OAABA-4 


PART N STOCK NUMBER FIGURE 


AN837-10 
¡AN837-10D 


AN837-16 


AN837-4D 
AN837-5 
AN837-5D 
ANS37-6 
AN837-6D 
AN831-8 
ANS37-8D 
ANB38-16D 
AN838-4D 
ΑΝ838-60 
AN838M22 
AN839-40 
AN840-16D 
AN860-4 
AN840-4D 
AN840-40 
ANBAO-6D 
AN840-8D 
ANB42-4D 
ANE42-6D 
AN842-8 
AN842-8D 
AN8446-4D 
AN844-6D 
AN846-16D 
ANB48-6D 


AN872-1 
AN893-10D 
AN893-121 
AN893-14D 
AN893-151D 
AN893-16 
AN893-16D 
AN893-19D 
AN893-2D 
AN893-3D 
AN893-7 
AN893-7D 
AN893-70 
AN893-8D 
AN894-10-8 
ANE94-16D 
AN894-5-4 
AN894-5D4 
AN894-6-4 
ANB894-6-5 
AN894-8-5 
AN894-8-6 
AN894D10-8 
AN894D16-10 
AN894D5=4 
ANE94D6 
AN894D6-4 
AN894D6-5 
ANB89408-5 
ANB894D8-6 
AN895-12D 
ANSH14A 
AN900-10 
AN900-16 
AN900-17 
AN900~21 
AN900-24 
AN900-34 
AN900-42 
AH901-4A 
AN901-5C 
AN902-12 
AN902-16 


R451232-65-14 


ἐπ 765-18 


cits ¿7-20 
R458R536-104 
A45T232-65-6 
R4519536-106 


A458232-65-10 


R45T232-65-12 
R45E261-710 


R45E259-300 


R45N139 


R45N140 
R45N141 
R45E273 
R45E273-10 


R45E272 
R4&5E272-5 


R45E261-10 


R45F895 


R45B1805 
Clo 45 


R45B1825 
R4581715 


R45B1790 


R45B1793 
R45B3595-60 


R45B3595-15 


R45B1843-24 
R4581843-36 


R45B1843-9 
R45B1843-10 


R45B1843-16 
CL» 43 


R33G545-65 
R336545-70 
R33G545-90 
R33G545-105 
R33G545-155 
R336545-795 
R336200-20 
R33G543-30 
R33G1255-70 
R32G1255-80 
R3361255 


R33G1255-120 
R3361255-40 





298 
423 


26 
146 
202 
136 


276 
274 
18 


42 
427 
159 
190 


212 
396 
218 
207 


396 
24 


191 
190 
207 
348 
423 
190 
188 


38 
48 


7 
54 
23 
23 


21 
15 
41 


17 
60 
20 
13 
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Section lli 
Numerical Index of 
AN O1-60AABA-4 Standard and Vendor Parts 





PART NUMBER 


AN902-6D 
AN902-8 
AN909-16 
AN910-1 
AN910-1D 
AN91171 
AN911-1D 
AN911-2 
ANS11-2D 
AN911-3D 
AN911-6D 
AN911D 
AN912-1D 
AN912-10D 
AN912-12D 
AN912-20 
AN912-30 
AN91 2-4 
AN912-5D 
ΑΝ91 2-60 
ΑΝΘ1 2-80 
ΑΝΘ1 3-1 
ΑΝΘ1 3-10 
AN913-15 
AN913-20 
AN913-30 
AN913-6D 
AN914-1 
ΑΝΘ1 4-10 
AN914-72 
AN914-2D 
AN914-3D 
AN914-6D 
AN914-8D 

















R45N2828-25 
R45N2414-20 











R3361255-50 
R45P300-35 







R45C2698-50 










































R45N162 






R45N2415 






R45N163 
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R4&5T9807-25 
R45T254-30 






















AN926-12D 
AN926-160 


R457254 






R457254"5 





AN926-6 


AN926-5D R45T254-10 








R451254-20 
AN926A108 

ANS21-16 

AN927-16D 

R45E269 





R45E269-10 
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AN928-16 















































































































































































AN915-1 1 | 1ΑΝ928-160 

AN915-1D 1 

AN915-2 1 

AN915-60 1 

AN916=15D 2 

AN916-2D 1 

AN916-416L 4 

AN917-2D |R45T235-10 7 1 
AN917-3D 2 3 
AN917-60 2 5 
AN918-1D 2 1 
AN918-3D 1 2 
AN91 9-10 1 6 
AN919-10D 2 | [AN931-12-20 5 
AN919-11D. R45R1882-10 7 | |AN921-12-22 1 
AN919-12 6 | |AN921-12-23 1 
AN919-12D IR45R1883~20 11 | [am931-14-20 : 4 
AN919-13D R45R1884 2 | |AN931-16-22 1 
AN919-14D 4 | |AN931-24-28 5 
AN919-15 R45R2164 10 | JAN931-24528 1 
ΑΝΘ19-150 R&5R1884-20 29 | |AN931-24528 1 
AN919-18D 1 | |AN921-3-10 1 
AN919-19 1 |lAN931-3-5 R33G1702 13 
AN919-19D R45R1886 4 | |AN931-4-12 3 
AN919-20 2 | [AN931-4=7 R33G1704 7 
AN919-200 R45R1886-10 8 2 
AN919-23D R45R1887-10 1 1 
AN91 9-3 1 | [AN931-5-13 1 
AN919-3D R45R1880-20 11 | |AN931-5-9 2 
AN919-60 R45R1881-20 33 | |AN931-5512 1 
AN919-7 3 | |AN931-6-10 11 
AN919-7D 16 | |an931-6-16 17 
AN920-5 1 | |AN931-6S1 1 
AN920A10 6 | |AN931-6510 2 
AN921-6S16 1 | |AN931-7-11 1 
AN924-10 3||AN931-0-13 4 
AN924-10D 2 | |AN931-8-20 1 
AN924-12 1 | JAN931-8S16 6 
AN924-12D 1 | |AN931-8S20 6 
AN924-16 1 | |AN931-9-13 1 
AN924-16 1 | |AN931A6-10 1 
AN924=20D 5 | |AN931A8-13 1 
AN924-30 4 | |AN?3184512 1 
AN924-30 1 | |AN931B6-10 2 
AN924-4 16 | lans32-200 2 
AN924-4D R45N2413-20 122 | JAN932-6D 1 
AN924-5 6 1 
AN924-50 R45N2414 33 1 
AN924-6 il 2 
AN924-6D R45N2414-10 .56 1 
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Numerical Index of 


Standard and Vendor Parts 


. PART NUMBER STOCK NUMBER 





AN924-97 
AN935-10 
AN935-10L 
AN935-4 
AN935-416L 
AN935-6 
AN935-6L 
AN935-616L 
AN935-8 
AN935-8L 
AN935B616L 
AN936A10 
AN936A10B 
AN936A3 
AN936A3168 
AN936A4 
AN936A416 
AN936A416B 
AN936A6." 
AN936A6B 
AN936A6167 
AN936A8 
AN936B8108 
AN93686168 
AN9368716 
AN93688 
AN936D6 
AN937-16 
AN939-16 
AN939-5. 
AN941-8 
AN944—10 
AN944-101 































AN960-1216L 
AN960-1416 
AN960-1616L 
AN960-4 
AN960-4D 
AN960-4L 
AN960-416 











AN960-516 
AN960-516L 
AN960-6 
AN960-616 
AN960-616L 
AN960-716 
AN960-716L 
AN960-8 
AN960-816 
AN960-816L 
AN960-916 
AN960-916L 
AN960A10 
AN960A10L 
AN960A416 
ANS60A416L 
AN960A6 
ΑΠΘΘΟΑΒ 
AN960A8L 
AN960B616 
AN960B816 
AN960C10 
AN960C10L 
AN960C1216 
AN960C1^1 
ANS60C161 
AN960C4 
AN960C416 
AN960C416L 
AN960C516 
AN960C516L 
AN960C6 

| AN960C616 






































R43W90322 
R43W90032 





R42W96670 























R43W96355 
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AN944-7103 = 

AN944=201 374 = 18 R43W20532 
AN944-301 374 - 13 R43W21000 
AN960-10 R43W225436 39 - 29 R43W20556 
AN960-10L R43W225020 35 - 6 

ANS60-1016 R43W225464 362 - 6 R43W20550 
AN960-1016L R43W225650 34 - 3 R43W21055 
AN960-1216 R43W225468 u 


R&2v 225055 






R43W225440 


AN960-416L R43W225024 R85R12150 
AN960-5D R85R12170 
AN960-514 R16N1925 





R43W225444 































R434225030 
R43W225452 







R43W225432 
R43W225456 
R43W225040 
R43W225460 






R43W14236 
R43W14036 





















R43W280440 
R43W280024 
R43W280444 
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. FIGURE |TOTAL 
AND INDEX | QTY. 
23 1 











STOCK NUMBER FIGURE |TOTAL 
W Nis ary. 
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AN960D110L 
AN960D1216 





AN961-6 
AN961-616 





R43W280750 














R77B563-00457-0004 
R778353-01203-4904 








R778366-00407-2944 





R778368-00607-2944 











CL, 77 





AVG+4-8000DX4 
AVG. 5-4=-8000DX4 






AV6 + 5-4-8000DX4 
AV65-4-8000X4 
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R17TR5882-54 Ἢ 
R16R18-642-560 
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ΑΙΟΕΑ 
A15852 
A1663-028-1 
A16971 

A17203 

A1723 

A17462. 
A17463 
A1778-823 
A1805-823 
A19A6097 
ΑΖΟΚΑ 
A24A9178-3 
A25810 

A25811 

A25812 

A25842 

A25847 

A25848 

A25852 

A25856 

A25973 
A28A8727 
A2850-064 
A2953 

A3044F3 
A3044F4 
A3044F5 
A3122-20-59 
A3122-8-59 
A3135 
A32-35-02 
A3235-010 
A401 

A401USH 
A401U3 
A401U4SH 
A&01U4SH-R 
A407 

A4185 

A4185 

A4187-1 
A442001 

A4853 

A5 

A5-30 

A5-35 
A509-8R16 
A5495X 

A565 
A5980-6290-3 
A6 

A6010 *XL-58* 
A6052-623 
A6052-623 
A6070-15 
A6070~24 
A6970-24 
A6483-823 
A6913-1024-1 
A692851 
A692852 
A6939-632-4062 
A6939-632 
A6939-632-e125 
A6939-632-091 
A6939-632-125 
A6939-632-187 
A6939-632-375 
A7933 

ATS1E 

A751E 
A760-3-2-6 
A7933 

A7933 

A7949 
A7990-81-24A 
A8226 
A8938-632 












5C788C 
BC7887 
BRAS 
ΕΠΑΣ 






AS01-1789-3 *XD-14 





R16R1858417-100 
R17F1437-26-675 
















R83MQ16971 
R83NQ17 203 
R83MQ 























R1743196-52 
R16R186-12-140-500 
R86'X 

R17N1014-75 
R17N1065-500 
R17N1014-34-50 
R17F1437- 26- 525 
75-600 
72-640 
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R17F1437-26-900 
R17N1014-34-100 














R17525213-61 
R17525212-83 
R17HOOV-A407 
R17L12932-273 


























































R43N39962-100 
R43498962-110 
43898962 























R1785887-66 


ω 


N 
ο 
o 
' 
vn 
UNUON 
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R17R1731 1 
28 
R17F 1645-500 1 R773354-09592-0000 
R17C17890-5 105 
R42F35000 4 
R42F 35050 4 
8 R778354-00901-0090 
° 
4 
Cle 43 2 R118354-00907-4304 
2 
RB3ViNB 1 
Cle 43 2 R16SPR 
2 
1 R45C2261-300 
RS3VNH8 12 33 CC 











R17525025-19 
BZ3YQ1T R1725925-19 





u rE 












































R17S25-032 


N νο” 










R17MQ 


R17525667-11 4 
8108 CL. 77 1 
B11FA519 R1744509-2 1 
816 πιθοῦ " 
817315-6 R3344017315-6 i 
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1 





Cle 





77 






R17C41200 
R776225-00401-6001 


RLOFRR 


€) f) k^ 
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1 
111847 R77B354-00402-009 1 
3 | 84750 R17L12932-155-100 1 
z R17L12932-155-25 5 
1 1 
52 Che 77 2 
54 R77B354-0061-C000 2 
Cle 77 5 
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7 2 
3 Š 
5 2 
2 1 
2 * |<16C5753-275 1 
2 2 
10 R17S26254-25 1 
3||CM025-4-1/2CC L 
16 | |CHO25-4-1/4CC R174641 2 
8 | |CNSL/APS31 RIGA 1 
2 |cP5381EC20O5K. R1611462-50 g 
3| |CP53B2E82C5K R16C114-2825 1 
CP53B2EB4G5K Š 
1 | ICP5362F C504V R16C11341-482 z 
8 10 










1 R775993-7055-0000 1 
15 
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20 R778371-01203-8001 
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PART NUMBER i STOCK NUMBER FIGURE (TOTAL PART NUMBER STOCK NUMBER FIGURE | TOTAL 


CR12CP 


AN ΟΙ-όΟΑΑΒΑ-4 























































































































































































































123 -- 6 E a E 
CR2781C106A3 269 - 3 1 E8680 152 = 90 
CR8CP 121 - 5 4 | |EBoS0 413 - 16 
CR8CP 122 - 3 EBO98 R43N96175 356 - 47 16 
CSE4-14F 373 - 1 1||E8126 av R48N96185 358 - 25 1 
CU105/APS31 339 - 2 1|jEC70080 R16F1951-612 i 
CU24/ART13 334 — 5 2]||EC70081 R16C11379-110 1 
CU24/ART13 336 - 35 E£6020 R82AA 1 
CW2/ARC5 333 2||E106T8 R820N 287 - 17 i 
CW2/ARC5 335 E1068-10 i 
CX1301/AR 8- 6 4 | [E1332 1 
CX1301/AR: 335 - 14 E1616-2 254 - 12 1 
CX1301/AR 336 - 53 E1617-1 264 - 4 1 
CX1301/AR 337 - 15 E1725-1 264 - 1 2 
CYLZ22605-2 434 - 63 2 ||e59081-2 43 - 2 1 
CYR3/4CP 133 - 11 2 | |E6462 1 
CYZR202 R17518900-100-500 1||E6469 R17HYAW 242 - 2 1 
C10-800 1228 - 36 1 | {E6469 243 - 26 
C1906 ο 1 | |FA-1/2-45 397 5 
C124 R16T4875 232 - 30 2 ||FA5-40 416 1 
C1272/APA89 333 — 51 1||FRE4-5 R778563-00351-0004 7 - 13 4 
C149/ARN6 333 - 35 1 | IFRF4-15 1 
C37/ARR2A- R16AN 333 - 10 1||FR4 170 - 9 4 
C4A 241 - 4 2 | IFR4 . 83 - 16 
C4A 265 - 29 FR4 186 - 61 
C41006 R17525213-94 172 - 4 3 | JFR4 : 186 - 71 
C26/ARC27 335 - 21 1 | |FR4-5 R77E935-63007-0000 179 - 35 
C4720A1 R17C34198-1 lliFRS 168 - 98 
C4910-201 267 - 11 1 | IFRS 170 - 36 
C583 1 | [FT445A 335 
C628/ARC27 333 - 53 1 | |[FT445A 336 
C629/APX6 333 - 52 1||F306 R17F14580-57 
C729/APS31A 340 - 30 1||Ε34-14 R77634229 383 - 22 
C733/ARR15 333 - 37 1||F347-14 8778600338 366 - 29 
C738/ARR2A 333 - 58 l|lF44-14 CL. 77 370 - 13 
C/40/ANT13 333 - 36 1||F44-15 1407 - 39 
C744/ARC5 333 - 54 1 | |F44-14 407 = 51 
C745 l||F44-14 A 407 = 61 
C745A10 257 - 1 1] JF 44-14 409 = 6 
C765 264 - 34 2||F65/A Cle 16 334 - 14 
C8001-1 *XG-134* 151 - 9 1||F65/A 336 - 52 
C865/ARC1 1||F7001 285 - 26 
C8700 250 - 14 1 | |GA4=-250 R42F25200 243 
C932 219 - 35 1 | [645-312 RA42F35400 161 - 4 
DD10189 251 - 8 1 | ¡35A5-312 252 - 17 
DLO0043 1 | |GA5-375 E R42F25450 
DL70080 232 - 24 7 | |GE327 R17L2126 162 - 55 
DL70081 1 | |GE327 226 
DW4 R778995-18001-0000 111 - 57 1||cE327 250 
DWS R7?78995-18004-0000 173 - 96 1| |GE327 253 
DW57A1 R17T6951-72 232 - 22 1 | |GE327 333 : 
DYR/ART13 336 - 1 1 | |GE530 1 
DY12/ART13 R16P7120-1 335 - 49 1 | |GF5-175 416 2 
DY2A/ARR2 21605650 333 1 | |GF6-1/2-218 397 5 
DY 2A/ARR2 335 GJ1 R832J14100 1 
DY2B/ARR2 R16D5650 333 1 | JGP53B2EB405K R16C11570-25 2 
DY2B/ARR2 335 GRA200-6732 446 = 26 1 
D100572-1 351 - 3 11 [6104D6 3 R33i4H A 202 - 31 2 
0100572-1 352 - 3 G104D6 204 - 17 
D16955-18 R83MQ 99 - 9 1 | G3-657M1 R82GD 1 
D17167 $9 - 5 1 []03565-ι *XD-46*  |Ri7K300 254 - 42 1 
017333 R17MQ 248 - 19 1 | [6472041 R17C34198-1 255 - 5 1 
D17438-3 R83MQ 99 - 26 1 | [64750154 R33SW 204 - 11 2: 
D17500-9 1 | [64750158 2 
D17562-8 RB83MQ 99 - 23 1/[547750154 340 = 12 1 
D379 260 - 19 2 | 164995 R17C34199-100 1 
D379 261 — 18 G5825-1 254 1 
D4283 - 1 JHASG10COH 372 - 64 1 
D525-6-1 USE 1116-517126 HASB6C R778400510-6 14 8 
07230 R17C9398-746 3 | JHASB6C 14 - 33 
D7230-80 R17C9398-1 6 - 3||HAsaeéc 15 - 33 
D7230-80A RUTCOB9B=7 4 6 232 - 12 8 | |HAsaec 361 - 11 
D820 ΒΙΤΗ3205-5 283 - 10 2|jH81900-30 38 SKM 299 - 11 4 
D820 322 - 12 HD15/U R16AN 1 
EBO48 370 - 56 + | 1HD15A/U 339 - 15 1 
EBO48 377 - 10 H015A/U 349 - 12 
EBO64 R42N96150 60 - 52 19 | |HFX5G 132 - 46 2 
EB064 : 141 HF6 363 - 1 2 
EBO64 141 - 9 Ηι 902 R83HFP 322 - 30 i 
EBO64 141 - 24 HMXSFG R778600$16-5 z 
EBO64 372 = 4 HO15A/U 1 
EB064 415 HRBHGE R775609438 355 - 43 o 
EBO70 R43N96165 75 - 26 12 | JHRBH4E 357 - 40 
E8080 R43N96170 141 - 19 16 ||HR&H4E 359 - 15 
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Numerical Index of 





AN 01-60AABA-4 Standard and Vendor Parts 

Deme | === ES 

AND INDEX 
HR8H5 R778600421 ES 
ΗΗΒΜΩ R778600420 R778400305-22 ^ 
HRBM4E z 
HRBM4E = 
HRB4E R77B600440 E 
HSBG8 . i 
HSBG8 » 
HSB10COH CL. 77 - 
HS810COH 
HS812COH Che 77 - 
HSB12COH 3 " 
HS812COH ý 
HSB3 f R778600281 E 2 
HSB3 : 1 
HSBAC Cle 77 1 
HSB8 COH 1 
HSB80H 1 
HSB9 COH CL, 42 2 
HTCDAK R17C20025-20 1 
HTCD5K Β1ήόδόδὂ5-βο-50 1 
HXM5G 14 | 
H3/ARR3 R16H3864-30 MF10-3011- 25ZE 1 
H4600-032-096 MF10-3911-25XE 1 
H4600-072-072 MF10-3911 2 
H5000-4064-4115 MF36-3909-2D2 | 1 
H5000-040-091 R42L1427 MF36-3909-20202 1 


H5000-040-64 
H5000-051-042 
H5000-064-081 


IN) SN) i P ES ID BO IR PO i IR [SD IR PO IR BPO IND. (S HEE 


H5000-064-125 R42L1436-110 2 
H5000-072-072 2 
H6081025-.081-«123 2 
H676-1000 RS3HYP 2 
JX37 4 
JX37A R17F1645-55 2 
JX37A 2 
JX51K 6 1 
J164/APS31 1 3 
93 R17B12791 1 
J33A10 Cle 84 1 
J37 1||MS28741-10-13-1/2 1 
J37 MS28741-10-15 1 
KA9000S1A Cle 83 1 | |MS28741~10-18 1 
KM610=32 R42L1060-25 2 | |4528741-10-23 1 
KM610-32 I MS28741-10-24 1 
KM610-51 R42L1060-25 3 |Ms28741-10-25 1 
KM610-751 MS28741-16-0426 1 
KM610-64 R42L 1060-30 MS28741-16-0482 1 
KM680 CL, 42 MS26741-3-7-1/2 1 
KRA MS28741-4-10 4 
KY81/APAB9 - 
K10A R778511-01007-0004 
K12A R778511-01207-0024 
K12A ή 
K12A MS28741-4-100 
K1485B RB3KOE 2 | |MS28741-4-11 
K16A R77B511-01601-0004 1 | (MS28741-4-12 
K1610B R45C2314-500 1||MS28741-4-13 
K1880D *XG-100*  |R33k0E 2 
K188001 1 
K6A R778511-00609-0004 - 4 | [MS28741-4 
K7401-1 R83KOE - 2 | MS28741-4-14 1 
K83501 - 1 | |ms28741-4-15 1 
K83501-1 - 1 | |[M528741-4-15-1/72 USE MS28741-4=13 
K83501-1 - MS28741-4-154 1 
K9000-3A I - 1 | [ms28741-4-20 1 
K900051A ΒΒ3ΚΟΈ - 1 | |MS26741=4-23 1 
K900051A - MS28741-4-6 1 
K90005-3A - 2.| |MS28741-74-7-1/2 1 
K9500A1 | RB3KOE - 1 | [Ms28741-4-8 1 
K9500A1 - MS28741-4-9 3 
K9500A1 - MS28741-4 
K9500A1 - MS28741-5-0404 1 
K9500A1 - M528741-5-124 1 
K9500A1 - MS28741-5-140 2 
K9500A1 - MS28741-5-19 1 
K9500A1 - MS28741-5-19-1/2 1 
K9500A1. - MS28741-5-21-1/2 1 
K9500A1 - MS28741-8-124 1 
K9500A1 - -8- 1 
K9500A2 R83K0E 1 
K9500A2 | MS28741-8-140 i 
K9500A2 MS28741-8 

M5287 41-8-144 i 


K9500A2 
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MS29512-12 


MS29512-16 R33G1153- 200 349 - 37 
MS29512-4 434 - 9 
MS29512-6 37 - 19 1 
MS29512-6 6 
MS29513-111 3 234 - 8 7 
MS29513-119 6 239 - 17 
MS29513-12 2 241 - 14 
MS29513-7 2 250 - 35 
MS29513-9 1 255 - 3 
MS840119 1 7 
MS870149 1| |NAF1201-8 R37B2783-25 4 
MS870629 1| |NAF1225-550 R175788-200 162 = 21 3 
MT100/ARC1 R16AN 1 387 - 6 1 
MT1063/APA89 1 354 = 5 5 
MT1310-064-316 R17825570-1310-4316 1 Cle 42 210 - 16 2 
MT14/ARN1 R16M5405 3 | [NAS120R125 R42K4895~60 197 - 23 1 
MT14/ARN1 NAS120Y125 76 - 21 1 
MT1436-064-300 R17825570-1436-4300 1 | [NAS1238125 211 - 3 1 
MT164/ART13 R16AN NAS143=10C 12 - 16 8 
MT164/ART13 NAS143-10C 14- 31 
MT2436-064-010 R17C37877~53 NAS143-10 14 - 48 
MT274A/ARN6 NAS143-12 R33W220330 437 - 10 6 
MT275/ARN6 NAS143-12C R43W176200 12 6 
MT284/ART13 NAS143-12C 385 - 62 : 
MT284/ART NAS143-120 437 = 11 3 
MT362/A NAS143-16C R43W176210 3 2 
MT362A/A NAS143-18 Clo 43 437 = 20 1 
MT454/APS31 NAS143-18C R43W176215 437 = 23 1 
MT445/APS31 4 370 - 59 & 
MT445/AP531 377 - 11 
MT445/APS 107 - 11 6 
MT446/APS31 NAS143-4C 370 - 58 
MT447/APS NAS143-4C 377 - 14 
MT461/ARR15 το - 45 2 
MT461/ARR15 60 - 49 1 
MT51/U R43W176170 60 - 48 3: 
MT51/U 415 
MT589/ARN12 NAS143-8C 415 - 18 2 
MT589/ARN12 NAS143-9C 12 - 11 6 
MT62/ARC5 R16M5131 NAS143-9C 67 
MT63/ARC5 R16R1045 NAS144-13 188 -105 2 
MT740/A1CA^ NAS144-14 444 — 7 2 
MT80/ARC5 . R16M5030 NAS144-16 3-2 4| 12 
MT80/ARC5 NAS144=25 107 - 13 2 
MT821/ARC27 NAS144=30 370 - 57 4 
MT821/ARC NAS144-30 377 - 15 
MT822/ARC NAS144-4 443 = 31 2 
MT822/ARC NAS144DH28 289 - 10| 24 
MX21/ARC5 289 - 12 4 
MX21/ARC5 76 - 44 2 
MX22/ARC5 CL o 43 196 - 48 2 
MX22/ARC5 196 - 49 2 
MX367/U NAS146-19 3- 9| 14 
MX367/U NAS146-23 CLo 43 75 - 33 4 
MX511/APS31 NAS146-23 415 

MX781/A NAS146-25 CLo 43 141 - 27 7 
MX941/A NAS146-25 372 - 6 
MX941/A NAS146-27 161 - 43 4 
MX942/A NAS146-30 Cle 43 15 2 
MX942/A NAS146-31 6 - 32 4 
M15 NAS146-35 R43B88555-56 15 - 23 1 
M160M108 NAS146-36 60 - 50 1 
M1670M108 NAS146-39 141 - 33 2 
M29 NAS146-47 R43838560-6 141 -.10 2 
M3/A NAS146=51 440 - 5 1 
M34-14 NAS147-27 CL» 43 75 - 29 4 
M359A NAS148-25 415 - 19 1 
M359A NAS148-33 Clo 43 6 - 28 4 
M359A NAS148-59 141 - 20 4 
M359A NAS148-622 152 - 39 2 
M359A NAS148DH39 - 1 
M387 NAS149-31 12 - 12 6 
M387 NAS149-31 67 
M4241-3700 NAS149-41. 11 12 
M4487 NAS149-43 11 4 
M5100B NAS149DH44 294 - 8 2 
M5310 NAS150-32 12 - 17 2 
M54 USE R34 NAS150-91A 14 - 49 2 
M630 NAS150DH32 14 - 30 4 
M634 NAS152-70 385 - 64 1 
M635 NAS152A61 437 - 13 1 
M7D NAS152A83 &37.- 12 2 
M80897W2 NAS152DH45 R438588205-56 3- 2 2 
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NAS156DH52 
NAS158-72 
NAS1/0-2 
NAS183-4=YA 
NAS184-4=5 
NAS184-4-5 
NAS184-4-5A 
NAS1 84-4=8A 
NAS188-4-290 
NAS188-5- 
NAS2-101 
NAS2-101 
NAS2-101 
NAS2-101 
NAS2-101A 
NAS27103 
NAS2-201 
NAS2-201 
NAS2-201 
NAS2-201 
NAS2-201A 
NAS2-301 
NAS2-301 
NAS2- 301 
NAS2-301 


NAS200-1032BC10 


NAS202-1032-6 
NAS202-632-13 
NAS202-632BC7 
NAS204-10 
NAS20 4-10 
NAS204-11 
NAS204-8 
NAS204-8 
NAS204-9 
NAS205-10 
NAS205-10 
NAS205-10 
NAS205-11 
NAS205-12 
NAS205-20 
NAS205-37 
NAS205=9 
NAS205=9 
NAS205-9 
NAS206-12 
NAS206~14 
NAS206-15 
NAS220-10 
NAS220~12 
NAS2 20-14 
NAS220-15 
NAS220-17 
NAS220-18 
NAS220-20 
NAS220-24 
NAS220-24 
NAS220-24 
NAS220-25 
NAS220-26 
NAS220-7 
NAS220-8 
NAS220-8 
NAS220-8 
NAS220~9 
NAS220-9 
NAS221-10 
NAS221-10 
NAS221-10 
NAS221-10 
NAS221-11 
NAS221-11 
NAS221-11 
NAS221-11 
NAS221-12 
NAS221-12 
NAS221-12 
NAS221-12 
NAS221-13 
NAS221-13 
NAS221-13 
NAS221-14 
NAS221-15 
NAS221-16 


R43B88205-70 
43 


Cle 


R82C485810 


Cle 43 


R45F456~750 
R45F 457-50 
R45F461 


R45F 464-150 
Cle 43 


R435390-10 


R435390-15 


R45539528 
R43539554 


R435192820-30 


R435192320-50 
RA34192920=55 


R435192320-70 


CL, 43 
Cle 43 
R435192820-15 
R3819P820=20 
R435192820-25 
R435192850-25 


R435192850-30 


R435192850-25 
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AN 01-60AABA-4 


m 





NAS221-20 
NAS221-21 
NAS221-21 
NAS221-22 
NAS221-22 


NAS221-25 
NAS221-25 
NAS221-28 
NAS221-33 
NAS221-36 
NAS221-44 
NAS221-44 
NAS221-44 


NAS222-10 
NAS222-12 
NAS222-13 
NAS222-13 
NAS222-13 
NAS222-13 
NAS222-14 
NAS222-14 
NAS222-16 


NAS222-19 
NAS222-19 
NAS222-19 


NAS222-24 
NAS222-34 
NAS222-36 
NAS222-31 
NAS223-11 
NAS224-36 
NAS224=36 


NAS25-4R 
NAS25~4R 
NAS27-4-24 
NAS21-4-30 
NAS3DD3-10 
NAS3DD3-26 
NAS334-10 
NAS334-10 
NAS334-13 
NAS334-14 
NAS334-20 
NAS334-20 
NAS334-21 
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R435192850-60 


R4351923530-70 


R435192850-75 


#33192850- 80 
R435192350-85 


R435192850-90 


R435192850-13 
R435192850-15 
R435192850-20 
R435192852-20 
R435192852-35 


R435192852-40 


R435192852-90 


43 
R43876958- 40 
Cle 43 


R43B76958-35 


ow OoOrrr es Fr 


IILIS 11 ΕΕ Γι 
Per +N ο 


= = vp 
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NAS3 34-22 
NAS3 34-40 
NAS334PA12 
NAS335-14 
NAS335-14 
NAS335-15 
NAS335-20 
NAS335-34 
NAS336A26 
NAS337-15 
NAS338-11A 
NAS397=20 
NAS397-20 
NAS4C3-21 
NAS42-8-6 
NAS42-8-6 
NAS42-8C56 
NAS42C4-14 
NAS42C4-60 
NAS42C6-8 
NAS42C8-8 
NAS42DD4-16 
NAS42DD4-24 
NAS42004=28 
NAS420D4- 48 


NAS42DD5-716A 


NAS420D6-24 
NAS42DD6=38 
NAS42DD6-72 
NAS424=4D 
NAS424-8 
NAS427K20 
NAS428-3-10 
NAS428=3-11 
NAS£28-3-7 
NAS428K4=16 
NAS43 


NAS43-=3-22DD 


NAS43-3-24 
NAS43-3-40 
NAS43-3-56 
NAS43-3-74 
NAS43-3-78 
NAS43-3-8 

| NAS42-3B 
NAS43—4—42 
NAS43-8-65 
NAS43-8-72 
NAS43CS3744 
NAS43C3-16 
NAS43C3=1 
NAS43C3-18 
NAS43C3-182 
NAS43C3-=23 
NAS43C3-24 
NAS43C3-2 
NAS43C3~2 
NAS43C3-32 
NAS43C3~36 
NAS43C3738 
NAS43C3=4 
NAS43C3-48 
NAS42C3-69 
NAS43C3-74 
NAS43C3-8 
NAS&3C4-22 
NAS43C&-24 
NAS43C4-32 
NAS43C4=34 
NAS43C4=4 
NAS63C4=58 
NAS43C5-20 
NAS43C5-36 
NAS43C8-24 
NAS43 C8-36 
NA543C8-38 
NAS43CB=4 
NAS43CS3-44 
NAS43C8-78 
NAS43C8-90 
NAS43DD1-10 


NAS43DD1-152 


NAS43DD11 
NAS43DD2-32 


N1100 


CLo 


R43876959-100 


Cle 
CLo 


43 


43 
43 


brnn 


€ = N N nm N 


an 


OP RPE NNN NU EN P N > N N) > OP > > A ERP N N PS N ILI 


wo bn 
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NAS43DD3-10 
NAS43DD3-104 


NAS43DD3-12 
NAS43DD3- 
NAS43DD3-132 


nex FIGURE [TOTAL 
38 3 


NAS43DD3-20 
NAS43DD3=20 
NAS430D3-20A 
NAS43DD3-22 


NAS43DD3-25 
NAS43DD3-26 
NAS43DD3-27 


NAS43DD3=33 
NAS43DD3-34 
NAS43DD3-35 
ΝΑ543003-36 
NAS43DD2-36 
NAS43DD3=40 
NAS43DD3=44 
NAS43DD3”48 
NAS43DD3=56 
NAS43DD3=6 
NAS43DD2-64 
NAS43DD3= 
NAS430D3=65 
NAS43DD2-66 
NAS43DD3=72 


NAS43DD3-76 
NAS43DD3=- 
NAS43DD3-8 
NAS430D3- 
NAS43DD374 
NAS43D0D4-128 
NAS43DD4-138 
NAS43DD4-14 


NAS43DD4-36 
NAS43DD4-4D 
NAS43DD4-84 
NAS43005-160 
NAS43DD5-18 


NAS43DD5-46 
NAS43DD5-63 
NAS43DD6=24 
NAS43DD6= 
NAS430D9-26 
NAS43DD926 
NAS430D3=16 
NAS436-8-78 
NAS44—6-2 
NAS44-6-2 

2 

2. 
NAS44-6-3 
NAS44-63 
NAS45-6-1 
NAS45-6-10 
NAS45-6-10 
NAS45-6-11 
NAS45-6-12 
NAS45-6-12 
NAS45-6-1 





R17P439-300 
R17P439-300 
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PART NUMBER STOCK NUMBER FIGURE |TOTAL 
AND INDEX | QTY. 


NAS45-6-13 
NAS45-6-14 
NAS45-6-15 
NAS4 56-16 
NAS45-6-17 
NAS45-6-18 
NAS45-6-2 
NAS45-6-2 
ΝΑ545-6-2 
NAS45-6-3 
NAS45-76-3 
ΝΑ545-6-4 
NAS45-6-4 
NA345-6-6 
NAS45-6-6 
NAS45-6-1 
NAS45-6-8 
NAS45-6-9 
NAS45-8-14 
NAS45-8-6 
NAS45-8-6 
NAS45-8-7 
NAS46DD3-56 
NAS463B-0D10 
NAS463v-DD416 
NAS464-3-36 
NAS464-4-11 
NAS464-4=13 
NAS464-4-14 
NAS464—4- 
NAS464=4=16 
NAS464=4=22 
NAS464=4= 
NAS464—4-26 
NAS464=4A5 
NAS464=5~17 
NAS464-76-13 
NAS464-0-24 
NAS467-6-30 
NAS467-6-42 
NAS487-13 
NAS497 
NAS5A6 
NAS50-100 
NAS50-106 
NAS50-106 
NAS50-106 
NAS50-143 
NAS50-150 
NAS50-168 
NAS50-18 
NAS50”187 
NAS50-206 
NAS50-43 
NAS501-3-3A 
NAS51-106 
NAS51-112 
NAS51-112 
NAS51-125 
NAS51-25 
HAS51-25 
NA851-725 
NAS51~31 
NAS51-37 
NAS51-37 
NAS51-43 
NAS31-43 
NAS5 1-43 
NAS51-50 
NAS51-62 
NAS51-68 
NAS51-68 
NAS51-75 
NAS51-87 
ΝΑ554-10 
NAS54-11 
NAS54-13 
NAS54-13 
NAS54-13 
NAS54-13 
NAS54-14 
NAS54-14 
NAS54-15 
NAS54-20 





R17P439-300 


R17P439-297 
R17P439-250 
R17P439-242 


R17P439-250 


R17P439-250 


R17P439-400 
R17P439-350 


R17P439-350 


R43W110275-10 


R42R2900 
R42R2902 


R42R2910 
R42 


R42R2914 
R42R2917-25 


R43NAS 
R42R2868 
R42R2869 


R42R2800 
R42R2810 
R42R2830 


R42R2840 
R42R2860 
R42R2862 


R42R2864 
R42R2866 

R43876500-1980 
IR43B76560-1985 
IR43B76500-1 995 


R43876500-2000 


R43876500-2005 
RINSEEF6500-2030 
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249 —.13 
249 - 12 
249 — 15 
249 =. 14 
231 - 5 
333 
272 - 19 
335 - 30 
336 ^ 15 
250 - 30 
336 — 36 
336 - 31 
337 - 3 
335 =- 7 
337 --20 
333 - 21 
336 - 2 
336 - 40 
249 — 8 
249 — 7 
435 - 30 
107 - 18 
185 - 74 
187 =~ T 
184 - 4 
329 = 11 
186 - 27 
320 = 23 
327 - 3 
170 - 29 
188 - $9 
187 - 4 
186 - 23 
187 - 29 
269 - 35 
18- 1 
285 - 16 
31 - 8 
323 - 47 
379 - 28 
91 - 40 
21 — 28 
135 - 3 
322 - 69 
171 - 26 
323 - 40 
lc 3 
17 - 25 
147 - 15 
438 - 37 
129 - 7 
146 - 21 
158 - 6 
377 - 29 
103 - 13 
103 - 35 
20 - 8 
20 - 13 
439 - 21 
175 - 7 
440 - 19 
17 = :8 
98 - 18 
3 - 18 
17 - 29 
185 - 27 
182 - 40 
38 - 13 
39 - 11 
41-7 3 
173 - 25 
38 = 7 
39 - 10 
41 - 12 
39 - 4 
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NAS54-20 
NAS54-20 
NAS54=27 
NAS54-31 
NAS54=35 







NAS54=-7A 
NAS54A12 






NAS54A17 
NAS 54423 








NAS56-21 
NAS72-12-100 
NAS72-4-003 
NAS72-4-008 
NAS72-4-011 
NAS72-4-=013 
NAST7T2-4-102 
NAS72-4-104 
NAS72-4-303 
NAS72-5-0 
NAS72-5-012 
NAS72-5-014 
NAS72-5-102 
NAS72-8-005 
NAS72-8-006 
NAS73- 7-014 
ΝΑ5Τ3-9-005 
NAS74-4-008 
NAST7T4-5-005 
NAS75-10-316 
NAS75-11-004 
NAS75-11-005 
NAST5-11-014 
NAS75-16-013 
NAS75-16-016 


NAS75-16-23 
NAS75-3-025 
NAS75-73-100 
NAS75-3-102 
NAS75-3-1 

NAS75-3-105 
NAS75-4-007 
NAS75-4-008 
NAST5-4-008 
NAS75-4-011 
NAST5-4-011 
NAST5-4-012 
NAST5-4-012 
NAS75=4-014 
NAS75-4-026 
NAST5-4-104 
NAS75-4-200 
NAS75-6-004 
NAST5-6-004 
NAS75-6-008 
ΝΑΦΤ5--6-008 
NAS75-6-009 
NAS75-6-010 
NAS75-6-012 
NAST5-1-004 
NAS75-7-005 
NAS75-1-0 

NAS75-7-006 
NAS75-7-012 
NAS75-7-013 
NAS75-7-025 
NAS75-7-112 
NAS75-7-112 
NAS75-7-1 

NAS75-8-006 
NAS75-8-006 
NAS75-5-008 
NAS75-5-008 
NAST75-8-0 

NAS75-8-012 































p'i3B76800 - 110 














Che 43 
R43B76800-100 


R43876800—49, 


43 
CL. 77 
77 


77 


R77634774 
R778600376-11 


R778600376-12 


δι ο 77 


CLo 77 


R778600104 
R778600383-4 


R77834714 


R778600384-12 


R778600384-25 


R43876500-2056 
[3876500 -2064 








R43B76500-2086 






















R43B76500-2459 
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Section lil 
(Numerical Index of. 


Standard and Vendor Parts ΑΝ O1-60AABA-4 


NAS75-8-012 
NAS75-8-116 
NAS76-3-017 
|NAS7673-019 
NAS76-3-029 
NAS76-8-010 
NAS76A12-010 
NAST6A12-012 
NAS76A3-003 
NAS76A4-007 
NAS76A4-008 
NAS76A4-008 
NAS76A5-006 
NAS76A5-007 
NAS76A5-CO8 
ΝΑΦ76Α5-009 
NAS76A5-010 
NAS77-12-15 
NAS77-12-53 
NAS77-20-106 
NAS77-4-17 
NAS77-4-18- 
NAS77-4-18 
NAS77-4-1 
NAS77-4-1 
NAS77-4-23 
NAS77-4-23 
NAS77-4-37 
NAS77-5=12 
NAS77-6-21 
NAS77-6-31 
NAS7 777-40 
NAS77-8-34 
NAS77-8-37 
NASZ7-9-15 
NAS77A50 


NR4L8 
NR6LO2 

NR6L 12 
NT3310-064-010 
N5-22111 
N701 

PALS 

PALS 

PAS 

PC16189 
PC16231 
PC3-1/2 
PF24-3906-25ZH2 
PF3-1/2-38 
PF3-1-1/2-30 
PGM105 
PGM200 
PG208AS3 
PG208AS3 
PG208AS3 
PG208B1 
PK77X22-4 
PK79X22-4-5 
PK79XZ4-6 
PK79X24-8 
PK7T9X26-4 
PK79XZ6-8 
PK79X36-4 
PK8F-X2-1-2 
PLM80 

PLM80 
PL259A 
PL259A 
PL259A 
PL259A 

PN3A 
PS3-1/2 
P13675 
P1780 

P1861 

P1862 

P1862 

P1864 

P1864 


1102 


R778600385-19 


77 
77 


77 


77 

77 

77 

77: 
R77B600389-17 
R775600382-18 


R33G1906-230 
R778993-68016-0000 


R77B368-006C3-290% 
R17C37871-51- 


R164555-525 


R42F24290-300 
R86V1 
R42F24290-400 


R17C9177-85 
R17C9179 
R381512233-020-000: 


R435392696-54 


R43C392702 


R778993-53028-0000 
R42F 242 590-350 


N 





PPNPOPONNN VRPRFENNNFPORPPENENERENS 


~N ν 
=> N S iÑ (N = + + O tS 
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2 

2 
RB-CP15 
RBC-CP15 


RC21B8F473J 
RDC74220 
RD205SH5 + 5L 
RO205SH5e 


3652231 560-6 366 
R12C25 


USE CR12CP 

USE CR12CP 

USE CR12CP 
K778368-00409-2904 
R77B363-00609-2904 
RT78368-00307-0000 


NEN 


R16JAN 


m 


ON ON DENNNNN AH 


R16R17331-70-25 


= 


R8SRO 


R778555-00365-0004 


Cle 77 


R778550-00465-004 


R16C2746-20 
R16C2746-30 
R43L14507 
R43L11006 
R43L11009-100 





R43L11010 


-¡R43L 11011 


RP-452-028-125-04 
RP-452-040-187-03 
RP=A52-048-250-03 


R43L11012 


R&3L11018 


R16AN 
R16CR505-0173-006 


Par ON FPN NE 


= = ο 


R16PS173-10 


R16AN 
R16JAN 


R16JAN 


C^ +=. 
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| Section HI. 
5 Numerical Index of. 
AN O1-60AABA-4 Standard and Vendor Parts 


` ART NUMBER FIGURE RT NUMBER STOCK NUMBER ` FIGURE 
I - 28 





STOCK NUMBER 












































































































































RW31G201 R16JAN 242 6 9 
RW31G281 333 - 60| 1 2 
RW316501 ` R16JAN 1 2. 
RW316631 1 3 
RW31J281 R16 1 3 
RW326310 R16JAN 6 | |R88T2651-220 2 
| RW40G3R5 ` IRL6R18576-965 1 | |rast2z698-25 3 
ROT-1P2T ICL. 17 408 - 89|  1]||R8810625-000 1 
R101A/ARN6 333 = 44) 1 1 
R104SH6 1 1 
R105/ARR15 334 - 6) 1 1 
R105/ARR1 . 336 - 71 1 
R122/ARN12 RIGAN ° 335 = 11|  1||R8812698-25 1 
R122/ARN12 336 - 57 F.8812700-10 2 
R16D1110 2 | |R881927-50 3 
R1611976 2 R17SA1 2 
R1612021-50 -2 R17-16425-2310 - 4 
R16510481-200 1 R17521225-125 1 
R1611975 USE R1611976 
R206SH8 Cle 43 169 - 9| 6 > R42F29800 2 
R206SH8 173 - 15 SF101-95A16A 5 
R206SH8: 175 SHTs 1 *XK-20* n 
R23/ARC5 CL. 16 335 - 18 |sHT. 1 *XK-381* 1 
R231/ARC5 333 =- 7 SHT, 1A *XK-22* 1 
R2800-44W Cle 84 395 = 1 SHT, 2 *XK-21* 1 
R307 SH9 Cle 33 4CO = 16 SHT, 2 *XK-382* 1 
R3075H9 40. - 21 SHT, 2A *XK-23* 1 
R307SH9 402 - 25 SHT, 3A *XK-24* 1 
R310SH12 Cle 43 21 = 23| 2||SHT. 4A *XK-25* 1 
R34 | - 1 | |SK1798P 4-10 7 
ΒΦΑ/ΑΒΒΖΑ Cle 16 333 = 6]  1||sKi798P4-6 | 2 
R4A/ ARR2A 335 - 19 SK179BP6-10 161 - 18] 26 
R88A0351-011 SK179BP6-10 161 - 34 


R88A0351-711 
R88A0496-000 


SK1798BP6- 
SK179BP6- 


PND 



































R88A140-15 SK1798P6-12 164- 7 
R88A200-000-000 SK179BP6- 164- 9 
R88A209 SK1798P6- 164 - 11 
R88A209-025 SK179BP6-14 96 = 10 
R88A350-11 USE R88A0351-01] SK1798P6-14 162- 2 
R88A499 SK179BP6- 162 - 3 
R888856-1 SK1798P6- 162-7 4 
R888890 162- 5 
R88C0152 162-7 9 
R88C0195- 162 — 10 
R88C0574- SK179BP6- 162 - 11 
R88C0583-011 SK179BP6-16 162 - 1 
R88C0590- SK1798P6-16 162-7 6 
R88C0779-500 - 5 
R88C0779-525 - 11 
R88C1500-050 - 32 2 


R88H0570 
R88H0570- 
R88H500 
R8810474-010 
R8810625-000 
R8810750-110 
R88110801-011 
R8811200-12 
R8811325-012 
R8811585-12 
R8811651-0230 
R8811651-100 
R8811888 
R8811927-50 
R8811929- 
R8811931 
R8812380-12 
R881 2600 
R8812662-10 
R881 2675-25 
R8812698-025 
R8812698-25 
R8812700-10 
R8813150-010 
R881474 USE R8810474-01Q 
R881651 
R88L515 
R88L525 
R88M0 300-025 
R88R050 
R88R209-025 
R88R360 
R88R383-5 





























SK179BP8-12 
SK179BP8-16 
SK179B4-14 
SK179B6-10 


DOES Dd 









m 





SK17986-16 
5Κ17986-18 
SK17986-18 
SK17988-16 








SN36B/APS 
sP103-34 
SP103-34 
SP1561-1032-8 
SP1561-832-11 
SP1561-832-8 
SP1561-832-8 
SP1561-83 
SP1561-83 


DANE N) UO IO N) N N > > > = > I r> f) PENNY Ὁ ILI ελ I ο 






















R4358150-22 
R4358150-16 


















R17N2600-88-25 
R17 







U o pa pd P pa 


$338849-501-00 
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` Standard and Vendor Parts 


PART NUMBER - | STOCK NUMBER Ἢ 


$338849-5' 
$338849-5' 
$338849-5 





53431905- 
$3431905- 
S3431905- 
'55-225-S/8 
$5-300 
S5KDD 
S6-400 





TBF22-14PS 
TBF22-19PS 
TBF28-15PS 
TFD11900-3 
TFD11900-3 
TF106/U 
TF11900-3 
1F31400-13 







| TF31400-714 





TF31400-14 
TF31500-7 . 
TF51300-6 
TF51300-6 
TF51300-6 
TF51300-6 
TU100 
T103103 
T103103 
71103103. 
T47/ART13 
T47/ART13 
9161824 
19673433 
UG1C/U 
UG180/U 
UG180A/U 
UG21B/U" 
UG21C/U . 
UG21C/U 
UG21C/U 


|Uc21c/u 


UG212/U 


.[UG212A/U 


UG22 /U 
UG22 C/U 
UG22C/U 
UG22 C/U 
UG22 C/U 
UG254A/U 
| Us260/u 
UG260/U 
UG260/U 

UG260/U 
UG27A/U 
UG27B/U 
UG27B/U 
UG27B/U 
UG27B/U 
UG27 4U 

UG28 /U 

UG30/U 

UG30/U 

UG306/U 
UG306 /U 
UG31C/U 
UG492/U 
UG492A/U 
UGÁ92A/U 
UG492A/U 
UG59A/U 
UG59A/U 






|| UG88/U 


U10/U 
U10/U 
U56/AR 
U6/U 

UE40A 
U7/U © 


;uTsU 


U8/U 
U8/U 
υ9/υ 
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$3431905-505-17 


TA3106-16-135 


|R17P4436-260 





























R17P3665 
R17A2202-100 































ω 
w 
N 
| 


















R16P3555-250 







R16P5020 
R16P5020-10 





























w 
+ 
o 
LE ES SE 23 (1 ar aig 





























IR16R2436-100 
































R16P3627-400 


R16P3627-375 
1R17P4436-413 




















R16J1000 
R17P4436-468-100 








R17P4436-516-75 






R17P4436-576-25 


FIGURE 
AND INDEX 
- 33 
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= 
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MI FIGURE TOTAL 
PART NUMBER STOCK NUMBER AND INDEX| QTY. 


U9/U 

VR311 

WB002-4 
WBO02—4A 
WEE4=210 
WEE4-221 
WEE4-221M1 
WEE4-221M2 
WE451-1-1/40 
WE451-1-1/4D 
WE451-1-1 
WE461-1-1/4D 
WMC100 
WM2-354M14 
WM2-354M15 
WM2-511 ` 
WM2-514M1 
WM2-514M15 
WM2-514M16 
WM2-514M5 
WM2-514M6 
WM2-514M8 
WM203 

WM203 

WM203 
WM3=311- 
WM3-505 
WM3-511 ` 
WMá-509 
WS5C/U 
WZ7RDTC 
W554-221M2 
W6100-1/8D 
W6100-1/8D 
W7946=2D 
W7946-2D 
W7947-2D 
W7956-2DS 
W98=292=6-560 
W98-292-6 
W98292-1 
W98292=10110 
W98292-1-.150 
W98292-1-150 
W98292-1- 
W98292-1-' 
W98292-1- 
W98292=2=0190 
W98292-2-200 
W98292-7-680 
W98293-2-.120 
W99835-1-+080 
Ἠ99835-1-ο090 
XCDR1189 
XC715420-1 


JXSC130 


YAV1CA-R1 
YAV1CA1 
YAV1CL2 
YAV2CA-LZ 
YAV2CA-L27 
YAV25L 
YAV26A-L1Z 
YAV26A-L3 
YAV26A1Z 
YAV4CA-LZ2 
YAV6CA-LZ 
YAV6CA-R 
YAVECA=R2 
YAVBCA-LZ 
YBV1CA-L 
YB8CA-G1 
YHS100S6 
YHS10056 
YHS4056 
YHS40S6 
YH14H 
YH14H2 
YH18H 

YP3 
YZ14H1 
YZTRST 
YZ8C1Z 
@-3850-58 






R83WHR-WE461-1-1/4D 
R83WATN 
R82AA-WM2-354M14 
R82AA-WM2-354M15 














T 
Uv 
+ 

tr 5, 











R42F2430~20 





R88C1500-100-000 
R42R2950-968 
R17T4200-18 
R1773627-285 
R17T3627-157 
R17T4743-25 
R17T4743-75 
R17T3670-19 
R17T4743-50 
R17T3627-427 
R1713627-419 
R17T3215-80 
R17T3670-230 
R17T3608-178 
RI “UNS 
R1713627-455 
R17T3496-100 
R17T6155-50 
R17B21183-150 



























R17821183-125 


R17T6155-150 
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AN 01-60AABA-4 Standard and Vendor Parts 





43903-0-4118 
"E ,3903-0- 
0-3903-0-4148 R82ASE 
0-3903-25 R82SE 
$23902-9-4118 
($-3903NH-0-4148 
Q-39033NN-0-4148N 
001-003-00 
605-030-006 
02300 
0428AF10 
0524AF10 
1-1045-76 
1-245-75 
1ΑΤ2 

1AT3 
10162A/AP531 
1D162A/APS31 
1D162A/AP 
1E77BL1-2A 
1HA1LH 
1HA1LH 
1HA1LH 
1HA1RH 
1HA1RH 

1HS1 

1HS1 

1HS1 

1HS1 

1HS3 

1HS6 

1L7/U 

1L8/U 

1N81 

1N81 

1PG 
10-1744-75 
10-1744-75 
10-53700-1 
10-54400-1 
10-54466-1 
10-54467-2 
10-800 
10C2E8-128 
10DJP 

10000 

100259 

10040 

10041 

10041 

1022 

103D6E 
103D6E 
103103 
1032-00 
1032-00 
10400 i 
10431 R88S2081-200-000 
10500 
10700 
108-73089 
10800 
10834A 
10963 'R88s2233-090-000 
10963Ε Β8852233-052-000 
11-344-75 R45V112-706' 

1102 R8851270-025-000 
1102 

11D2 

1102 

1111-516663 

1111-516665 

1111-516672 

1111-516673 

1111-516674 

1111-516720 

1111-516721 

1111-517020 

1111-517209 

1116-517126 

1117-00 

11258 R17511381-150 
11290-1 
115-100. 


R82ASE 


R82ASE-0-4146-NN 
R17CED 


R1612243-50 


'|R17s25606-78-12 


R8852003-010-000 


R16-19780 


E18CAV 
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R17525606-78-11 


R88CT3100-025-000 


R88G03&7-000-0000 


1201-7 
1201-8 
1201-9 
12034-11 
12044-7 
12105. 
1211-516624 
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+ 


13036-10M2 
13036-102 
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wre 


00 m Im RRP PPP 2 


Hr 


N 


146627M=ST 
146694 

148-100 

1481£0 *XG-123% 
1506-1 

1508-4 

1508-4 
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1 | |97~3100PR16-412P 
97-3105-125L4025 
- 16 1||97-3106218-1s 
8 | |97-3106-24-8355 
2 | |97-3106-24-8355A 
4 | |97-3106418-1s 
1 | |97-3108-24-835PA 
- 13 2 ||97-3108-24-8355A 
2 | |97-541039-16 
-6 | |97-54109-17 
- 18 8 ||97-54109-4 
- 20 97-54109-5 
- 33 1||9703106-13AL4025 
1 | [9714055=-5 
- 7 1 | |9774-16 
- 38 9774-16 
2||98265-1-130 
2 | |98265-1-140 
1 | |98265-1-150 
2 | |98265-12-1250 
98265-170 
1 | |98265-2-230 
1 | |98282-5-490 
1 | |$8292-1~0130 
2 |.|98292-1-090 
1||98292-12-1160 
1 | |98292-2-180 
2 | |98292-5-490 
2 
1 
- 14 4 
- 41 2 
1 
1 
- 1 2 | |99833P 4130 
- 1 99833P080 
- 18 2 | |99834-1-.130 
- 11 99834-1-150 
- 19 1||99834-11-1«090 
2 | 199834-2-0160 
1 |]99834-2-.190 
2 | |[99834-3-«290 
1 | |99834-8-890 
1 | [99834-9-8 
- 34 1 | |99834-9-8 
1 | |99835-2-170 
- 27 1 
- 13 1 
1 
1 
1 
1 
- 35 1 
- 46 
1 
- 22 3 
- 16 
- 7 
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Numerical Index of 
Standard and Vendor Parts 
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USE 950111-32-13 
R82GY 
16D37=1-2 


16029-1-2 


R17A2299-50 
R17R1328-50 
R17R1290-100 
R17P4425-863-100 
R17P4434-280 
R17P4426-600 
R17P4426-603 
R17P5176-150 

CL. 17 
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R17AMP 


R42F24075-20 


R42F24140-137 


1 
2 ü 
6 
2 
1 
2 
2 
4 
5 
1 . 
9 
1 
9 
6 
2 
6 
4 
1 


R42F24030-200 


R42F24075-18 


A42P24075-23-130 





